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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commision (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used \\txe ^docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This scries of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Numbei Index. 

The docketed information includes the information formerly issued through the Department of Energy*s 
Technical Information Center under the Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on other uses of radioactive materials. The last issue of PRDI, published 
m January 1979, was an annual cumulation of the information for 1978 The Title List series initiated by 
this document replaces PRDI, which will no longer be prepared. Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and mother mailings and 
announcements. 

We arc making the monthly issues produced in 1979 available free to all who subsciibed to PRDI in Calendar 
Yeai 1978, We are doing this to encourage your comments, criticisms, and suggestions. In particulai, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data base. 

In so far as possible, we would like this document to be a valuable part of your leference material. Near the 
end of 1979, subscriptions will be solicited for Calendar Year 1980 at a fee yet to be established. 

DOCKETED ITEMS 

Beginning with Vol. I , No. 4. the listings within dockets are divided into the categories used for filing and 
searching in the NRC Public Document Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Secuiily, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity infoimation 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcilpts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 


V 



Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on iion»antitrust matters 

Appendix A sets fortli those categories and describes the materials available m each. Omission of a 
category in the listing for a docket indicates that no documents in that categoiy were filed in the time 
period of the report. 

The principal elements of the entries in the list are: 



P* Operating license stage documents & correspondence 



7904170015 Forwards info on TMliJM Hendrie 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM, T,A, Office of the Executive Director for Operations, 


79/04/12,1 93pp. 


© 0 @ (8 


1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St,, N.W., Washington, D.C, 20555. If this space is filled, it gives other sources for copies of the 
document. The entry may be ‘'Available at NRC’ for sale; “Available at NTIS”; oi “Available at GPO.” 


Tire Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entiles indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5, 

NONDOCKETED ITEMS 

Beginning with Vol, 1, No. 6, the nondocketed items are divided into the categories used foi filing and 
searching in the NRC Public Document Room. Those categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS - Advisory Committee on Reactor Safeguards 

AGREEMENT — State Agreements and Programs 

COMMISSION — NRC Commissioners 

CONTRACT NRC Contracts arid Modifications 

FOIA - Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 

I&E — Inspection and Enforcement 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with other organizations 

PR — Proposed Rule 

PRM - Petition for Rulemaking 

PROJ - ProjectS'Predocket Licensing 

PT21 - Noncompiiance Reports and Related Correspondence 




QA999 - Quality Assurance Inspections 
REGGD — Regulatory Guides 
RES - Research and Technical Assistance Reports 
REVIEW GRP — NRC Research Review Groups 
RM — Rulemakings 

SECY — Position Papers Before tlie Com mission 
TOPREP - Vendor Reports and Related Correspondence 
WASTE MGT - Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and desciibes the material available in each, Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of the nondocketed items are* 

(T) NUREG - NUREG Reports and Related Correspondence 

© © 


@ 


7901060007 NUREG/CR-0161 

' ‘‘Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Expel ienced by Radioactive National Shipping Package.’* Quaiterly 
Progress Report 780101-780331. Identifies parameteis which affect 
normal shock & vibiation environs. 

FIELDS, S.R., MECH, S.J. Hanford Engineering Development Laboiatoiy. 
FIN A-2093.| 78/1 1/30. 26|ip. Av ailable at NTIS . 

© @ 0 ® ® 0 
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1 . Nondocketed category 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal authoi(s). An asterisk in this position indicates that Iheie is no personal author 

6. Coiporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary leport number it will 
appear following this entry. 

8. Date of document described 

9. Pages in document 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other souices for copies of 
the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; oi Available at 
GPO,” 


The Nondocketed Items list is arranged sequentially by Accession Number. Indented items preceded by 
a dash are enclosures to unindented items. 
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NOTES: 


1 . T!ie address Cor NTlS is 

National Technical Information Service 
Springfield* Vir^ma 221 61 

To place orders for or to obtain price information about NRC publications at NTiS, either write to 
NTIS or call the Sales Desk at (703) 5574650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge* 
card number when placing your order. 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C, 20402 

To place orders for or to obtain price information about NRC publications at GPO, either write to 
GPO or call the Inquiry Desk at (202) 783-3238. Publications can be charged to VISA or Master- 
charge credit cards; supply the chargecard number when placing your order. 

3. The address for the PDRis: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, cither write to the NRC PDR or call (202)634-3274. When ordering documents listed 
In this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of tlic documents listed in this title list may be purchasecL Reproduction 
charges for duplication are as follows: 8j! per page for standard size paper; 11 ^5 per page for oversized 
paper (drawings); 2Si per microfiche for 24x diazo duplicates. A mmimuni charge of $2,00 plus 
postage is charged for mail orders. 

Hease acknowledge a willingness to assume charges for all orders but do not send payments, Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


I>ockct 

Name 

Page 

Docket 

Name 

Page 

27-039 

SSteffieldj 1L„ Nuclcai Engineering 

1 

50-2 

Univ, of Michigan Rescarcli Reactor 

3 


Co., Inc. 


50-3 

Indian Point Station, Unit 1 

4 

27-047 

Barnwell, SC, Chem-Nuclear 

1 





Systems, Inc. 


50-5 

Pennsylvania State Univ. Research 

4 





Reactor 


27-048 

Richland, WAm Nuclear Engineering 

1 





Co. 


50-10 

Dresden Nuclear Power Station, 

4 





Unit 1 


40-0299 

Union Carbide Corp. 

1 

50-13 

Babcock & Wilcox Co. Critical 

5 

40-1162 

Western Nuclear 

1 


Facility 


40-1341 

Ford, Bacon and Davis, Inc, 

1 

50-18 

Vallecltos Boiling Water Reactor 

5 

40-2259 

Pathfinder Mines Corp, 

1 

50-20 

Massachusetts Institute of 

6 





Teclniology Research Reactor 


40-3392 

Allied Chemical Corp. 

1 

50-22 

Westinghousc Test Reactor 

6 

40-3453 

Atlas Minerals 

1 

50-27 

Washington Slate Univ. Research 

6 

40-4492 

Federal American Partners 

1 


Reactor 


40-6659 

Petrotoinics Co. 

2 

50-29 

Yankee- Rowe Nuclear Power Station 

6 

40-7455 

Desco Marine 

2 

5047 

Army Materials Research Reactor 

7 

40-7869 

Plateau Resources, Lid, 

2 

50-54 

Union Carbide Research Reactor 

7 

40-8027 

Kcrr-McCicc Corp, 

2 

50-57 

State Univ. of New York Research 

7 




Reactor 


40-8032 

Gulf Rescarcii and Development Co. 

2 

50-59 

Texas A & M Univ, Research 

7 

40-8194 

Army, Dept, of 

2 


Reactor 


40-8452 

Bear Creek Mining Co, 

2 

50-62 

Univ, of Virginia Research 

7 





Reactor 


40-8502 

Wyoming Mining Corp., Irlgniy 

2 



8 


Mine 


50-70 

General Electric Test Reactor 

40-8584 

Union 76 Exploration Co. 

3 

50-72 

Univ. of Utoli Research Reactor 

8 

40-8602 

United Nuclear Corp. 

3 

50-73 

General Electric Nuclear Test 

8 





Reactor 


40-8681 

Energy Fuels Nuclear 

3 

50-77 

Catholic Univ, of America 

8 

40-8692 

Cotter Corp, 

3 


Resettreh Reactor 


40-8693 

Ogle Petroleum, Inc. 

3 

50-83 

Univ, of Florida Training Reactor 

9 

40-8698 

Plateau Resources, Ltd, 

3 

50-84 

Univ, of California Research 






Reactor 


40-8714 

Geveland Cliffs Iron Co, 

3 

50-87 

Westlnghouse Critical 


40-8722 

Brush-Wellnian, Inc. 

3 

50-89 

General Atomic Co. 



ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-94 

Rockwell International Research 

Reactor 

9 

50-166 

Univ. of Maryland Research Reactor 

National Naval Medical Center 

13 

13 



50-170 

50-97 

Cornell Univ, Zero Power Reactor 

9 

50-171 

Peach Bottom Atomic Power 

13 

50-99 

Babcock & Wilcox Test Reactor 

9 


Station, Unit 1 


50-106 

Oregon State Univ. 

9 

50-182 

Purdue Univ. Research Reactor 

14 

50-Ul 

North Carolina State Univ, Research 

9 

50-184 

National Bureau of Standards 

14 

Reactor 



Reactor 


50-112 

Univ. of Oklahoma Research Reactor 

10 

50-186 

Univ, of Missouri Research Reactor 

14 

50-113 

Unlv, of Arizona Research Reactor 

10 

50-187 

Space Radiation Research Reactor 

14 

50-116 

Iowa State Univ. Research Reactor 

10 

50-188 

Kansas Stale Univ. Research Reactor 

14 

50-123 

Univ, of Missouri Research Reactor 

10 

50-192 

Univ. of Texas Research Reactor 

14 

50-124 

Virginia Polytcch Inst. Training 

10 

50-193 

Rhode Island & Providence 

14 


Reactor 



Plantations AEG 


50-128 

Texas A 5c M Univ. Research 

10 

50-199 

Manhattan College Research 

14 

Reactor 



Reactor 


50-129 

Texas A & M Univ, Research 

10 

50-201 

West Valley Reprocessing Plant 

14 


Reactor 


50-206 

San Onofre Nuclear Station, 

15 

50-130 

Pathfinder Atomic Plant 

11 


Unit 1 


50431 

Omalia Veterans Administration 

Hospital Research Reactor 

11 

50-208 

Columbia Univ. Research Reactor 

16 



50-213 

Had dam Neck Plant 

16 

50-133 

Humboldt Bay Power Plant, Unit 3 

11 

50-219 

Oyster Creek Nuclear Power Plant 

17 

50-134 

Worcester Polytccli Inst. Research 

11 



18 


Reactor 


50-220 

Nine Mile Point Nuclear Station, 





Unit 1 


50-139 

Univ, of Washington Research 

11 



19 


Reactor 


50-223 

Univ. of Lowell Research Reactor 

50-141 

Stanford Univ, Research Reactor 

11 

50-224 

Univ. of California Research Reactor 

19 

50-142 

UCLA Training Reactor 

12 

50-225 

RPI Critical Experiment 

19 

50-146 

Saxton Nuclear Experimental 

12 

50-228 

Aerotest Radiography & Research 

20 


Facility 



Reactor 


50-148 

Univ, of Kansas Research Reactor 

12 

50-237 

Dresden Nuclear Power Station, 

20 





Unit 2 


50-150 

Ohio State Univ. Research Reactor 

12 

50-241 

Mississippi Stale Univ. Research 

21 

50-151 

Univ. of Illinois Research Reactor 

12 


Reactor 


50-155 

Big Rock Point Nuclear Power 

12 

50-243 

Oregon State Univ. Research Reactor 

22 


Plant 







50-244 

Robert Emmet Ginna Nuclear Plant, 

22 

50-156 

Univ. of Wisconsin Research 

13 


Unltl 



Reactor 


50-245 

Millstone Nuclear Power Station, 

23 

50-157 

Cornell Univ. Research Reactor 

13 


Unitl 


50-160 

Georgia Institute of Technology 

13 

50-247 

Indian Point Station, Unit 2 

24 


Research Reactor 


50-249 

Dresden Nuclear Power Station, 

25 

50-163 

General Atomic Co. 

13 


Unit 3 



X 



50-250 

Turkey Point Plants Unit 3 

26 

50-286 

Indian Point Station, Unit 3 

63 

50-251 

Turkey Point Plant* Unit 4 

28 

50-287 

Oconee Nuclear Station, Unit 3 

65 

50-252 

Univ, of New Mexico Research 

30 

50-288 

Reed College Research Reactor 

66 


Reactor 


50-289 

Three Mile Island Nuclear Station, 

66 

50-254 

Quad-Cities Station, Unit 1 

30 


Unit 1 


50-255 

Palisades Nuclear Plant 

31 

50-290 

Proof Test Facility 

67 

50-259 

Browns ferry Nuclear Power 

33 

50-293 

Pilgrim Nuclear Power Station, 

67 


Station* Unit 1 



Unit 1 


50-260 

Browns Ferry Nuclear Power 

34 

50-294 

Michigan State Univ, Research 

68 


Station, Unit 2 



Reactor 


50-261 

H.B, Robinson Plant, Unit 2 

35 

50-295 

Zion Nuclear Power Station, Unit 1 

69 

50-262 

Brigliam Young Univ. Research 

36 

50-296 

Browns Ferry Nuclear Power 

70 


Reactor 



Station, Unit 3 


50-263 

Monticcllo Nuclear Generating Plant 

36 

50-297 

North Carolina State Univ. 

71 




PULSTAR Reactor 


50-264 

Dow Chemical Co, 

37 

50-298 

Cooper Nuclear Station 

71 

50-265 

Quad-Cities Station, Unit 2 

37 

50-301 

Point Beach Nuclear Plant, 

73 

50-266 

Point Beach Nuclear Plant, Unit 1 

38 


Unit 2 


50-267 

Fort St, Vrain Nuclear Generating 

39 

50-302 

Crystal River Nuclear Plant, Unit 3 

73 


Station 


50-304 

Zion Nuclear Power Station, Unit 2 

76 

50-269 

Oconee Nuclear Station, Unit 1 

40 

50-305 

Kewaunee Nuclear Power Plant 

77 

50-270 

Oconee Nuclear Station, Unit 2 

42 

50-306 

Prairie Island Nuclear Station, 

78 

50-271 

Vermont Yankee Nuclear Power 

44 


Unit 2 



Station 


50-309 

Maine Yankee Atomic Power Plant 

80 

50-272 

Salem Nuclear Generating Station, 

45 





Unit 1 


50-311 

Salem Nuclear Generating Station, 

83 





Unit 2 


50-274 

U.S. Geological Survey Research 

47 


Rancho Scco Nuclear Generating 



Reactor 


50-312 

84 





Station 


50-275 

Diablo Canyon Nuclear Power 

47 





Plant, Unit 1 


50-313 

Arkansas Nuclear One, Unit 1 

86 

50-276 

Georgia Tech Research Reactor 

49 

50-315 

Donald C Cook Nuclear Power 

88 




Plant, Unit 1 


50-277 

Peach Bottom Atomic Power Station, 

49 





Unit 2 


50-316 

Donald C. Cook Nuclear Power 

89 





Plant, Unit 2 


50-278 

Peach Bottom Atomic Power Station, 
Units 

51 

50-317 

Calvert Cliffs Nuclear Power Plant, 

90 




Unit 1 


50-280 

Surry Power Station, Unit 1 

52 

50-318 

Calvert Cliffs Niiclciir Power Plant, 

91 

50-281 

Surry Power Station, Unit 2 

56 


Unit 2 


50-282 

Pralne Island Nuclear Station, 

60 

50-320 

Tlirce Mile Island Nuclear Station, 

o-i 


Unltl 



Unit 2 


50-284 

Idaho State Univ, Research Reactor 

62 

50-321 



50-285 

Fort Calhoun Station, Unit 1 

62 
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Page 

Docket 
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Page 

50-323 

Diablo Canyon Nuclear Power Plant, 

Unit 2 

113 

50-363 

Forked River Nuclear Station, Umt 1 

154 

154 



50-364 

Joseph M. Farley Nuclear Plant, 

50-324 

Brunswick Steam Dec trie Plant, 

Unit 2 

115 

50-366 

Unit 2 

Edwin L Hatch Nuclear Plant, 

155 

50-325 

Brunswick Steam Electric Plant, 

Unit 1 

117 


Unit 2 

156 



50-367 

BaiUy Generating Station 

50-326 

Univ. of California at Irvine Research 

120 


Arkansas Nuclear One, Unit 2 

157 

Reactor 


50-368 

50-327 

Sequoyah Nuclear Plant. Unit 1 

120 

50-369 

William B, McGuire Nuclear 

158 




Station, Unit 1 


50-328 

Sequoyah Nuclear Plant, Unit 2 

121 

50^370 

William B. McGuire Nuclear 

159 

50-329 

Midland Plant, Unit 1 

122 


Station, Unit 2 


50-330 

Midland Plant, Unit 2 

124 

50-373 

LaSalle County Station, Umt 1 

160 

50-331 

Duane Arnold Energy Center 

126 

50-374 

LaSalle County Station, Unit 2 

161 

50-332 

Barnwell Reprocessing Plant 

127 

50-375 

Nuclear Examination Reactor 

161 

50-333 

James A. Fitzpatrick Nuclear 

127 

50-382 

Waterford Generating Station, Unit 3 

161 


Power Plant 


50-387 

Susquehanna Steam Electric Station, 

162 

50-334 

Beaver Valley Power Station, Unit 1 

130 


Unit 1 


50-335 

St, Lucie Plant, Unit 1 

133 

50-388 

Susquehanna Steam Electric Station, 

163 




Unit 2 


50-336 

Millstone Nuclear Power Station, 

134 





Unit 2 


50-389 

St. Lucie Plant, Unit 2 

165 

50-338 

North Anna Power Station, Unit 1 

135 

50-390 

Watts Bar Nuclear Plant, Umt 1 

165 

50-339 

North Anna Power Station, Unit 2 

138 

50-391 

Watts Bar Nuclear Plant, Unit 2 

167 

50-341 

Enrico Fermi Atomic Power Plants 

140 

50-394 

California State Polytcch College 

168 


Unit 2 



Research Reactor 


50-344 

Trojan Nuclear Plant, Unit 1 

141 

50-395 

Virgil C. Summer Nuclear Station, 

169 




Unit 1 


50-346 

Davis-Bcsse Nuclear Power Station, 

143 





Unitl 


50-396 

Univ, of Virginia Cavalier Reactor 

169 

50-348 

Joseph M, Farley Nuclear Plant, 

146 

50-397 

WPPSS Nuclear Project, Unit 2 

169 


Unitl 


50400 

Shearon Harris Nuclear Power Plant, 

170 

50-352 

Limerick Generating Station, Unit 1 

147 


Unit 1 


50-353 

Limerick Generating Station, Unit 2 

148 

50401 

Shear on Harris Nuclear Power Plant, 

171 




Unit 2 


50-354 

Hope Creek Nuclear Station, Unit 1 

148 

50402 

Shearon Harris Nuclear Power Plant, 

172 

50-355 

Hope Creek Nuclear Station, Unit 2 

149 


Units 


50-356 

Univ. of Illinois Lopia Research 

149 

50403 

Shearon Harris Nuclear Power Plant, 

172 


Reactor 



Unit 4 


50-358 

William H. Zimmer Nuclear Station, 

149 

50404 

North Anna Power Station, Unit 3 

173 


Unitl 


50405 

North Anna Power Station, Unit 4 

173 

50-360 

Battelle Memorial Inst, Critical 

151 





Facility 


50406 

Tuskegee Inst. Research Reactor 

174 

50-361 

San On of re Nuclear Station, Unit 2 

151 

50407 

Univ, of Utah Research Reactor 

174 

50-362 

San Onofre Nuclear Station, Unit 3 

153 

50409 

La Crosse Boiling Water Reactor 

174 
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Docket 
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Page 

50410 

Nine Mile Point Nuclear Station, 

Unit 2 

175 

50463 

Fulton Generating Station, Unit 1 

195 

50412 

Beaver Valley Power Station, 

176 

50464 

Fulton Generating Station, Unit 2 

195 


Unit 2 


50466 

Allens Creek Nuclear Station, Unit 1 

195 

50413 

Catawba Nuclear Station, Unit 1 

176 

50470 

CESSAR System 80 

197 

50414 

Catawba Nuclear Station, Unit 2 

176 

50471 

Pilgrim Nuclear Power Station, Unit 2 

197 

50416 

Grand Gulf Nuclear Station, Unit 1 

177 

STN-50482 

Wolf Creek Generating Station 

198 

50417 

Grand Gulf Nuclear Station, Unit 2 

178 

STN-50483 

Calloway Plant, Unit 1 

199 

50423 

Millstone Nuclear Power Station, 

Units 

179 

STN-50484 

Tyrone Energy Park, Unit 1 

200 

50424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

179 

STN-50485 

Sterling Power Project, Nuclear, 

Unitl 

200 

50425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

179 

STN-50486 

Calloway Plant, Unit 2 

201 

50433 

UC“Santa Barbara Research Reactor 

180 

STN-50488 

Perkins Nuclear Station, Unit 1 

201 

50434 

Surry Power Station, Unit 3 

180 

STN-50489 

Perkins Nuclear Station, Unit 2 

201 

50435 

Surry Power Station, Unit 4 

180 

STN-50490 

Perkins Nuclear Station, Unit 3 

202 

STN-50437 

Floating Nuclear Plant 

181 

STN-50491 

Cherokee Nuclear Station, Unit 1 

202 

50438 

Bellefonte Nuclear Plant, Unit 1 

181 

STN-50492 

Cherokee Nuclear Station, Unit 2 

203 

50439 

Bellefonto Nuclear Plant, Unit 2 

182 

STN-50493 

Clierokee Nuclear Station, Unit 3 

203 

50440 

Perry Nuclear Power Plant, Unit 1 

183 

STN-50495 

SWESSAR-Pl 

204 

50441 

Perry Nuclear Power Plant, Unit 2 

183 

STN-50498 

South Texas Project, Unit 1 

204 

50443 

Seabrook Nuclear Station, Unit 1 

184 

STN-50499 

South Texas Project, Unit 2 

206 

50444 

Senbrook Nuclear Station, Unit 2 

185 

50-500 

Davis-Besse Nuclear Power Station, 

Unit 2 
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50-106 

9 

Memphis State Univ. Research Reactor 

50-538 

218 







Oregon State Univ. Research Reactor 

50-243 

22 

Michigan State Univ. Research 

50-294 

68 




Reactor 



Oyster Creek Nuclear Power Plant 

50-219 

17 

Midland Plant, Unit 1 

50-329 

122 

Palisades Nuclear Plant 

50-255 

31 

Midland Plant, Unit 2 

50-330 

124 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

217 

Millstone Nuclear Power Station, 

50-245 

23 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

217 

Unit 1 








* 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

218 

Millstone Nuclear Power Station, 

50-336 

134 




Unit 2 



Palo Verde Nuclear Station, Unit 4 

STN-50-592 

226 

Millstone Nuclear Power Station, 

50423 

179 

Palo Verde Nuclear Station, Unit 5 

STN-50.593 

227 

Unit 3 









Pathfinder Atomic Plant 

50-130 

11 

Mississippi State Univ, Research 

50441 

21 




Reactor 



Peach Bottom Atomic Power Station, 

50-171 

13 

Monticello Nuclear Generating Plant 

50-263 

36 

Unit 1 



National Bureau of Standards Reactor 

50-184 

14 

R 



National Naval Medical Center 

50-170 

13 




NEP Nuclear, Unit 1 

STN-50-568 

224 




NEP Nuclear, Unit 2 

STN-5 0-569 

224 




New Haven, Unit 1 

50-596 

227 




New Haven, Unit 2 

50-597 

228 




Nine Mile Point Nuclear Station, 

50-220 

18 





Unitl 
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Name 

Docket 

Page 

Name 

Docket 

Page 

Perkins Nuclear Station, Unit 2 

STN-50489 

201 

Seabrook Nuclear Station, Unit 2 

50-444 

185 

Perkins Nuclear Station, Unit 3 

STN-50490 

202 

Sequoyah Nuclear Plant, Unit 1 

50-327 

120 

Perry Nuclear Power Plant, Unit 1 

50440 

183 

Sequoyah Nuclear Plant, Unit 2 

50-328 

121 

Perry Nuclear Power Plant, Unit 2 

50441 

183 

Shearon Harris Nuclear Power Plant, 

50400 

170 



Unitl 



Piiipps Bend Nuclear Plant, Unit 1 

50-553 

220 

Shearon Harris Nuclear Power Plant, 

50401 

171 

Phipps Bend Nuclear Plant, Unit 2 

50-554 

221 

Unit 2 



Hlgrim Nuclear Power Station, Unit 1 

50-293 

67 

Shearon Harris Nuclear Power Plant, 

50402 

172 



Unit 3 



Pilgrim Nuclear Power Station, Unit 2 

50471 

197 

Shearon Harris Nuclear Power Plant, 

50403 

172 

Point Beach Nuclear Plant, Unit 1 

50-266 

38 

Unit 4 



Point Beach Nuclear Plant, Unit 2 

50*301 

73 

Shoreliam Nuclear Power Station 

50-322 

113 

Prairie Island Nuclear Station, Unit 1 

50-282 

60 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 

216 

Prairie Island Nuclear Station, Unit 2 

50-306 

78 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

217 

Proof Test Facility 

50-290 

67 

South Texas Project, Unit 1 

STN-50498 

204 

Purdue Univ. Research Reactor 

50-182 

14 

South Texas Project, Unit 2 

STN-50499 

206 

Qiiad-Citics Station, Unit 1 

50-254 

30 

Space Radiation Research Reactor 

50-187 

14 

Quad-Cities Station, Unit 2 

50-265 

37 

Stanford Univ. Research Reactor 

50-141 

11 

Rancho Seco Nuclear Generating 

50-312 

84 

State Univ. of New York Research 

50-57 

7 

Station 



Reactor 



Reed College Research Reactor 

50-288 

66 

Sterling Power Project, Nuclear, 

STN-50485 

200 



Unitl 



RegodoU Nuclear Power Station 

50-588 

226 

St. Lucie Plant, Unit 1 

50-335 

133 

Rliode Island & Providence 

50-193 

14 




Plantations AEC 



St. Lucie Plant, Unit 2 

50-389 

165 

River Bc^nd Station, Unit 1 

50458 

193 

Surry Power Station, Unit 1 

50-280 

52 

River Bend Station, Unit 2 

50459 

194 

Surry Power Station, Unit 2 

50-281 

56 

Rockwell International Research Reactor 50-94 

9 

Surry Power Station, Unit 3 

50434 

180 

Robert Emmet Glnna Nuclear Plant, 

50-244 

22 

Surry Power Station, Unit 4 

50435 

180 

Until 








Susquehanna Steam Electric Station, 

50-387 

162 

RPI Critical Experiment 

50-225 

19 

Unitl 



Salem Nuclear Generating Station, 

50-272 

45 

Susquehanna Steam Electric Station, 
Unit 2 

50-388 

163 

Unitl 





Salem Nuclear Generating Station, 

50-311 

83 

SWESSAR-Pl 

STN-50495 

204 

Unit 2 



Texas A & M Univ. Research 

50-59 

7 


50-206 

15 

Reactor 




50-361 

151 

Texas A & M Univ. Research 

50-128 

10 




Reactor 




50-362 

153 

Texas A & M Univ. Research 

50-129 

10 


50-146 

12 

Reactor 






Three Mile Island Nuclear Station, 

50-289 

66 


50443 

184 

Unitl 
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Name 

Docket 

Page 

Name 

Docket 

Page 

Three Mile Island Nuclear Station^ 

50-320 

93 

U.S. Geological Survey Research 

50-274 

47 

Unit 2 



Reactor 



Trojan Nuclear Plant, Unit 1 

50-344 

141 

Vallecitos Bolling Water Reactor 

50-18 

5 

Turkey Point Plant, Unit 3 

50-250 

26 

Vermont Yankee Nuclear Power 
Station 

50-271 

44 

Turkey Point Plant, Unit 4 

50-251 

28 



Tuskegee Inst. Research Reactor 

50-406 

174 

Virgil C. Summer Nuclear Station, 
Unitl 

50-395 

169 

Tyron Energy Park, Unit 1 

STN-50484 

200 

Virginia Polytech Inst. Training 

50-124 

10 

UCLA Training Reactor 

50-142 

12 

Reactor 



UC-Santa Barbara Research Reactor 

50433 

180 

Washington State Univ, Research 
Reactor 

50-27 

6 

Union Carbide Research Reactor 

50-54 

7 

Waterford Generating Station, 

50-382 

161 

Univ. of Arizona Research Reactor 

50-113 

10 

Unit 3 



Unlv. of California at Irvine 

50-326 

120 

Watts Bar Nuclear Plant, Unit 1 

50-390 

165 

Research Reactor 



Watts Bar Nuclear Plant, Unit 2 

50-391 

167 

Univ. of California Research Reactor 

50-84 

9 

Westlnghouse Critical Experiment 

50-87 

9 

Univ. of California Research Reactor 

50-224 

19 

Westinghouse Test Reactor 

50-22 

6 

Univ, of Florida Training Reactor 

50-83 

9 

West Valley Reprocessing Plant 

50-201 

14 

Univ. of Illinois Research Reactor 

50-151 

12 

William B. McGuire Nuclear Station, 

50-369 

158 




Unitl 



Univ. of Illinois Lopra Research Reactor 50-356 

149 





50-148 

12 

William B. McGuire Nuclear Station, 

50-370 

159 

Univ. of Kansas Research Reactor 

Unit 2 



Univ. of Lowell Research Reactor 

50-223 

19 

William H. Zimmer Nuclear Station, 

50-358 

149 


50-166 

13 

Unitl 



Univ. of Maryland Research Reactor 

Wolf Creek Generating Station 

STN-50482 

198 

50-2 


Univ. of Michigan Research Reactor 

3 




50-123 

10 

Worcester Polytech Inst, Research 

50-134 

il 

Univ, of Missouri Research Reactor 

Reactor 



Univ. of Missouri Research Reactor 

50-186 

14 

WPPSS Nuclear Project, Unit 1 

50460 

194 

Univ. of Now Mexico Research 

50-252 

30 

WPPSS Nuclear Project, Unit 2 

50-397 

169 

Reactor 

50-112 

10 

STN-50-508 

211 

WPPSS Nuclear Project, Unit 3 

Univ, of Oklahoma Research Reactor 

50-513 

213 

50-192 

14 

WPPSS Nuclear Project, Unit 4 

Univ, of Texas Research Reactor 

STN-5O-509 

212 

50-72 

8 

WPPSS Nuclear Project, Unit 5 

Univ, of Utah Research Reactor 




50407 

174 

Yankee-Rowe Nuclear Power 

50-29 

6 

Univ. of Utah Research Reactor 

Station 



Univ. of Virginia Cavalier Reactor 

50-396 

169 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

223 

Univ, of Virginia Research Reactor 

50-62 

7 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

223 

Univ. of Washington Research 

50-139 

11 

Zion Nuclear Power Station, Unit 1 

50-295 

69 

Reactor 

50-156 

13 

Zion Nuclear Power Station, Unit 2 

50-304 

76 

Univ. of Wisconsin Research Reactor 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-039 SHEFFIELD, It , NUCLEAR ENGINEERING CG 


7906010290 Forwards attachments to "Licensees' Post-Hearing Brie# on 
Issues Arising During Oral Arguement Dofore Licensing Boarti 
on 790327," which were inadvor fcontlg omitted from original 
submittal 

METTERHAHN.M J Connor, Mooro & Corber 79/04/06 I3|ip 


7906070342 Seeks to file reply to Nuclear Engineering Co 790403 
post-hearing brief te issues arising during 790327 oral 
argument before ASLB Certificate of Svc end 
S£KULER,S N Illinois, State of 79/04/11 3pp 


7906270106 Reaffirms NRC 790320 order to show cause Licensee must 
resume respons ib i 1 i g foi Sheffield site Order will remain in 
effect until issues have been resolved by A8L0 

CHILK, 8 J Office of the Secretary of the Commission 79/06/06 
9pp 


7906270191 Hearing will be held before ASLD to deteimine -whether 
licensee can unilaterally terminate license application to 
renew license Delegates review authority to ASLAD 
CHILK, S J Office of the Secretary of the Commission 79/06/06 
3pp 


DOCKET 27-047 BARNWELL, SC , CHEM-NUCLEAR avSTEMS 


7906290817 Submits answers to NRC auestions re license application for 
burial of boxes of waste containing up to 390 g U-239 
REITL£R,E K Westinghouse Electric Corp 79/03/20 3pp 

7906070354 Slate of SC denial of Chem-Nuclear Sys, Inc rea^Bst for 
receipt ^ burial of low power range monitors 
5HEALY, H 0 South Carolina, Slate of 79/04/10 Ip 


7906020173 Submits addl info to support re^uesl for amend to permit 
burial of large boxes of U-239 wastes, in response to NRC 
790223 Itr 

REYNOLDS. L E Chem-Nuclear Systems. Inc 79/04/11 4pp 


DOCKET 27-040 RICHLAND, WA .NUCLEAR ENOINEERINO CO 


7906270092 Forwards final response to Question 4 of Bell 790923 Itr 
BAER, T S Nuclear Engineering Co , Inc <subs of Teledyne. Inc > 
79/09/21 llpp 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP 


7906020179 Provides info reciuested in 790409 lolcon Discusses Items 
which do not affect license issuance 
REKEKEYERrP C Union Carbide Corp 79/04/09 3pp 


7906150140 Summary of 790410 meeting re Issues that must be resaWed 
prior to NRC decision on Union Carbide Corp requost for 
authorization to operate heap leach at East Oas Hills site 
LINEMAN, J J Fuel Process I- Fab Branch 79/05/0B 2pp 


DOCKET 40-1162 WESTERN NUCLEAR, INC 


7906160047 Outlines topics for discussion at 790903 meeting Topics 
include raising dike prior to 790719 tp avoid violation of 
10“ft freeboard condition if const details of strip toe 
drain 

BOODENrO Western Nuclear. Inc (subs of Phelps Dodge Corp >, 
79/09/03 2pp 


DOCKET 40-1341 FORD. BACON e, DAVIS. INC 


7906010324 Responds to 790300 Itr expressing concern re possible health 
hazards from tailings piles at inactive Edgemonfe 0 riiill 
Piles will be stabllited until they are removed fy b-uried per 
decommissioning plan 

SCARANO. R A Division of Fuul Cycle it Material Safety 79/04/04 

tp 

DOCKET 40-2299 PATHFINDER MINES CORP 


7906050232 Responds to NRC 790409 Itr addl info ro Tailings 

Pond 4 6 Tailings Reservoir 2 Forwards "Peak Flow Cstlmcites 
for Spillway of Tailings Reservoir 2 " 

NUGENT.E L Pathfinder Mines Corp 79/04/25 Opp 


— 7906050246 "Peak Flow Estimates for Spillway of Tailings Reservoir 2 
a Pathfinder Mines Corp 79'04/30 6pp 


7906040120 Responds to NRC 790410 re<iU6St for add! info to complete 
radiological assessment of pi oposed tailings area mod 
Forwards detailed info 

NUGENT. E L Pathfinder Mines Corp 79/05/04 7pp 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


7906190037 Forwards IE Info Notice 79-t2. "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/03/1 1 

ip 

7906200343 Requests addl ref matl to enhance incident response ctr Info 
includes site emergency plan 6 implementing procedures fi, 
four sets of site maps showing environ monitoring stations 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/05/17 

ip 

7906080131 Forwards IC Circular 79-00. "Attempted Extortion - Low 
Enriched U " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director /9/Ob/tB 

IP 


7906270777 Requests addl Info re plant emissions 

CROW.M T Fuel Process & Fab Branch 77/09/22 Ip 


DOCKET 40-3493 ATLAS MINERALS 


7906130909 Responds to Itr re FES of Hoab U mill operation Radium is 
leached from U ores during milling Diffusion of radium from 
U tailings particles is insignificant 

SCARANO. R A Uranium Recovery Licensing Branch 79/04/27 3pp 


7906090187 Submits addl detailed comments re FES license must comply 
w/half-mile buffer mne required by UT Dlv «f Health 
TEMPEST, L Utah, State of 79/03/03 2pp 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS 


7906200302 "Stack Emissions Survey, Federa I American Partners. Oas Hill-s 
Mill, " Jut 1978 

a Federal American Partner* {Mining! 70/07/31 64pp 


7906200310 "Stack Emission* Survey , Fedet al American Partner*, Oas Hills 
Mill, " Aug 1970 

Federal American Partner* (Mining) 78/08/31, 64pp 


7906200210 "Stack Emissions Survey, Federa I American Partners, Oas Hill* 
Min," 8ept 1970 

# Federal American Partner* (Mining) 78/09/30 66pp 


1 



2 


DOCKETED ITEMS 


790*^00314 ‘Stack emis»lan* Surveyi Federa 1 American Partners. Gas Kills 
^Federal Americai^ Partner* IHinlng) 78/10/31 59pp 

7*706200212 "Stack Emissions Surv* g. Fetferal AmETican PartnersiOas HUM 
» Federal American Partners iMinlng) 78/11/30 60pp 

7906200343 "Stack Emisstqns Survey' Federal American PartnersiOas Hills 
»*^:Fe4eral American Pertnan (Miningl 78/13/31 5-3pp 

7906200355 “Stack Emissions Survey i Pedera 1 American PartnerstOas Hills 
Hill." Jan 1979 

♦ Federal Ansrican Partners (Mining) 79/01/31 58pp 
790*200337 "Stack Efnlsslons Surveqi Federal American Partners* Gas Kills 
Federal American Partners iMlnlng) 79/02/28 S9pp 


7906200591 Forirfards Natl Pollution Discharge Elimination Sys permits 
for 160-acte 27o acre areas per conditions outlined In 
amend 

SHELLEY. H J Kerr “Me Gee Corp 79/03/09 33pp 


79062907B9 Advises of 42.066 refund due on fee accompanying 790302 
application for Amend 4 to License 8UB“1010 
MILLER. W 0 License Fee Hanagement Branch 79/05/23 Ip 


DOCKET 40-8032 OOLF RESEARCH U DEVELOPMENT CO 


7906140023 Re<tu«sts amend to License aUA-1024 to permit simulated 
In-situ U leaching Costs In la* 

LARUE. H A CtflP Research Development Co 79/04/05 Ip 


DOCKET 40-6194 ARMY. DEPT OF 


7906140133 Forwards requests for Info identified 
engineering review of sutmittals re raising of 
2 Response requested fay 790409 

SCARANO. R A Radioisotopes Licensing Drench 

79/03/28 9pp 


during geotechnical 
Tailings Dam 

(Pro 7703011 


790&140497 Acfc receipt of 790411 I tr informing NftC of atepa taken tq 
correct vlalatinns noted in IE Insp Repts 30-3248/79-01 r 
40-8194/77-01 70- 135 1/79 -(51- 

MCCLINTOCK.B 0 Region I* Philadelphia. Office of the Dlrocter 
79/05/09 Ip 


790620D3D6 "Stack Emisilans Survey . Federal American Partners. Oas Hills 
Mill. ■ Her 1979 

e Federal American Partner* (Miningk 79/03/31 SQpp 


7906010293 Forwards request far addl Info re nonrad i olof ical impacts 
of anticipated mill ecpanslon. in order to complete 
radiological assessment for license renauial application 
SCARANQ.R A Vranium Recovery Licen* ing Branch 79/04/13 7pp 


7906180271 Forwards corrected Revision 2 to area-capacity curve for 
tailings pond 

HEATH. R A Fo» Consulting Engineers 6. Oealogists* F M Foa It 
Associates 79/04/lS 2pp- 


79060SDl2a Responds to 790413 request for info re license renewal 
application Submits operating ii environ data for Caspar 
si tej comple te data on Gas Hill* area is not get available 
H/oversiicd drawing re air quality permit amend 
JACKSOHrF D Federal American Partners 79/05/02 0pp 


79062000S9 Submits summary of TLD gamma survey conducted during 
previous twelve months to be used in conjunctlctn u/ 
previously submitted info regarding scheduled 790515 
meeting 

JACKSON. F D Federal American Partners {Mining) 79/05/04 6pp 


—7906140303 Responds to NRC 790330 Itr re violations noted in IE iHsp 
Repts 30-5240/79-01,40-8194/79-01 A 70-1351/79-01 
Corrective actions installation of fence enclosing radiation 
area U storage of licensed matl in locked cabinet 
HOHMAN.E L Army* Dept of . Electronics Research *a Development 
Comoiand 79/04/11 Ip 


— 7906140506 Forwards notice of violation from IE Inap Repts 
30-5248/79-01.40-0194/79-01 70-1351/79-01 on 790306 

HCCLENTQCK. R O Region 1. Phi ladelphia. Office of the Director 
79/03/30 2 fp 


—7906140516 Notice of violation from insp on 790306 Noncomp I lahce noted 
radiation levels outside calibr facility exceeded limits 
ie licensed matl stared In unlocked cabinet 

MCCLINTOCK.R O Region !■ Philadelph la* Office of the Director 
79/03/30 2pp 


DOCKET 40-0452 BEAR CREEK URANIUM CO 


7906020108 Forwards responses to questions re amend of license to 
expand mill production capacity OversUed drawings enci 
ANDREWS. R D Rocky Mountain Energy Co 79/05/10 90pp 


7906290799 Requests addl info re hydrologic engineertrig 

LtNEHANiJ J Uranium Recovery Licensing Branch 79/05/17 2gp 


DOCKET 40-6659 PETRQT0MIC8 CO . (JETTY OIL 


7906040432 Requests ter/Klnation «f review for const mod of tailings dam 
raise Petrotomici Co has withdrawn mod request 

A Uranium Recovery Licensing Branch 79/05/08 Ip 


E8CQ MARINE 


ecommissiontrig 
egak status of 
.r thickness 
Js 

SOU 79/05/03 2pp 


7906Q10295 Forwards request for addl info to complete review of 
tailings mgt plan Request Is mod of draft given to facility 
personnel during NRC 790330 sits visit 

LINEHAN* J J Uranium Recovery Licensing Branch 79/04/09. 3pp 


7906180786 Issues Acnend 3 to License 8UA-1310. author 1 z ing mod of 
environ, monitoring program by revising Condition 19 
HetaoroLogica 1 monitoring station may be moved to any onsite 
1 Qcat 1 on 

aCARANd.R A Uranium Recovery Licensing Branch 79/04/20 Ip 


790615D262 Forwards request for addl Info Identified during hydra Logic 
engineering revlau of Sept 1778 submittal Requests response 
by 79031 L 

LINEMAN* J J Uranium Recovery Licensing Branch 79/04/26 4pp 


7906100684 Forwards responsas to Questions 1-4* submi t ted in NRC 790426 
Itr Also forwards revision to proposed tailings mgt It 
reclamation plan Blx oversized drawings end 
ANDREWS* R D Rocky Mountain Energy Co 79/05/17 S3pp 


7906200519 Discusses decommUsianing plan All contaminated equipment to 
hs transferred to proposed processing facility 
DecQiiuslssianlng radiation surveys end. 

BEWELLi R B Plateau- Resources. Ltd 79/03/OD 27pp 


DOCKET 40-0027 KERR-HCOGE CORP. 


7906040395 Safety evaluation of Amend 4 to application to authorlte 
teat distribution of treated solvent eitraeticm raffinate as 
fert-iliier natl on li-cenaee-owned land it food chain testing 
of raffinate fertilized pasture. Reconmendt issuance 
SOONOiAL, Fuel Process 6 Fab. Branch /9/04/13 3pp. 


79063S0477 Forwards revision to Question i of license* 790309 package 
of questions 4t responses Oversized drawing end 
ANDREWS* R D Rocky Mountain Energy Co 79/05/17 16pp 


DOCKET 40-8502 I REGARY MINE* WYQMlNO Ml NINO CORP 


7905240096 Amend 1 to License 8UA'*l34i author 1 z Ing use of 
calc Igm-magne slum carbonate/bicarbonate L Utvlant* sub j to 
specified conditions. 

SCAFAMO.R.A Assistant Director for Waitt Management (Pro 7703011 
79/04/10 app. 


7906200233 Bubmits rept concerning results of biweekly analyses of 
samples taken from monitor Wells 9SM-1 A 98M-7 which 
akceeded upper control limit values for excursion parameters 
measured, Corrective action* overpumping 
QCHIEMDEL*K R Hyoffltng Mineral Corp 79/04/27 4pp 



DOCKETED ITEMS 


3 


DOCKET 40-aSB4 UNION 76 MINERALS EXPLORATION CO 


7706230004 Respond* to 770216 request for oddl preoperat iona 1 
monitoring data Licensee will continue obtaining addl info 
ui/four mods notedt unless otherwise advised 
MARSHALL, J A Union Minerals 79/’03/27 Ip 


7706260634 Foruards rept on testing of foundation matls & specs for 
License SUA-1350 Requests revieui of rept 

SCARANOi R A Uranium Recovery Licensing Branch 79/09/00 4pp 


7906230121 Forwards rept of 790329 visit to Sweetwater U project in WV 
to inspect initial const operations on Cell C of mine 
tailings retention basin Work Is satlsfactorv 
DEPHILIPPE.A A Armg.Doptof 79/09/10 Spp 


DOCKET 40-8602 UNITED NUCLEAR CORP 


7706200244 Comments on NUREO-0932 licensee should be required to fence 
&i flag or cover acid tailings pond to prevent use of pond 
by wi Id 1 if e, espec ial Ig waterfowl All surface runoff from 
overburden piles should be contained by dikes 
DEXTER, W D Wyoming, State of 79/03/10 Ip 


DOCKET 40-0601 ENERGY FUELS NUCLEAR, INC 


7706100674 Forward* FES for facility (NURE0-0956> 

aCARANOiR A Uranium Recovery Licensing Branch 79/03/18 Ip 


— 7906100677 Forward* FES for facility <NUREG~0556) Distribution list 
enc I 

SCARANOrR A Uranium Recovery Licensing Branch 79/09/10 

I3pp 


7706040390 Requests determination as to whether area south of 
Blending, UT is eligible for designation as archaeological 
district in Natl Register 

SCARANOrR A Rad i o i so top es Licensing Branch (Pre 790301} 

79/03/20 app 


7906060026 Forwards archaeolog leal survey site forms for sites 6752 V 
6793 in Ban Juan County, UT 
CAS JENS, L Utah, Btate of 79/04/23 gpp 


7906180404 Forwards preliminary case rept for lands to be impacted by 
White Mesa U mill Also forwards proposal for contents of 
tnemo of agreement re mitigation of adverse effect at mill 

site 

8CARAN0, R A Uranium Recovery Licensing Branch 79/04/30 lOpp 


--‘7906100414 Believes memo of agreement will satisfy necessary mitigation 
under requirements of 106 review procedures 
KEENE, JP Utah, Gtate of 79/09/03 Ip 


7906030128 FES for facility 

• Office of Nuclear Material Gafety Safeguards NUREO-0936 
79/03/31, 330pp Available at NTIS. 11.00 


DOCKET 40-8692 COTTER CORP 


7706260937 Forwards revisions to pilot plant license application 
Environ radiological monitoring section end 
SMITH, T Cotter Corp. 79/03/23 9pp. 


DOCKET 40-0693 OGLE PETROLEUM, INC 


7906020104 Request* administrative amend to License 8UA-1336 reducing 
extent of environ air particulate sampling tt deleting ground 
water sampling program in supportive info document 
CATCHPOLE, 0. J. Ogle Petroleum, Inc 79/03/22 4pp 


DOCKET 40-0690 PLATEAU RESOURCEB, LTD 


7906220133 Forwards ^'Contract Drawings for Stage I Tailings Impoundment 
4c Dam, ahootering Canyon U Project” 4, "Stage I Tailings 
Impoundment Sc Dam Final Design Rept, Shootering Canyon U 
Project" dtd 790331, 

6EWELL/R B. Plateau Resources, Ltd 79/03/24 2pp 


— 7906220139 "Stag* I Tailings Impoundment k Dam Final Design Rept, 
Shootaring Canyon U Project " 
e Plateau Reeources, Ltd. 79/03/31 lOOpp 


7906070201 Protests proposed U project because of strain on public 
SVC from increased population, threat to endangered spedes, 
adequacy of monitoring procedures, tal 1 ing* containment & 
safeguards 

MCLAUGHLIN, D Concerned Citiiens Against Proliferation of Uranium 
Waste 79/03/30 18 pp 


7906050104 Request* timely authorl xation for const of proposed 
facility following end of 4S-day public comment period on 
DEG 

HATCH, 0 0 Senate 79/04/23 Ip 


7906010156 Forwards applicant response to DOl comments an DES 
SEWELL, R D Plateau Resources, Ltd 79/05/04 56pp 


7906190131 Forwards responses to draft comments from EPA on Shootering 
Project DE8 Suggested change* end 

SEWELL, R B Plateau Resources, Ltd 79/03/0? 42pp 


DOCKET 40-0714 CLEVELAND CLIFFS IRON CO 


7906020237 Forwards "Radiation Handbook for Collins Draw Solution 
Extraction Recovery Plant " 

SOMERVILLE. G V Cleveland-C 1 i f f * Iron Co 79/04/26 Ip 


—7906020230 "Radiation Handbook for Collins Draw Solution Extraction 
Recovery Plant " 

* C leveland-C I If fs Iron Co 79/04/23 I3pp 


7906260332 Requests Invoice for license fee for source mail license to 
be issued to Cleveland Cliffs Iron Co 

MILLER, W 0 License Fee Management Branch 79/03/10 Ip 


DOCKET 40-0722 BRUSH-WELLMAN, INC 


7906050307 Forwards request for addl info in order to complete review 
of Dec 1970 application for source matl license & supporting 
environ rept Requests response by 790331 

SCARANO, R A Uranium Recovery Licensing Branch 79/04/16 3pp 


7906020221 Forwards responses to question* re source matl license 
application Oversized drawings end 
BOWERS, M B Brush-Wel iman, Inc 79/04/30 9pp 


7906230120 Forwards 790504 Itr from A Rickers of UT Air Conservation 
Committee notifying that state will publish notice of intent 
to issue approval order for const of U recovery circuit at 
Delta, UT Also forwards notice from 790509 Balt Lake Tribune 
aCHOWiR 0 Brush-We liman, Inc 79/05/11 3pp 


7906290701 Forwards State of UT notice of Intent to approve const of U 
recovery plant in Delta,UT 

POWERS, M 0 Brush-We liman, Inc 79/05/14 2pp 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 50-2 UN IV OF MICHIGAN RESEARCH REACTOR 


Q Inspection reports, IE Bulletins tn correspondence 


7906140583 Forwards IE Insp Rept 30-002/79-01 on 790404-06 No 
noncompliance noted 

HIND, J A Region 3, Chicago, Safeguards Branch 79/05/02 2pp 


— 7906140591 IE Insp Rapt 30-002/79-01 on 790404-06 Nn nonctjmpl lance 
noted. Major areas inspected licensee's approved security 
program Detail* withheld (ref 10CFR2 7901 

CHftI0TOFFER,G. M, SCHEFFER, J C , HIND, J A Region 3, Chicago, 

Safeguards Branch. 79/04/30, Ip 


7906190030 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

KEFPLERfJ. 0 Region 3, Chicago, Office of the Director 79/05/i I 

Ip 


7906080184 Forward* IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " 

KEPPLER, J.O, Regions, Chicago, Office of the Director 79/05/18. 

Ip 



DOCKETED ITEMS 


3CKET 5D-3 JNDIftfJ POIMT STATIOMr UNIT I 


Setvrltyi nifidlcalif emergenci/ *« fire- protection plans 


?O&'0a0079 Ack receipt of 7^0397 revised emErgancy plan fteauests Class 
111 fee 

MfLt.eRrM 0 License Fee Minagement Branch 79/05/00 Ip 


'7Oi»l9O307 Responds to 790503 Itr fariwarding ^OO filing fee -for 
re-vised emergency plan Payment made under protest Util 
reserves right to challenge validity of fees 

CAHtLU.W J Consolidated Edison Co of Neu York 79/06/11 Ip 


Irtsurance & indemnity Information 


9(361902S& Wotifies of receipt of complaint served on ties tinghouse 
alleging taodily in|tjry to util employee J G'MalLon*uhQ uas 
splashed w/rad i oacbive uatsr on 760612 Suit under uay 
ALTON I C 0 American Nvc Lear Insurers 79/06/14 Ip 


'‘70&aa0303 Forwards Amend at to Indemnity Agreemant B-t9 

CAHILL. U J Consol idated Edison Co of Keu York 79/06/lB app 


Operating license stage documents tt correspondenca 


^*706050419 Regussts facility participate in vital area analysis 6t 
ichadule site visit during ujoek of 790306 

SChmENCER*A Operating Reactors Branch 1 (Pre 790625) 79/04/ 12 

2PP 


790*210126 Forwards info re PWR feeduxater lines* In response to NRC 
’790925 request W/lS overslifrd drawings 

CAHILLiU J Consolidated Edison Co Of New York 79/06/18 40pp 


3 Inspection reparts. lE Bulletins U correspondence 


7906110000 Forwards IE Bulletin 79-05B» ■‘'KuclBar Incident at 
TMI-Suppl ” Ho written response required 

CfllER«B H Region 1, Philadelphia. Office of the Director 
79/’04/23 ip 


7-906020061 Responds to lE Bulletin 79-07 Discusses actions taken re 
veplflcation approach for UEtrC-ADLPIPE-2 program 
CAHILL. H J Consolidated Edison Co of New York 79/04/24 7pp 


7906070235 Responds to IE Bulletin 79-05A Facility Is presently in 
(fefuellng condition awaiting decision re ECCS installation 
Reactor design is different from current BBN reactors Info 
requested will b-e available upon decision 

CAHILL. U J ■Consolidated Edison Co of Neu York 79/04/26 Ip 


7906000143 Responds to IE Bulletin 79-04. “Incorrect Nelghts for Swing 
Check Valves Mfg by Veian Engineering Carp " Effect af 
weight discrepancy negUglble in every case investigated 
Further Investigation Init iatedf response expected 790600 
CAHiLLr N J Consolidated Edison Co of New York 79/05/01 2pp 


7906120152 Forwards IE Info Notice 79-lt. “Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 
GRIER, B.H Region 1. Philadelphia, Office of the Director 
79/05/07 2pp 


7906110118 Forward* IE Bulletin 79-*lO/ '*Requalif icatlati Training 
Program etatlstics ** Licensee action required. 

CRIER. 0 H Region 1. Ph i Lade Iph la. Cfflcv of the Dire-ctor 
79/03/11. Ip 


7906260096 Forwards IE Info Notice 79-12.1 “Attempted Daniage to New Fuel 
Assemblies " 

GRiERtB H Region 1. Philadelphia. Office of the Director 
79/05/11 Ip 


7906290890 Reipcnd* to IE Bulletin 79-030 Unit 1 was shut down on 
741031 Sf if in defueitd condi t ion. awai ting decision re 
Installation of EGCB.Reactor design 1* substantially 
different from current B1.M BUR* 

GAHILLiM J Consolidatsd Edison. Co of New VorV 79/05/14 Ip 


7906270204 Responds to IE Bulletin 79-09 Unit t currently shut down, 
awaiting decision re ECCB No OE Type AH-a circuit breakers 
used In saf I ty-related syi in Unit 2 

CAHiLLrRJ. Gonsollifated Edison Co, of New York, 79/Q3/17 Ip 


7706060069 Forwards IE Circular 77-00. “Attempted Estortton - Low 
Enriched U “ 

GRIER, B.H. Region 1. Philadelphia. Office ef the Director 

79/OS/ia Ip 


R Periodic operating reports ^ related correspondence 


7906140259 Annual Environ Operating Rept 1970. Part A 6 Part Q 
radiological rept.vols I & 2 

e Consolidated Edison Co of New York 76/12/31 233pp 


7906190462 Forwards “Seismic Konltoring Network." Quarterly Rept 
13 for Dec 1978 - Feb 1979 

CAHILL, M J Consolidated Edison Co of New York 79/06/04 Ip 


— 7906190466 ‘'Seismic Monitoring Network." Quarterly Rept 15 fo-r 
Dect978-Fab 1979 Prepared by Noodward-Clydo Consultants. Inc 
a Consolidated Edison Co of Neu York 79/03/30 36pp 


7906190478 Submits May environ data specified in Section 401 
certlf leak Ion 

MONTI. W A Consolidated Edison Co of Hew York 79/06/10 llpp 


7906260004 Forwards monthly operating rept for May 1979 

CAHILL.N J Consolidated Edison Co of Hew York 79/06/14 Ip 


—7906260006 Monthly operating rept for May 1979 

KAViULA, L Consolidated Edison Co of New York 79/06/05 7pp 


79-06260407 Forwards Hay 1979 daily tabulation of fish collection t* 
species breakdown 

CAHILL. N J Consolidated Edison Co of Neu York 79/06/14 Spp 


DOCKET 50-3 PENNSYLVANIA STATE UNIV RESEARCH REACTOR 


Insurance U indemnity information 


7906130277 Forwards executed Amend 14 to Indemnity Agreement E-10 
CUNNINGHAM. R 0 Pennsylvania State Univ 79/06/U 2pp 


0, Inspection reports. IE Bulletins U correspondence 


7906260066 Forwards IE Info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies '* 

DRIER. B H Region 1. Philadelphia. Office of the Director 
79/05/11 Ip 


7906000027 Forwards IE Circular 79-00. “Attempted Extortion - Low 
Enriched U " 

GRiER.a K Region 1. Philadelphia. Office of the Director 
79/05/18 fp 


5 Reportable occurrences. LERs 4t related correspondence 


7906260467 RO on 790608 percent power meter stuck at 90)1 full scale &■ 
would not have scammed if power had exceeded 90’/ Caused by 
dust inside meter movement Movement cleaned & checked for 
proper operation 

CUNNINGHAM* R 0 Pennsylvania State Univ 79/06/23 Ip 


7906270251 On 790608 during routine daily reactor tnstrumentat Ion 
checkout, d i scuvared percent power meter stuck at 90/ full 
scale Caused by dust inside meter movement Movement cleaned. 
CUNNINGHAM* R 0 Penney Ivania. Univ of 79/06/23 Ip 


7906200144 Notifies that on 790600, during routine daily checkout of 
reactor instrumentat 1 on. percent power m»ter stuck at 90X 
full power Caused by dust in meter movement Movement 
c leaned, checked for proper operation U returned to sve 
CUNNINGHAM. R 0 Pennsylvania State Univ 79/06/25 Ip 


790629039B Advises of incident reported to Region 1 on 790600 percent- 
power nteter stuck at 907, full scale L could have failed to 
porfornt safety function Caused by dust inside meter Meter 
cleaned* checked U returned to sve 

CUNNINOKAH. R 0 Penney Ivania State Univ 79/06/25 Ip 


DOCKET SO- 10 DRESDEN NUCLEAR POWER BTATIQN. UNIT I 


F Security, madlcal. emergency 4* fire protection plans 


7906070385 Forwards request for addl info re 790417 fire protection 
program 

ZIEMANW. D L Operating Reactor* Branch 2 (Pre 790625 ) 79/05/01 

4iip^ 


7906050369 Respond* to HRC 790501 request for addl info r« fire 
protection 

^fANACEK.R. F, Commonwealth Edison Co 79/05/30 SBpp 



DOCKETED ITEMS 


5 


J insurance & Indemnity informatlan 


77060401Q7 Foruarde executed Amends Sl«ll«7 ^ 1 to Indemnity Agreements 
B~lO, B-47. B-59 it 8-e4« reeoectlvelg » 

POOLEf R D Commonuealth Edison Co 79/05/27 Bpp 


790A0702S6 Forward* Endorsement* 1 10 119 to NELIA Policy NF-43 

DSTEftr J Commonueal th Edison Co 79/05/3D 3pp 


790^150260 Forward* Endorsement* 100 «c tOl to MAELU Policy llF-22 & 
Endorsements 49 50 to MAEUU Policy MF-34 

aSTERiJ Commonwealth Edison Co 79706/07 3pp 


P. Operating license stage documents & correspondence 


790625010B Forwards draft evaluation of systematic evaluation program 
Topic XV-i? Requests review ti response lulthln 30 days 
ZIEHANN, D L Operating Reactors Branch 2 (Pre 790623) 79/05/09 

3pp 


79-06270046 Forwards request for info re chemical decontamination of 
facility Three questions relate to actions taken by DDE 
Request* direct response to State of IL 

VQLLMERfR H Assistant Director for Systems Engineering 79/03/13 
IP 


“•'7906270047 Requests info re proposed decontamination of facility in ref 
to petition to produce EI8 

HANSELLED Illlnoisi State of 79/04/10 2pp 


7906200239 Requests two controlled copies of site emergency plans V 
implementing pr ocedures« s i te maps showing location grid 
station number of onsite & offsite environ monitoring 
stations t> site maps used for dose determinations 

KEPPLER^ J 0 Region 3i Chicago. Office of the Director 79/05/17 

Ip 


7906040216 Forwards OE rept NE0C“24l59i “Long-Term Evaluation of Effects 
of Exposure to DOM NS-1 Solvent on Stress Corrosion Cracking 
of Sensitlied Type 304 Stainless Steel in Simulated BMR 
Environ. ” dtd Nov 1970 

JANEGEKrR F Commonwealth Edison Co 79/03/23 Ip 


— 7906040210 "Long-Term Evaluation of Effects of Exposure to DOW N8-1 
Solvent on Stress Corrosion Cracking of Sensitized Type 304 
Stainless Steel In Simulated DMR Environ " 

WALTER. M L . COWAN. R L . OORDON.O M Oenoral Electric Co 
NEDC-P4139 78/11/aO 34pp 


7906270236 Cites addl systematic evaluation program topics that should 
be deleted from review re failure of underdrain sys S' 
interlock requirements 

JANECEK. R P Commonwealth Edison Co 79/06/22 Ip 


a Inspection reports. IE Bulletins f* corr eepondenc e 


7906290147 Forward* IE Insp Rept* 90-010/79-10.30-237/79-10 t. 
SO-249/79-00 on 790316-30 No noncompliance noted 
HEISHHAN. R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/04/29 2pp. 


— 7906250193 IE Insp Repts 30-010/79-10.30-237/79-10 t- 90-249/79-00 on 
790316-20 No noncompliance noted. Major areas Inspected 
malnt activi ties, p lant operations k physical protection it 
security organization 

SPEBBARDiR L . WQNO. M K . REYEBi L A Region 3. Chicago, Office 
of the Director. 79/04/25 9pp 


7906290493 Responds to IE Bulletin 79-00 Forwards Info re review of TMI 
incident, Exieting line isolation not important to ECCB 
Injection 

REEOiC. Commonwealth Edison Co. 79/04/27. 22pp 


7906120083 Forward* IE Info Notice 79-11. “Lower Reactor Vessel Head 
Insulation Support Problem. “ No action raqulred, 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/03/07 
lp« 


7906110101 Forwards IE Bulletin 79-10. “Requalif icat ion Training 
Program Btatlstlcs. “ Written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. 79/09/11 

tp. 


7906190078 Forwards IE Info Notice 79-124 "Attempted Damage to New Fuel 
Assemblies, “ 

KEPPLER.J. 0, Region 3. Chicago. Office of the Director. 79/09/11 

ip. 


7906080196 Forward* IE Circular 79-00. “Attempted Extortion - Lou 
Enriched 0 ■' 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/03/iS 
Ip 


79061300B2 Forwards IE Bulletin 79-11. "Faulty Qvcrcurrent Trip Device 
in Circuit Breakers for Engineered Bafety Bys *' Licensee 
action required 

KEPPLER.J O Region 3. Chicago. Office of the Director 79/05/22 
Ip 


7906200000 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creak Reactor “ 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/29 
Ip 


R Periodic operating reports 6 related correspondence 


7906150336 Forwa%*d monthly operating rept for May 1979 
0TEPHEN3ON. B B Com/nonwea 1 th Edison Co 79/06/ It Ip 


—7906150330 Monthly operating rept for May 1979 

CLEBZKIEWICZ.S Commonwealth Edison Co 79/06/04 33pp 


8 Reportable occurrences. LERs it related correspondence 


7906190209 Forwards LER 79-001/03L-0 

STEPHENSON. B B Commonwealth Edison Co 79/06/15 Ip 


—7906190294 LER 79-001 /03L-0 on 790310 while digging ditch for new pipe, 
const personnel observed water running into trench from 
proximity of radwaste return-to-fitorage line Caused by 
return line to lA storage leaking from aluminum line 
MANCINI.D Commonwealth Edison Co 79/06/15 tp 


U Congress Iona 1 /Execut ive Correspondence 


7906080005 Responds to 790404 request to review K Drey Itr on proposed 
chemical decon taminatlon of facility Ltr was treated as 
request for action per 10CFR2 206 6 action will be taken 
on petition within reasonable time period 

OOBSICK.L V Office of the Exocutive Director for Operations 
79/03/08 Ip 


— 7906080007 Ack receipt of 790319 petition requesting EI3 on proposed 
decontamination experiments designed to flush radioactive 
corrosion products from portions of piping Petition Is being 
treated per 10CFR2 206 FR notice end 

DENTON.H R Office of Nuclear Reactor Regulation 79/04/09 2pp 


—7906080008 Request for preparation of EI8 re proposed decontamina tion 
experiments designed to flush radioactive corrosion products 
from portions of piping 

ROYO.R S Division of Project Management 79/04/09 Ip 


‘7906080026 Forwards petition requesting that prior to use of Dow 
Chemical solvent to flush out piping 
O'BRIEN. 0 M House of Rep 79/04/04 tp 


—7906080032 Pebitlan for preparation of EI8 prior to use of Dow Chemical 
solvent to flush out corroslvo products from piping 
DREY.K Affiliation Unknown 79/03/19 3pp 


DOCKET 50-13 BABCOCK & MILCOX CD CRITICAL TAGIUITY 


0 Inspection reports. IE Bullstini 6 correspondence 


7906230436 Forwards IE Info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/10 Ip. 


DOCKET 50-18 VALLECITOB BOILING HATER REACTOR 


J Insurance b indemnity information 


7906260419 Forward* Endorsements 107.110 6 111 to NELIA Policy NF“1 
CORREA. C Mavih It McLenon. M l< H Nuclear Consultants. Inc Dlv 
79/05/13 4pp 



6 


DOCKETED ITEMS 


DOCKET^SO-aO tlASSAChySETTS INST QF TECH RES REACTOR 
^ Irk^ur^rtc* 1 nde^ftnity Irtformatioti 


*■ enfccufced Amend 10 to Indemhlty Asreemenfc E-39 

VALENTINE, K Mat s acho * etts Institute Techmolaay 79/Di/04 Ip 


Q ^tntpectlon reportt, lE Bullatimt U correspondence 


77062A0037 fonuards IE imp Rept SO-020/79 an 7?0314-IA Mo 
none amp 1 lance noted 

BRUNNER«E sJ Region Philadelphia, Reactor Operations Nuclear 

Support Branch 79/04/'l& 2pp 


■7906260061 IE Inep Rapt 30 -0207 79-01 an 790314-16 No noneomp 1 lance 
noted Major areas inspected logs ij, records, LERsj experintants, 
operator 1 icenses , d as Ign mads. lice-nsfro audits 6 action on 
previous Insp findings 

STETKA. T F Region 1. Philadelphia, Office of the Director 
■MCCABEfE C Region 1, Ph 1 1 ade 1 p h ia« Reactor Operations Nuclear 

Support Branch 79/04/13 7pp 


7906260039 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Asieiniilies " 

QREERrB H Region 1* Pht lad elph la, Office of the Director 
79/OS/il ip 


79060B0024 Foruardi IE Circular 79-00. ‘‘Attempted Eitortion - Low 
Enriched U " 

QFtlEft, 0 H Region li Philadelphia! Office of the Director 
79/03/18 ip 


DOCKET 30-23 WEST I NOHOUSE TEST REACTOR 
0 Inspection reports, IE Bulletins correspondence 


7906260031 Forwards IE Info Notice 79-12. “Attempted Damage to Mew Fuel 
AssemhllfS “ 

QRIERiB rt Region 1. Philadelphia* Office of the Director 
79/03/ n tp 


79060S0033 Forwards lE Circular 79-OQi "Attempted Extortion - Low 
Enriched U " 

ORIER.!) H Region I, Phi lade Iphlai Office of the Director 
79/03/ia ip 


DOCKET SO-27 WASH I NQ TON STATE UMIV RESEARCH REACTOR 
D NRC Draft/Ftnql Environmental Statements, supplt carresp ondence 


7906070249 Forwards corrected version of page 10 to EI8 Original 
contained typographical errors In eiponentt 
MILSOHiW E Hath Ington Slate Unlv 79/03/29 2pp 


Utility Final Safety Analysis Report <F&AR» abends 


906270163 Forwards revised 6AR as part of renewal application for 
License R-76 Bubmlti 790313 Itr foruardtnp application for 
renewal of license ii Info re application for renewal 
SflLSDNiM E Washington State Unlv 79/06/21 6pp 


-7906270104 Revised BAR 

WILSON. W^E Washington State Unlv 79/03/3t SOSpp 


Operatihg license stage dacuments correspondence 


906120412 Forwards tuQ pages to application for renewal of License 
R-76i erroneo-usly omitted from 790313 submission 
WILBONiW. E Waehington Dtata Unlv 79/06/04 ip, 


-7906120413 aubffllti two pages arreneously omitted from application for 
renewal of License R-76i per RM Reed 790406 Itr, 

KrMAN.C J r SANDEiR. 0, , WlLSDNi W. E Washington State Unlv 
79/03/13 3pp. 


. Inspection reports. IE ftwHetltis tn correspondence 


906100463 Ferwards £E Info Notice 79-13, "Attempted Damage to New Fuel 
Assemt 1 1 ea. " N« written response necessary, 

ENOELKEN. R H Region 3. San Francisco* tiff ice of the Director 
79/03/10, ip. 


7906080239 Forwards IE Circular 79-08. “Attempted Extortion - Low 
Enriched U " 

ENOELKEH. R H Region 3, San Francisco, Office of the Director 
79 / 03 /ia Ip 


DOCKET 80-29 YANKEE-ROWE NUCLEAR POWER STATION 


F Security* medical, emergency I, fire protection plans 


79Q6190227 Submits addl info to fire piotsction sys re alternatives to 
increase pumping capacity of fire water supply Diesel-driven 
fire pump of sufficient capacity will be provided to meet 
NRC concerns 

HOODY, 0 E Yanfcae Atomic Electric Co 79/06/13 Ip 


I Financial information 


7906230267 Forwards annual cash flow info for 1979 to meet 
retrospective premium guarantee requirements under 
Pr Ica-Anders6n Act 

SOUCYrA R Yankee Atomic Electric Co 79/06/19 4pp 


P Operating license stage documents ^ correspondence 


79052900S9 Responds to 790413 request re OA program Suggests revision 
number of YOQAF-L-A not be designated 
HEIDERiL H Yankee Atomic Electric Co 79/04/24 Ip 


7906230072 Disagrees M/7ai0l6 Itr supporting position that Glass HI 
License amend fee is inappropriate for 7B060S Proposed 
Change 161 r« low temp overpressure protectlnn sys Requests 
payment of Class III fee within 18 days 

MILLER. W 0 License Fee Management Branch 79/03/17 2pp 


7906290702 Requests addl tnfo re 790322 contingency plan 

ZIEMANN. D L Operating Reactors Branch 2 (Pre 7906251 79/03/17 

2pp 


7906030276 Forwards Exxon Nuclear €d 790104 Itr which provides addl 
info re Nov 1970 Core XIII fuel examinations 
OHOGEiR K Yankee Atomic Electric Co 79/03/24 20pp 


7906290024 Forwards draft evaluation of systematic evaluation program 
Topic 1 1 *-2 B re onsite meteora 1 og 1 cal measurements program 
ZIEMANN. DL Operating Reactors Branch 2 iPre 790625) 79/03/29 

4pp 


79D60Q027I Submits addl info fnr development of input for review of 
systematic evaluation program Topic Ul-5, A re high energy 
line breaks inside containment 

GROCE. R H Yankee Atomic Electric Co 79/05/31 6pp. 


7906120238 Notifies that licensed operator rcqoal 1 f icat Ion program may 
not be completed by 791231 due to cancellation of license 
date for present reactor operator class 
AUTia, H A Yankee Atomic Electric Co 79/05/31 Ip 


7906120316 Maintains that util 6 its ratepayers are being penal lied for 
obvious NRC review delinquency Forwards license amend fee 
under protest 

VANDENBL/ROM. D Yankee Atomic Electric Co 79/06/03 2pp 


7906130370 Submits 44.000 licensee fae under protest t> w/o waivyr of 
right to c Laim. Bel ieves rate payers are being penalixed for 
NRC review delinquency 

VANDENBUROK. 0 Yankee Atomic Electric Cq 79/06/05, 2pp 


7906220193 Submits addl Info re steam yensrator feedwater lines, in 
response to >90325 request. Four oversized drawings in 
Central Files only Add! ii>fa will be forwarded 
GRQCE.R H Yankee Atomic Electric Ce 79/06/13 tp 


7906290408 Responds to NRC 790329 Itr rsqueeklng verification of basis 
o-n which evaluation of systematic evaluation program Topic 
II-2 B is bated, Data recorded on floppy disk rather than 
magnetic tape 

GROCE, R H Yanks* Atomic Electric Cq 79/06/23 Ip 


0 inspection reports, tE Bulletins 4< corr stpondence 


7906110049 Forwards IE Bulletin 79-038, "Nuclear Incident at 
TMI-Quppl "• No written response required 

GRlERtB„H Region t» Philadelphia, Office of the Director 
79/04/23 Ip. 



DOCKETED ITEMS 


7904140(43 Ack receipt of 79032B Hr informing NRC of steps tdken to 
correct violations noted In IE Insp Rept 50-O29/79'*0S 
BRUKNERiE J Region 1, Philadelphia! Reactor Operations Nuclear 

Support Branch 79/04/26 Ip 


— 7906140146 Responds to NRC 790308 Hr re violations noted in IE Insp 
Rept S0-029/79''02 Corrective actions procedure for testing 
valves has been Included in "Surveillance Procedure 
Follou 6gs " 

KQODY.D E Yankee Atomic Electric Co 79/03/2B 2pp 


“'“7906140151 Forwards lE Insp Rept 50“029/79-03 on 790213-16 & notice 
of violation 

B RUNNER I E J Region li Philadelphia, Reactor Operations Nuclear 

Support Branch 79/03/09 2pp 


— 7906140159 Notice of violation from insp on 790213-16 

« Region li Ph 1 iadel ph ia, Office of the Director 79/03/07 
Ip 


— 7906l40i64 IE insp Rept 50-029/79-02 on 790213-16 Noncompliance 
noted failure to exercise valves erithln required time 
period 

HIOOINSjUC , SMlTHrT H Region li Philadelphia! Office of the 

Director CAPHTONi D L Region li Philadelphia, Reactor 

Operations Nuclear Support Branch, 79/03/07 9pp 


7906130106 Responds to IE Bulletin 79-04. " Incorrec t Weights for Suing 
Check Valves Hfg by Velan Engineering Corp " Velan valves 
are used in EGCS Use of corrected ueights is compensated for 
bg design code inherent conservatism 

DROCEfR H Yankee Atomic Electric Co 79/05/02 2pp 


7906190141 Forwards summary of 790306 mgt meeting Info presented during 
meeting resulted in uithdrauial of Hem B of 731222 notice of 
violation 

BMITHrOH Region 1. Ph 1 lade Iph iai Fuel Facility Materials 

Safety Branch 79/05/02 2pp 


— 79061Q0171 Summary of 790306 mgt meeting w/util in King of Prussia, PA 
re computeriied personnel dosimetry record sys & ui thdrau/al 
of apparent item of noncomp I lance 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility 6 Materials 

Safety Branch 79/05/02 2pp 


7906120206 Forwards IE Info Notice 79-11, "Uouer Reactor Vessel Head 
Insulation Support Problem '* No action required 
0RIER,B H Region 1. Ph 1 lad e Ip h ia. Office of the Director 
79/05/07 2pp 


7906110153 Forwards IE Bulletin 79-10, "Reqtial if Icatlon Training 
Program Statistics " Written response required 
GRIER, B H Region 1, Ph i ladelph ia, Office of the Director 
79/05/11 Ip 


7906260164 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

GRIER. B H Region 1, Philadelphia, Office of the Director 
79/05/11 Ip 


7906290737 Supplements 790426 response to IE Bulletin 79-06A Mod to 
Tech Specs design changes are unnecessry 
MaODYi D £ Yankee Atomic Electric Co 79/05/16 2pp 


7906090112 Forwards IE Circular 79-08, "Attemptod Extortion - Low 
Enriched U, 

GRIER, B,H Region t, Philadelphia, Office of the Director 
79/05/18 Ip 


R Periodic operating reports V related correspondence 


7906190313 Forwards monthly operating r*pt for May 1979 
MOODY, D E. Yankee Atomic Electric Co 79/06/12 ip. 


—7906190314 Monthly operating rept for May 1979 

SJOOREN, R.M Yankee Atomic Elsctrlc Go 79/06/12 6pp 


DOCKET 50-47 ARMY MATERIALS RESEARCH REACTOR 


Q Inspection reports, IE Bulletins correspondence 


7906260DS9 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies 

ORIERiB H Region t, Phi ladelph la. Office of the Director 
79/05/11 Ip. 

I 


7906080012 Forwards lE Circular 79-08, "Attempted Extortion - Low 
Enriched U " 

ORIERiB H Region 1, Phi 1 ade 1 phia. Office of the Director, 
79/05/ia Ip 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


P, Operating license stage documents 6 correspondence 


7906120276 Ack receipt of Amend 14 to License R-fll Request 
clarification of environ considerations in Section C of 
safety evaluation 

KONNERTH. C J Union Carbide Corp 79/06/05 2pp 


Q Inspection reports, IE Bulletins & correspondence 


7906260046 Forwards IE Info Notice 79-12, "Attempted Damage to New Fui 
Assemblies " 

ORIERiB H Region 1. Phi 1 ade 1 ph la. Office of the Director 

79/05/ t I Ip 


7906000043 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " 

GRIER, B H Region I, Philadelphia, Office of the Director 
79/05/18 Ip 


DOCKET 50-37 STATE UN IV OF NEW YORK RESEARCH REACTOR 


P Operating license stage documents & carretpondence 


7906280153 Requests renewal of License R-77 until Jan 1, 2000 
FQGEL, C M New York, State Unlv of, Buffalo 79/06/14 2pp 


0 Inspection reports, IE Bulletins S' correspondence 


7906260060 Forwards IE Info Notice 79-12, "Attempted Damage to New Fu 
Assemblies " 

DRIER, B M Region 1, Philadelphia, Office of the Director 
79/05/11. Ip 


DOCKET 50-59 TEXAS A8<M UN IV RESEARCH REACTOR 


P Operating license stage documents It correspondence 


7906050146 Forwards Amend 12 to License R-23, safety evaluation L 
notice of Issuance 6 aval lafri X i ty 

REIDiR H Operating Reactors Branch 4 iPre 790625) 79/04/25 

3pp 


--7906050130 Amend 12 to License R-23 extending duration nf license 
970B26 9t incorporating security plan, 

0RIME6, B K Assistant Director for Engineers L Projects <Pre 
790625) 79/04/25 29pp 


—79CJ60501SI Safety evaluation supporting Amend 12 to License R-23 
* Office of Nuclear Reactor Regulation 79/04/25 l3pp 


— 7906050152 Notice of issuance & availability L negative declaratic 
Amend 12 to License R-23. 

REID, R W Operating Reactors Branch 4 CPre 790625) 79/04/S 

2pp 


Q Inspection reports, IE Bulletins & correspondence 


7906250013 Forwards IE Info Notice 79-12, "Attempted Damage to New ( 
Assemblies " 

SEYFRIT.K V Region 4, Dallas, Office of the Director. 79/05/ 

ip 


DOCKET 50-62 UNIV OF VIROIMIA RESEARCH REACTOR 


Q, Inspection reports, IE Bulletins it correspondence 


7906250424 Forwards IE Info Notice 79-12, "Attempted Damage to New 
Assembllts " 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 
79/05/10 Ip 
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DOCKETED ITEMS 


8 Reportable occurrence*. LERi U relatai# carraipondence 


7‘706220239 ^10 on 7 ? 0 tl 3 fu>el element AN-sa U 4 « releaelnj low levels of 
flieion product* to reactor coolant Element wae removed from 
core No flveesurabU release of fission product* to environ 
seen 

SHRIVER^ B L Virjini-a. Univ of 79/0&/15 3pp 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


F Security, medical, ejnergency t* fire protection plaits 


79O6l'?Oa0S Forurd* revised physical security plan Plan withheld 
(ref H1CFR2 790J Suitmariies changes to plan 

CUNNINGHAM.C E General Electric Co .Nuclear Energy Products Dlv 
79/0^/07 app 


J Insurance indemnity information 


790&290414 Fpruiards endorsements 19.20 & 31 to HAEUV Policy NF-95 
CORREA. C flarsh !« NcLenon. M « Nuclear Consultants, Inc D|v 
79/OA/20 1 p 


0 Inspection reports. IE Eulletlns correspondence 


7906190020 Forwards lE Info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies “ 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
79/05/10 Ip 


7906080216 Forwards IE Circular 79-OQ. “Attempted Eetortlon - Lou 
Enriched U ” 

ENOELKEN.R. H Region 3. San Francisco. Office of the Director 
79/05/18 ip 


DOCKET 50-72 UN IV OF UTAH RESEAHCH REACTOR 


f Operating license stage documents corr«f pondence 


7906020230 Forwards Amend tO to License n-25i safety evaluat ion/environ 
impact appraisal St notice of issuanee/negat lye declaration 
REID.R H Operating Reactors Branch 4 (Pre 790635> 79/03/02 

2PP 


— 7906020233 Amend 10 to License R-25, «» tending OL duration until 970912 
GAINES, B K Assistant Director for Engineers ^ Projects tPre 
790625] 79/05/02 30 pp 


— 7906020235 Safety evaluation 6 EIA supporting Amend 10 to License R-25 
a Office of Nuclear Reactor Regulation 79/G5/OS 13pp 


’—7906020236 Notice of issuance L availability of Amend 10 to License 
R-2d l( negative declaration 

REID.R M Operating Reactors Branch 4 lf*re 7906231 79/03/02 

2 pp 


0. Inspection reports, IE Bulletins h correspondence 


7906250013 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies ** 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/05/11 

Ip 


&OCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 
t MIC Safety EvaVuatldn Report CBER), supple % correspondence 


7906270117 Forwards responses to nuestions re OETR Fhaso H giologicat 
investigation. 

DARNITZEL, R M. Oeneral Electric Co .Nuclear Energy products Dlv 
79/06/25 33pp, 


F, Security, medical, emergency It fire protection plans 


7906190^5 Forurds reyised phyilcal security plan, Plan withheld 
<Tef 10CFR2 7901. Summarlsti changes to plan 

CUHNtNO^N, 0. C. General Electric Co # Nuclear Energy Products Dlv 
79/06/07. 2pp ’ 


P Operating license stage documents 8 . correspondence 


7906150146 Forwards NEnO-ia724, “Renual 1 f icat ion Program for GE Nuclear 
Test Reactor " 

CUNNINGHAM, O E General Electric Co 79/06/08 Ip 


—7906150147 "Requai if icatlnn Program for GE Nuclear Teat Reactor 
a General Electric Co NEDO-12724 79/03/31 I 6 pp 


7906200273 Forwards renewal application info for License R-33 

DARMITZEL.R N General Electric Co .Nuclear Energy Products Oiv 

79/06/13 2 pp 


— 7906200278 “Traneportatton of Radioactive Mat 1 . Va 1 1 ec i tos Nuclear 
Cfer " 

e General Electric Co .Nuclear Energy Products Dlv NeDE-ia 6 lO 
78/08/31 2pp 


— 7906200282 "Fire Pr-otectio-n P Ian, Vail ec i tos Nuclear Ctr " 

e General Electric Co .Nuclear Energy Products Div NEDE-12610 
78/04/ 30 9pp 


—7906200286 "Criticality Emergency Plan. Vai 1 ec Itos Nuclear Ctr " 

e General Electric Co, .Nuclear Energy Products Dlv NEDE-ia610 
79/03/31 18pp 


—7906200289 "Radiation Emergency Plan. Va 1 lec i tos Nuclear Ctr " 

e General Electric Co .Nuclear Energy Products Dlv NEDE-I2610 
70/03/31 llpp 


7906200-292 "Emergency Control Plan-General . Val lec i tos Nuclear Ctr ' 
e General Electric Co .Nuclear Energy Products Div NEDE“126lO 
70/03/31 I9pp 


7906220235 Submits schedule fur completion of financial f/ environ Info 
SAR Tech Specs re new model for natural circulation mode 
Info submitted for 69G61G renewal application for License 
R-33 

CUNNINGHAM. G C General Electric Co .Nuclear Energy Products Div 
79/06/19 ip 


7906260003 Provides financial info to demonstrate that Valtecitos 
Nuclear Ctr has resources necessary to operate h shut down 
decommissioning facility 

DARMIT2ELrR W General Electric Co .Nuclear Energy Products Div 
79/06/19 2pp 


Q Inspection reports. IE Bulletins U correspondence 


79G6I90030 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuat 
Assemblies “ 

ENOELKeM.R K Region 5, San Francisco, Office of the Director 
79/05/10 Ip 


7906250438 Forwards IE Insp Rept 50-073/79-01 on 790327-29, No 
noncompuance noted 

GHEMS. J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 79/03/17 2pp 


—7906230442 IE Insp Kept 50-073/79-01 on 790327-29 No noncomp I ianee 
noted. Major areas inspected facility operation, ma Int Z. 
surveillance for previous year's aetlvit ies. operator 
requalif ication program, procedures, log* L records 
CANTER, H L r HELLER. L F , FAULKENBERRY. B Region 5, San 

Francisco. Reactor Operations Nuclear Support Branch 79/05/16 
7pp 


79060802J6 Forwards IE Circular 79-08. "Attempted Extortion - Law 
Enriched W " 

ENGELKENiR H* Region 5. San Francisco. Office of the Director 
79/05/18 Ip, 


DOCKET 50-77 CATHOLIC UNIV OF AMERICA RESEARCH REACTOR 


Q Inspactton repart*. lE Bulletin* U correspondence 


7906260078 Forward* IE Info Notice 79-12. "Attempted Damage t* Npm Fuel 
Assemblies " 

GRICR 4 B- H, Region t. Philadelphia. Office of the Director 
79/05/ t I ip 


79060Q(H}L5 Forward* IE (Circular 79-Ofl. "Attempted Extortion — Lob 
Enriched V " 

GRIER, B H Region t, Philadelphia. Office of the Director. 
79/0 3/ia Ip, t 

4 



DOCKETED ITEMS 
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DOCKET 30-03 UN IV OF FLORIDA TRAINING REACTOR 


J Intiur^nce & indemnit<| inf arniat ion 


790AD70t42 Executed Amend 9 to indemnitij Agi'0ement E-10 

KCARTHURjS C Florida* Unlv of, OainesvilU 79/05/23 tp 


P Operating license stage documents tt correspondence 


790^.190206 Forwards operatoi requal i f icat ion i. recertification program 
DIAZtN J , OHANlANi h J Ftorida> Univ of* Gainesville 79/06/00 
Ip 


DOCKET 30-94 ROCKWELL INTERNATIONAL RESEARCH REACTOR 


<3 Inspection reports, IE Bulletins & correspondence 


7906^180436 Forwards IE Info Notice 79-12, “Attempted Damage to Neui Fuel 
Assemblies *' No written response necessarg 

ENCELKEN, R H Region S, San Franciscor Office of the Director 
79/03/10 tp 


79060SO224 Forwards IE Circular 79-OB* “Atbempted Extortion Low 
Enriched U “ 

ENOELKEN, R M Region 3, San FranclscOi Office of the Director 
79/05/1 Q tp 


— 7906190287 Operator requa 1 if icat ion ^ recertification program for 
790701-010630 

* Florldai Univ of, GalnesviUe 79/06/08 5pp 


Q Inspection reports, IE Bulletins h correspondence 


7906250422 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemb lies " 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/10 ip 


DOCKET 50-97 CORNELL UNIV ZERO POWER REACTOR 
0 Inspection roports, IE Dulletins correspondence 


7906260075 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies “ 

GRIER, □ H Region I, Ph 1 ladolph ia. Office of the Director 
79/05/11 Ip 


7906000021 Forwards IE Circular 79-00, "Attempted Extortion - Low 
Enriched U “ 

CRIER. 0 H Region 1, Phi lade Iph ia. Office of the Director 
79/05/10 ip 


paCKET 50-04 UNIV OF CALIFORNIA RESEARCH REACTOR 


J Insurance indemnity Information 


7906260395 Forwards executed Amend 0 to Indemnity Agreement £-16, Amend 
4 to Indemnity Agreement E-SB, Amend 0 to Indemnity Agreemetst 
E-53 ^ Amend 13 to Indemnity Agreement E"15 

OENESS, S si California, Univ. of, Berkeley 79/06/21 5pp 


DOCKET 30-99 0 ADCOCK 6 WILCOX TEST REACTOR 


Q Inspection reports, IE Bulletins V correspondence 


7906250436 Forwards IE Info Notice 79-12, “Attempted Damage to New Fuel 
Assemblies “ 

O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/03/tO Ip 


DOCKET e0-B7 UEBTINGKQUSE CRITICAL EXPERIhENT 


d Inspection reports, IE Dulletins correspondence 


7906190040 Forwards IE Info Notice 79-12, “Attempted Damage to New Fuel 
Assemblies " 

KEPPLERrJ 0 Region 3, Chicago, Office of the Director 79/05/LL 

Ip 


7906080147 Forwards IE Circular 79-00, “Attempted Extortion - Low 
Enriched U " 

KEPPLERrJ 0 Region 3, Chicago, Office of the Director 79/05/10 


DOCKET 30-106 OREGON STATE UNIV 

0 Inspection reports, JE Bulletins 6 correspondence 


7906100431 Forwards lE Info Notice 79-12i “Attempted Damage to New Fuel 
Assemblies “ No written response necessary 

ENGELKENiR H Region 5, San Francisco, Office of the Director 
79/05/10 Ip 


7906080220 Forwards IE Circular 79-08, “Attempted Extortion - Lou 
Enriched U “ 

ENOELKEN, R H Region 5, 8an Francisco, Office of the Director 
79/05/ la tp 


7906260203 Forwards IE Insp Rept 80-087/79-02 on 790509-10 No 
none omp 1 iance noted 

HIND, J A Region 3, Chicago, Safeguards Branch 79/05/24 2pp 


DOCKET 30- U1 NORTH CAROLINA STATE UNIV RESEARCH REACTOR 
Q Inspection reports, IE Bulletins ^ correspondence 


— 7906260209 IE Insp Rept S0-0a7/79“02 on 790309-10 No nonemmp I iance 
noted Major areas inspected security organ! tat ion, access 
c ontrolr alarm sys, surve i I lance sabotage protection Details 
withheld (ref 10CFR2 7901 

CHRI8T0FFER,G , BCHAPER, J F , HIND, J A Region 3, Chicago. 

Safeguards Branch 79/05/21 Ip 


DOCKET 30-09 GENERAL ATOMIC CO 


J. Insurance St indemnity Information 


7906190415 Forwards Endorsement 29 C- 30 to MAELU Policy rtF-59 

CORREA, H A Marsh & McLenon, M & H Nuclear Consultants, tnc« Dtv 
79/06/14 8pp 


O, Inspection reports, IE Bulletins correspondence 


7906190016 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Ai limb lies ” 

EHOELKEN, R K Region 5, San Franciico, Office of the Director 
79/03/10 Ip, 

7906080219 Forwards IE Circular 79-00, "Attempted Extortion - Lou 
Enriched U “ 

ENOELKEN, R H. Region 3, Ban Francisco, Office of the Director 
79/03/10 Ip 
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DOCKETED ITEMS 


90621^351 Acl( receipt 7*70 419 Itr lnforrtln 9 WRC of itepe taken to 
correct viol4ttiani noted in IE !nip Repti 50-kll/79-Ol 
30-297/79-01 U 70-0041/79-01 

kE^J^(A, W B Region 2, Atlantai Safeguards Branch 79/03/03 Ip 


-7906SI039-4 Responds to NRC 790327 1 tr re violatlonf noted In IE Insp 
ftepts 50-111/79-01,50-297/79-01 U 70-0041/79-01 Corrective 
acfclon-s Form 742 preparerf properlg C< copv fo*' period 
Oct 1978 - Har 1979 foruarded to Region fl 
CLUEHAN.T 6 tJortti Carolina State Univ 79/04/19 Ip 


-7906210339 Fortuards IE tnsp Ropts 50-111/79-01,30-297/79-01 t> 
70-0041/79-01 an 790220-21 Notice af vlokation withheld 
(ref 10CFR2 7901 

KEKNAilf D Region Z> Atlanta, Safeguards Branch 79/03/27 

2pp 


-790*210396 IE Insp Hepts 50-111/79-01.30-297/79-01 It 70-0041/79-01 an 
790220-21 Ncnc omp llance noted failure to measure & rept 
accauntabi 1 i tv valuer re production b. consumption of SMH 
Details withheld (ref 10CFR2 7901 

TODD.O A . WILLIAMS. O H Region 2. Atlanta. Office of Ihe 
Director 79/03/08 Ip 


*906230414 Forwards !E Info Notice 79-12< "Attempted Damage to K«w Fuel 
Assambltes ** 

O'REILLY, J P Region 2, Atlanta. Office of the Diroctar 
79/05/10 Ip 


3DCKET 30-112 UMIV OF OALAHOMA RESEARCH REACTOR 


J Insurance 6 indemnity infortnatlon 


1906150343 Enecuted Amend 9 to Indemnity Agreement £-26 
SALTZMAN. J Antitrust 4c Indemnltg Group 79/06/11 Ip 


i Inspection reports. IE Bulletins Sc correspondence 


'906250014 Forwards lE Info Notice 79-12, “Attempted Damage to New Fuel 
Assemblies '• 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/05/11 


JOCKET 50-113 UNIV OF ARIZONA RESEARCH REACTOR 
\ Inspection reports, l£ Dulletlns correspondence 


'906180450 Forwards IE Info Notice 79-12. "Attempted Damage to Mew Fuel 
Assemblies " No written response necessary 

EnGELKEN.R H Region 3. San Francisco, Office of the Director 
79/05/10 ip 


'906080232 Forwards IE Circular 79-00, “Attempteil Extortion - Low 
Enriched U " 

ENGELKEN. R H Region 3, San Francisco. Office of the Director 
79/05/18 ip 


lOCKET 50- U6 lOMA STATE UNIV RESEARCH REACTOR 


I Insurance 4, indemnity inf OTmatton 


*906120366 Reiiuests can f i rmat i an of understanding of effact of 
indemnity coverage under Agreeinent E-5 of Pr ica-Anderson Act 

r* decommissioning activities of Kaiser Engineer 1 ng, Inc 
X- - Hogan h HartsOfS 79/06/07 Dpp 


7906080106 Forwards IE Circular 79-08, "Attempted Extortion - Law 
Enriched U “ 

KEPPLER, J O Region 3. Chicago, Office of the Director 79/05/19 

IP 


7906260622 Ac k receipt of IE Circular 79-08 Will review security 
procedures for all low enriched U matl presently on hand 
PLANJE, TJ rttssQurl, Unlv, of 79/05/22 Ip 


DOCKET 50-124 VIRGINIA POLYTECH INST TRAINING REACTOR 


Q Inspection reports, IE Bulletins it correspondence 


7906020174 Acfc receipt of 790410 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-124/79-02 
O'REILLY, >/ P Region 2. Atlanta, Office of the Director 
79/05/10 2pp 


—7906020170 Responds to NRC 790323 1 br re violations noted in IE Tnsp 
Rept 9D-124/79-2 Correective actions all procedures being 
rewritten 6 mo-ntnly reactor operator meetings hold 
PARKIHSOM. T F Virginia Polytechnic Institute ^ State Univ 
79/04/19 3pp 


— 7906030193 Forwards IE Insp Rapt 50-124/79-02 on 790130-0202 ft, notice 
of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/23 2pp 


—7906020187 Notice of violation from insp on 790130-0202 

* Region 2, Atlanta, Office of the Director 79/03/23 2pp 


—7906020191 IE Insp Rept 50-124/79-05 on 790130-0202 Noncomp 1 ianc e 
noted failure to document licensed reactor operator 
re i^uallf ication records & failure to provide U maintain 
procedures in conducting operations 

JULIAN, C A , SAUER, R C Region 2, Atlanta. Office of the 

Director MARTIN. R D Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 79/03/23 llpp 


7906250421 Forwards IE Info Notice 79-12, "Attempted Damage to Nau Fuel 
Assemblies “ 

O-'REILLV.J P Region 2, Atlanta, Office of the Director 
79/OS/lO Ip 


DOCKET 50-129 TEXAS ALH IIMIV RESEARCH REACTOR 


P Operating license stage documents L correspondence 


7906190270 Submits addl Info re Tech Spec change request to alloiw 
radiography of explosive matl, in response to NRC 790607 
telcon 

RANDALL, xf » Texas A «i M Unlv 79/06/13 3pp 


0 Inspection reports. IE Bulletins & correspondence 


7906250013 Forwards IE Info Notice 79-12, "Attempted Damage to Noia Fuel 
Assemblies " 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/03/11 

Ip 


DOCKET 50-129 WEST VIRCENIA UNIV RESEARCH REACTOR 
J Insurance Sc indemnity information 


7906190371 Executed Amend ■? to Indemnity Agreement E~27 

SALTZftAN, J Antitrust fr Indemnity Group, 79/06/13 Ip 


P Operating license stage documents tt correspondence 


7906070240 Requests temporary extension of License R-52 to allow tine 
for decommissioning & amending of License C 4 to permit 
transfer of fuel to suitably licensed party 
slack, S T-, KOPPELMANfR West Virginia Oniv 79/05/30 Ip 


7906190251 Roqueets that License R-50 be extended temporarily for 13 
months, to alLoui time for decommissioning Also requests that 
Condition C 4 be amended to allow transfer of fuel to 
suitably party 

SLACK, 8. T , KOppELMAN, R West Virginia Unlv 79/05/30 Ip 


Q Inspection reports, IE Bulletins li correspondence 


7906250418 Forwards IE Info Motlce 79-12, "Attempted Damage to New fSiI 
Assemblies 

0'fleiLLy,J P Region 2, Atlanta, Office of the Director 
79/05/10 ip. 



DOCKETED ITEMS 
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DOCKET 50-130 PATHFINDEfi ATOMIC PLANT 


a Inspactian raportvr IE Bulletins if correspondence 


7'90-6290l35 Responds to IE Bulletin 79-00 re events relevant to BMRs 
identified during TMI incident 

CRANE. P A Pacific Gas Electric Co 79/05/01 5pp 


DOCKET 50'-13l OMAHA VET ADMIN HOSP RESEARCH REACTOR 


Q Inspection reports. lE Bulletins in correspondence 


7906250003 Forwards IE Info Notice 79-12. "Attempted Damage to Netu Fvel 
Assemblies " 

SEYFRiTiK V Region 4. Dallas. Office of the Director 79/05/11 
Ip 


DOCKET 50-133 HUMBOLDT DAY POWER PLANT, UNIT 3 


O Ad judicatorg correspondence 


7906040304 Holds proceedings in abeyance until 791001 Licensee shall 
furnish rept re status of geologic Invetigation taithln ten 
days after receipt of order Z> every 60 days thereafter 
LUTOM. E Atomic Safety and Licensing Board Panel 79/05/07 Ip 


Q Inspection reports. IE Bulletins ^ correspondence 


7906140599 Schedule for responses to lE Bulletins 79-02 & 79-03 will be 
submitted after resolution of seismic issues currently being 
s tud led 

CRANE, P A Pacific Gas Electric Co 79/04/25 tp 


7906130132 Forwards IE Circular 79-07, "Une icpocted Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required. 

ENOELKEN.R H Region 5. San Francisco, Office of the Director 
79/05/02 Ip 


7906120047 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
ENQELKEN, R H Region 5, San Francisco. Office of the Director 
79/05/07 Ip 


7906190479 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
AssembUes " No written response necessary 

ENOELKEN.R H Region 5. 9an Francisco. Office of the Director 
79/05/10 Ip 


7906110070 Forwards IE Bulletin 79-10. "Requalif icat ion Training 
Program Statistics " Written response required 
ENOELKENiR H Region 5. Ban Francisco, Office of the Director 
79/05/11 Ip 


7906030241 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U •’ 

ENOELKEN.R H Region 5, San Francisco. Office of the Director, 
79/05/18. ip 


7906130042 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 8ys " Licensee 
action required 

ENOELKEN.R H Region 5. Ban Francisco. Office of the Director 
79/05/22 Ip 


79061Q0373 Forwards lE Bulletin 79-12. "Short Period Scram at DWR 
Facilities " Licensee action required 

ENG EL KEN I R H Region 5. Ban Francisco, Office of the Director 
79/0S/31, Ip 


R Periodic operating reports ^ related correspondence 


7906150288 Forwards monthly operating rept for Hay 1979 
HEEK^.E D Pacific Gas Electric Co 79/06/07 Ip 


—7906150290 Monthly operating rept for May 1979, 

OETTY, D C Pacific Gas 6 Electric Co. 79/05/31 4pp. 


S Reportable occurrences. LERs related correspondence 


7905040360 PN0“79-67Al summary of info re nuclear incident as of 
790428 Describes plant environ status 
* Office of Inspection if Enforcement 79/04/80 2pp 


7906180219 Forwards PNa-79-67AN 

ENGELKEN. R H Region 5, San Francisco, Office of the Director 
79/05/14 Ip 


79061BO265 Forwards PN0-79-67A0 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
79/05/21 Ip 


7906180338 Forwards PNa-79-67AP 

ENOELKEN.R H Region 5, San Francisco. Office of the Director 
79/05/22 Ip 


7906100364 Forwards PN0-79-67AQ 

ENOELKEN.R H Region 5. 8an Francisco, Office of the Director 
79/05/30 Ip 


7906190519 Forwards LER 79-003 /03L-0 

CRANE. P A Pacific Gas 6 Electric Co 79/06/12 Ip 


— 7906190525 LER 79-003/03L-0 on 790513 fire water sys header low 
pressure switch APS-18 started fire pumps at 41 psig instead 
of 45 psig Caused by drift & close differential setting 
Setpoint adjusted Switch will be replaced 
CHAFFEE. R S Pacific Gas U Electric Co 79/06/12 Ip 


7906270221 Forwards LER 79-004/03L-0 

CRANE, P A Pacific Gas 6 Electric Co 79/06/15 Ip 


— 7906270223 LER 79-004/03L-0 on 790516 refueling bldg ventilation sup| 
valve failed closed Caused by poor attachment of pivot arm 
to butterfly valve stem Procedures Improved for attachment 
of arm to stem 

REDEKER. S J Pacific Gas 5 Electric Co 79/06/15 4pp 


DOCKET 50-134 WORCESTER POLYTECH INST RESEARCH REACTOR 


P Operating license stage documents t correspondence 


7906230054 Responds to LC Wilbur 790423 request re renewal of License 
R-61 which will expire 791123 Submits specific items that 
will be reviewed prior to license renewal 

REID, R W Operating Reactors Branch 4 (Pre 790625) 79/05/14 

lOpp 


Q Inspection reports. IE Bulletins £> correspondence 


7906260063 Forwards IE Info Notice 79-12. "Attempted Damage to Now Fue 
Assemblies " 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/05/ I t ip 


7906080037 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched U " 

GRIER, D 1C Region t. Ph 1 Udetph U, Office of the Director 
79/03/18 ip 


DOCKET 30-139 UN IV Of WASHINGTON RESEARCH REACTOR 


Q Inspection reports. IE Bulletins h correspondence 


7906180462 Forwards IE Info Notice 79-12, "Attempted Damage to New Fue 
Assemblies " No written response necessary 

ENCELKENi R K Region 5. San Francisco. Office of the Director 
79/05/ 10. Ip 


7906080238 Forwards lE Circular 79-08, "Attempted Extortion “ Low 
Enriched U " 

ENOELKEN.R H Region 5. San Francisco, Office of the Director 
79/03/LB, Ip 


DOCKET 50-141 STANrORD UN IV RESEARCH REACTOR 


Q Inspection reports. IE Bulletins it correspondence 


7906150355 Forwards IE Imp Rapt 50-141/79-01 on 790131 0313 No 

nencomp 1 iance noted 

5QQK.K E Region 5, Ban Francisco. Fuel Feclltty 5 Materials 

Safety Branch 79/03/27 2pp 


—7906130337 IE Insp Rept 50-141/79-01 on 790131 t. 0313 No noncomp I Ur 
noted Major areas inspected , fad I Ity that previously housed 
pool type research reactor 

CURTIS, J R Region 3. San Francisco. Office of the Director 
fiaOK.H E Region 5. San Francisco. Fuel Facility h Materials 

Safety Branch 79/03/27 3pp 
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DOCKETED ITEMS 


docket SO" 142 UCLA TRAINING REACTOR 


J tn-suranc< li lh4aitinl(V 1 nf or maftioTi 


7?O6^6039S Forwards evacutod Amsnd 6 to Indsinnilig Agrietnent E-li^Amand 
4 ttj Inden.nitg Agreamant E-5BiAm«ncf 8 to Ihrfaflinlttj Agreement 
E-S3 Jh Amend 13 to Indamnitg Agreement E-15 
DENEQS. 8 J California, Univ of, Berfceleg 79/06/21 Spp 


P Cperatlng licence ataga docL^ments !« correspondence 


7906^150402 Requests reneuial of License R~7I duo to oipire on 600331 
CATTONt I California, Unlv oft Co* Angeles 79/05/33 Ip 


7906000191 Forward* IE Circular 79-00, "Attempted Estortion " Lou 
Enriched U " 

KEPPLER, J 0 Region 3 j Chicago, Office of the Director 79/05/19 
If 


DOCKET 50-155 QIC ROCK POINT NUCLEAR PLANT 
F Security, medical, emergency 6 fire protection plans 


7906040189 Request* addl info re fire protection insulation on cabling 
in recirculating pump area Evaluation of need for protectiva 
insiflation on recirculating pump area cabling U associated 
valve operator* to be completed by 790615 
BtXEL, D A Consumers Power Co 79/05/30 ip 


9 Inspection reports, IE Bulletins L correspondence 


7906160434 Forwards IE Info Notice 79-12, "Attempted Damage to Neu Fuel 
Assemblies " No written response necessary 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/03/10 ip 


7906090236 Forward* IE Circular 79-06, “Attempted Extortion - Low 
Enriched U '* 

ENGELKEN, R H Region 5# San Francisco, Office of the Director 
79/03/ia Ip 


DOCKET 30-146 SAXTON NUCLEAR EXPER IflEMTAL FACILITY 


H Otneral correspondence 


7906210003 Act receipt of 790411 request to witness facility in*p 
Lie ensae, not NRC, ha* authority to alLow reporter* to he 
present Profcoc o 1 /ua Ivor agreement for accompaniment of NRC 
Insp end 

SNYDER, 0 L Region t, Ph i lade Iph la. Office of the Director 
79/06/19 3pp 


J Insurance & indemnity information 


7906120297 Forwards Endorsement 71 to ANI Policy NF-107 

HGNTQaNERY, C R Saxton Nuclear Experimental Corp 79/06/07 2pp 


7906200172 Discusses need for fire protective Insulation on cables 6. 
valve operators in recirculating pump room Insulation not 
necessary 

HOFFMANN, D P Consumers Power Co 79/06/15 4pp 


P Operating license stage documents 6 correspondence 


7906210134 Requests two controlled copies of site emergency plans 6 
implementing procedures, s ite maps showing location 8t grid 
station number* of onsite S' offsite environ monitoring 
stations 6 map* used for offsite dose determination 

KEPPLER, xf 0 Region 3, Chicago, Office of the Director 79/05/17 
Ip 

7906190174 Submit* response to 790607 rapid response question* re 
effluent monitoring sy* 

HOFFMAN, D P Consumer* Pxiuer Co 79/06/14 4pp 

7906260108 Correct* 790614 response to questions re effluent monitoring 
*ys 

BIXELiD A Consumers Power Co 79/06/22 Ip 

t 

7906260174 Forwards comments re systematic evaluation program 
deletions proposed in NRC 790416 Itr 
BIXELiO A Consumers Power Co 79/06/22 3pp 


7906280163 Forwards request for change to Tech Specs, permit t ing mod of 
spent fuel storage pool by addition of storage racks 
BIXEL, D A Consumers Power Go 79/06/26 Spp 


DOCKET S0-14B UNIV OF KANSAS RESEARCH REACTOR 
J Insurance 6 indemnity information 


7906270210 Forward* Amend 9 to Indemnity Agreement E-21 
MALLENBECK, C A Kansa*, Unlv of 79/06/20 2pp 


0 Inspection reports, IE Bulletin* k. correspondence 


7906140611 Forwards IE Insp Rapt 50-155/79-06 on 790403-06 No 
noncomp liance noted 

HEISHHAN.R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/04/14 2pp 


Q Inspection reports, IH Bulletins k correspondence 

7906230007 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies 

SEYFRIT.K V Region 4i DaUas, Office of the Director 79/03/11 

Ip 

DOCKET 30-150 OHIO STATE UNIV RESEARCH REACTOR 
0 Inspection rsport-t, IE Bulletins U correspondence 


—7906140616 IE Insp Rept 50-155/79-06 on 790403-06 No noncomp I laist* 
noted Major areas inspected preparation for refueling 
processi pre-fue 1 handling activi ties, f ue 1 handling 
activities k mo4 of containment supply ventilation valve 
STREETER, i/ F , REYE6,L A Region 3, Chicago, Reactor Cparailani 

Nuclear Support Branch 79/04/13 Spp 


7906210329 Forwards IE Imp Rept 50-155/77-01 on 790214-16 k 0403 No 
none ompliance noted 

FIORELUliO Region 3, Chicago, Reactor Construction k Eng- itio »r Iri 

Support Branch 79/04/10 2pp 


790619004B Forward* IE Info Notice 79-12, ‘♦Attempted Damage to New Fuel 
Assemblies " 

KePPLER,J 0 Region 3» Chicago, Office of the Director 79/05/i I 

Ip 


7906000174 Forward* IE Circular 79-00, “Attempted Extortion - Low 
Enrlchad U “ 

KEPPLER, J 0 Region 3* Chicago, Office of the Director 79/03/18 
IP 


DOCKET 50-151 UNIV OF ILLINOIS RESEARCH REACTOR 


tj Insurance k indemnity information 


7906200435 Executed Amend 12 to Indemnity Agreement E-20 
BALTiHAMr J. Antitrust k Indemnity Or-oup 79/06/14 Ip. 


G, Inspection reports, IE Bulletins It correspondence 


7906190062 Forwards IE Info Notice 79-12, “Attempted Damage to New Fuel 
AsseriliLles ** 

KEPPLER, J.G Region 3, Chicago, Office of the Director 79/03/tl 

tp 


—7906210334 IE Insp Rept 30-155/79-01 on 790214-16 k 0403 No 
noncomp I lance noted, Major areas inspected safety-rela ted 
hangers lit mechanical snub bers, observat ion of installation 
conditions k review of previous license surveillance 
YIN. I T , DANIELSON, D H Region 3, Chicago, Office of the 
Director 79/04/16 4pp 


7906020047 Responds to IE Bulletin 79-07 re seismic analyse* Dynamic 
analyses of piping were performed by reactor vendor 6 A/E 
Requested Info will be submitted in one month 
BlXELtD. A Consumer* Power Co 79/04/24 ip, 


7906050450 Notifies that preliminary review of 790201 description of 
Instrvlce test program for pump* k valve* k requevt for 
relief Prom specific ASME code requirements is complete. 

Forwards questions 6. comment* . 

ZIEMANM, 0 L Operating Reactor* Branch 8 IPre 790625) 79/04/2; 

Spp. 


7906020163 Responds to IE Bulletin 79-04 re incorrect weights for owii 
Chech valve* mfg by Velan Engineering Carp Velan valves not 
In use 

BIXEL, 0 A Consumers Power Co 79/05/01. Ip. 


DOCKETED ITEMS 
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790^1403*46 Forwards response to IE Bulletin 79-08 Reviews procedures 
far dealing u/TKt'’8 incident c Ircumstances 
aiXEL*D. 6 Consumers Rawer Co 79/09/04 13pp 


7706120090 Forwards IE Info Notice 79‘'tlj *'l.Qii/er Reactor Vessel Head 
Insulation Support Problem “ No action required 

KEPPLCfir J 0 Region 3i Chlcagor Office of the Director 79/05/07 

Ip 


7906080093 Forwards IE Insp Repl 50-JS5/79-03 on 790326-30 Notice of 
Violation withheld <ref lOCFRS 790} 

HINOiV A Region 3, Chicagoi Safeguards Branch 79/09/09 2pp 


— 7906080101 IE Insp Rept 30-159/79-05 on 790326-30 Noncotnp Uance noted 
nonciinf ormance in 1 igh ting* access control-vital areas U 
access control-search Details withheld (ref 10CFR2 790) 

HADEOApT J . HQUELLrJ C p HIND# J A Region i, Ph 1 ladelphla. 

Safeguards Branch 79/09/04 2pp 


7906110096 Forwards IE Bulletin 79-10. *'Requal i f Ication Training 
Program Statistics " Written response required 

KEPPCERi J 0 Region 3» Chicagoi Office of the Director 79/03/11 
ip 


7906190088 Forwards IE Info Notice 79-12i '^Attempted Damage to Now Fuel 
Assemblies " 

KEPPLERpJ Q Region 3. Chicago. Office of the Director 79/09/11 


7906090200 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched D " 

KEPPLERfJ O Region 3, Chicago. Office of the Director 79/05/18 

Ip 


7906230043 Responds to IE Bulletin 79-09 re GE T^pe AK-2 circuit 
brealers Describes preventative maint program 
BIXEL.D a Consumers Power Co 79/05/21 2pp 


7906130094 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Devito 
ip Circuit Breakers for Engineered Safety 8ys " Licensee 
action required 

KEPPLER. J o Region 3. Chicago, Office of the Director 79/09/22 

Ip 


79062:00103 Forwards IE Info Notice 79-13. "Indication of Low Nater 
Level In Oyoter Creel Reactor " 

KEPPLEHi d G Region 3. Chicago. Office of the Director 79/03/29 

Ip 


8 Reportable occurrences. LERs 6 related correspondence 


7906120160 Submits info re control rod drive housing penetration design 
for leakage discovered during 790420 hydrostatic testing 
fc reportad in L£R 79-18 on 790902 Describes addl testing to 
be performed N/overeized drawing 
BIXEL.D A Consumers Power Co, 79/06/07 9pp 


7906260333 Forwards LER 79-02D/OiT-0 

BtXEL.D A, Consumers Power Co 79/06/22, Ip 


— 7906260377 LER 79-020/01T-0 on 790609 vibration heard in primary sys 
lii/rec Irculation pump in svc Discovered diffuser dislodged in 
pump i inlet ^ loose diffuser In pump 2 inlet Caused by 
failure of holts holding diffuser for reasons unknown 
* Consumers Power Co 79/06/22 2pp 


DOCKET 50-156 ONIV GF WISCONSIN RESEARCH REACTOR 


Q, Inspection reports. IE Bulletins ^ correspondence 


7906190056 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
As semb lies. " 

KEPPLER.J, 0 Region 3. Chicago. Office of the Director 79/03/lt 
Ip- 


7906080191 Forwards IE Circular 79-08. "Attempted Extortion - Lou 
Enriched i; " 

KEPPLER. J, G Region 3. Chicago. Office of the Director 79/05/18 

tp. 


DOCKET 90«t57 CORNELL UNIV RESEARCH REACTOR 


O I-nspection reports. IE Bulletins 6 correspondence 


7906260073 Forwards lE Info Notice 79-12. "Attempted Damage to New Fu#l 

Assembl tee. " 

QRIER. B.H Region 1. Phi ladelphia, Office of the Director 
79/OS/U Ip. 


7906080021 Forwards IE Circular 79-08* "Attempted Extortion - Low 
Enr i c h e d U " 

QRIER.B H Region 1. Philadelphia. Office of the Director 
79/03/18 Ip 


DOCKET 50-160 GEORGIA INST OF TECH RESEARCH REACTOR 


J Insurance indemnity information 


7906270209 Forward* Amend 12 to Indeminty Agreement E-30 

UILSGN. J N Geoigia Institute of Technology 79/06/22 2pp 


Q Inspection reports. IE Bulletins & correspondence 


7906^250413 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

Q'REILLY.J P Region 2. Atlanta. Office of the Director 
79/03/ ID Ip 


DOCKET SD-163 GENERAL ATOMIC COMPANY 


yj Insurance ft. Indemnity information 


7906190413 Forwards Endorsement 29 It 30 to MAELU Policy HF-59 

CORREA. M A Marsh b McLenon. M b M Nuclear Consultants. Inc Div 
79/06/14 3pp 


Q Inspection report*. !E Bulletins It correspondence 


7906190016 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

ENOELKEN. R H Region 9. San Francisco. Office of the Director 
79/05/10 Ip 


7906000219 Forwards IE Circular 79-0a« "Attempted Extortion - Low 
Enriched U " 

ENOELKEN. R H Region 5. 3an Francisco. Office of tho Director 
79/03/ 18 tp 


DOCKET 50-166 UNlV, OF MARYLAND RESEARCH REACTOR 


J Insurance in Indemnity information 


7906130319 Forwards executed Amend 9 to Indemnity Agreement £-22 
TOLL. JS Maryland. Univ of 79/06/07 2pp 


Q Inspection report*. IE Bulletins 6 correspondence 


7906260062 Forwards IE Info Notice 79-lS. "Attempted Damage to New Fuel 
Assemblies, " 

QRIER.B H Region 1. Philadelphia. Office of the Director 
79/OS/ll Ip 


7906080034 Forwards IE Circular 79-08. "Attempted Extortion - Lou 
Enriched U, " 

QRIER.B H Region 1. Ph 1 lade Iph i a. Office of the Director 
79/03/10 Ip 
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DOCKETED ITEMS 


S Reportablo oceurrencesr tER« reUtadf copr tipondence 


7906040-341 Forward* LER 7a-0n/04T“0 

COONeV/ h J Philadelphia Elacferlc Co 70/03707 


— 7906040343 LEft Ta-OU/O^T-O on 700223 appro* 40 gallon* light diesel 
foal oil drained into discharge canal Cawsed by valve left 
open after use Spillage stopped upon d 1 scovsry* c laanup 
Initiated t/ vaive loctad to control use 
COaMEVrM J Philadelphia Electric Co 73703/07 Ip 


DOCKET 50-162 PURDUE UMIV RESEARCH REACTOR 


F Security* (nedlcali emergency & fire protection plana 


7906120100 Forwards imodlfied physical security plan Plan withheld 
(ref 10CFR2 7901 

CLlKEMANiF II Purdue Univ 79/06709 Ip 


Q Inspection reportsi IE Sullstins te correspondence 


7906090123 Act receipt of 790419 Ur informing NRC of steps taken to 
correct violations noted in> IE insp repts 

MfND-^J A Region 3* Chicago, Safeguard* Branch 79/OS/03 Ip 

— 7906080130 Respond* to NRC 790326 I tr re violations noted tn IE Insp 
repti Corrective actions withheld Cref 10CFR2 790) 

CLfKEMAN*F M Purdue Univ 79/04719 2pp 


7906190051 Forwards IE Info Nattee 79-l2i "Attempted Damage to New Fuel 
Assemblies " 

KE.PPLER,J 0 Region 3, Chicago. Office of the Director 79/05/11 
ip 


7906030176 Forwards lE Circular 79-09i "Attempted E*tortlon - Low 
Enriched U " 

KEPPLER.J 0 Region 3* Chicago. Office of the Director 79/05/16 
ip 


DOCKET 50-104 NATIONAL BUREAU OF STANDARDQ REACTOR 


Q Inspection reports. IE Sulketlh* & correspondence 


7906260026 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies 

OREER. D M Regian 1* PKl lade iphla. Office of the Director 
79705/1 1 ip 


7906030014 Forwards IE Circular 79-00. "Attempted Ei tort Ion - Lou 
Enriched V " 

0RlEfl*8 H Region 1, Fh tlade Ipbta. Office of the Director 
79/05/10 Ip 


DOCKET 50-IB6 UN IV OF NISaOURI RESEARCH REACTOR 


D Inspection reports. IE Bulletins U correspondence 


’8 Forwards 16 Info Notice 79-12* "Attempted Damage bo New Fuel 
ies '■ 

iJ 0 Region G. Chicago. Office of the Director 79/09711 


DOCKET S0-1B8 KANSAS STATE UNlV RESEARCH REACTOR 


Q Inspection reports. IE Bulletins & correspondence 


7906290006 Forwards IE Info Notice 79-12, "Attempted Damage to Neu Fuel 
Assscnblies " 

SEYF-RIT.K V Region 4, Dallas. Office of the Director 79/05/11 
IP 


DOCKET 30-192 UNIV OF TEXAS RESEARCH REACTOR 


3 Inspection reports. IE Bulletins t correspondence 


7906230012 Forwards 16 Info Notice 79-12. "Attempted Damage to Neiw Fuel 
Assemblies " 

SEYFftiT. K V Region 4. Dallas. Office of the Director 79705/11 
Ip 


DOCKET 50-193 RHODE ISLAND tt PROVIDENCE PLANTATIONS AEC 


3 Inspection report*. IE Bulletins ^ correspondence 


7906260025 Forwards fE Info Notice 79-12. "Attomptod Damage to Noiv Fuel 
Assemblies " 

GRIER. D H Region 1* Philadelphia. Office of the Director 
79/05711 ip 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


3 Inspection reports. I£ Bulletins & correspondence 


7906260080 Forwards IE Info Notice 79-12. "Attempted Damage to hTow Fl» 
Assemblies " 

CRIER. BH Region 1. Philadelphia. Office of the Director 
79/05711 ip 


7906030022 Forwards IE Circular 79-08. "Attempted Estortion - Law 
Enriched U " 

QRIERiBH Region 1. Philadelphia. Office of Ihc Director 
79/05/18 Ip 


DOCKET 30-201 WEST VALLEY REPROCESSING PLANT 


H General correspondence 


7906210261 Responds to 790124 Itr re effects of radioactive was to on 
bodies of water surrounding NY State U effects of stored 
wastes on environ , 

ROUSEiL C Fuel Reprocess U Recycle Dranch 79/04/20 d»pt> 


—7906210266 Requests info re environ effects of radolacfclve uaotos -ai 
plant site 

ECKERHAN. M Affiliation Unknown 79/01/24 Ip 


7906220 M2 Acl rocelpt of 790309 itr ^ 790326 tel con Suggests wao cF 
local PDR to obtain info Welcomes attendance at moetings 
between. NRC t> vendor Forward* safety evaluation re fuel 
receipt tt storage area if/o end 

HAUOHMEY, C T Fuel Process V Fab Branch 79703704 3pp 


7906220471 Forwards requested info re discovery of pan defect at 
Nuclear Fuel Sves, I nc* summary of NRC 790123 meeting re pan 
defect summary of NRC 7903S9 meeting re Investigation b 
evaluation of defect W7o end 

HAUOHNEY. C J Fuel Reprocess & Recycle Branch 79705/03 Gpfi 


P Operating license stage document* 6 correspondence 


7706050362 Responds to 790321 telegram requesting NRC presence at 
790404 hearing Since tank safety investigation is 
cont Inulng* f inal conclusions about safety margins for tanks 
cannot be made. 

DIRCK8. W J Office of Nuclear Material Safety & Safeguards 

79/04702 app. 


— 7906050370 Requests NRC appear before 790404 legislative carnml-ss 
energy sys hearing to discuss safety questions re high lavs I 
radioactive waste tanks operated by licensee 
HQYT.M B New York. State of 79703/21 Ip. 


7906250220 Ac k receipt of documents rt condition of high level I iq^i 
waste storage sys at West ValleyiNV facility. 

HOYT.M 0, New York. State of 79/04/16 Ip 



DOCKETED ITEMS 
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7906S50049 Syrnmarii of 7*70213 meetliig ui/NFS iri Silver SpringiMD 
efparts to process technical data useful for future 
con taitii nation & decotrtniss ionlng *a present efforts to 
Investigate BD-2 pan defect 

HAUG-MNEYi C J Fuel Reprocess &i Recycle Rranch 79/05/01 8pp 


790*350069 Notification of 790516 meeting w/NY State Energy RE«D 
Authority S< NFS to discuss progress of efforts re technical 
info for future decontamination to investigate BD2 pan 
defect, 

HAUOHNEY, C J Fuel Reprocess J- Recycle Branch 79/05/01 2pp 


7906330179 Summary of 790501''03 meeting ui/NFS at West ValleyiNY 
facility to obtain site data on safety of high level uiaste 
4 taraga 

CLftRK.A T Fuel Process & Fab Branch 79/05/00 3pp 


7906330485 Forwards UCRL-52S75i "Structural Analyses of Fuel Receiving 
Station Pool at NFS Reprocessing Plant<Uest Valley»NY'' it 
topical rept evaluation W/790307 comments from WJ Hall of 
NN Neumark Consulting Engineering Svcs 

ROUSE f L. C Fuel Reprocess i> Recycle Branch 79/05/14 5pp 


-’“7906330487 ''Structural Analysis of Fuel Receiving Station Pool at 
NFS f?aproceesing Plant/Wast Ualley/NY " 

DONOi B 0 Laurence Livermore Laboratory NRC-O3*'70-*15O 
UCRL'-52375 78/05/05 62pp Available at NTI6 


7906250409 Topical rept evaluation of UCRL--53573i "Structural Analyses 
of Fuel Receiving Station Pool at NFS Repiocesaing Plant* 

West Valley, NY " 

e Fuel Reprocess & Recycle Branch 79/05/14 4pp 


7906210139 Discusses NRC 790329 0123 memos re defect in pan under 

high level liquid uaste tank at reprocessing plant, in 
response to Jan 1979 request 

ROUSEiL C Fuel Reprocess ^ Recycle Branch 77/05/21 2pp 


Q Inspection reports* IE Bulletins it correspondence 


7906260040 Forwards IE Info Notice 79~12, "Attempted Damage to New Fuel 
Assemblies " 

ORIER, B H Region 1, Phi ladelph la, Office of the Director 
79/05/11 Ip 


docket 50-206 SAN OKOFRE NUCLEAR STATION, UNIT 1 


P Operating license stage documents correspondence 


7906040424 Forwards draft evaluation of systematic evaluation program 
Topic XV-19 re LOCA resulting from spectrum of postulated 
piping breaks within reactor coolant pressure boundary 
Requests input within 30 days 

ZIEMANN, D L Operating Reactors Branch 2 tPre 790625) 79/03/15 

5pp 


7906050333 Forwards draft evaluation of systematic evaluation program 
Topic IV-l A, "Operation W/Less Than All Loops in Sve *' 

Requests review ti response within 30 days 

ZIENANNiD L Operating Reactors Branch 2 tPre 790623) 79/04/30 

I2pp 


7906060203 Forwards comments on systematic evaluation program Topic 
Vl-tO Bj "Shared Engineered Safety Features, 0ns Ite Emergency 
Power 8vc Sys for Multiple Unit Stations " 

HAYNESiJ 0 Southern California Edison Co 79/03/17 2pp 


7906060271 Offers no comments on NRC redraft evaluation of systematic 
evaluation program Topic IV-i A Proposed Tech Spec changes 
to ba submitted by 790600 

HAYNES, J 0 Southern California Edison Co 79/05/25 ip 


7906040167 Forwards corrections to Figures 6222 V 5 2-2 re 
reorganization changes Figures supersede corresponding 
figures of Proposed Change 77 

BASKiNiK P Southern California Edison Co 79/05/31 3pp 


7906140468 Forwards Amend SO to License DPR-i3, consisting of proposed 
Tech Specs Change 80 

DRAKE, J H Southern California Edison Co 79/06/11 Ip 


— 7906140472 Amend 80 to License DPR^IS, cons is ting of proposed Tech Specs 
Change 00 to restrict operation w/less than all reactor 
coolant loops in sve Certificate of Sve encl 
a- Southern California Edison Co. 79/06/00 lOpp 


79D622035B Forwards info requested in NRC 781200 Itr re systematic 
evaluation program Topic VIII-4 re electrical penetrations 
of reactor containment 

HAYNESiJ O Southern California Edison Co 79/06/15 I3pp 


Q Inspection reports, t£ Bulletins & correspondence 


7906200134 Responds to NRC 7904it Itr re violation noted in IE Insp 
Rept 50-'206/79-04 Corrective actions three design changes 
have been reviewed by all licensed operators 
MODRE, J D Southern California Edison Co 79/OS/Ol 2pp 


— 7906200J41 Forwards IE Cnsp Rept 50“206/79“04 on 790216 031*3-15 & 

notica of violation 

CREWS, J L Region 5* San Francisco, Office of the Director 
79/04/i 1 2pp 

—7906200144 Notice of violation from Insp on 790216 U 0313-15 

* Region S, San Francisco, Office of the Director 79/04/11 
Ip 

—7906200149 1C Insp Rept 50-206/79-04 on 790216 )/ 0313-15 

Noncomp 1 latice noted failure of reactor operator retraining 
program to review facility design changes 

CANTER, H L , jaHN0QN,P Region 5, San Francisco, Office of the 

Director FAULKENBERRY, B Region 5, San Francisco, Reactor 

Operations Nuclear Support Branch 79/04/11 8pp 


7906210340 Responds to IE Bulletin 79-06A h Revision 1 Operating 
personnel have been instructed that pressuriiet' level 
indications may not provide reliable transient or accident 
conditions IE bulletins re TMl are distributed for review 
DRAKE, J H Southern California Edison Co 79/05/03 I3pp 


7906120051 Forwards IE Info Notice 79-11, "Lower Reactor Vsisel Head 
Insulation Support Problem " No action required 
ENGELKENiR H Region 5, San Francisco, Office of the Director 
79/05/07 Lp 


7906270126 Recommends that NRC study potential use of nuclear 
instrumentation isource ** intermediate) to determine 
erlstence of voids re IE QulLetin 79-06A, Revision 1 
WILLIAMS, F J Division of Project Kanagsment 79/05/09 lp 


79 06100401 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " No written response necessary 

ENGELKEN, R H Region 5, Gan Francisco, Office of the Director 
79/05/10 lp 


7906110075 Forwards IE Bulletin 79-10, "Roqual 1 f Icat ion Training 
Program Statistics " Written response required 

ENOELKENiR H Region 5, San Francisco, Office of tho Director 
79/05/li ip 


7906230453 Forwards IE Insp Rept 50-206/79-06 on 790410-1 1 No 
noncompUanca noted 

CREWS, J L Region 3, San Francisca* Reactor Operations Nuclear 

Support Branch 79/05/11 2pp 


—7906230472 IE Insp Rapt 50-206/79-06 on 790410-11 Ho noncompl ianco 
noted Major areas inspected verification of IE Dulletin 
79-05A, ezamination of licensee plant review of features 
similar to THl design 

CANTERiH L , FAULKENSERRY, D Region 5, San Fianciaco, Reactor 

Operations Nuclear Support Branch 79/05/10 3pp 


7906080243 Forwards IE Circular 79-08, "Attempted Extortion - Lou 
enriched D '• 

CN0ELK6N,R H Region 5, Ban Francisco, Office of the Director 
79/05/18 lp 


7906130047 Forwards IE Bulletin 79-li, "Faulty Overturront Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

EKOELKENc R H Region 5, San Francisco, Office of the Director 
79/05/22 lp 


7906200036 Forwards IE Info Notice 79-t3, "IndlLation of Low Mater 
Level In Oyster Creek Reactor " 

ENOELKENfR H, Region 8, San Francisco, Office of the Director 
79/05/29 lp 


R. Periodic operating reports U related correspondence 


7906130209 Forwards monthly operating rept for May 1979 

CURRAN, J K Southern California Edison Co 79/06/06 Ip 
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DOCKETED ITEMS 


— 7906130291 Monthly oparatttifl rapfc *oT Mm 1979 
HODRIOUE7,J P Southern California Ediaort Co 


79/06/-O6 


Spp 


G Raportatlfl occurronctti LEG* it ralatad corr*»pondanc« 


J Inauranca St tnd«mrilty Lnformatian 


7906190434 F-orwardi Endoraimanti 95 6 56 to MAELU Policy MF“39 
CtJNNELti T Connecticut Yankee Atonilc Power Co 79/'06/l2 3pp- 


7906100235 Forward* PN0-79-67AN 

ENCELKEN^R H Region 3. San Franciico, 
79/03/14 Ip 


Office of the Director, 


7906100373 Foruardi PNa-79-&7AQ 

EMGELKEWj R H Region 3i Ban Franc i*cQi Office of the Director 
79/03/31 Ip 


7906180341 Forward* PN{]'79-67AP 

EWOELKEH. R H Region 5i San Franel*coi Office of the Olrector 
79/05/32 Ip 


7906180368 For war tf* PNQ-79-67AQ 

ENGELKENfR H Region 3* Ban FrancUco, Office of the Director 
79/03/30 Ip. 


7906330314 Forward* LER 79-OlO/OIT-O 

MOORE„J D Gouthern California Edleon Co 79/06/15 Ip 


7906260400 Forward* endorsements 60 6 61 to hJELlA Policy NF-151 
GEOER.R M Northeast UtiUtle* 79/06/33 3pp 


P Operating License stage docuniBtits 6 correipondonc* 


7906030234 Forwards draft evaluation of systematic evaluation progria 
Topic lY-l Ai ''Operation M/Lo*s Than All Loop* In 8vc '' 

Requests review 6 retponeo within 30 day* 

ZIEHANNiD L Operating Reactor* Branch 3 IPre 790625} 79/03/'C7 

6pp 


7906230103 Notification of 790316 meeting u/utll In Bethaida. hl> to 
discuss Haddam Neck geologic issues 

liAHBACHfT Y Operating Reactors Branch 2 (Pre 790625) 79/05/H 

ip 


7706200272 Notification of 790322 meeting w/utll In Silver Qprtng-rtQ 
to dlicufli App I Tech Specs 

MAhOACHi T V Operating Reactors Branch 2 (Pre 7906251 79/05/17 

Ip 


7906220323 LER 79'"0 1 0/OlT-O orv 790605 radiography psvsaled Unsar 
Indications In steam generator feedwater nojais during malnt 
outage Caused by stress assisted corrosion Reducers replaced 
t( uBlds redone 

CURRAM, J M Southern California Edison Co 79/06/13 Ip 


7706030313 Propose* min of two licensed reactor operators be *katloni6 
In main control rooms at all tim»s>one of whom has direct 
responsibility for feedwater sys 

CQUNSlL^ir Q Connecticut Yankee Atomic Power Co 79/03/3L 2pp 


7906200343 Responds to NRC 790323 request Forwards three overslied 
drawings* "Gteem Generator Koiilie to Piping Insp <c 
Corrective Action* ** L "Susciptabl 1 liy lo Gtoam Oeneretor 
Feedwater Line Water Hammer Events." 

HAYNES* J 0 Southern California Edison Co 79/06/10 12pp 


7906000262 Requests amend to License DPR~61 • revl s Ing Tech Bpec* 
Sections 3 0 & 4, 8 re limiting conditians for operation I* 
surveillance requirement* for auxiliary feedwater tys 
COurmit.VI O Connecticut Yankee Atomic Power Co 79/06/01, 7pp 


-‘^7906200347 Interim rtpt '^Steatn Generator Nottle to Piping Insp It 
Corrective Action " 

* Gouthern California Edison Co 79/06/13 2lpp 


— 79062003S1 "Busceplab i li ty to Steam Oenerator Feedwater Line Hater 
Hammer Events ” 

a Southern California Edison Co 77/12/31 Spp 


7906220402 Forward* LER 79-009/01 T-0 

HOGRE*if B Baubhsrn California Edison Co 79/06/10 2pp 


— 7906220404 LER 79-000/011-0 on 790604 during malnl outage*- 10 defective 
tubes discovered in steam generator A Caused by corrosion of 
area of tubesheet Defective tube* plugged 
CURRAN. J.M Southern California Edison Co 79/06/10 3pp 


7906220333 Forward* LER 79-009/017-0 

KOOREj J Q Southern California Edison Co 79/06/19 3pp 


— 7906220346 LER 7V-009/01T-0 on 790603 snubber failure discovered during 
functional teeblng Caused by water haminer from mitadjustnent 
of feedwater regulating valve control circuit, Control 
circuit repaired it readjusted 

CURRAN* J M Southern California Ed (ton Co 79/06/19 Ip 


DOCKET 30-200 COLUMBIA UN IV. RESEARCH REACTOR 
Q, Inspection reports^ IE Bulletin* It correspondence 


,a^F 0 Tward* IE Info Notice 79-12* “Attempted Damage to New Fuel 

■ lohla, nesirs nf 


7906220206 Submit* info requested by V Qtello 790323 Itr re deslgni 
fabrication hiitory I* Lnsp of feedwater lines Roiponse 
Includes atl info ava i I ab 1 Of ut 1 1 has no plans to pravids 
60-day sup pi 

CQUNflJL.WO Connecticut Yanks* Atomic Power Ct< 79/06/10 54pp 


Q Inspection reports* IE Dulletins L correspondsnee 


7906110010 Forward* IE DuHstln 79-OSD* "Nuclear Incident al 
THI-0vppi " No written response required 

GRIER. fi H. Region i. Fh i ladslph lo* Office of the Dlrectur 
79/04/23 Ip 


7906030270 Forward* response to IC Qullsiin 79-07 re seismic slrsss 
analyst* of safety-related piping Dynamic analyses were not 

used 

CDUNSIL.M 0, Connecticut Vankse Atomic Power Co 79/04/24 6pp. 


7906120039 Acic receipt of 790404 Itr informing NRG of steps taken to 
correct violation* noted in IC lnsp Rept 50-213/79-04 
BRUNNER*E J Rigion 1. Philadelphia* Reactor Operations Nuclear 

Support Branch 79/03/03, ip 


— 790612003D Responds to NRG 790307 Ur r* violation* noted In IE Enip 
Rept 30-213/79-04 Corrective act ions. Meetinghouse will bo 
instructed to Include revision page in core refueling 
procedure 

COUNCIL* W 0. Connecticut Yankee Atomic Power Co 79/04/04 2pp 


—7906120033 Forwards IE Insp Rept 50-213/79-04 on 790212-14 * nolUf n 
violation. 

RR'UNNERiE.J Region It Philadelphia* Reactor Operations Nuclia: 
Bwpport Branch 79/03/07. 2pp 


‘-790612006I Notice of violation from lnsp on 790212-14, 

4 Region 1* Philadelphia* Reactor Operations Nuclear Support 
Branch 79/03/06, Ip. 


—7906120066 IE Insp Kept 30-213/79-04 on 790212-14, Noncomp 1 i atica note 
failure to melntaln typed revised refueling procedure 
FF GYM RC. 

KALKAN.Q,. REKITO.M. CAPHrON*O.L. Region tr Phi lade Iphia. 
Reactor Operations Nuclear Support Branch 79/03/06 7pp 


7906120194 Forward* IE Info Notice 79-11* "Lower Reactor Vessel Head 
Insulation Support Problem.** Ne action required, 

OftlER.a.K Region it Philadelphia* Office of the Directnor 
79/G9/07. 2pp, 



DOCKETED ITEMS 


7906n0H9 Focwarila IE Bulletin 79-lOi ''Requalification Training 
Program Statistics " Written res(>anse required 
ORtERi B H Reqion t» Philadelphia# Office of the Director 
79/05/tl Ip 


790if2f»0099 Forwards IE Info Notice 79-12i "Attempted Damage to Nbuj Fuel 
Asiembltes “ 

ORlERrO H Region 1, Philadelphia! Office of the Director 
7-9rQ5f ii ip 


7906290732 Responds to IE Bulletin 79-06A# Rovi a i on I Plana to propose 
Tech Spec mod limiting conditions of operation re turbine 
ct|cle Change ulll specifi| operabilitg requirements for both 
auxillarij feeduieter pumps 

COUNSlLiW 0 Connecticut Yankee Atomic Pouiar Co 79/03/iq 2pp 


79D6290355 Discusses licensee response to IE Dulletin 79-06A* Revia i on 
1 Recommends mgt consider assessing current licensee 
operator understanding of TNI incident 

MlLLlAMSiF J Division of Project Management 79709/13 ip 


7906090071 Foruards IC Circular 79-08# "Attempted Eitortton - Lou 
Enriched U " 

CRiERi B H Region l< Philadelphia! Office of the Director 
79/03/18 Ip 


7906290012 Submits addl info to 790424 response to lE Dukletln 79-06A 
Revision I Discusses void formation in RC8 review of 
containment isolation design t* overpressure protection sgs 
SWITZER# D C Connecticut Yankee Atomic Power Co 79/05/18 6pp 


7906290742 Responds to IE Bulletin 79-10! "Requal 1 f Ication Training 
Program Statistics " Forwards util requal 1 f Icat i on training 
program s tati s 1 1 1 cs 

CQUNSIL#W 0 Connecticut Yankee Atomic Power Co 79/05/24 3pp 


7706200106 Forwards "Insorvice Insp Rept" conducted hg Westinghousc in 
Feb-Mar 1-79 

ORAVES.R H Connecticut Yankee Atomic Power Co 79/06/13 tp 


— 7906200110 "Inservice Insp Rept " 

a Connecticut Yankee Atomic Power Co 79/03/10 323pp 


R Periodic operating reports & related correspondence 


79061S0399 Forwards monthlg operating repi for May 1979 

ORAVESiR H Connecticut Yankee Atomic Power Co 79/06/12 Ip 


— 7906150391 Monthly operating rept for Mag 1979 

e Connecticut Yankee Atomic Power Co 79/06/12 Qpp 

DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


J Insurance indemnity information 


7906150328 Forwards Endorsements 63 h 66 to ANl Policy NF-164 
CERETY.HF OPU Service Corp 79/06/11 3pp 


P Operating license stage documents t correspondence 


7906020142 Discusses actions agreed to in 7904S3 tf S3 telcons between 
m Pinfrock of util U. JM Allan of NRC Region I Topics 
include status 6 rate of improvement of facility radiation 
protection program 

<rRIERi B H Region 1# Philadelphia! Office of the Director 
79/04/25 3pp 

79 O 6 I 40595 Confirms 790503 telcon u/Jl Allen re 790S02 event ^ present 
status of facility Reactor will remain in cold shutdown 
condition until NRC examines safety limits 

ORlERiB H Region I, Ph 1 ladelph la# Office of the Director 
79/05/03 lb 

7906010233 Notification of 790509 meeting w/utllrOE & Exxon in 
Bethesda#Kd to resolve NRC concerns about returning facility 
to power following 790502 events that allowed water in 
vessel to decrease below LoLoLo limit 

NOUICKI'S J Operating Reactors Branch 2 (Pre 79062S) 79/05/08 

ip 

7906250405 Chart of radiological tests performed on water samples on 
790305 

a Region 1# Ph i ladelph iai Office of the Director 79/O9/Q0 4pp 


79062S0320 Summary of 790509 meeting w/utll tn consultants re 790502 
events resulting in low low low water level alar<n Attendance 
list ^ agenda end 

NDWICKI,8 vl Operating Reactors Branch 2 (Pr* 7906251 79/05/17 

aOpp. 


79060'40l74 Responds to 790410 Itr requesting comments an NRC evaluation 
of systematic evaluation program Licensing requirements far 
station battery tests 

FINFROCK* I R Jersey Central Powev i# Light Co 79/05/25 Ip 


7906050319 Forwards OL Change Request 71# adding info to BER for fire 
protection program W/sopporting d ocumentat ion 

FINFRQCK. I R Jersey Central Power &> Light Co 79/06/01 Mpp 


7906070259 Forwards Tech Spec Change Request 69 for Ap p A to 
provisional License DPa-16, for section 3# 1 1 3 6# 4 6 6 

Requests Incorporation of Tech Spec changes one year after 
approval Appropriate fee A* Certificate of Sve end 
FINFROCK, I R Jersey Central Power fr Light Co 79/06/01 app 


— 7906070262 Tech Spec Change Request 69 re pratective 1 nstrumantat ion 
r equl rements* rad ioac tl ve effluents A' radiological environ 
monitoring program 

FINFROCK, I R Jersey Central Power A- Light Co 79/06/01 24pp 


7906200209 Submits Tech Spec Change Request 66#RBvision !• revising 
high radiation area info submitted 7B0912 

FINFROCK. I R Jersey Central Power Light Co 79/06/15 7pp 


Q Inspection reports# IE Bulletins A# correspondence 


79061 lOOlA Forwards IE Bulletin 79-OSBi "Nuclear incident at 
TMI-Suppl " No written response required 

GR1ER#B H Region 1# Philadelphia# Office of the Director 

79/04/23 ip 


7906020076 Responds to IE Bulletin 79-00 re DWR-retafcad events 
identified during THI-1 event Schedule of complstiun dates 
for all corrective actions will be available by 790511 
FINFROCK, I R Jersey Central Power A# Light Co 79/04/25 lOpp 


79O6QS00-06 Responds to IE Bulletin 79-04, "rncorrect Weights for Suing 
Check Valves Mfg by Velan Engmocring Corp " Util has 4-inch 
valves w/Class 150 pressure rating metalled in fuel pool 
cooling sgs 

GRIER# B H Region 1# Philadelphia# Office of the Director 
79/03/01 3pp 


7906130162 Forwards IF Clrculai 79-07# "Uneipecied Spaed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

ORlERiD M Region 1, Philadelphia. Office of the Oiroctor 
79/05/02 ip 


7906120162 Forwards IE Info Notice 79-11# "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
GRIER. BH Region 1 . Philadelphia, Offlco of ihe Director 
79/03/07 2pp 


7906290813 Ac k receipt of 7904S5 Hr informing NRC of steps taken io 
correct violations noted in IE Insp Rept 50-219/79-05 
DRUNNERiE J Region 1, Philadelphia# Reactor Operations Nuclear 

Support Branch 79/05/09 Ip 


Support Branch /v/us/uh ciii# 


—7906290823 Notice of violation from insp on 790227-0302 A* 0305-06 
e Region 1. Philadelphia. Office of the Director 79/04/02 

2pp 


—7906290833 IE Insp Rept 50-219/79-05 on 790227-030? ^ 030S-06 
Noncomp I vance noted storeroom did not moot requirements of 
N45 22V station procedures 

KEMDE. D \/ # NAPUDA.G , KI8TER#H D Region tr Philadelphia, 

Office of the Director 79/04/02 t6pp 


7906110122 Forward* IE Bulletin 79-10. "Requalification Training 
Program Statietlce " Written response required 
ORIER 4 B H Region li FM ladelphia# Office of the Director 

79/05/11 Ip 


7906S60U2 Forwards IE Info Notice 79-12. '’Attempted Damage to New I 
Assemblies " 

GRIER, B K Region f. Philadelphia# Office of the Director 
79/05/11 tp 
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DOCKETED ITEMS 


7‘?060aO0a4 Forwardi IE 
Enriched O “ 

ORIE^?, B H Reflon 

79/09/ia Ip 


Circular 79-03* "Attempted Extortion - Low 
1« PhiladcIpMei Office <tf the Director 


— 790i-a9070A Ecpreese& concerns re shutdoujn of faciUtg Prolonged lag^M 
of plant emplogeeti could have adverse effect on toiun of 
Qitjwaot NY 

FirZOIBBONS. J E Qsuejo* NY 79/03/15 Ip 


79062-60S&7 (letponds to IE Bulletin 79-tO Forwardi ttatl«tical icvfo re 
rec^ufllif Ication training profiram 
FfNFROCK» I ft, Jersey Central Power 4* Light Co 79/0S/24 3pp 


790^150189 Advi-ses that revision of inservice in«p program will be 
lubmltted for approval by 790900 Review indicates no 
betueen program 4i Tech Epee rei^oirements 
FINFRDCKr I ft Jersey Central Power 8e Light Co 79/Oi/OB Ip 


R Periodic operating reports it related correspondence 


790-6210135 Foriuards monthly operating rept for May 1979 

HQSB, D A Jersey Central Power £- Light Co 79/06/14 Ip 


— 79Q&210136 Monthly operating rapt for May 1979 

MCCLAIN, C M Jersey Central Pauiar -it Light Co 79/06/12 14pp 


5 Reportable occurrences, LERs related correspondence 


P Operating license stage documents fit correspondence 


7906230029 Fo-rwards Amend 30 tn License DPR~63i safety evaluation 6 
notice of issuance & availability 

IPPQLITG, T A Operating Reactors Branch 3 <Pro 7906251 

79/03/26 2p p 


— 7906250032 Amend 30 to License DPR-63 revising Tech Specs to delete 
stress-corrosion cracking surveillance program 
IPPOLITQ^T A Operating Reactors Branch 3 iPre 790625)- 

79/03/26 4pp 


—7906250036 Safety 
* Operating 


evaluation supporting Amend 30 to Licenso nPR-63 
Reactors Branch 3 (Pre 790625) 79/03/26 ip 


— 790&25Q040 Notice of issuance 6 availability of Amend 30 to Lictnst 
DPR-63 

IPPQLlTOrT A Operating Reactors Branch 3 (Pro 7906251 

79/03/26 2pp 


7906040251 Forwards LER 70-021/0-11-0 

RGSS, D A Jersey Central Power it Light Co 7B/I0-/30 Ip 


7906290SQ4 Forwards application to amend License DPR-63 

THOMAS. E B LeBoauf. Lamb, Leiby 6 MacRao 79/06/2B CIpp 


--790604O233 LER 7B-021 /O IT— 0 on 781010 while performing Inservice lnsp« 
discovered through wall crack on sparger pipe Caused by 
methods used to Install sparger pipe Corrective action will 
be determined after full Investigation 

RQ8S, D A Jersey Central Power & Light Co 70/10/30 2pp 


7906110191 Forwards LER 79-016/03L-0 

FINFROCK, I R Jersey Central Power i Light Co 79/06/05 ip 


— 7906290590 Requests amend to License DPR-63 re Tech Specs for fuel 
cladding ti fuel rod Forwards proposed Tech Specs changes 
L HEI>0-24lfl9 

DISE.D P Niagara Mohawk Power Corp 79/06/27 9pp 


—7906290600 “Extended Load Line Limit Analys i s. License Amond Gubwittal 
(Cycle 6), ” prepared by G£ 

a Duiiuesne Light Co NeDa-24185 79/06/28 Hpp 


—7906110195 LER 79-O16/OaL-0 on 790306 during surveitlance test, 
isokator condenser Isolation schsor setpoint A measured two 
inches of excess water Caused by instrument drift in excess 
of design accuracy Switch was recaltbr pot back in sve 
ROSS. D A Jersey Cantral Power te Light Co 79/06/05 3pp 


7906200391 Forwards RQ 50-2 19/79-20- IP 

CARROLUf J T Jersey Central P-ower U Light Co 79/06/14 tp 


■7906200396 RQ 30-2l9/79-20'-lP on 790613 second cohtainment integrity 
was not maintained lor tt minutes Caused by simultaneous 
opening -of b-oth reactor bldg railroad doors Door components 
r epalrod 

MCNAIR, R C Jersey Central P-ower i Light Co 79/06/14 2pp 


7906200397 Forwards LER 79-018/03U-0 

ROSBjD a Jersey Central Power 4- Light Co 79/06/15 Ip 


-—7906200400 LER 79—018/03L— O on 790317 snubber 3l/2licore spray sys 11, 
had signs of grease on alemite fitting on accumulator Cause 
unknown but appears related to rigorous sve conditions 
&rkuliber replaced 

RnSBi D A Jersey Central Power 1, Light Co 79/06/15 3pp 


0 Inspection reports, IE Bulletins i correspondence 


7906110022 Forwards IE Bulletin 79-0513, "Nuclear Incident at 
TMt-Suppl “ No written response required 

CRIER. 0H Region I, Philadelphia. Office of the Dimetor 
79/04/23 ip 


^906020239 Forwards responses to IE Bulletin 79-08 addross ing contains 
of events re BWRs identified during TMI incident 
SCHNEIOER.R B Niagara Mohawk Power Corp 79/04/24 20pp 


7906060131 Forwards responses to IE Bulletin 79-07 Discus Sfs methods 
used in seismic analysis of safety-related piping, 
program listings i program verification 

SCHNEIDER. R R Niagara Mohawk Power Corp 79/04/25 7p 


7906040029 Responds to IE Bulletin 79-04, " Incorrec t Moighla for 1. wing 
Check Valves Mfg by Velan Engineering Corp " No such valves 
are in use in Seismic Category I piping sys. 

SCHNElllER, R. R Niagara Mohawk Power Corp 79/03/01 Ip 


7906200412 Forwards LER 79-0l7/I)3L-0 

ROQSrD A Jersey Central Power h Light Co 79/06/15 Ip 


•—7906200419 LER 79-017/03L*-0 on 790317. during routine surveillance bP 
core spray sy« Tl, parallel isolation valve V-20-21 failed to 
operate Caused by circuit breaker contacts making poor 
contact in '‘B" phase, creating evercurrent Part replaced 
RPSSi D A Jersey Central Power 6 Light Co 79/06/15 3pp 

79062601 1 9 Forwards LEfl 79-019/03L-0 

ROBS, D A Jersey Central Power Light Co 79/06/21 Ip 

--7906260122 LER 79'019/03L*'0 on 790326 reactor high pressure Isolation 
condenser initiation switch AE-15A tripped at 3 psig greater 
than sped f ted. Caused by instrument r epaatability RE-15B 
reset to trip at 1,066 psig 

ROBB, D A Jersey Central Power 6 tiglifc Co 79/06/21 3pp, 


aOCKET 50-220 NINE MILE POINT NUCLEAR STATION. UNIT I 
•i General co-r respondence 


7906290701 Responds to 790315 Itr to JM Hendrie Facility was shut down 
by NR'C 790313 order, due to questians re ability of 
piping sys to withstand earthquakes Bituation will be 
reviewed ^ plant returned to operation as soon as possible 
DENTONi H R. Office of Nuclear Reactor Regulation 79/03/04 fg 


7906130165 Forwards lE Circular 79-07, “Unexpected Bpeed Increase Qf 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

CRIER, ft H Region 1, Philadelphia, Office of the Dlrvclor 
79/03/02 Ip 


7906120177 Forwards IE Info Notice 79-11, "Louier Reactor Uessal Keii 
Insulation Bupport Problem '* No action required 
ORIER, B H. Region I, Phi ladelphla, Office of the Director 
79/05/07 2pp 


7906110142 Forwards IE Bulletin 79-10, "Requa I if Icatlon Training 
Program Statistics “ Nrltten response required 
DRIER, D H Region 1, Phi ladelphla, Office of the Director 


7906260128 Forwards ie 
A ssemblies ’* 
ORlERrB.R Region 
79/03/11 Ip 


Info Notice 79-12, “Attempted Damage to Nfliw 
t, Philadelphia, Office of the Director 


7906290000 Bubmitf info supplementing 790424 
79-08 re effects of TMI incident pn BWRs 
SCHNEIDER, R R Niagara Mohawk Power Corp 


response to 
79/03/14 


IE Bullaiirt 
4pp 



DOCKETED ITEMS 


77062‘?0i>79 Ac k receipt of 790S02 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept S0-S20/79''06 
BRUNNER I E J Region 1« Ph i lade Iph la« Reactor Chperatlons Nuclear 

Support Branch 79/03/17 Ip 


— 79D62706B6 Responds to NRC 790412 Itr re violations noted in IE Insp 
Rept 50-220/79-06 Corrective actions one individual 
performing insp to ensure completeness Individual advised 
that qua 1 i tii-re lated insp should be revieUjed another 
SCHNEIDERfR R Niagara Mohawk Power Corp 79/03/02 Ip 


— 7906290692 Forwards IE Insp Rapt 50-220/79-06 on 790303-03 ^ notice of 
violation 

BRENNER » E J Region 1* Ph i ladelph lai Reactor Operations Nuclear 

Support Branch 79/04/12 Spp 


—7906290697 Notice of violation from msp on 790303“0a 

♦ Region 1< Phi lade Iph ia« Office of the Director 79/04/04 
If 


-“7906290704 IE Insp Rept 50-220/79-06 on 790305~OB Noncomp 1 iance noted 
failure to follow insp procedures 

KALHAN^O « SMITH, r , GAPHTON. D L Region 1. Philadelphia* 

Reactor Operations Nuclear Support Branch 79/04/04 8pp 


7906080096 Forwards IE Circular 79-001 '^Attempted Extortion - Lou 
Enriched U “ 

GRIER. B H Region li Philadelphia. Office of the Director 
79/05/ia Ip 


79Q61S040B Responds to IE Bulletin 79-07 Forwards add I info on 
reanalgsis of seven saf etg-related piping sys Teledyne 
Engineering Svcs rept. "Verification Qualification of 
TMRPIPE Computer Program” & printouts end 
DESE.D P Niagara Mohawk Power Corp 79/06/12 5pp 


7906260400 Notifies Insp of pumps valves has been added to inservtce 
insp program Implementation date is Dec 1979 Associated 
piping & instrument drawing will be available at site on 
790680 

RHQDEjO K Niagara Mohawk Power Corp 79/06/20 Ip 


R Periodic operating reports t related correspondence 


7706030207 Forwards ”1978 Nino Kile Point Aquatic Ecology Studies 
fleptf” in response to NRC 790228 Itr 8- Tech Spec reporting 
requirements 

SCHNEIDER, ft ft Niagara Mohawk Power Corp 79/03/29 Ip 


—7906050211 "1973 Nine Mile Point Aquatic Ecology Studies Ropt 
e Niagara Mohawk Power Corp 79/05/31 500pp 


8 Reportable occurrences! LEfts 6 related correspondence 


7906010214 RO 79-12 on 790523 during insp. concrete anchor bplts 
discovered to be loose &/or improperly installed Pull test 
program implemented deficient bolts to be repaired or 
rep laced 

PEftKlNS. T J Niagara Mohawk Power Carp 79/0S/23 Ip 


7906110178 Forwards LERs 79-008 /03L-0 6 79-009/03L-0 

SCKNEIDERrR R Niagara Mohawk Power Corp 79/06/05 Ip 


—7906110181 LER 79-00a/O3L-0 on 790510 during refueling outage, 
containment spray heat exchangers 112 tk 121 failed leak rate 
test Caused by tube leaks Tubes plugged 
DUDA^E Niagara Mohawk Power Corp 79/05/31 Ip 


—7906110184 LEft 79-009/03L-0 on 790310 during refueling outage* 8 lie 
Operations Review Committee failed to review teoipararg 
Change to maint procedure Nl-MP-7 11 within 7-day limit 
Change subsequently reviewed, 

DODAi E Niagara Mohawk Power Corp 79/05/31 ip 


7906130005 Forwards LER 79-012/01T-0 

SCKNElDERi R R Niagara Mohawk Power Corp 79/06/06 Ip 


—7906130006 LER 79-012/01T-0 on 790523 concrete anchor bolt deficiencies 
8( missing seismic restraints were discovered on Class I 
seismic piping sys. Caused by incorrect insta 1 la t ion Concrete 
anchor bolt repair program will be completed by 791231 
DUDA, £. Niagara Mohawk Power Corp 79/05/31, 6pp 


7906180407 Forwards LER 79-01 3/03L-0 

SCHNElDERiR R Niagara Mohawk Power Corp 79/06/12 Ip 


— -79061B0492 LER 79-013/03L-0 on 790525 Site Operations Review Co-mmitte 
fa.iled to review temporary changes to three instrument 
surveillance procedures within required 7-day period Review 
has since taken place approvals received 
DIJDA*E Niagara Mohawk Power Corp 79/06/12 Ip 


7906220405 Forwards LEft 79-014 /0?L-0 

LFMPOES, T E Niagara Mohawk Power Corp 79/06/13 Ip 


— 7906220409 LER 79-01 4/03L-0 on 790319 during refueling outage, core 
spray sys snubber 40-TtQ-tO found inoperable Caused by 
worn piston seals on care spiay snubber resulting in loss of 
fluid from snubber Seals replaced It snubber reinstalled 
DUDA# E Niagara Mohawk Power Corp 79/06/14 Ip 


7906220412 Forwards LER 79-01 i/03L-0 

LEMPGEQ. T E Niagara Mohawk Power Corp 79/06/13 Ip 


— 7906220417 LER 79-Dil/O3L-0 on 790917 during refueling outage, 
discovered that radiographer received overexposure of 3.790 
(nillirems for second quarter 1979 Cause unknown under 
investigation Discussed further in 790615 Ihr to NRC 
DUDA# E Niagara Mohawk Power Corp 79/06/14 Ip 


—7906220424 Submits rept a# individual employee ovarerposure to 
radiation General inability to adhere to radiation work 
permit may have contributed to overexposure Dosimeter li film 
data end Case reported in LER 79-01 1/03L-0 
LEMPGE3, T E Niagara Mohawk Power Corp 79/06/15 5pp 


DOCKET 30-223 UN IV OF LOWELL RESEARCH REACTOR 


Q Inspection reports, IE Dvlletlns t/ correspondence 


7906260070 Forwards IE Info Notice 79-12, "Attempted Damage to New Foe 
Assemblies '* 

ORIER. D n Region 1# Philadelphia, Office of the Director 

79/05/tl. Ip 


7906080031 Forwards IE Circular 79-OB# "Attempted Extortion - Lou 
Enriched U ” 

ORIER*B H Region i, Philadelphia# Office of the Director 
79/03/10 ip 


DOCKET 50-224 UN IV OF CALIFORNIA RESEARCH REACTOR 


J Insurance 4' indemnity information 


7906260393 Forwards executed Amend B to Indemnity Agreement E-i6i Amend 
4 to Indemnity Agreement E-3Qi Amend B to Indemnity Agreement 
E— 33 fy Amend 13 to Indemnity Agreement E— 15 
DENESSiS O California, Onlv of, Berkeley 79/06/21 Spp 


0 Inspection reports# IE Dullctins correspondence 


7906180456 Forwards IE Info Notice 79-12, "Attempted Damage to New Fut 
Assemblies “ Mo written response necessary 

E NOEL KEN, ft H Region 3# Ban Franctscoi Office of the Director 

79/05/10 Ip 


7906080233 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " 

ENOELKENi R H Region 5# Ban rrancisco, QfflcB of the Director 
79/05/18 Ip 


R Periodic operating reports ^ related correspondence 


7906)20351 Forwards Annual aporatlng Rept 1978 

1,IM.TH Cailfornia, Univ of, Berkeley 79/03/25 Ip 


—7906120353 Annua L Operating Rept 1978 

LIM*T H California#, Univ of, Berkeley 79/05/07 I3pp 


DOCKET 50-225 RP I CRITTCAL EXPERIMENT 


Q Inspection reports, lE Bulletins & correspondence 


7906260063 Forwards IE Info Notice 79-12# "Attempted Damage to New Fu 
Assemblies ” 

ORIER^B H Region I. Ph i Ladelph la. Office of the Director 
79/03/11 tp 


7906080029 Forwards IE Circular 79-OB# "Attempted Extortion - Low 
Enriched U ” 

ORIER# a H. Ragion I, Philadelphia, Office of the Director 
79/05/10 Ip 
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DOCKETED ITEMS 



CQCk^ET 50-220 AEROTEST RADIOGRAPHY U RESEARCH REACTOR 
a Iniprctlon report*. IE Bulletin U corrBSponrfence 

7906180443 Faruer<H IE Into Motlee 79-12- "Atteapted D^maae to New Fuel 
At-xabllei ** No written respor-je neceeeery 

ENGELKEN^R H Region 5. San Francieco- Office of th« Director 

79/05/10 ip 


7906070000 Forward a Amend 43 to provisional License DPR~19. laf • tij 
evaluation S> notice of Issuance 

ZtEHAHHiDL Operating Reactors Branch 2 (Pre 7906231 79/04/5* 

2pp 

— 7906070010 Amend 43 to provisional License DPR-17 authorliing operatlB-- 
11/160 8i6 R fuel ass emb 1 ies. incorporat ing revised 
operating llaitts to reflect plant specific analyses for 
Reload 4 ft modifying- License Condition 3 F 
VOLLHER«fi H Assistant Director for Systems Engineering 
79/04/24 35pp 


7906060319 Forwards lE Circular 79“O0» "Attempted Eitortlon - Lou 
Enriched U “ . .. t 

ENGEi.KEM.R H Region 9. San Francisco-. Office of the DlrECCor 
79/05/18 Ip 


— 7906070013 Safety evaluation supporting Amend 43 to provisional 
OP ft- 19 

* Office of Moclear Reactor Regulation 79/04/24 I3pp 


OaCKET 30-237 DRESDEN NUCLEAR POWER STATION. UNIT 2 


0 Adjudicatory correspondence 


7906010131 Forwards 790316 order re shipment of spent fuel. admitting 
contentions similar to those at issue in present proceeding 
as matters in controverseg 

RDiBHANfA Z Natural Rosources Defense CooncI I 79/D3/20 tp 


7906070346 Hemo re standing 8- contentions of intervenori State of IL. 
NRDC U Cltiiens for Better Environ foSlou/inj 790201 special 
prehearing conference on spent fuel storage 

MILKQLLIH.G L Atomic Safety and Licensing Board Pane) 79/04/19 

i2pp 


— 7906070015 Notice of issuance t< availability of Amend 43 to provi lic^*^ 
License DPft-t9 

ZIEHANN.O L Operating Reactors Branch 2 (Pro 790623) 

79/04/24 2pp 


7906050039 Responds to 790318 Itr requesting addl Info re spout fuel 
storage at sis nuclear power plants near LaSce MI tt forwards 
local PDR roster for states bordeing on Lake MI 

DENTONi^H R Office of Nuclear Reactor Regulation 79/04/25 7pp 


— 7906050043 Requests to be notified when current requests for llcens'f 
amends to store addl quantities of spent fuel at Kewaunee< 

Point Beach. Cool & Zion are granted 

SCHAEFER. J Lake Michigan Federation 79/03/lB 2pp 


7906210357 Forwards representative matl prepared by Citiiens for Better 
Environ i NRDC to disclose interest in issue of nuclear 
pout r 

ROI&HAN, A Z Natural Resources Defense Council 79/05/03 60pp 


7906210357 Forwards representative mall prepared by Cltiiens for Better 
Environ i. NRDC to disclose Interest in issue of nuclear 
power 

80ISKAN-A Z Natural Resources Defense Council 79/05/03 60pp 


7906210337 -Ifotlon for re c ons idera t ion of 790419 meno 6 order following 
special prehearing conference Objects to admission of 
Cantentlon 6 re specific threats to irradiated fuel 
in transit Certificate of Sve end 
DOBDARD.R J Branch 2 79/05/04 3pp 


—7906210359 Ulou}4 not oppose admission of Contention 6 if revised to 
co-nfor>m. u/Contention 6 as admitted in Duke Power proceeding 
re security of spent fuel i-n transit 
GODDARD- R J Branch 2 79/04/06 2pp 


7906210359 Would not oppose admission of Contention 6 if revised to 
conform w/Conlention 6 as admitted in Duke Power proceeding 
re security of spent fuel in transit 
GODDARD. R J Branch 2 79/04/06 2pp 


7906210252 Applicant motion for reconsideration of 790419 mono U order 
of clarification of 780419 order re physicat security of 
SNH Supporting documentation -& Certificate of Sve end 
STEPTQE. P Ishanr Lincoln 6 Beale 79/Q3/07 i4pp 


7906D20052 Grants MRC 790304 motion suggesting alternative language 
for Contention 6- Denies licensee motion to reconsider 
adml sslb 1 1 1 ty of Contentions 6 it II 

NILHGLLIH. 0 L Atomic Safety and Licensing Board Panel 79/08/16 
4pp 


7906200239 Requests two controlled copies of site emargoncy plans * 
implementing procedures- s i te maps showing location L grid 
station number of onsite 5 offsite environ monitoring 
stations V site maps used for dose determinations 

KEPPUER.vi 0 Region 3. Chicago- Office of the Director 7<f/05/lT 
Ip 


7906280263 Forwards draft evaluation of systematic evaluation prograw- 
Topic ni-10 C re surveillance requirements on DWfl 
recirculation pump discharge valves 

IIEMAWN.OL Operating Reactors Branch 2 (Pre 790625) 79/05/if*J 

Spp 


790605G371 Responds to NRC 790423 request for addl info re spent fuel 
pool mod Forwards spent fuel storage module suitability 
study Enel drawing available in Central Files only 
JANACEK.RF Commonwealth Edison Co 79/03/30 63pp 


7906210220 Forwards **Reactor Containment Bldg Integrated Le*k Rate 
Test " 

STEPHENSON- 8 B Commonwealth Edison Co 79/06/13 Ip 


—7906210230 "Reactor Containment Bldg Intograted Leak Rate Test" 
far 790421-23 

■* Commonwealth Edison Co 79/04/21 53pp 


7906210190 Requests inclusion In dockets of NEDC-21944-Pi "One- Quar t *r 
Scale Pressure Suppression Pool Swell Test Program Plant 
Unique Tffts, ” 

*;aNECEK-R F Gammonwealth Edison Co 79/06/13 Ip 


79D63 70236 Cites addl systematic evaluation program topics that should 
bt deleted from review re failure of underdrain sys U 
interlock r equiremints. 

^/ANECEK-R F Commonwealth Edison Co 79/06/22 Ip 


7906220465 Concludes NBDC L Citiiens for Better Environ have standing 
based on criteria of ALAB-535 Both have established interest 
in nuclear power issues & are authoriied to represent 
members in proctedingi 

KILHOLLIM-G L Atomic Safety and Licensing Board Panel 79/05/29. 
4pp 


0 Inspection reports- IE Bulletins It correspondence 


J Insurance indemnity (nfornation 


79060401B7 Forwards executed Amends 21,11,9 6 1 to Indemnity Aortamints 
B-IO. B-47- fl-39 It B-B4- rcspec t Ively 
PDOLEfR & Commonwealth Edison Co. 79/05/29 0pp. 


P. Operating license stage documents U correspondence 


7906070351 Responds to 700511 Itr Requests addl info r# review of 
proposed spent fuel pool nod Util should provide Info within 
3D days of racelpt of Itr. 

ZIEMAIW, 0 L. Operating Reactors Branch 2 (Pre 790625 ) 79/04/23 

4pp 


7906250147 Forwards IE Insp Ripti 80-010/79-10- 30-237/79-10 
30-249/79-08 on 790316-30 No noncomp L lance noted 
HEI8HMAN,R F Region 3- Chicago, Raactor Operation! Nuclear 

Support Branch. 79/04/25 2pp, 


— 790625Q133 IE Insp Repts 30-010/79-10,30-237/79-10 30-249/ 79-Dtt 

790316-20 No noncomp Uance noted Major areas inspected 
malnt activltles.plant operations ti physical protection tt 
security organ-ixation 

ePESSARD, R L. , WDNO, M. K i REyES, L. A, Region 3- Chicago. Oflli;* 
off the Director 79/04/23, 9pp. 


7906230163 Forwards IE Insp Rept S0-237/79-<>3 on 790329-30 0411-13 Na 

noncomp Uance noted. 

FIORELLliG Region 3, Ghicagp, Reactor Constr uc tien It Engineer 

Support Branch 79/04/23, 2pp,, • 


1 



DOCKETED ITEMS 


-“79062SOi72 IE Insp Rept 30-237/79-Q8 on 790329-30 U 0411-13 No 
Ti one Diitp 1 lance noled Major areas inspected licensee 
surveilance of saf etg^related hangers U snubbers* including 
applicable procedures 

YiNi t T * DANIELSON. 0 H Region 3. Chicago* Office of the 
Director 79/04/23 6pp 


7906290493 Responds to IE Bulletin 79-00 Por<j;fards info re revieu of TMl 
incident Eslsting line isolation not Itnportant to CCC6 
injection 

«EED*C Commonuealth Edison Co 79/04/27 22pp 


7906260630 Foruiards IE Insp Repts 30-237/79-U 6 50-249/79-09 on 
790413*21-23 6 27 No noncontp 1 iance noted 

HEifiHMAN*R F Region 3* Chicago* Reactor Operations Nuclear 

Support Branch 79/05/03 2pp 


—7906260633 IE Insp Repts 50-237/79-11 b 50-249/79-09 on 7904l3i 21-23 b 
27 No noncQinp 1 lance noted Hajor areas inspected integrated 
leat test b. licensee action on previously identified item of 
noncofflp I iance 

REYES, L A , DETTENMEIER* R . STREETER* J F Region 3, Chicago, 
Office of the Director 79/05/03 6pp 


7906120093 Foriuards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem *' No action required 

KEPPLERrJO Regions* Chicago, Office of the Director 79/OS/07 
Ip 


7906110101 Foriuards IE Bulletin 79-10, "Requali f icat i on Training 
Program Statistics " Written response required 

KEPPLER.VO Region 3, Chicago. Office of the Director 79/05/11 

Ip 


7906190070 Forwards IE Info Notice 79-12, “Attempted Damage to New Fuel 
Assemblies “ 

«EPPLEft, J 0 Region 3, Chicago, Office of the Diiactor 79/05/11 
Ip 


7906080196 Forwards IE Circular 79-08* "Attempted Eitortlon - Low 
Enriched y “ 

KEPPLER.J G Region 3. Chicago* Office of the Director 79/05/18 

Ip 


79061300B2 Forwards IE Bulletin 79-11, "Faulty Ovcrcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/05/22 

tp 


7906230079 Gubmifcs corrected copy of page 6 of In»p Repts 50-273/79-tl 
b 90-249/79-09 

HEI6HHAN,R T Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 79/08/23 2pp 


7906200000 Forwards IE Info Notice 79-13, "Indication of Lou Water 
Laval in Oystap Craaic Reactor “ 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/05/29 
tP 


R Periodic operating reports b related correspondence 


7906150336 Forward monthly operating rept for May 1979 
STEPHENSON, B B Commonwealth Edison Go 79/06/1 i Ip 


—7906180330 Monthly operating rept for May i979 

CLE0ZKIEWICZ* S Commonwealth Edison Co 79/06/04 35pp 


8 Reportable occurrences, LERs 6 related correspondence 


7906050350 Forwards LER 79-028/03L-0 

BTEPHENSONr B. B, Commonwealth Edison Co 79/09/24. ip 


—7906050353 LER 79-028/03L-0 on 790900. N2 line low temp alarm receiveit b 
frost found on inerting I Ine. AO-2-1601 6 inerting line 
failed leak rate test Gaueed by failure of temp recorder at 
N2 vaporlter 

PARCELL Commonwealth Edison Co 79/05/25 Ip 


7906050245 Forwards LER 79-032/03L-0 

STEPHENflON, B. B. Gpimnonwealth Edison Co. 79/09/30 tp 


— 7906050240 LER 79-032/03L-O on 790501 ■ Intermed iate range monitors In 
trip 4 yf found downscale during rod pulls to heating power, 
resulting tn manual half^tcram. Caused by faulty connector St 
loose input connector 

HOLLAND, p, Coflunonwealth Edison Co. 79/05/30 Ip 


/9a6090268 Forwards LER 79-O27/03L-O 

STEPHENSON, a B Commonwealth Edison Co 79/05/30 Ip 


—7906030269 LER 79-027/03L-0 on 790902 during startup, main turbine 
tripped on high water level Caused by packing leak on 
isolation valve for PS-263-60B Packing adjusted, tested b 
sys lineup returned to normal 

HOLLAND. P Commonwealth Edison Co 79/05/30 2pp 


7906O4027Q LER 79-012 has been voided 

a Commonwealth Edison Co 79/06/01 Ip 


7906040293 LER 79-011 has been voided 

a Commonwealth Edison Co 79/06/01 Ip 


7906040397 LER /•9-007 has been voided 

* Commonwealth Edison Co 79/06/01 Ip 


7906040301 LER 79-006 has been voided 

■» Commonwealth Edison Co 79/06/01 Ip 


7906120310 Forwards LER 79-029/03L-0 

STEPHEN SON, B G Commonwealth Edison Co 79/06/05 Ip 


— 7906120313 LER 79-029/03L-O on 790508 DIB 1 400-3. press ure switch 
2-t430-1466D failed to trip Caused by sticky plunger in 
pressure switch Switch removed, c I eaned b reset to trip at 
V4 5 psig increasing 

SMITH. 0 L Commonwealth Edison Co 79/06/03 ip 


7906200404 Forwards LER 79-003/01 X-t 

STEPHENSON. B B Commonuiea I th Edison Co 79/06/05 ip 


—7906200409 LER 79-002/01X-1 on 790103 during normal operation, HPCl 
turbine failed to start during quarterly flow tost Caused by 
partial engagement of interlock, dump valve operating lever 
Lever adjusted HPCl started to verify operability 
PARCELL Commonwealth Edison Co 79/06/05 2pp 


7906120376 Forwards LER 79-031 /03L-0 

STEPHENSON. D D C ammonwea I th Edison Co 79/06/07 Ip 


—7906120305 LER 79-031 /03L-0 on 790309 track found on SDi feedwater 
emergency spill to condenser line b crack located on pipe to 
condenser weld Caused fay mechanical failure Cracked portion 
removed b reuelded 

JANBEN. T Commonwealth Edison Co 79/06/07 Ip 


7906200370 Forwards LER 79-034/0 lT-0 

STEP EN BON, 8 B Commonwealth Edison Co 79/06/12 Ip 


—7906200371 LER 79-(}34/0lT-0 on 790530 diesel generator failed to «tc 
during operability test Caused fag failure to engage of lower 
air start bendlx gear, Gear allgment will be checked after 
diesel generator tests. 

CHAM. J Commonwealth Edison Co 79/06/12 2pp 


7906220202 Forwards LER 79-041 /03L-0 

BTEPHENSaN, B 0 Commanwealth Edison Co 79/06/15 Ip 

k 

—7906220291 LER 79-041/03L-0 on 790606 SB recirculation motor genera 
set field circuit breaker tripped open Caused by failure of 
potential transfermer in voltage regulator circuit 
Transformer replaced 

DUNBAR. J Commonwealth Edison Co 79/06/15 Ip 


7906220365 Forwards LER 7 9-039/0 3L-0 

GTEPHAN80N.B B Gommunuealth Edison Go 79/06/15 Ip 


—7906220373 LER 79-039 /03L-0 on 790528 125 volt dc switch 2. reserve 
bus 22, was opened causing trip of 282 recirculation motor 
generator set oil pump Caused by inadvertent opening of 
switch Switch marked to caution against opening 
AMMERrA A Commonwealth Edison Co 79/06/15 Ip 


DOCKET 80-241 MISQlsaiPPl STATE UN 17 RESEARCH REACTOR 


J Insurance b indemnity information 


79060B0274 Forwards executed Amend 9 to Indemnity Agreement E-46 
PRICE, 8 Mississippi State Univ 79/05/29 2pp 
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DOCKETED ITEMS 


DOCKET SO-243 OREOOW STATE UMIV flEaEARCH REACTaft 


(5 Ihfp-fcctlon r*porii< IE 4c corr »tpandin<« 


7«jD6rtaOA5t Foru«rdi IE Info Notlc* 79-i^> Darwgt to N*w Fu«l 

A«ianibll>» " No written raipont* n«cait*ry 

ENGELKEN.R H Rayton 5. Ban Franc 1 tcoi Qffito of th« DtracUf 
79/05/ lO Ip 


7906080323 Forward* IE ClrcwUr 79-08, ■•Atlamptrd Eitortion - Lou 
EtiTichwd U " 

ENOELKENiR. H Rag ion 5t San Franclicoi Office of the Director 
79/03/19 ip 


8 Rfportoble occurrtncei* LERi related comipondenca 


790f»280ia2 RO on 790607 thutdown rfcaryin of THIOA raector wa* fO AS, 
riUi cent! »«»* than Tech Spect llfnitafclon of *0 57 Upon 
d Iccoveryi two fool elemint* ware eioved 4i «hutdowa tnargln 
went up to *0 74 

HAKGfC. H Oregon State Unlv 79/0A/19 7pp 


docket 30-244 ROBERT EMMET OlNNA NUCLEAR PLANT. UNIT I 
F Eecurltgr medical, emergency L flra protection plant 


7906a3D09a Forward* replacement page* to eecurily plan ivalwatloo 
rept eupportlng lieuante of Amend 25 to Llconee DPft-lS on 
790222 Page* withheld iref 10CFR2 7901 

ZIEHANN^D L Operating Reactor* Branch 2 IPre 790625) 79/05'/l4 

2pp 


7906220272 Notlfii* replacement of computar room ceiling If daUyad 
until 790B31. 

HHlTErL 0 Rochester Oae L Electric Carp 79/06/14 Ip 


J Insurance t. indemnity information 


7906190360 Forward* Endoreement* 49,30 & 51 to HAELU Polity MF-47 & 
EndDrsament* 60 & 61 of NCLIA Policy Hf-170 
lIKITErL.D Racheftar Oas 6 Electric COTp 79/06/14 6pp 


P, Operating Llcenie etagt document* 6 correspandsnce 


7906290434 Notifle* Revision 6 to Suppl IV of foll-fcarm Itcen** 
application will be *ubmlttod in early July. at requeoted 
by KRC 790605 Itr Revision 6 will exclude Reg Oulda 1 94 
fr«« Hating of ANSI *tif* 

WHITE, L 0 «ocH#*tar Oa* L Electric Corp 79/06/23 Ip 


0 Impaction raport*. IE Bulletins L corre«pondence 


7906260504 Forward* tE In«p Rept 50-244/79-06 on 790310-13 Na 
noncoirpl lance noted 

BRUNNER^E J Region. 1. Phlladilph la, Reactor Operation* Nuclear 

Support Branch 79/04/20 Spp 


— 7906260509 IE Ii>*p Rept 50-244/79-06 on 790310-13 No none ompl lane* 
noted, Major areas inspected witness of core reload 
ac t Ivi tiei« ul tnec* of outage <n«int activities revieu of 
pipe support L restraint surveillance program 
KEIHIO. R R , RAYMOND, W -J Region 1, Philadelphia, Reactor 

Oporatlon* Nuclear Support Branch 79/04/20 llpp 


7906110043 Forwards IE Bull at in 79-05B, ''Nuclear Incident at 
TMt-8uppl ** No written responsa required 

ORIER.B H Region I* Phi ladelphla. Office of the Diractor 
79/04/23 tp 


7906000143 Respond* to IE Bulletin 79-07 re feismic stres* analv*!* 
safety-related piping Confirms capability of plant to 
withstand seismic avont 

WHlTEft D Rochaster Oat & Electric Corp 79/04/25 4pp 


7706020217 Responds to IE Bulletins 79-06A L 79-06Ar Revi* ion 1* "HevLeu 
of Dpiratlonal Error* S« &ys Misalignment* Identified During 
THI-2 Incident '* Plant procadures are being reviewed St 
updated 

WHITE, L D Rochaster Oa* & Electric Corp 79/04/2B L7pp 


7906i>70361 Forward* re*ponso to lE Bulleitn 79-04, " Incorract Weight* 
for Suing Valve* Mfg by Velan Engineering Corp " Valves used 
Insafety-re lated «ys are in close proximity to pipe 
lUpporti.No mods planned 

WHlTErL D Rochester Oas k Electric Corp 79/Q4/30 5pp. 


7906120201 Forward* l£ Info Notice 79-tt, "Lower Reactor Vestel Head 
Insulation Support Problem " No action rec^uired 
GRIER, S H. Region 1. Phi ladslphia, Office of the Director 
79/05/07. 2pp 


79062600B7 Sumniry of 77Q410-H meeting w/util at site r* systematic 
evaluation program Topic 1 1 1-6. sei smlc deiign 

8HEA,J J Operating Reactor* Branch 2 (Pra 790625J 79/04/30. 

BPP 


7906050QS9 Forward* Qffslt* Das* Calculating Manual 

WHITE, L G, Rochester Oa* 6 Electric Corp 77/05/29 ip 


7906110149 Forward* IE DwUatin 79-10, "Reaual if Icatlon Train lr»g 
Program 6tatl«tics " Wrlttan response required 
GRIER, B.H Region 1, Phi Ladelph iar Office of the Director 
79/05/11 Ip 


7906260160 Forward* IE Info Notice 79-12, "Attempted Damage to New Full 
Assemblies 

DRIER, BH Region 1, Ph i Udclph ia, Office of the Director 
79/03/H Ip. 


—7906050360 Offsite Dose Calculating Manual 

e Rochester ^a* 6 Electric Carp 79/05/27. 33pp 


7906120406 Rciponifi to Item III-l of HRC ctuestlons r« design U const 
for systematic avaluttion program seismic review Dlscuesas 
details of block walls throughcAjt plant, Two ovarsiced 
drawing* end 

WHITE, L D. Rochester Gas b Electric Corp. 79/06/06 2pp. 


79&6130193 Forwards application for amend to Llcensa DPR-ifl. 
FAROHiR.S. LeBoeuf, Lamb. Lelby L HacRae. 79/06/lt 4pp 


7906080106 Forward* IE Circular 79-08, ’’Attempted Extortion •* Laui 
Enriched U “ 

GRIER, B N. Region 1, Philadelphia, Office of the Director 
79/05/18. Ip 


7906270200 Retponds to IE Bulletins 79-06A 6 79-06Ai Revi *lon I Ho T|*h 
8pcc changes required at this time. Change will be requested 
when deelgn 6 safety evaluations are prepared, 

WHITE, L.D Rocheeter Qai L Electric Corp 79/05/18 Ip 


8 Reportable accurrancesr LERs t, related correepandence 


790605043B Confirm* 790416 telcon to W Raymond reporting LER--79-D9, 
boric acid storage ranks out of spec for vol k weight of 
boric acid. Orderly load reduction k batching operation* 
commenced^ tank* within specs. 

8N0W,B,A Rochester Oa* k Electric Carp 79/04/16 Ip 


7906020061 Confirme 790420 telcon w/W Lasuru* re LER 79-10, tioric acid 
starag* tanks out-of-spec for vol k weight. Orderly Load 
reduction initiatad to restore tanks to required specs. 

SNOW, ft. A. Rochester Oa« k Electric Corp. 79/04/20, Ip 


7906290195 Confirm* 790310 discussion w/D Beckman re LER 79-011 New 
valve Internals being imfg to correct problem Will be 
available In -Juna 

SNQWiB.A Rochester Oa* k Electric Corp. 79/03/11. ip. 


7906250253 Formards LER 79-0 12/01 T-0. 

WHITE,L,0. Rochester Oa* k Electric Corp 79/06/20 Ip. 
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"■■~790&2SO253 UER 79“012/01T“0 On' 790606 during inservico inap* Identified 
piping lupporti for «afstij equipment not built per Tech Spec 
drawings Caused inadequate control on const installatio-n 
Supports corrected 

BQDIME, J C Rochester Oas & Electric Carp 79/06/20 2p p 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATlONi UNIT 1 


I, financial Information 


7906200374 Forwards annual financial repts for owner-licensees 
O'GONNORrL A Northeast Utilities 79/06/15 3pp 


— T906200375 Annual Financial Rqpt 1970 

* Western Massachusetts Electric Co 79/12/31 I7pp 


--7906200376 Annual Financial Rept 1970 

» Hartford Electric Light Co 79/12/31 2lpp 


-“7906200377 Annual Financial Rept 1970 

« Connecticut Light Power Co 79/12/31 2lpp 


U Insurance 6 indemnity information 


7906190293 Forwards Endorsements 54 t> 35 to MAELU Pol leg MF-52 
CONNELL* T Northeast Nuclear Energy Co (Northeast Utllitiesl 
79/06/12 3pp 


7906270241 Forwards Endorsements 59 U 60 to NELlA Policy NF-i73 
SEQER* R K Northeast Nuclear Energy Co (Northeast Utilities) 
7^?/06/2l 3pp 


7906200091 Forwards Endorsements 79 60 to ANl Policy Nr“17a 

SEGER* R M Northeast Utilities 79/06/21 Ip 


P Operating license stage documents i' correspondence 


7906250305 Forwards Mar 1979 “Thermal Plume Study " 
CQUMSIL.W 0 Northeast Utilities 79/04/18 Ip 


“-7906250306 "Thermal Plume Study*" Mar 1979 
a Northeast Utilities 79/03/31 3S0pp 


7906020166 Notification of 790517-10 meeting w/utll to dlstuss 
systematic evaluation program Topic IH-5 Ai “Effects of 
Pipe Break on Structure* Sys Components Inside 
Containment “ 

SHEA, J J Operating Reactors Branch 2 (Pro 790625) 79/04/20 


7906050254 Requests NEDE-2l07a-P* “Mark I Containment Program,'* be 
included In docket Rept transmitted by GE on 790226 
COUNSlLrW (} Northeast Utilities 79/03/29 Ip 


7906290012 Forwards Amend 6i to License DPR-2li safety evaluation 6 
notice of issuance h availability 

ZIEMANN*D L Operating Reactors Branch 2 (Pre 790625) /■9/0S/29 

2pp- 


— 7906290010 Amend 61 to License DPR-21 authoriiing use of 148 0x0R type 
fuel essembl iesi changing safety limit min critical power 
ratio to I 07 fc changing mar average planar linear heat 
generation limits 

VOLLMERrR H Assistant Director for Systems Engineering 
7*7/05/29 34pp 


— 7906290019 Safety evaluation supporting Amend 61 to Licence DPR-21 
* Operating Reactors Branch 4 (Pre 790625) 79/05/29 Upp 


— 7906290021 Notice of Issuance & availability of Amend 61 to License 
DPR-2i 

7 I EM ANN * D L Qperating Reactors Branch 2 (Pre 79062S) 

79/05/29 3pp 


79061SO337 Responds to NRC 790419 1 tr re systematic evaluation program 
Topic VIII-3 Arstatlon battery testing Draft assessment of 
plant surveillance requirements is substanially correct 
CQUNSlLrW 0 Northeast Utllibles 79/06/00 Ip 


O Inspection reports* IE Bulletins t> correspondence 


7906010043 Forwards IE Insp Repts 30-343/78-41 h 50-336/78-38 on 
70 i 106-1207 No noncomp I i ance noted 

BRUNNER* E.J Region 1* Philadelphia, Office of the Director 

79/03/21 2pp 


—7906010047 IE Insp Repts 50-245/70-41 V 30-336/70-30 on 791106-1207 No 
noncouip 1 lane e noted Major areas inspected accessible 
portibns of Unit I reac tor# turb Ine radwaste bldgs, Unit 2 
auxiliary turbine bldgs & radiation protection 
SHEDLOSKV*U T Region 1. Phi ladelph ia* Office of the Director 
MCCABE, E C Region 1, Ph 1 ladelph ia* Reactor Operations Nuclear 

Support Branch 79/03/20 24pp 


7906040371 Responds to IE Bulletin 79-03 re ASME &A-312 stainless steel 
pipe mfg by Youngstown Meldiny 4- Engineering Co Piping not 
in use or planned for use 

COUNSIL, tl 0 Northeast Utilities 79/04/16 Ip 


7906260546 Forwards IE Insp Repts 50-243/79-04 50-336/79-02 an 

790210-0316 No noncamp I iance noted 

BRUNNER, E J Regiion 1* Phi lade Iph la* Reactor Operations Nuclear 

Support Branch 79/04/16 2pp 


—7906260551 IE Insp Repts 50-245/79-04 4 30-336/79-02 on 790210-0316 No 
noncotnp 1 lance noted Major areas inspected accessible 
portions of Unit t reactor, turbine 4 radwaste bldgs, Unit 2 
«nc ii auK 1 i iar y 6 turbine bldgs 

SHEDLOSKY, U T . RAYMOND, W J * MCCABE, E C Region 1, 

Philadelphia* Reactor Operations Nuclear Support Branch 79/04/16 

22pp 


7906110019 Forwards IE BuUebln 79-D5D, “Nuclear Incident at 
THI-Suppl " No written response required 

ORt£R,& K Region 1* Philadelphia* Office of the Director 
79/04/23 Ip 


7906000042 Responds to IE Bulletin 79-07 re seismic stress analyses of 
saf ety-r ela ted piping Qeismic design methods will be 
reviewed by NRC within frairewark of systematic evaluation 
program 

COUNSIL*UO Northeast Utilities 79/04/24 Qpp 


7906140481 Responds to IE Bulletin 79-08* "Rovleu of Operational 
Errors ti Sys Misalignments Identified During TMl tncideut " 
Reactor vessel water In DDR i« continuously monitored by 
seven indicators or recorders 

CQUNSIU.WO Northeast Utilities 79/04/24 6pp 


7906140222 Responds to IE Bulletin 79~04* “Incorrect Weights for Swing 
Check Valves Mfg by Velan Engineering Corp " Three seismic 
Category I piping sys utilite valves No drawing 
discrepancies exist re valve weights 
COUN8lL,M O Northeast UttUtles 79/04/30 Ip 


7906130164 Forwards IE Circular 79-07, “Unexpected Speed Increase of 
Reactor Motor Generator Sat Resulted in Reactor Power 
Increase " No written reeponsa required 

DRIER, □ H Region I, Philadelphia, OfficD qf the Director 
79/03/02 Ip 


79061S0200 Ack receipt of 790412 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-845/79-03 U 
50-336/79-03 

SHITiLDH Region 1. Ph t lade Iphia, Fuel Facility 6 Materials 

Safety Branch, 79/05/03 tp 


-*^7906150203 Responds to NRC 790320 Itr re violations noted in IE Ir\sp 
Repts 30-245/79-03 «< 30-336/79-03 Corrective actions 3a-ftr 
6-lnch elevation immediately posted w/sign bearing 
radiation caution symbol 

COUNSIL, Irf 0 Northeast Nuclear Energy Co (Northeast Utilities) 
79/04/12 2pp 


7906230152 Bubmits agenda 4 other info re 790B28-29 meeting on 
systematic evaluation program Topic 111-6* “Seismic Design " 

Forwards draft “seismic Review of Unit for Systematic 
Evaluation Program 

ZlEMANNrD L Operating Reactors Branch 8 (Pre 790623) 79/05/30 

I5pp 


— 7906230154 Draft “Beismic Review of Unit for Systefnatlc Evaluation 
Program Phase 1 Rept “ 

u Office of Nuclear Reactor Regulation 79/03/13 187pp 


—7«706l 50209 Forwards IE Insp Repts 50-243/ ;9-03 50-336/79-03 on 

7902ia-t0 ac notice a# violation 

SMlTHiO H Reglnn 1* Philadelphia, Fuel Facility Materials 

Safety Branch 79/03/20 3pp 


— 79061SO21O Notice of violation from insp on 790212-15 

# Ruglon 1, Philadelphia* Fuel Facility Materials Safety 
Branch 79/03/16 Ip 
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— 7906130213 IE Insp Repts 50-245/77-03 i 
Nonconp 1 ) dtica 'noted failure to poet ra 
storage area a» required 
YtfHAS*0 P . CROCKER. H W Reffioti 1. 

& Materials Safeti| Branch 79/03/16 


50-336/79-03 on 790212- 
dioacttve matis 

PMUdelphia. Fuel Fac 

6pp 


IS 


79062S027# Submits addl info to tER 79-04/03L Control rod S2-07 
declared Inoperable on 790123 Many fragments of broken 
source holder uere retrieved All fragments have been 
removed 

OPEKArJF Northeast Uti I itles 79/06/14 3pp 


7906120176 Forwards IE Info Notice 79-H. "Louer Reactor Vessel Head 
Inii^lation Support Problem " No action required 
ORIERrB H Region 1. Ph Hade I phia. Office of the Director 
79/05/07 2pp 


79061 1013B Forwards IE 
Program Statistics “ 
ORIER.BH Region 

79/05/11 Ip 


Bulletin 79-LO) "Requal i f ication Training 
liritten response required 
1. Philadelphia. Office of the Director 


7906290242 Forwards LER 79-01 3/03L-0 

OPEKA. J F Northeast Utilities 79/06/25 ip 


—7906290253 LER 79-015/03L-0 on 790528 during ^efuollng^no central Tii 
out-block occurred when refuel bridge mas over core m/fuBl 
assembly loaded grapple Caused bq morn tiack limit switch 
Switch replaced 6 surveillance procedure changed 
VOUNO.R H Northeast Utilities 79/06/22 3pp 


7906260124 Forwards IE Info Notice 79-12. "Atteropted Danage to New Fuel 
Assemblies " 

CRiERrB H Region 1. Philadelphia. Office oF the Director 
79/03/11 ip 


DOCKET 50-247 INDIAN POINT STATION. UNIT 2 

C Utility Enviro-nmental Report (ERl. amends 6 cor respandpneo 


7906080091 Forwards IE Circular 79-08. "Attempted Extortion - Lou 
Enriched U " 

GRIER. Q H Region 1. Ph iladc Iph la. Office of the Director 
79/03/19 ip 


7906150209 Forwards addl response to IE Bulletin 79-07 re seismic 
stress analiysis of safe ty— related piping Reanelysis 
performed for max calculation stresses Si restraint loading 
of saf sty-related piping 

COUNSILcN 0 Northeast Utilities 79/06/06 Spp 


7906190253 Forwards “1976 Year-Class Rept for riuttiplant Impact Stj<l< 
of Hudson River Estuary “ Affidavit of Sve one I 

2ARAKA3.P Consolidated Edison Co uf Nem York 79/06/13 Spp 


— 7906190257 "1976 Year-Class Rept for MuHlplant Impact Elgdy of 
River Estuary." prepared by TX Instruments 
a •Consol Ida ted Edison Co of New York 79/05/31 5S0pp 


F Security, medical, emergency ^ fire protection plans 


7906020078 Act receipt of 790327 revised emergency plan Requests Cljti 

7906250202 Forwards addl response to IE Bulletin 79-07 re mods to HI 

control rod drive exhaust line 6 l-CUQ bypass line HILLER. H 0 License Fee Management Branch 79/03/OD Ip 

piping Syi found acceptable for continued use 
CQUN8IL.N Q Northeast Utilities 79/06/15 2pp 

7906190387 Responds to 790509 Ur forwarding 44.400 filing fee for 
revised emergency plan Payment made under protest Util 

R Periodic operating reports «< related correspondence reserves right to challenge validity of fees 

CAHILL.W J Consolidated Edison Co of New York 79/06/1 1 Ip 

7906100522 Forwards monthly operating rept for Nay 1979 
QPEKA. U Northeast Utilities 79/06/11 Ip 


—7906180527 
YQUNOi R 


Monthly operating rept 
Northeast Utilities 


for May 1979 
79/06/08 5pp 


J Insurance fti indemnity information 


S Reportable occurrences. LERs 6 related carrespondence 


7906190296 Notifies of receipt 
alleging bodily injury to ut 
spUibed w/rad Inactive water 
ALTON. C Q American Nuclear 


of complaint served on Ues tlnghous f 
il employoe J 0 ' Ma 1 1 ort . who wai 
on 760012 Suit under way 
Insurers 79/06/14 Ip 


7906220303 Forwards Amend 21 to Indemnity Agreomont II-19 

7906040310 Forwards Ra-78-9/3L CAHILL.W U Consolidated Edison Co of Now York 79/06/10 

FERLAND.E J Northeast Nuclear Energy Co (Northeast Utilities) 

70/04/25 Ip 

P Operating license stage documents correspondence 


— 7906040314 R0-7&-9/3L on 7B04C3 while performing surve 
tunnel high temp functional catibri on steam tunne 
switches. one switch tripped at setpoint higher than 
specified in Tech Spec Caused by setpoint drift 
PRZEKOPi P J Northeast Nuclear Energy Co (Northeas 
78/04/25 2pp 


ULance (steam 

I temp 

that 

t Utilities) 


7906-050419 Requests facility participate in vital aroa analysts V 
schedule site visit during week of 790306 

BCHifENCER.A Operating Reactors Branch 1 (Pro 790629) 79/04/12 

Spp 


7906040353 
chloride 
litas less 
OPEKA.O F 


RQ-78-20/tP on 781010 d 
capacity of one Full fl 
than 30 lb min 

Northeast Utilities 


uring normal plant operation, unused 
ou on line demineral i lers 

70/10/10 Ip 


7906250033 Summary of 790308 meeting u/Consol I datad Edison Co of NT % 
Power Authority of State of NY re auxiliary feedwater lys U 
related station areas 

OLGHAM. L N Operating Reactors Branch 1 (Pro 790625) /9/05/A4 

6pp 


7906040234 Cancels lta-7e-20/fP. submitted on 701010 Unused chloride 
capacity of full flow demineral t car meets Tech Spec 
requirements 

OPEKAiJ, F Northeast Utilities 7G/10/U bp 


7906110441 Notification of 790522 meeting w/Consol idatcid 
NY Is Power A-uthority of NY to discuss seismic analyses 
follow up 790517 meeting 

OLBHAMtL Operating Reactors Branch 1 (Pro 790623) 

Ip 


Ed i ion -Cq «f 
U 

79/05/17 


7906120357 Forwards LER 79-013/03L-0 

OPEKA.J F Northeast Utilities 79/06/05 ip 


— 7906120362 LER 79-013/03L-0 on 790508 oxygen pressure 603 5 check for 
source range monitors not completed for 24-h period 
Surveillance overlooked Checklist added to indicate 
requirement of pracedure 

yOUHOiR H Northeast Utilitiei 79/06/03, 2pp. 


7906140390 Forwards LER 79-Oi4/03L-0 

OPEKA.J F Northeast Utilities 79/06/07, Ip 


7906040183 Bummariies actions taken as result of 790383 conFerenct cell 
re support adequacy for piping lys Reanalysis of 44 supports 
Indicated acceptabi Utyi w/loads well within allowable 
limits 

CAHILL* W,J Consolidated Edison Co of New York 79/03/20 irw 


7906070273 Foriwards Nestinghquse rept. ‘Tracture Toughness 6c Daeifts 
Cons Iderat ions for Addressing Lamellar Tearing of Steam 
Oenerator tc Reactor Coolant Support Matl “ Rept withhold 
(ref HJCFR2 790) 

CAKILLiN J Consolidated Edison Co of New York 79/03/31 Ip 


— 7906140401 LER 79-OI4/03L-0 on 790311: dor Ltig audit of refuel outage 
survei I lances* source range monitor functional surveillance 
wet inadvertently overlooked (Caused by failure of monitor 
functional to he listed in refueling checicliet. 
yOUNO.R,H Northeast Utilities 79/06/07 3pp. 


—7906070281 Requests withholding from public dlsclasuri of util rii|Diu 
to MRC request lor info re fracture toughness t. potential 
for tearing of steam generator reactor coolant pump 


support matl 
IflEBEHANN. R, A. 


Westlngliouie Electric Corp, 79/04/26 Spp 
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T'JOfcOAOia? Forwards application, for amond to Llcenso DPR-S6 

ZARAKASrP Consolidated Edison Co of Mew York 79/06/04 2pp 


— 7906060133 Application for amend to License DPR-26 changing Tech Spec* 
to permit waiving turbine stop & control rod closure test 
during «nd-of -eye le operation 

* Consolidatad Edison Co of New York 79/06/04 7pp 


7906110245 Forwards “Efficiency of one Square Keter Epibenthlc Sled 
for Collecting Young-of - the-Ycar Striped BassiUhlto Parch t< 
Atlantic Tomcod in Hudson River E5tuaryil97B “ 

Inl/JR Jannarono 790606 affidavit Certificate of Sve end 
CAHILL, W J Consolidated Edison Co of New York 79/06/06 Spp 


79062101SB Forwards Info re PHR feedwater lines, in response to NRC 
790525 request W/i5 oversiied drawings 

CAHlLLrW J Consolidated Edison Co of New Ynrk 79/06/18 40pp 


79061102S5 "Efficiency of One Square Meter Eplbenthic Sled for 
Collecting Young-of- the-Year Striped Basss. White Perch 6 
Atlantic Tomcod in Hudson River Estuary, I97B “ 
e Texas Instruments, Inc 79/06/30 i9pp 


Q Inspection reports, IE Bulletins t, correspondence 


7906110000 Forwards IE Bulletin 79“OS0, "Nwcloar Incident at 
mi-Suppl “ No written response required 

ORIER,G H Region 1, Philadelphia, Office of the Director 
79/04/23 Ip 


7906020081 Responds to IE Bulletin 79-"07 Discusses actions taken re 
verification approach for UE6C~ADLP IPE**? program 
CAHILL, W J Consolidated Edison Co of Now York 79/04/34 7pp 


7906010215 Forwards response to Revision I to IE Bulletin 79~06A, re 
TMI incident 

GAMILU.W J Consolidated Edison Co of New York 79/04/26 66pp 


7906080148 Responds to IE Bulletin 79-04, '’Incorrect kloight* for Swing 
Check Valves Hfg by Velan Engineering Corp '■ Effect of 
weight discrepancy negligible In every case investigated 
Further Investigation ini tiatadi response expected 790608 
CAHILL, W J Consolidated Edison Co of New York 79/05/01 2pp 


7906120152 Forwards IE info Notice 79-lt, "Lower Reactor Vessel Head 
Insulation Support Problem '* No action required 
ORlERiB H Region 1, Ph i ladelph la. Office of the Director 
79/0S/O7 2pp. 


7906110110 Forwards IE Bulletin 79-10, *‘Requal if i cat ion Training 
Program Statistics “ Licensee action required 
ORIER.B H Region 1, Ph 1 ladelpfi la. Office of the Director 
79/09/11 Ip 


7906260098 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies “ 

ORlERrB H Region 1, Philadelphia, Office of the Director 
79/03/ U Ip 


7906270204 Responds to IE Bulletin 79-09 Unit 1 currently shut down, 
awaiting decision re ECCS No OE Type AK-2 circuit breakers 
used in safety-related sys In Unit 3 

CAHlLLrW J Consolidated Edison Co of New York 79/05/17 Ip 


79060B0069 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U *♦ 

ORIERrB H Region 1, Phi lade Ip h ia, Office of the Director. 
79/05/lfl. Ip 


7906230090 Summary of 790517 meeting w/Consol Idated Edison Co of NY, 
Pouier Authority of State of NY L United Engineers t. 

Cans tructers, Inc to discuss licensee response to IE Bulletin 
79-07, “Seismic Stress Analysis of Safety-Re lated Piping ’’ 

OLSHANrL N Operating Reactors Branch 1 (Pre 790623) 79/03/18 

4pp 


7906010267 Forward lUpp lamental response to lE Bulletin 79-07 re 
confirmatory rsanalysis of pressuriier relief line 70, using 
UE 81 C-ADLPIPE -2 dynemic seismic comfutar codr 

ZARAKA8»P. Consolidated Edison Co of New York 79/05/25 5pp 


R Periodic operating reports related correspondence 


7906140239 Annual Environ Operating Rept 1978, Part A U Part B- 
radiological reptivols' t L S' 

-* Consol idated Edison Co of New York 70/12/81, 223pp 


7906190462 Forwards ’’Saismic Monitoring Network, Quarterly Rept 
15 for Dec 1970 - Feb 1979 

CAHILL.tf J Consolidated Edison Co af New York 79/D6/04 Ip 


—7906190466 "0-elsmlc Monitoring Network.” Quarterly Rept IS for 
Dect97fl-Feb 1979 Prepared by Moodward-Clyd e Consul tants. Inc 
« Consolidated Edison Co of New York 79/05/30 36pp 


7906190470 Submits Way environ data specified in Section 401 
car 1 1 f Ication 

MDNTI.U A Consol idated Edison Co of New York 79/06/10 llpp 


7906260004 Forwards monthly operating rept for May 1979 

CAHILL, W J Consolidated Edison Co of New York 79/06/14 Ip 


— 7?D6260Q06 Monthly operating rept for May 197? 

KAkULA, L Consolidated Edison Co of New York 79/06/05 7pp 


7906260407 Forwards Nay 1979 daily tabulation of fish collection Sc 
species breakdown 

CAHILL, W U Consolidated Edison Co of New York 79/06/14 Spp 


3 Reportable occurrences, UElts related correspondence 


7906040234 Forwards LER 78-020/041-0 

CAHILL, W J Consolidated Edison Co of New York 73/00/14 tp 


7906040291 LER 70-O2O/O4T-O on 730428 activity of water sample taken 
frofli Camp Field Resevoir on 760327 exceeded ton times 
historical level Caused by non-represontat Ive sampling 
technique 6 adverse meteorological conditions 

MASetULLI Consolidated Edison Go of New York 79/06/09 Ip 


— 7906040298 Discusses anomalous measurement of rod i oact ivi ty at environ 
water sampling location Probably caused by fallout from 
Chinese weapons test 'l other factors yielding 
non-representative sample Technique to be changed 

CAHILL, H J Consol f doted Edison Co of New York 78/06/09 3p p 


DOCKET 50-249 DRESDEN NUCLEAR POWEfl STATION, UNIT 3 


<3 Adjudicatory correspondence 


7906010131 Forwards 790316 order re shipment of spent f ue 1, admi t t ing 
contentions similar to those at issue in present proceeding 
as matters in controver sey 

ROISMAN, A Z Natural Resources Defense Council 79/03/20 Ip 


7906070346 Memo re standing 4' contentions of Intervenors State of IL, 
NRDC ^ Citizens for Better Environ following 790201 special 
prehearing conference on spent fuel storage, 

MILHOLLIN, 0 L Atomic Bafety and Licensing Board Panel 79/04/19 
I2pp 


7906210357 Forwards representative matl pvepared by Citizens for Better 
Environ tt NRDC to disclose interest in issue of nuclear 
power. 

RDISMAN, A z Natural Resources Defense Council 79/05/03 60p9 


7906210337 Motion for reconsiderat i on of 790419 memo Zt order following 
special prehearing conference Objects to admission of 
Contention 6 re specific threats to irradiated fuel 
in transit Certificate of Syc end. 

ODODARD, R, J Branch 2 79/05/04 3pp 


—7906210359 Mould not oppose admission of Contention 6 if revised to 
conform w/Contont ion 6 as admitted in Duke Power proceeding 
re security of spent fuel in transit 
GODDARD, R J. Branch 2 79/04/06 2pp 


7906210252 Applicant motion for reconsideration of 790419 memo 6. order 
of clarification of 780419 order re physical security of 
8NM Supporting docunenta tion tr Certificate of Sve end 
STEPTOE, F Isham, Lincoln ^ Beale, 79/05/07 14pp, 


7906020052 Grants NRC 790504 mot ion suggesting alternative language 
for Contention 6 Denies licensee motion to reconsider 
admissibility of Contentions 6511 

HILHOLLIN, 0 L Atomic Safety and Licensing Board Panel, 79/03/16, 
4pp 


790622046^3 Concludes NRDC & Citlsens for Setter Environ have standing 
based on criteria of ALAB-535 Both have established interest 
in nuclear power issues St are authorized to represent 
members in proceedings. 

MILHQLLIN, 0 L Atomic Safety and Licensing Board Panel. 79/03/29 
4pp 
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J Intu-nnc^ %t IndeAftnity information 


7906040187 ForuArtft «xtcut«d Amtfids 21*11p9 1 to !r\ii«mnltv Agnomotitx 

B“10* e-47i B'-39 B‘‘04r rtip«ctlvelv 

POOLCpR D Co(nmonw««lt6 Edlton Co 79709/27 Bpp 


P Opirotlrj liconio itoga d(]cu(n«nti ti corrotpoadtn^o 


7906070391 Roiponilc to 780911 Itr Requ««tx odifl info re rovlthi of 
propovid ipont fuol pool mod Util «hauld provide info within 
□0 doge of receipt of Itr 

ZIEriANR.D L Operotin] ReactQr9 Branch 2 (Pr« 790629) 79/04/23 

4pp 


7906200239 Raqueete tuo controlled copies of iite emergencg plane & 
imp Lementlng proceduresi e ite mepe ihowing location 6 grid 
itatton number of nntlte U. off iite environ monitoring 
etabloni ti site mape used for doec determinetlone, 

KEPPUERrJ O. Region 3. Chicago* Office of the Director 79/09/17 
IP 


7906090371 Responds to NRC 790423 request for addl info re spent fuel 
pool rnotf Foruiards spent fuel storage module eultabiHtg 
studg End drawing available In Central Files onl^ 

JANACEKiR F. Commonwealth Edison Co 79/09/30. 63pp 


7906200339 Responds to IC Bulletin 79*'01 Forwards info re environ 
qualification of Clan IE equipment required to function 
under accident contfitlone it info re use 6 maint of ASCQ 
soitnoiil vaWee. 

REEOrC Commonwealth Edison Co 79/06/14 39pp. 


7906210190 Requests Inclusion in dockets of NEDE-21944-Pi "One-Ouarter 
Scale Pressure Suppression Pool Swell Test Program, Plan t 
Unique Tests " 

JAI^ECEKtR F Commonwealth Ediion Co 79/06/19 Ip 


0 Inspection reports* IE Bulletlni k correspondence 


7906290147 FOrurards !E Inep Repts 90-010/79-10*90-237/79-10 k 
go-249/79-Oa on 790316-30. Mo noncompiiance noted 
HEI&HMAHiR F Region 3j Chicago* Reactor Operations Nuclear 

Support Branch 79/04/39 2pp 


—7906290193 IE Inep Repts 30-010/79-10,80-237/79-10 6 50-249/79-08 on 
790316-20 No nonccmpllancc noted Major areas Inspected 
maint ac tlvit 1 eSi plant operations & physical protection 4( 
security orpani zatlon. 

8PE88ARO1R. L i UONOrKK., REYES. L A Regions* Chicago* Office 
nf the Director 79/04/23 9pp, 


7906290493 Responife to IE Bulletin 79-08 Forwards info re review of TKI 
incident Editing line isolation not Important to ECCS 
injection 

REEOrC Comniunuea 1 th Edison Go 79/04/27 22pp 


7906260630 Forwards IE Imp Repts 50-237/ 79- U <• 50-249/79-09 on 
790413*21-23 4 27 Ko noncomRlianta noted 

HEiaHMANrR.F Region 3* Chicago* Reactor Gperations Nuclear 

Support Branch. 79/05/03 2pp 


■7906260633 IE Inep Repts 90-237/79-11 h 30-249/79-09 on 790413*21-23 k 
27 No noncompiiance noted Major areas Inspected, integrated 
Leak teet Ic licensee action on preyioutlg Identified Item of 
noncomp 1 lance, 

REYEflrL A I DETTeNMEIE«*R, , STREETER* U F Region 3* Chicago* 
Office of the Director 79/05/03 6pp 


7906120083 Forward* IE Info Notice 79-lli "Cower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER* J 0 Region 3* Chicago* Office of the Director 79/09/07 

ip 


7906110101 Forwards IE Bulletin 79-10, "Requal I f Icetlon Training 
Program Statistics " Written reeponse required 

KEPPLEftiJ.O Region 3>i Chicaga, Office of the Director. 79/05/11, 
Ip^ 


790619007S Forwards IE Info Notice 79-18* "Attempted Damage to New Fuel 
Aiiembllet, *• 

REFPCER*U 0 Region 3, Chicago, Office of the Director 79/09/11, 


7906080196 Forward* IE Circular 79-08* "Attempted Ester tlon - tow 
Enriched U '* 

KEFPLERtJ. 0 Region 3* Chicago, Office of the Director 79/09/tS 

ip 


7906130082 Farwarde IE Bullotin 79-H. "Faulty Overcurrent Trip Diviie 
In Circuit Breakers for Engineered Safety Sys. " Licensee 
action required 

KEPPLERfJ 0 Region 3* Chicago* Office of the Director 79/05/22 
tp 


7906230079 Submite corrected copy of page 6 of Insp Repts 90-273/79-11 
k 30-249/79-09 

HEISHKANrR F Region 3. Chicago* Reactor Operations Nuclear 

Support Branch 79/09/23 2pp 


7906200030 Forwards IE Info Notice 79-13* "Indication of Low Water 
Level Lit Oyster Creek Reactor " 

KEPFLER. J 0 Region 3. Chicago* Office of the Director 79/05/29 

Ip 


R Periodic operating reports 6 related correspondence 


7906150336 Forward monthly operating rept for Hay 1979 
STEPHENSON* B B Commonwealth Edison Co 79/06/11 Ip 


—7906150336 Monthly operating rept for Hay 1979 

CLESZKlEMlCZrS Commonwealth Edison Go 79/06/04, 3Spp 


S Reportable occurrences. LERs k related correspondence 


7906040319 LER 79-002 has been voided 

a Commonwealth Edison Co 79/06/01 tp 


7906180512 Forwards LER 79-0t3/03L-0 

STEPHENSON, B B Commonwealth Edison Co 79/06/07 Ip 


—7906180515 LER 79-<H3/03L-0 on 790601 during half-core scram testing, 
control rod driveline 0-9 (26-19) became uncoupled from 
Control rod when withdrawn beyond position 48 Caused by 
inner filter becoming detached 

MAXWELL* DC Commonwealth Edison Co 79/06/07 Ip 


7906190419 Forward* LER 79-010/03L-0 

STFPHENaON* B S Commonuiealth Edison Co 79/06/12 Ip 


—7906190432 LER 79-010/03L-0 on 770915 offga* log rad monitor 1705 ^JA 
drifted high & trlped on Hi Hi offgas activity Caused by 
resistor adjustment controlling filament current on log 
feedback diode Monitor repaired L will be tested monthly 
K0RCHVN8KY* K. Commonwealth Edison Co 79/06/12 Ip 


7906190437 Forwards LER 79-011 /03L-0 
STEPHENSON* B 8 Commonwealth Edison Co, 79/06/12 Ip 


—7906190447 LER 79-01 l/OSL-O on 790917 Intermediate range monitor 1? 
tripped above Tech Spec max, Caused by Instrument drift 
Honttar readjusted 

DUNBAR* 0 Com>monwealth Edison Co 79/06/12. Ip 

) 

7906270152 Forwards LER 79-012/03L-0 
STEPHENSON* B B Commonwealth Edison Co 79/06/18 Ip, 


—/90627019a LER 79-012/03L-0 on 790524 downscale rod block tripped a I 
4/129 of full scale* rather than at 5/125 as pet Tech Specs 
Caused by electronic instrument drift Intermediate range 
monitor readjusted to 6/125 decreasing 
DUNBAR* *J Commonwealth Edison Co 79/06/18 Ip 


DOCKET 90-250 TURKEY POINT PLANT, UNIT 3 


F Security* medical* emergency k fire protection plans 


7906020205 Informs that Compensatory measures are acceptable 4* vi L I 
remain In effect until modified amended security plan is 
fully implemented. IE should be notified when compensatory 
measures are discontinued. 

SCHWENCERtA Operating Reactors Branch 1 (Pre 790629). 79/04/30 

2pp. 


0, Adjudicatory correspondence 


7906070229 Request by util that NRC deny HP Oncavage 790209 pstltlofi 
for hearing on proposed repairs to steam generetors. Notice 
of appearance of KA Beuser k. NA Coll on behalf of util end 
Affidavits of 00 Whittier It HD Kentc W/Car tlf Icate of Bve 
BAU8ER*h A Lowenstein* Newman* Re is. Axe Irad k Toll COLL*N A 
Steel* Hector ^ Davis 79/03/09, 20pp. 
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■790607O22A Urg»« repair of steam generator tube plugging Alternate 
methods of repair to b« considered are lower section 
replaccfoent V place ratuhlng Nac to make aarlg 
determination) of repair revleui by 7Q10tS 
UHRIOfR E Florida Power ii Light Co 77/09/20 2pp 


7906290340 Notification of 790529 meeting u/otil in BethescfacrtD to 
(fiscuis containment purge tn related e<(ulpment 
OROTENHUlStH Operating Reactors Branch 1 (Pre 790625) 

79/05/23 2pp 


N General correspondence 


7906060274 Forwards requested 
0HRIG*R E Florida Power Zn 


fee for 790326 license amend 
Light Co 79/03/29 Ip 


7906260007 Requests that M Qncavage petition to intervene be granted 
HEERMANNrT r OATES i R S . 0 ILDEME iSTERi D Af f i Ua t ion Unknown 

79/OS/Ol 7pp 


7906060277 Forwards requested 
UHRIOtR E Florida Power ?< 


fee for 790521 License amend 
Light Co 79/0S/29 Ip 


7906070337 Requests that NRC grant MP Oncavage petition for hearing (5- 
Intervention In steam generator repair program 

NOBLES^ T , SCHMElDERiS , GRETH. R Affiliation Unknown 79/04/27 
5pp 


a Antitrust correspondence 


7906040418 Response of utH in opposition to FL Cities' motion for 
antitrust hearing Zt motion for consolidated hearings 
Certificate of 8vc and 

BQUKNIOHTiJ A Lowenste ini Newmanj Relsi Axel rad t- Toll 79/04/13 
3pp 


P Operating license stage documents correspondence 


7906030019 Responds to 780319 Itr requesting ref to specific QA 
program used to meet requirement* of 10CFR71 51 Revision 
2 to topical OA rapt is in effect for Turkey Point <t FSAR QA 
program is in effect for at Lucto 

UHRIOiR E Florida Power Light Co 79/04/23 Ip 


7906020246 Forwards Amends 47 ^ 39 to Licenses DPR-31 6 DPR-41# 
r espec tive ly < sa f etg evaluation notice of issuance 
a va i lahl 1 i ly 

SCHWCNCERj A Oporating Reactors Branch 1 (Pre 790625) 79/04/24 

2pp 


— 7906020247 Amends 47 U 39 to Licenses DPR-31 OPR-4 1, respective ly, 
changing control rod group insertion limits 
SCHUENCERrA Pperatlng Reactors Branch I iPre 790625) 

79/04/24 I2pp 


— 7906020240 Safety evaluation supporting Amends 47 & 39 to Licenses 
DPR-31 DPR-41 , mspect i ve ly 

» Office of Nuclear Reactor Regulation 79/04/24 2pp 


— 7906020249 Notice of issuance i> availability of Amends 47 t> 39 to 
Licenses DPR-31 It DPn-41, respectively 

8CHHENCER,A Operating Reactors Branch 1 iPre 790625) 

79/04/24 2pp 


7906250391 Forwards Amend* 40 6 40 to Licenses DPR-31 U DPR-41, 
respective ly, safe ty evaluation notice of issuance Zt 
ava 1 lab U i ty 

SCHHENCERrA Operating Reactors Branch I IPre 790625) 79/05/04 

2pp 


— 790625039S Amends 40 Zt 40 to Licenses DPR-3L & DPR-Al, respec ti ve ly, 
revising Tech Specs to require actuation of safety injection 
based on two of three channel* of low pressurizer pressure 
8CHUENCER. A Operating Reactors Branch i (Pre 790623) 

79/05/04 7pp 


790.6130207 Bubmlts figure of max predicted heat flu* (Fq) for Cycle 6, 
based on 18-case analysis of ECC6 

UHRIO. H E Florida Power 6 Light Cp 79/06/08 2pp 


7906130239 Provides addl info ra costs of limiting containment purges 
during high power operations Util attempting to resolve 
Issues raised in NRC 781120 Itr Combined containment purges 
in Interim to be limited to 200-h/year 
UHRIO.R E Florida Power & Light Co 79/06/08 2pp 


7906190266 Submits addl info re proposed radiological effluent Tech 
Specs in response to 790522 request 

UHRlOfR £ Florida Power it Light Co 79/06/13 Ip 


7906220184 Submits info ra feedwater line design it fabrication history 
requested by 790323 Itr Remaining info will be forwarded by 
790730 

UHftlO.R E Florida Power & Light Co 79/06/19 3pp 


7906230349 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test Rep t ” 

UHfilO, R E Florida Power «. Light Co 79/06/20 Ip 


— 7906250350 '^Reactor Containment Bldg Integrated Leak Rate Test ftept " 
* Florida Power Z Light Co 79/03/20 I76pp 


Q Inspection roports, IE Bulletins Z c orreapondenco 


7906200487 Forwards IE Insp Repts 50-250/79-09 6 50-251/79-09 on 
790313-19 No noncompliance noted 

LEWIS, R C Rogion 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/04/13 2pp 


—7906200490 IE Ihsp Repts 30-250/79-09 Z 50-251/79-09 on 790313-19 Wo 
noncanpl lance noted Major areas inspected saf ety-related 
piping support, res tra i nt surveillance program 6 containment 
integrated leakage rata testing 

BROOKS, £ H , GRAHAM, M J Region 2. Atlanta* Office of the 

Director MARTIN, R D Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 79/04/12 4pp 


7906130434 Responds to IE Bulletin 79-03 Statu* rept re Youngstown 
Melding Z Engineering Co pipe will be sent no later than 
790531 

gHRIO,fl E Florida Power it Light Co 79/04/17. Ip 


7906020186 Forwards response to IE Bulletin* 79-06 Z 79-06A Personnel 
w/opcrational responslb I i 1 i t 1 es have completed relevant 
instructional sessions Qperatlon w/p res sur i ter level 
bistable* tripped is undesirable 

fluni/S o e %, I ,„hf To 70/04/34 Ilf 


—7906250401 Safety evaluation supporting Amends 40 4t 40 to Licenses 
0PR-3i it. DPR-41r respectively 

8CHW6NC£R,A Operating Reactor* Branch 1 (Pre 790625) 

79/05/04 3pp 


—7906250403 Notice of Issuance Z availability of Amends 48 & 40 to 
Licenses DPR-31 Z DPR-41, respectively 

SCMWENCEftrA Qperatlng Reactors Branch 1 (Pre 790623) 

79/05/04 2pp 


7906210101 Forwards safety evaluation for steam generator repair 
program 

SCMKENCERfA Operating Reactors Branch 1 (Pre 790623) 79/05/14 

2pp 


—7906210102 Safety evaluation for steam generator repair program Program 
found acceptable. 

e Office of Nuclear Reactor Regulation 79/03/14 4lpp 


7906100796 Requests Class I & III amend fees within 14 days, In 
connection u/70t2il application for Tech Spec changes re 
operability surveillance of overpressure mitigating sys 
MILLER, M 0 License Fee Management Branch 79/05/17 Ip 


— fTrvoi//s,,9^oij f ,wv**v •v, , _ . 

Repts 50-230/79-04 1* 50-251/79-04 Corrective actions memo 
written re proper procedure for signing out rod warmers. 
UHRIOiR E Florida Power V Light Co 79/04/11 2pp 


— 7906070368 Forwards IE Insp Repts 50-220/79-04 & 50-251/79-04 on 
790206-09 Z notice of violation 

MURPHY, C E Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


—7906070372 Notice of violation from insp on 790206-09 

a Region 2, Atlanta, Office of the Director, 79/03/15 Ipp 


—7906070375 lE ln*p Rapt 50-250/79-04 U 50-251/79-04 on 790206-09 
Noncompliance noted , infrac tlon in welding evatl control 
BLAKE, J J , CONLONrT E Region 2, Atlanta, Office of the 
Director 79/04/13 4pp 
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7906230432 Forw^riJa IE In^o Notice 79*-12. "Attempted Damea<> to Ne«u Fuel 
Atiemblles “ 

O'REILLYjJ P Rejlon 2, Atletitar Office Qf Diroctar 

79/05/10 ip 


7906110063 Faroard* IE Bulletin 79-10^ ''Rentialif icatlun Tralnlag 
Program Stattatics “ Written response r§q.ulrod 
O'REIULY, J P Region Z, Atlanta. Office of tKe Director 

79/05/11 ifi 


7906260290 Respond* to IE Bulletin 79-09 re GE Kodel AK-3 circuit 
brealcers No such circuit breakers currently installed in 
uni t< 

UHRIO.R E Florida Power t. Light Co 79/05/22 fp 


7906260354 Aci receipt of 790310 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt* 30-230/79-10 & 
50-251/79-10 

fiUTHERLAWD.J T Region 2, Atlanta, Fuel Facility U Materials 

Safety Branch 79/03/22 Ip 


—7906260358 Reoponds to NRC 790423 Itr re violations noted in IE Insp 
Repts 50-250/79-10 «. 30-251/79-10 Corrective actions all 
health phyiice shift supervisors instructed to ensure 
respirator decontamination 

UHRIOiR E Florida Power it Light Co 79/05/10 3pp 


—7906260493 Forwards IE Insp Repts 50-250/79-10 ?» 30-251/79-10 on 
790319-23 U notice of violation 

SUTHERLAND, J T Region 2. Atlanta, Fuel Faciiltv St Materials 

Safety Branch 79/04/23 2pp 


—7906260495 Notice of violation front insp on 790319-23 

» Region 2, Atlanta. Office of the Director 79/04/20 Ip 


-7906260301 IE Insp Repts 30-S50/79-10 t 50-251/79-10 on 790319-23 
Noncoirip 1 iance noted failure to post airborne radioactivity 
area & loose contamination on respirators 

JAV'ADOSKI.R W , WRAY, J W . OIDSGN, A F Region 2, Atlanta^ Fuel 

Facility U Material* Safety Branch 79/04/20 llpp 


'906260602 Act receipt of 790514 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-250/79-12 & 
50-251/79-12 

LEWIS. R C Region 2, Atlanta, Reactor Operation* Nuclear Support 

Branch 79/05/22 Ip 


—7906260609 Responds to NRC 790120 Itr re violations noted in IE Insp 
Ropfc 30-250/79-12 i 50-251/79-12 Corrective actions 
appropriate level channels will be placed In tripped 
condition when deviation acceptance criteria is exceeded 
» Florida Power 8c Light Co 79/05/14 2pp 


-7906260611 Forwards IE Insp Repts 50-250/79-12 V SO-251/79-12 «n 
790312-15 8t notice of violation 

LEWISiR c Region 2i Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/20 2pp 


—7906260612 Notice of violation from insp «n 790312-13 

•* Region 2, Atlantai Office of the Director 79/04/20 Ip 


-7906260614 IE Insp Rept 50-250/79-12 L 30-231/79-12 on 790312-21 
Noncomp I iance noted failure to take corrective action on 
unsatis f actory instrumentation channel shack 
VERDERY.E H * CANTRELL, F B Region 2. Atlanta. Reactor 

Operations Nuclear Support Branch 79/04/19 4pp 


1 Periodic operatlns report* U related comspondence 


'906010262 Submit* supp lemen ta ry rept to Annual Nonrad io loglca 1 Envlrnn 
Monitoring Rept 1976 

UHRIO.R t Florida Power 8, Light Co 79/05/tl 2pp 
5 Reportable occurrence!, LER* tt related correspondence 


'90612033B Forwards LER 79-0l4/0gL-D 
SCHMIDT, A D Florida Power U Light Co. 79/05/24, ip. 


■7906120344 LER 79-014/03L-0 on 790424 "ready to start" light on B 
emergencii diesel generator engine control panel failed 
Caused hii vibration of lamp socket Tests under way to 
determine if neon unit would be better suited 
JAMES, D K Florida Power 4, Light Co 79/05/24 2pp 


'906120348 Forwards LER 79-OJS/03L-0 
aCHMIDT. A D Florida Power 8, Light -Co 79/05/24 Ip. 


— 7906120352 LER 79-01 5/03L-0 on 790426 B emergency diesel generator 
failed loading acceptance criteria Caused by cracked 
half-inch nipple to fuel pump which resulted in partial fuel 
starvation Nipple replaced 6 old nipple reanalyied 
JAMES, D K Florida Power 8 Light Co 79/03/24 Ip 


7906120354 Forwards LER 79-Ot6/O3L-0 

SCKMIDT.A D Florida Power 6 Light Co 79/03/29 Ip 


— 7906120363 LER 79-016/03L-0 on 790429 high level alarm annunciatld 
Caused by instrument drift of Tech Spec min 8, high level 
alarms b digital level indicator transducer Instruments 
r ecal ibr 

SCHOPPMAN.M A Florida Power 6 Light Co 79/03/29 2p p 


7906200365 RO 250-79-20 on 790531 amergoncy diesel generator tripped as 
result of Lockout relay operation Cuased by faulted exciter 
power transfornsr 

YAEOER Florida Power 6 Light Co 79/06/01 Ip 


7906100613 Forwards LER 79-020/01 T-0 

aCKMIDT.A O Florida Power 6 Light Co 79/06/11 Ip 


— 7906180620 LER 79-020/01T-0 on 790326 during load test, emargency diesel 
generator tripped Caused by design error which led to 
overheating of exciter power transformer Transformer 
replaced 6 plant change/mod imp [patented 

aCHOPPMAN.H A Florida Power t/ Light Co 79/06/11 Opp 


if Congress Iona 1 /Executive Correspondence 


7903300226 Informs of attempt to reschedule review of topical rapt re 
NRC approved use of Fox Industries no-slip couplers for 
Teinforclng steel bars Assures that review is not 
prerequisite for NRC product use 

DENTON, H fl Office of Nuclear Reactor Regulation 79/03/08 2pp 


— 7903300235 Requests response to complaint re NRC regulations 6 IVA 
contract award for reinforcing steel bars splicing matl at 
Yellow Creek p lent 
FOX,C J Foxboro Co 79/02/05 Ip 


— 7903300243 Forwards Itr written to TVA re violation of NRC regulatlani 
In granting award of contract for ronar splicing matl to 
TVA 

FQX« C J Foxboro Co 79/02/02 3pp 


7906070045 Discusses constituent's support of MP Oncavage request far 
NRC to hold public hearings on planned steam generator 
repairs 

PEPPER.C Hause of Rep 79/03/01 Ip 


7906260586 Provides addl info re D Disowning Info requost re FL nuclear 
power situation Discusses wastes produced by FL plants, 
effluents reloased & consequences of possible accident 
OOSSICK.L V Office of the Executive Director for Operations 
79/03/17 3pp 


--7906260S90 Forwards D Browning 790404 quostlons re FL nuclear power 
situation Requests necessary Info for reply 
MICA. 0 A House of Rep 79/04/05 2pp 


—7906260593 Act receipt of 790403 Itr re D Browning info request r* FL 
nuclear power situation Forwards instructions to operators 
re steps to prevent occurrence like TMI 8i JM Hendrle 790410 
testimony to Subcommittee on Nuclear Regulation UJ/o enc I 
i^AMMERER.C Office of Congressional Affairs 79/04/10 Ip 


DOCKET 30-251 TURKEY POINT PLANT, UNIT 4 


F Security, medical, emergency 8, firo protection plans 


7906020205 Informs that Compensatory measures are acceptable 4i wl I 1 
raxnaln in effect until modified amended security plan It 
fully implemented IE should be notified whan compensatory 
measurts are discontinued 

aCHMENCEft, A. Operating Reactors Branch 1 <Pre 790625) 79/04/30 

2pp 


0 Adjudicatory correspondence 


7906D70225 Request by utti that NRC deny MP Oncavage 790209 patltLoni 
for hearing on proposed repairs to steam ganerators Notice 
of appearance of MA Bauser NA Coll on behalf of util ancl. 
Affidavits of OD Whittier HD Mart*, W/Cer t if Icate of gve 
BAUSER. M, A Louienstein. Neuman. Reis, Axelrad L Toll COLL, N A 
Steel, Hector Davis 79/03/09 20pp. 
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-‘-7 ‘7060702 26 Ur^es repair af generator tube plugging Alternate 

methods of repair to be considered are louer section 
replacement & place retublng NRC to make aarlg 
determinations of repair rovieois bi^ 781013 
UHRIOiR E Florida Power Ic Light Co 77/09/20 2 pp 


H General correspondence 


7‘?06260007 Requests that M Oncavage petition to intervene bo granted 
BEERKANN, T r GATES, R 8 i GlLDEliEIGTER, 0 Affiliation Unknoian 
79/03/01 7pp 


7906070337 Requests that NRC grant HP Qncavage petition for hearing t* 
intervention in steam generator repair program 

NOPLESiT , SCHNEIDERiS . GRETHi P Affiliation Unknown 79/04/27 
3pp 


N Antitrust correspondence 


79O6040418 Response of util in opposition to FL Cities' motion for 
antitrust hearing ^ motion for consolidated hearings 
Certificate of Svc end 

OOUKNIGHT, J A Lowens te i n, Newman# Re is , Ak e I rad S' To 1 1 79/04/13 

3pp 


P Operating license stage documents S- correspondence 


7906050019 Responds to 7B0319 Itr requesting ref to specific QA 
program used to meet requirements of 1QCFR71 Si Revision 
2 to topical OA rapt la in effect for Turkey Point F 8 AR QA 
program is in effect for 5t Lucie 

UHR10,R E Florida Power h Light Co 79/04/23 Ip 


7906020246 Forwards Amends 47 i 39 to Licenses DPR-31 U DPR-41i 
respectively f safety evaluation 4* notice of issuance S' 
aval lab i 1 i ty 

SCHWENCER,A Qporatlng Reactors Branch 1 <Pro 790635» 79/04/34 

Spp 


--7906020247 Amends 47 S’ 39 to Licenses DPn**31 St DPR’'41, respective 1 gi 
changing control rod group insertion limits 
6 CHWENCER«A Operating Reactors Branch 1 (Pre 790623} 

79/04/24 I2pp 


7906020249 Safety evaluation si^pporting Amends 47 S< 39 to Licenses 
|JPfl~3l Ha I>PR-41» Tsspscti vsly 

* Office df Nuclear Reactor Regulation 79/04/34 2pp. 


'—7906020249 Notice of issuance Si availability of Amends 47 S’ 39 to 
Licenses DPR“3t ft< DPR~ 4 l 4 respect Ively 

8 CHijENCER,A Operating Reactors Branch 1 (Pre 790629) 

79/04/24 2pp 


7906250391 Forwards Amends 48 Si 40 to Licenses DPR-Ol S« DPR-41, 
respectively r safety evaluation ti. notice of issuance Si 
aval lab 1 1 i ty 

8 CHlJENCER,A Operating Reactors Branch I (Pre 790629) 79/OS/04 

Spp 


— 79062S0399 Amen'ds 48 Si 40 to Licenses DPR-31 & DPR*-41r r esp oeti vely / 
revising Tech Specs to require actuation of safety injection 
based on two of three channels of law prssturixer pressure 
SCHNENCERiA. Operating Reactors Branch. 1 (Pre 790629) 

79/09/04 7pp 


--79O6890401 Safety evaluation supporting Amends 40 Si 40 to Licenses 
DpR-3t DPR**4ir respectively 

aCHMENCERiA Operating Reactors Branch t (Pre 790639) 

79/05/04 3pp 


■7906390403 Notice of issuance S’ availability of Amends 48 St 40 to 
Licenses OPR-31 St DPR’-41, respBOtlvely. 

8 CHWENGER 1 A. Operating Reactors Branch 1 (Pre 790629) 
79/05/04, 2pp 


7906210101 Forwards safety evaluation for steam generator repair 
program 

SCHHENCER,A Operating Reactors Branch 1 (Pre 790633) 79/09/14 

3pp 


"-'7906210103 Safety evaluation for steam generator repair program. Program 
found acceptable 

m Office of Nuclear Reactor Regulation 79-/09/14 4lpp 


7906180796 Requests Class I Si 111 amend fete within 14 days. In 
connection w/781Sll application for Tech 6 pec changes r* 
operability 6 surveillance of overpressure mitigating sys, 
HILLERrW 0 License Fee Management Branch, 79/03/17. Ip 


7906290340 Notification of 790329 mooting w/util in uotheida,MD to 
discuss containment purge Zt related equipment 
OROTENHUlS.rt Operating Reactors Branch 1 (Pre 790625 ) 

79/05/23 2pp 


7906060133 Responds to NRC review of 790318 license amend S< forwards 
graph of mav predicted Pq genaratqd for Cycle 6 based on 
IB-case analysis 

UHR 10^' R E Florida Power V Light Co 79/05/29 2pp 


7906060274 Forwards requested fee for 790326 license amend 
UHRIG,H E Florida Power U Light Co 79/0-5/29 ip 


7906060277 Forwards requested fee for 790521 license amend 
UHRIO, n E Florida Power «c Light Co 79/05/29 Ip 


7906080296 Forwards 44,000 fee far approval of 790518 roquest 
UHRIO, R e Florida power U. Light Co 79/05/29 2p p 


7906130233 Provides addl info re costs of limiting containment purges 
during high power operations Ut 1 £ attempting to resolve 
issues raised in NRC 781128 Itr Combined containment purges 
in interim to b» tlmstcd to aGO-h/year 
UHRlOfR E Florida Power 6 Light Co 79/06/0B 2pp 


7906190266 Submits addl info re proposed radiological affluent Tech 
Specs in response to 790322 request 

UHRlO«n E Florida power 6 Light Co 79/06/19 ip 


7906220104 Submits info re feedwater line design St fabrication history 
requested by 790525 Itr Remaining info will be forwarded by 
790730 

UHRI(5/R E Florida Power 6 Light Co 79/06/19 5pp 


Q inspection reportsi tE Sullatlns St correspondence 


7906200487 Forwards IC Insp Repts 30-250/79-09 «< 50-251/79-09 on 
790313-19 No none ontp I ianc e noted 

LEWIS' R C Region 2, Atlanta# Reactor Operations Nuclear Support 

Branch 79/04/J3 2pp 


— 7906200490 IC Insp Repts 30-250/79-09 «< 50-251/79-09 on 790313-19 No 
noncomp 1 lane 0 noted Major areas Inspected safety-related 
piping support# restraint stir vei 1 lanf e program conta Ihisent 
integrated leakage rate besting 

DROOKSfC K , GRAHAM, M J Region 2i Atlanta. Office of the 
Director MARTIN, R 0 Region 2, Atlanta, Reactor Operations 

Nuclear Suppert Branch 79/04/12 4pp 


7906130434 Responds to IE Bulletin 79-03 Status rept re Youngstown 
Maiding 6 Engineering €0 pipe vi 11 be sent no later then 
790531 

UHRlOrft E Florida Power 4- Light Co 79/04/17 Ip. 


7906020186 Forwarde response to IE Bulletins 79*'06 b 79-06A Personnel 
w/operational respons ib 1 i i i t ies have completed relevant 
instructional sessions Operation lu/pressuri ter level 
bistables tripped is undesirable 

UHRiGiR E Florida Power «t Light Co 79/04/24 lipp 


7906070332 Act receipt of 790411 Itr inforffilng NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/79-04 ti 
30-231/79-04 

MURPHY.O E Region 2, Atlanta, Reactor Construction 8c Engineering 

Support Branch 79/09/03 Ip 


—7906070363 Responds to NR(3 790316 Itr te violations noted in IE Insp 
Repts 30-230/79-04 6c 50-251/79-04 Corrective actions memp 
written re proper procedure for signing out rod warmers 
UHRIO, R E Florida Power M Light Cq 79/04/11 2pp 


■7906070360 Forwards IE Insp Repts SO-220/79-04 ic 50-281/79-04 on 
790206-09 & notice of violation 

MURPHY, C E Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


— 7906070372 Notice of violation from insp on 790206-09 

« Region 2# Atlanta# Dffice of the Director 79/03/19 ipp, 


—7906070373 IE Insp Rept 90-250/79-04 30-231/79-04 on 790206-09 

Noncomp L lance noted . inf ract ion in welding matt control. 

BLARE# ^ J , CaNLQNiT E Region 2. Atlanta, Office of the 
Otroctor 79/04/13 4pp 


7906280432 Forwards IE Info Notice 79-12. ‘’Attempted Damage to New Fuel 
Assemblies " 

O'REILLY# J P Region 2, Atlanta, Office of the Director. 

79/03/10. Ip 
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79061 100£3 Forujirdi IE Bullttln 79-tO, ^'Riquallf ic«tIon Trilnlnj 
Pro^rxitt BtAtiitlci “ Hritttn rs-iporttp riqulrid, 

□ ■'REILLViJ P Region 2i Aiisnte* Office of the Director. 
79/05/'! i. ip. 


7906S60290 Reepandt to IE fiulUtlh 79-09 ra OE Model AK-2 circuit 
breaker* No luch circuit breeken currently inttalled In 
uni t« 

UHRIO.R E Florida Power & Light Co 79/03/28 Ip 


7906260394 Ack receipt of 790510 Itr informing NRC of otipi taken to 
correct violation* noted in IE Imp ftapti 90-250/79-10 6 
30-291/79-10 

SUTHERLAND. J T Region 3, Atlanta# Fuel Facility &Hitarlale 

Safety Branch 79/03/22 Ip 


— 7906860358 Reiponde to NRC 790423 Itr re violations noted In IE fnip 
Repts 30-230/79-10 & 30-291/79-10 Corrective actions ell 
health physics shift supervisors instructed to ensure 
respirator dee ontami nation 

UHRIO, R. E Florida Power ic Light Co 79/03/10 3pp 


—7906260493 Forwards IE Insp Repts 30-290/79-10 6 90-291/79-10 on 
790319-23 6 notice of violation. 

SUTHERLANOi J T Region 2f Atlantar Fuel Facility 6 Katerialc 

Safety Branch. 79/04/23 2pp 


— 7906260493 Notice of violation from imp on 790319-23 

• Region 2« Atlanta, Office of the Director 79/04/20 Ip 


—7906260501 IE Insp Repts 30-250/79-10 6 50-851/79-10 on 7903t9-23 
Nancomp 1 iance noted failure to post airborne radioactivity 
area 6 loose contamination on respirators 

ZAVADOSKI,« U » WRAY.J U , 0ID80N.A F Region 2i Atlanta# Fuel 

Facility 6 Materials Safety Branch 79/04/20 llpp 


7906260602 Ack receipt of 790314 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-250/79-12 k 
90-231/79-12, 

LEUISrR.C Region 2# Atlanta, Reactor Dperationi Nuclear Support 

Branch 79/09/22 Ip 


—7906260609 Responds to NRC 790480 Ur re violations notsd in I£ Insp 
Kept 30-250/79-12 li S0-23£/79-12 Corrective actions 
appropriate level channels will be placed in tripped 
condition when deviation acceptance criteria Is exceeded 
e Florida Power 5c Light Co. 79/05/14 2pp 


— 7906260611 Forwards IE Imp Repts 30-250/79-12 k 30-231/79-12 on 
790318-13 & notice of violation 

LEUI84R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/04/80 Spp 


—7906260612 Notice of violation from insp on 790312-15 

e Region 2. Atlanta, Office of the Director 79/04/20 Ip 


— 7906260614 IE Insp Rept 50-230/79-12 6 50-231/79-12 on 790318-21 
Koncomp 1 1 ance noted failure to take corrective action on 
unsatisfactory instrumentation channel check, 

VERDERYiE H, # CANTRELL, F 8. Region 2, Atlanta# Reactor 
Gperations Nuclear 8upport Branch 79/04/19 4pp. 


R Periodic operating reports k related correspondence 


7906010262 Submits supp 1 ementary rept to Annual Nonradlolog teal Fnviron 
Monitoring Rapt 1978 

UHRt-O, R E Florida Power It Light Co 79/03/11 2pp, 


8 Reportable occurrances, LERs 6 related cor r espoodenca 


7906140384 RO 231-79-07 on 790519 pipe support in charging pump room 
Inapsrable Full rept k corrective action to b» submitted In 
respOTise to IE Bulletin 79-02, "Pipe Support Base Plate 
Designs using Concrete Eipansian Anchor Bolts *' 

YAEOERrM. Si. Florida Power l< Light Cp. 79/05/21, Ip, 


7906180510 For words LER 79-007-0 lT-0. 

aCHftlDT, A 0 Florida Power li Light Co 79/06/04 Ip 


If Congresslone 1 /Executive Correspondence 


7703300226 Informs of attempt tn raschedule review of topical rapt re 
NRC approved use of Fox tndustrlas no-slip couplers for 
reinforcing steel bars Assures that review is not 
preraquislie for NRC product use. 

DENTON, M R Office of Nuclear Reactor Regulation 79/03/08 2pp 


— 7903300233 Requests response to complaint re NRC regulations It TVA 
contract award for reinforcing steel bars splicing matl at 
Yellow Creek plant 

FOX#C J Foxboro Co 79/02/05 Ip 


— 7903300243 Forward* Itr written to TVA re violation of NRC regulations 
In granting award of contract for renar splicing matl to 
TVA 

FOXrC J Foxboro Co 79/08/02 3pp 


7906070049 Discusses constituent's support of MP Oncavage request for 
NRC to hold public hearings on planned eteam generator 
repairs 

PEPPER. C House of Rep 79/03/01 Ip 


7906260396 Provides addl info r« D Browning info request re FL nuclear 
power situation Discusses wastes produced by FL plants, 
affluents relaased k consequences of possible accident 
OOsatCK.L V Office of the Executive Director for Operations 
79/05/17. 3pp 


—7906260590 Forwards 0 Browning 790404 qusstlons re FL nuclear power 
situation Requests necessary Info for reply 
MICA. D. A House of Rip 79/04/03 2pp 


—7906260393 Ack receipt of 790405 Itr re D Browning Info request re FL 
nuclear power situation Forwards instruction* to operators 
re steps to prevent occurrence like TMI 6 JM Hendrle 790410 
testimony to Bubcainmitt ee on Nuclear Regulation N/o end 
KAHMERER,C Of flea of Congressional Affair* 79/04/10 Ip 


DOCKET 30-292 UNIV OF NEW MEXICO RESEARCH REACTOR 


J Insurance k Indemnity Information 


7906SS0243 Forwards Amend 10 to Indemnity Agreement E-47 
PEROVICK. J New Mexico, Unlv of 79/06/18 2pp 


Q Inspection reports, IE B-uUetlns k correspondence 


7906250009 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies. ** 

8EYFR1T,K V Region 4# Dallas, Office of the Director 79/03/11 

Ip 


DOCKET 50-234 OUAD-CITIES STATION, UNIT l 


0, Adjudicatory corraspondance 


7906010131 Fprwardt 790316 ordar ra shipment of spent f ue I, admi It ing 
contentions similar to those at Issue In present proceeding 
as natters In controversey. 

ROISKAN, A. Z. Natural Resources Defense Council. 79/03/20 Ip, 


7906070346 Memo re standing k contentions of intervenors State of IL, 
NRDC Cltlcens for Batter Environ following 790201 special 
prehearing conference on spent fuel storage. 

MILHOLLIN, 0 L. Atomic Safety end Licensing Board Panel 79/04/19 

12pp. 


7906210357 Forwards representative matl prepared by Gltlxen* for Better 
Environ & NRDC to disclose Intirest in Issue of nuclear 
power 

ROISMANrA, Z. Natural Resources Defense Council. 79/05/03. 60pp 


7906210337 Motion for reconsldeTatlon of 790419 memo k order following 
special prehearing conference. Ob jects to admliilon of 
Contention 6 re specific threats to irradiated fuel 
in transit Certificate of Sve end, 

OODDARDrR. J Branch 2 79/05/04. 3pp 


-7906180911 LER 79-007/01T-0 op 790519' inoptreb le pipe support 4-VCH-X09 
reported by insp team. Cause unknown. Pipe support to- be 
restored per approved procedures. 

eCHOPPMANf M. A. Florida Power V Light Co 79/06/04 Ip 


— 7906210359 Mould not oppose admission of Contention 6 If revised to 
conform w/Contentlon 6 as admitted in Duke Power proceeding 
re security uf spent fuel in transit. 

ODDE»ARD.ft. J. Branch 2 79/04/06, 2pp, 
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7906210232 Appl>.car>b motion for reconsi derdti on of 790419 memo & order 
of clarification of 700419 order re physical socuritii of 
srJM Supporting documentation U Certificate of Svc end 
STEPTOEtP Isham. Lincoln ^ Beale 79/09/07 14pp 


7906020032 Grants NRC 790504 motion suggesting alternative language 
for Contention 6 Denies licensee nrotian to reconsider 
admlssibiiitg of Contentions 6 & tl 

MILHOLLIMj G. L Atomic Safety and Licensing Board Panel 79/09/16 
4pp 


7906220463 Concludes NRDC 5» CiVliens for Better Environ have standing 
based on criteria of ALAB-339 Doth have established interest 
in nuclear pouer issues S* are authorised to represent 
members in proceedings 

MlLHOLLINr G L Atomic Safety and Licensing Board Panel 79/03/29 
4pp 


J Insurance Indemnity information 


7906040107 Foruiards executed Amends 21(11«9 1 to Indemnity Agreeinents 

B-IO/ B-47f a“39 *< Q-04r respective iy 

POQLEf R D Commonweal th Edison Co 79/09/29 Bp p 


7906120260 Forwards Endorsements tOQ lOl to MAEUU Pokxcg hF-22 ^ 
Endorsements 49 i. 30 to MAELU Policy MF-94 
OSTERtJ Commanwea 1 th Edison Co 79/06/07 5pp 


P Operating license stage documents correspondence 


7906200239 Requests two controlled coptos of site emergency plans S' 
implementing procedures i s 1 te maps showing location ^ grid 
station number of onsite & offsite environ monitoring 
stations fr site maps used for dose determinations 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/05/17 

Ip 


7906200339 Responds to lE Bulletin 79-01 Forwards info re environ 
qualification of Class IE equipment required to function 
under accident conditions ^ info- re use & maint of ASCO 
solenoid valves 

REEDj C Commonwealth Edison Co 79/06/14 39pp 


7906210190 Requests inclusion in dockets of MEDE-21944-P/ "One-Qoarter 
Scale Pressure Suppresston Pool Suell Teat Program Plant 
Unique Tests *' 

UANECEKiR F Commonuiea 1 th Edison Co 79/06/13 Ip 


0 Inspection reports^ IE Bulletins & correspondence 


790629049'3 Responds to IE Bulletin 79-’08 Forwards info re revieiu of TMI 
incident Existing line isolation not important to ECGE 
injection 

REEDrC Commontireal th Edison Co 79/04/27 22pp 


7906i200B3 Forwards IE Info Notice 79—11. *’Lower Reactor Vessel Head 
Insulation Support Problem "* Mo action required 

KEPPLER,JO Region 3, Chicago. Office of the Director 79/05/07 

Ip 


7906100039 Forwards IE Insp Repts SO-254/79-tt 30-269/79-09 on 

790416-20 Notice of violation withheld (ref 10CFR2 790) 

HlNOrJ A Region 3. Chicago. Safeguards Branch 79/09/10 2pp 


—7906100045 IE Insp ftepts 90-254/79-11 b 50-265/79-09 on 790416-20 
Details withheld (ref lOCFRa 7901 

BELANGER, J L . CHR ISTOFFER, G Region 3. Chlcagu, Office of the 
Director HIND. J A Region 3, Chicago, Safeguards Branch 

79/05/00 Ip 


7906110101 Forwards IE Bulletin 79-10. "Requa 1 1 f I ca t ion Training 
Program Statistics '* Mritten response required 

KEPPLER, J Q Region 3. Chicago, Office of the Director 79/05/11 
IP 


7906190070 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies 

KEPPLER, JG Region 3. Chicago, Office of the Director 79/05/11 
Ip 


7906080196 Forwards IE Circular 79-00, "Attempted Eitortion - Law 
Enriched U 

KEPPLER, JO Region 3, Chicago. Office of the Director 79/05/LB 

Ip 


7906130052 Forwards IE Bulletin 79-11, "Faulty Overcurrenfc Trip Device 
In Circuit Breakers for Engineered Safety Sys ” Licensee 
action required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/05/22 
IP 


7906200000 Forwards IE Info Notice 79-13. '"Indtcat i on of Low Mater 
Level in Oyster Creek Reactor " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/05/29 

Ip 


R Periodic operating reports & related correspondence 


7906190246 Monthly operating rept for May 1979 

HANNUfl, D Commonwealth Edison Co 79/06/05 25pp 


7906290017 Forwards IE tnsp Rapts S0-2S4/79-0S U 50-269/79-05 on 
770207-00,13-164 21-22,20 0301-02 It notice of violation 

KEI8HMAN,R F Region 3, Ghicagoi Reactor Operations Nuclear 

Support Drench 77/03/13 3pp 


—7906250020 -Notice of violation from insp on 790207-08. 19-16. 21-22, 20 U 
0301-02 

« Region 3, Chicago, Reactor Operations Nuclear Support Dranch 
79/03/07 ip 


—7906250026 IE lump Ropts 50-254/79-05 t> 50-265/79-05 on 790207-08, 
15-16,21-23,28 & 030i-02 None amp Uan c e noted Inadequate 
positive control over high radiation area 

CHRlSaOTINOa, M Region 3, Chicago, Reactor Operations Nuclear 

Support Branch RIDEN, M D , BPESSARD, R L Region 3, Chicago, 

Office of the Director 79/03/07 6pp 


7906020048 Forwards IE Insp Repts 50-254/70-10 Si 50-269/79-08 on 
781101-03,07-00 L 790202 No noncontp 1 iance noted 

HIND, J A Region 3, Chicago, Office of the Director 79/04/03 

2pp 


—7906020084 IE Insp Repts 50-294/78-10 90-265/79-00 on 781101-03,07-08 

St 790202 No nencompl lance noted Major areas inspected 
firearms qualifications for security personnel 

FOSTER, J,E , MADEDA, T J , DONAHUE. J F Region 3, Chicago, Office 

of the Director 79/03/29 LQpp 


7906020011 Ack receipt of 790409 Itr informing NRC of steps taken to 
correct vlolatlone noted in IE Ensp Rept 90—254/79-00 
HEISHMAN, R F Region 3, Chicago, Office of the Director 
79/04/27 Ip. 


..^790^020014 Reipands to NRC 790323 Itr re violation* noted in IE Insp 
Rept 80-294/79-00 Corrective actions special teat written 
to secure drywell cooler damper* in open position 
REED, G, Commonwealth Edison Co. 79/04/09 3p p 


8 Reportable occurrences. LERs b related correspondence 


7906060240 Forwards LER 79-009/03L-0 

KAL IVIANAKIS, N Commonwealth Edison Co 79/05/11 tp 


— 7906060245 LER 79-009/03L-0 on 790429 while measuring MSIV limit switc 
trip position*, 10 of 12 switches were set greater than 10>: 
of MSIV closure Caused by lack af precise field calibr of 
exact limit switch trip point Special procedure developed 
VAHRENWALD. J Commonwealth Edison Co 79/OS/ll 2pp 


7906270202 Forwards LER 79-01 9/03L-0 

KALIVIANAKIS. N Commonwealth Edison Co 79/06/19 Ip 


— 7906270208 LEft 79~0l9/03L-0 on 790524 vacuum breaker 1-1601-320 fa 
to give closed indication Caused by binding on valve stem 
not allowing disk to shot Defective bushing end packing on 
valve stem replaced 

LEECH* K Commonwealth Edison Co 79/06/15 3pp 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


0 Adjudicatory correspondence 


7906200098 Requests opportunity to testify at 790509 replacement 
hearing in St Joseph, Ml 

MQDD, K Affiliation Unknown 79/05/01 Ip 


7906210247 Applicant answer opposing Great Lakes Energy Alliance 79( 
response Respense does not cure defects found in earlier 
submission Alliance petition to intervene should be denied 
Certificate af Svc enc 1 

MILLER* M I laham, Lincoln % Beale. 79/05/04 Itpp 
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7906290810 Advisas of recent abaor^al events Two piping lupport cijs 
found ijfo adequate aa^ottj (nargin Plant will pamaln ahut datun 
until ino-di completed 

OiaBS^K E Isfiam, Lincoln b Beale 79/05/04 Ip 


7906230409 Stated keg i#auo5»fa** con t tderat i on at 790309 prehearinj 
conference NRC should provide funds to intervenor lo latter 
oiag oKeTcise legal right* aselet ASLB in finding of facts 
Certificate of Svc end 

SINCLAlR^iM Groat Lakes Energy Alliance 79/05/07 5pp 


J Insurance tt indemnity i nfarination 


7906070133 Forwards Endor s ejnente 55 & 36 to MAELU Policy MF~3C> 
FQSTERj a C Consuifler* Power Co 79/03/30 3pp 


7906030173 Forwards eiocuted' Amend 9 to Intfemnity Agreement E-42 
LEAyiTT, J 13 Hensselaor Polytechnic Inst 79/06/01 2pp 


7906190174 B-ubrnits response to 790607 rapid response questions re 
effluent monitarlng sy* 

HQFFMANi D P Consumers Power Co 79/06/14 4pp 


7906250290 Forwards drawings of reactor vessel supports# in response to 
790614 tolcon request & 790613 internal memo addressing 
remaining questions If/q drawings 
FIELDS# H Consujners Power Co 79/06/14 3pp 


790622l)190 Forwards addl info r» cracking in feedwater linesdr 
response to 790525 request Stress U fatigue analysis 6 
walding details will be provided prior to 790730 
HOFFHAKj D P Consumers Power Co 79/06/19 7pp 


7906260101 Answer* NRC 790620 question re disposal of spent resins 
Spent powdered ian~eichange resins from plant feedwater 
purity -sys will be handled as radioactive waste ^ shipped to 
licensed waste disposal site i 
HOFFKAhIrD P Consumers Power Co 79/06/22 Ip 


P. Operating license stage documents correspondence 


7906050227 Forwards draft evaluation of systematic evaluation program 
Topic yV-'l9i- “LOCA Rasultifig from Spectrum of Postulated 
Breaks Within Reactor Coolant Pressure Boundary ■' Requests 
response within 30 days 

ZIEflANN. D L Operating Reactor* Branch 2 (Pre 790623J 79/04/30 

3pp 


7906020153 No-t I f ica t ton of 7903-07 meeUng w/utH to discuss seismic 
design analysis concern 6 plans far performing reanalyses 
dlLVER# R D Operating Reactors Branch 2 iPre 7906331 79/05/04 

tP 


7906250028 Forwards Amend 49 to License DPR-'SO notice of issuance & 
avai labi Uty 

ZIEMANM, 0 L Operating Reactors Branch I <Pre 7906231 79/OS/lS 

3pp 


— 7906250031 Amend 48 to License DPR^SO aotho-riiing entry to- high 
radiation area w/use of monitoring device 
zrEHANflf D L Operating Reactors Branch 3 <Pre 790623) 

79/05/15 7pp 


79O626O10B Corrects 790614 response to questions re effluent monitorini^ 
BIXELrD A Consumers Power Co 79/06/22 Ip 


8 Inspection reportSf IE Bulletins 6 correspondence 


7906020047 Responds to IE Bulletin 79-07 re seismic analyses Dyramic 
anakyses of piping were performed by reactor vendor 6 A/E 
Requested irfo will bo submitted in one month 
BIXEL* D A Consumers Rawer Co 79/04/24 Ip 


7906230176 Forwards IE Insp Rept SO-235/79-05 on 790321-23 i 27-29 tia 
noncompliance noted 

HElSHMAKrR F Region 3# Chicago# Reactor Operations Nuclsar 

Support Branch 79/04/25 Spp 


— 79-06aS0ie3 IH Insp Rept 30-255/79-05 on 790321-23 U 27-39 No 
noncQtnp I lance noted Maj-or areas inspected operatiansi 
reportable e ventSi 1 icensee action on previously indentifled 
Items & spent fuel rack mods 

viaRGENSEfl, B L > ifARMiCKi R F Region 3> Chicago# Office of the 
Director 79/04/24 7pp 


—7906250035 Notice of issuance V ava i 1 ebi I i ty of Amend 48 to License 
DFR-20 

ZIEWANN'O L Operating Reactors Branch 3 (Pra 7906251 

79/05/15 2pp, 


7906210134 Rsqussts two controlled copies af site emergency plans & 
implementing prpeedures^ s i to maps showing location fn grid 
station numbera of onsite L offsite environ monitoring 
statidns & maps used for offsite dose de termination 
KEPFLER^J. 0 Region 3* Chicago* Office of the Director 79/05/17 
IP 


7906060236 Diecusses interpretation of Tech Spec Section 3 lie re 
failure of data logger ensuing requlre-d power reduction 
Tech Epee Implies 2-h period for repair of failed data 
logger 

KOFFMANi & P Consumer* Power Co.^ 79/06/01 Ip 


7906110165 Discusses mode of oparatio-n of aufiliary feedwater sy* to be 
incorporated into plant operating procedure* by 790615 
HOfFrtAN»D, P Consumer* Rower Co 79/06/05 Ip 


7906110140 Submits proposed Cycle 4 startup phyilc* program 
HOFFffANiD. P Con turners Power Co. 79/06/06 2pp 


7906120172 Forwards request for change to facility Teth Spec*. Change 
will provide for improved physic* testing 6 delete portion 
no longer applicalike 

HOFFMANr 0, P Consumers Power Co, 79/06/07 7pp, 


7906130002 Responds to NRC 790416 Itr Tech Specs change requested 
re qvBTpreSiwre protections awaiting NRC approval Approved 
lacurlty plan now meeting 10CFR73. 35^, 

HOFFKANr D. P. Consumsps Power Cp 79/06/08 Ip 


7906130137 Forward* mat J , requei ted In NRC 790529 Itr re systematic 
evaluation program seiimtc revleu N/o end 
HOFFMAN^* 0 P. Consumers power Co 79/06/00 Ip. 


7906020160 Responds to IE Bulletin 79-04 No Velan swing chock valves 
greater than or equal to 3-lnch diameter in use 
MOFFffAN# D P Consumers Power Co 79/03/01 Ip 


7906120098 Forwards IE Info Notice 79-11# "Lower Reactor Vessel Head 
Insulation Buppart Problem " No action required 

KEPPUER.J O Region 3* Chicago* Office of the Director 79/03/07 

Ip 


7906110096 Forwards IE 0«/Lletin 79-10# "Requal if ication Training 
Program Statistics " Hritten response required 

KEPPLER^J O. Region 3# Chicago. Office Of the Director 79/03/1 J 
kp 


7906190080 Forwards IE Info Notice 79-12# "Attempted Damage to N«u Full 
Assemblies ” 

KEPPLEfiiJ O Region 3# Chicago# Office of the Director 79/05/11 

Ip 


7906290778 Responds to IE Bulletin 79-09 No OE Type AK-2 circuit 
breakers are used or planned for use in sef ety-related sys 
at plant 

HOFFHAN.O P Conaumers Power Co 79/05/17 2pp 


7906060200 Forwards IE Circular 79-O0i "Attempted Extortion - Low 
Enriched U " 

KEPPLERf J 0 Region 3* Chicago# Office of the Director 79/03/10 

Ip 


79C6I30094 Forwards IE Bulletin 79-11# "Faulty Overcurrent Trip DeVics 
Iri Circuit Breakers for Engineered Safety Syi " Licensee 
action required 

KEPPLER# J 0, Region 3. Chicago, Office of the Director 79/09/22 
IP 


7906200103 Forward* IE Info N-otice 79-13# "Indication of Low Mater 
Level In Oyster Creelt Reactor *■ 

KEPPLER.J# O Region 3# Cliicago# Office of the Director 79/05/29 

ip 


7906140375 Forwards Ravlsiqn 2 to •^Paljsades Plant Steam Generator 
Repair Rept#** tontainlug response* to 795417 19 requests 

for addl Irtfo. Requests authorirstkon to use listed code 
cassi during repair*. 

HOFF N ANN f D, P . Consumer* Power Co# 79/06/11 2 7pp. 


R Perieiflc operating report* related correspondence 

7906130020 Forward* monthly operating rept for May 1979 
AOAMSiWE Consumers Power Co 79/06/05 Ip, 
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‘7906130031 Monthly a{)eratlng rapt for May 1979 
BODTKErP J Can«umar 9 Poujer Co 79/06/03 /Ipp 


S Reportable occurrencesi LERs related correipondence 


7906010239 Foruardi LER» 79-0a2/03L-0 ^ 79'‘02 1 /03L-0 
HOFFMAMrD P Cons«meri Power Co 79/05/23 Ip 


—7906010248 LER 79-0Sa/O3L-0 on 790426 during routine surveillance of 
saf ety'-related snubber j S-9 (main iteam line) had no 
visible oil level Oil leatiagc from snubber caused by failed 
0 -r i ng* attr i butcd to old age Ring replaced 
a Consumers Power Co 79/05/23 Ip 


— 7906010252 LER 79“02l /03L-0 on 790427 during routine surveillance of 
sa f e by~ r e lated snubber sr S**44 (LPIS pump discharge) had no 
visible oil level Oil leakage from snubber caused by failed 
□-r i ng« attr ibuted to aid age Ring replaced, 

4 Consumers Power Go 79/03/25 ip 


7906060308 ForuJards 790511 Natl Pollution Discharge Elimination 8 ys 
noncompliance notification re excessive neuferallier tank 
d Ischarge 

HQFFMANj D P Consumers Power Co 79/03/31 Ip 


-><7906080310 Natl Pollution Discharge Elimination 8 ys 790507 
none amp 1 lance notification rs excessive neutralizer tank 
discharge Caused by operating errors Discharge procedures 
discussed w/oporafeors 

FOUESi F L Consumers Powar Co 79/03/i 1 Ip 


7906220267 Forwards LER 79-023/03L-0 

HOFFMAN<» P Consumers Power Co 79/06/18 Ip 


—7906220269 LER 79-023/031.-0 on 790318 leak In regenerative heat 
oxchanger {H-36) aheil side vent line resulted in 
degradation of chemical S' vol control sys Caused by high 
porosittl in weld Neld ground out 8 < repaired 
» Consumers Power Co 79/06/18 Ip 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER 6 TAT I ON » UNIT 1 


J Insurance ti indemnity information 


7906010278 Forwards executed Amends 12 St 3 to Indemnity Agreements B-52 
6 . B-82r respect! ve ly 

PARRISfH 0 Tennessee Valley Authority, 79/05/29 2pp 


7906080229 Forwards Endorsements 40 JU 41 to MAELD Policy MF -66 
FlELOERrJ Marsh t( HcLenan* H St M Nuclear Consultantsi Inc Dzv 
79/06/04. 3pp 


P Operating license stage documents correspondence 


7906190134 Forwards Amends 50i 44i 22 to License DPR>*33i DPR-59 St 
DPR-63r re spectl ve ly « saf « ty evaluation St notice of issuance St 
availability re mods to standby gae treatment sys 
IPPOLITO^T. A Operating Reactors Branch 3 (Pra 790623) 

79/05/04. 3pp 


— 7906190139 Amends 50,44 St 22 to Licenses DPR-33, DPR-S2 & DPR- 6 e. 
respec t ivelyt modify ing electrical controls S' instrumentation 
for standby gas treatment sys 

IPPOLITOi r A Operating Reactors Branch 3 (Pro 7906251 

79/05/04 20pp. 


— 7906190145 Safety evaluation supporting Amends 30f44 S< 22 to Licenses 
DPR-33 St DPR-32 St DPR- 6 B 1 res p e c t i ve ly 

a Operating Reactors Branch 3 (Pre 790623) 79/OS/04 3pp 


—7906190160 Notice of iesuance of Amends 50.44 St 22 to Licenses DPR-33r 
0PR-S2 St DPR- 68 , raspectlvely 

IPPDLirOrT A Operating Reactors Branch 3 iPre 790625), 

79/05/04 2pp 


7906130735 Delays review of proposed hydrostatic pressure testing 
program b relief from testing req.oI rementi of AfiME code 
Section XI until Class lit license fee has been remitted 
DtOOS, R M, Office of Administration 79/05/10 Ip 


7906250080 Forwards Amands 51,45 St 23 to Licanses DPR-33, 0PR-5S i, 
DPR-601 respective 1 yp safe tg evaluation 4 , notice of issuance 
& availability 

IP POL I TO, T A Operating Reactors Branch 3 <Pre 790625) 

79/05/11 2pp 


— 7906250094 Amends 31,45 4- 23 to Licennes DPB-33i DPR-52 6 DPR- 68 . 
respect Ively, author i I ing change of power supply for certain 
low pressure coolant injection valves 

IPPOLITOi T A Operating Reactors Branch 3 (Pre 790625) 

79/05/1 i 6pp 


--7906250099 Safety evaluation supporting Amends 51,43 4ft 23 to Licenses 
DPR-33i DPR-32 4, DPR-6a, r espec tlvel y 

a Operating Reactors Branch 3 (Pre 790625) 79/05/11 lOpp 


— 7906250103 Notice of issuance 6 availability of Amends 5li45 4 , 23 to 
Licenses DPR-33, DPR-32 DPR'- 68 » ruspee ti ve ly 
IPPOLITO. T A Operating Reactors Branch 3 {Pre 790625) 

79/05/ n 2pp 


7906190301 Forwards general info re purge operations 4, analysis of 
purge valve operability 

OILLELAND, J E Tennessee Valley Authority 79/06/12 2tpp 


7906210195 Forwards "Secondary Containment Leak Rate Te»t*90-D4y Rapt 
OILLELAND, J E Tennessee Valley Authority 79/06/19 Ip 


— 7906210199 "Secondary Containment Leak Rate Tost, 90-Day Rept 
* Tennessee Valley Authority 79/05/11 26pp 


Q Inspection reports, IE Dullotins 4. corrasp ondetico 


7706180710 Forwards IE tnsp Repts 50-239/79-09. 30-260/79-OB t, 
30-296/79-08 on 790205-0302 No noncomp I tance noted 

LEWIS, R C Region 2. Atlanta. Reactor Construction 6 Engineering 

Support Branch 79/03/27 2pp 


—7906100714 IE Insp Repts 50-259/79-09. S0-26O/79-OS h 30-296/79-00 on 
790205-0302 No nancompl 1 ance noted Major areas inspected 
ROs, plant dewatering fire protection sys 4- plant physical 
protection 

SULLIVAN, R F , DANCE. H C Region 2. Atlanta. Reactor 

Construction Engineering Support Branch 79/03/26 5pp 


7906070378 Responds to IE Oullotln 79-07 Forwards results of seismic 
stress analysis of sa f cty-related piping 

OILLELAND, JE Tennessee Valley Authority 79/04/24 3pp 


7906290503 Responds to IE Dulletln 79-08 FortJards results of 
investigation re operational errors 8 , sys -(nisal 1 gnmente 
identified during TMt Incident 

OILLELAND, J e Tennessee Valley Authority 79/04/24 I4pp. 


7906130131 Forwards IE Circular 79-07, '’Unexpected Speed Increa 
Reactor Motor Generator Bet Resulted in Reactor Power 
Increase *' No written response required 

□ *RElLLV,,i P Realan 2, Atlanta, Office of the Olrr**--- 
79 / 03 /^ 


7906210399 Act receipt of 79^0410 I tr informing NRC of steps taxen CO 
correct violations noted in IE Insp Repts 50-260/79“06 j 
30-269/79-06 «• 50-296/79-0-6 

LEWI 81 R C Region 2, Atlanta, Reactor aperations Nuclear Support 

Branch 79/03/09 Ip 


7906110066 Forwards IE Bulletin 79-10, "Requal 1 f 1 cat ion Training 
Program 3tatlsfcics '* Written response required 
O^RElLLY, JP Region 2, Atlanta, Office of the Director 
79/05/11 Ip 


7906140430 Forwards addl response to IE Bulletin 79-04 re incorrect 
valve weights* Reactor core isolation cooling piping 
reanalyied using correct weight of Velan swing check valves 
GILLELAND, JE Tennessee Valley Authority, 79/03/lt Bpp 


7906290715 Responds to IE Bulletin 79-09 re OE Typo AK-2 breakers 
Breakers used in eaf «ty-r eta ted sys at plantinone found 
equipped ui/undervol tape trip device 

OILLELANDr J. E Tennessee Valley Authority 79/D3/21 3pp 


7906000090 Ack receipt of 790416 request re proposed pump U valve R Periodic operating reports ?c related correspondence 

testing program h relief from testing requirements of ASME 

code, Action fells in fee Glass III) single eafety Issue 

Involved 79Q61S0279 Forwards monthly operating rapt for May 1979 

DIOOBrR,M Office of Administration 79/05/tl Ip DEWEASE.JO Tenneiito Valley Authority 79/06/11. Ip 
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— 7906150ZB3 Mohthlv ofantinQ r»pt for Ha^ 1979 

DEWEASE. J 0 T«nn»iia« VaU*v Aothoritg 79/05/31 34pp 


7906280369 Forwards ravCsion to “Environ Ead loactlvity Lovoli. Annua J 
Rtpt 1978“ to supenodt ropt Issuad 790427 Ravislon corracts 
some radioactiva Icv^e-ls Canclusions in arislital rapt are 
itlll vaild 

OILLELAND, JE Tennessee Valleg Authority 79/06/18 Ip 


— 7906250374 "Environ Rad ioacti vttg Levels. Annua) Rapt 1970." revised 
vers Ion 

* Tennessee Valletf Authority RH-79-3-BF2 78/12/31 40pp 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


J Insurance & indemnity information 


79060102:70 Forwards executed Amends 12 & 3 to Indemnity Agreements B-92 
& respec tlvely 

PARRIS. H 0 Tennessee Valley Authority 79/05/29 2pp 


7906030229 Forwards Endorsements 40 & 41 to HAELU Policy HF-66 
FIELDER. J Marsh HcLenon. M <i H Nuclear Consultants. Inc Div 
79/06/04 3pp 


P Operating license stage documents ti correspondence 


7906040DS3 Requests addl info to complete review of changes to Tech 
Specs re startup test program 

IPPOLlTOrT A Operating Reactors Branch 3 iPre 790623) 

79/04/23 3pp ^ 


7906190134 Forwards Amends 50.44.22 to License DPR-33. OPn-32 6 
OPR-^S’. respec Lively, safety evaluation 6 notice of Issuance 6 
availability re mods to standby gas treatment sys 
rPPOLITQ, r A Operating Reactors Branch 3 iPre 790625) 

79/0S/04 3pp 


--7906190139 Amends SO. 44 6 22 to Licenses DPR -33. OPR -52 t* DPR-6ar 
respec Lively . modi fylng electrical controls 6 instrumentation 
for standby gas treatment sys 

IPPQLITO. T A Operating Reactors Branch 3 (Pre 790625) 

79/05/04 20pp 


--7906190143 Safety evaluation supporting Amends 50.44 & 22 to Licenses 
DPR-SO i> DPR-32 6 DPR-6S, respectively 

e Operating Reactors Branch 3 (Pre 790625) 79/05/04 Spp 


--7906190160 Notice of issuance of Amends 50.44 6 22 to Licenses DPR-33. 
DPR-SZ Si DPR-6a. respectively 

IPPQLITOrT A Operating Reactors Branch 3 (Pre 790625) 

79/05/04 2pp 


7906080090 Act receipt of 790416 request re proposed pump & valve 
testing prograet V relief from testing requirements of ASNE 
code. Action falls In fee Class lllfslngU safety issue 
involved 

OZ009.R M Office of Administration 79/03/11 Ip 


7906250000 Forwards Amends 51.45 23 to Licenses DPR-33r OPR-52 it 

0PR-68r respec Lively, safety evaluation 6 notice of issuance 
V aval lability 

rppOLITO. T A Operating Reactors Branch 3 (Pre 790625) 

79/03 /U. 2pp 


— 7906250094 Amends 31.45 U 23 to Licenses DPR-33i DPR-32 & DFR-6Br 
respectively, authorii Ing change of power supply for certain 
low pressure coolant Injection valves, 

IPPOLITO.T A Operating Reactors Branch 3 (Pre 790623) 

79/05/11 6pp 


— 7906250099 Safety evaluation supporting Amends 31.45 it 23 to Licenses 
DPfi-33* DPR-Sa 6 DPR-6a. respectively 

« Operating Reactors Branch 3 (Pre 790623) 79/05/11 lOpp, 


r3 Notice of issuance $> availability of Amende 31.45 & 23 to 

s DPR-33. OPR-52 6 DPR-601 respectively 

OrT, A Gptratlng Reactors Branch 3 (Pre 790623) 

1 Sop 


ds general info re purge operations it analysis of 
rabiilty, 

Tennessee Valley Authority 79/06/12, 21pp 


ds "Secondary Containment Leek Rate Test. 90-Day Rept " 
Tennessee Valley Authority. 79/06/19, Ip 


— 7906210199 "fiacondary Containment Leak Rate Test. 90-Day Rept “ 
e Tennessee Valley Authority 79/03/11 26pp 


Q Inspection reports. IE Bulletins it correspondence 


7906100710 Forwards IE Insp Repts 30-259/79-00.50-260/79-08 6 
50-296/79-0B on 790203-0302 No noncompl lance noted 

LEWIS, R C Region 2. Atlanta, Reactor Construction U Engineering 

Support Branch 79/03/27 2"" 


—7906180714 IE Insp Repts 30-259/79-08,30-260/79-08 & 50-296/79-00 on 
790203-0302 No noncompliance noted Major areas inspocted 
RQSiplant dewatering it fire protection eys 6 plant physical 
protection 

SULLIVAN. R F . DANCE, H C Region 2. Atlanta. Reactor 

Construction ^ Engineering Support Branch 79/03/26 Spp 


7906070378 Responds to IE Bulletin 79-07 Forwards results of seismic 
stress analysis of safety-related piping 

OILLELAND.J E Tennessee Valley Authority 79/04/24 3pp 


7906290503 Responds to IE Bulletin 79-08 Forwards results of 
investigation rc operational errors & sys misalignments 
Identified during TKI incident 

OILLELAND.J E Tennessee Valley Authority 79/04/24 14pp 


7906130151 Forwards IE Circular 79-07. "Unexpected Bpeed Increase of 
Reactor Motor Oenerator Set Resulted in Reactor Power 
tncreese " No written response required 

Q'REILLY.J P Region 2. Atlanta, Office of the Director 
79/03/02 Ip 


7906210399 Ack receipt of 790410 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-260/79-06, 

50-269/79-06 it 30-296/79-06 

LEMIS.R C Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 79/05/09 Ip 


7906110066 Forwards IE Bulletin 79-10. "Requalif Ication Training 
Program Btatistlcs " Written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/05/11 Ip 


7906140450 Forwards addl response to IE Bulletin 79-04 re incorrect 
valve weights Reactor core Isolation cooling piping 
reanalyzed using correct weight of Velan awing check valves, 
OILLELAND.J E Tennessee Valley Authority 79/03/11 8pp 


7906290713 Responds to IE Bulletin 79-09 re OE Type AK-2 breakeri 
Breakers used in saf ety-related sys at plantrnons found 
equipped w/undervoltege trip device 

OILLELAND.J £ Tennessee Valley Authority 79/03/21 3pp 


R, Periodic operating reports (t related correspondence 


7906130279 Forwards monthly operating rept for May 1979 
DEWEASE. J 0 Tennessee Valley Authority 79/06/1 i Ip 


— 7906130203 Monthly operating rapt for May 1979 

0EWEA8E.J 0 Tennessee Valley Authority 79/03/31, 34pp 


7906220369 Forwards revision to "Environ Radioactivity Levels, Annua 1 
Rept 1970" to supersede rept Issued 790427 Revision corrects 
some radioactive Levels Conclusions in original rept are 
stilt valid 

OILLELAND.J E Tennessee Valley Authority 79/06/tS Ip 


—7906220374 "Environ Radioactivity Levels. Annual Rept 1978." revised 
version 

e Tennessee Valley Authority RH-79-3-BF2 78/12/31 40pp, 


8 Reportable occurrences. LERs t< related correspondence 


7906010209 Forwards LER 79-006 /03L-0. 

FOX.H 8, Tennessee Valley Authority 79/05/24 Ip, 


— 7906010210 LER 79-006/03L-0 on 790427 prior to refueling shutdown, 
drywetl prepurge tritium sample not taken Caused by lack of 
understanding between operational it lab personnel Operating 
instruction! amended to prevent recurrence 
» Tennessee Valley Authority 79/05/24. ip 


7906140322 RQ 30-260/79-011 on 790526 rod Inadvertently pulled three 
notches during attempt to reach criticality Cauee not 
eitabllshed Operator interviewed. 

DEWEASE. H 0 Tennessee Valley Authority 79/03/30 ip. 


DOCKETED ITEMS 
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12032*7 Forwards LGR 79-01 1 /OtT-0 
FOXpH 8 Tennessee Vallec; Authority 79/06/06 Ip 


“''"7906120330 LER 79-01 1/OlT-O on 790326 while pulling control rodsi first 
rod 26~27 tn group 3 was inadver tent ly withdrawn three 
notches Caused by unexplained factors Procedures were 
revised 

» Tennessee i^atley Authority 79/06/06 Spp 


— 7906200300 Safety evaluation of isolation valve seal water sys Sys 
acceptable 

* Operating Reactors Branch 1 iPre 790623) 79/04/23 2pp 


7906040126 Forwards Amend 37 to License DPr- 23 fc notice of Issuance & 
availability 

SCHWENCER.A Operating Reactors Branch 1 <Pre 790625> 79/04/30 

3pp 


7906190384 Forwards LER 79-009/03L~0 

FOX^ H S Tennessee Valley Authority 79/06/06 Ip 


-'-7906120309 LER 79-009/03L-0 on 790310 scram accumulator level switch 
L3-2-85-a4 for control rod drivelines 50-39 50-19 failed 

to give annunciation for high accumulator level Caused by 
sultch failure 

» Tennessee Valley Authority 79/06/06 2pp 


—7906040130 Amend 37 to License DPR-23r c hang mg Tech Specs to 
incorporate NRC-requested changes re qualifications of 
environ S’ radiation control supervisor 

SCHWENCER. A Operating Reactors Branch I iPre 790625) 

79/04/30 4pp 


— 7906040133 Notice of issuance »» availability of Amend 37 to License 
DPR-23 

SCHWENCER. A Operating Reactors Branch I iPre 790625) 

79/04/30 app 


7906130286 Forwards LER 79-010/03L-0 

FOXiH 8 Tennessee Valley Authority 79/06/07 Ip 


— 790-6130200 LER 79-010/03L-0 on 790310 residual heat removal sys snubber 
came apart upon removal for testing Caused by piston 
unscrewing from rod after locking key vibrated loose Snubber 
replaced & other snubber tested 
e Tennessee Valley Authority 79/06/07 2pp 


7906290142 Forwards LER 79-012/03L-0 

FOX.H S Tennessee Valley Authority 79/06/26 ip 


—7906290182 LER 79-0t2/O3L-0 on 790528 during post-refueling startup 
testing of RCIC turbine, electronic overspeed device could 
not be reset Caused by failure of electronic overspeed 
devic e. Airpai Model FSB 406 Overspeed device replaced 
* Tennessee Valley Authority 79/06/26 2pp 


7906130137 Forwards safety evaluation for Amend 36 to License DPR-23 
SCHWENCER# A Operating Reactors Branch 1 (Pre 790623» 79/05/01 

2pp 


7906260190 Summary of 790510 meeting w/utll re auxiliary foeduiater ays 
Jr mods required of non-86W plants in light of TMI-2 
TRAMMELL. C M Operating Reactors Branch I CPre 79062S ) 

79/05/10 3pp 


7906080291 Forwards license amend for radiological effluent Tech 
Specs 

UTLEVrE E Carolina Power 6 Light Co 79/05/31 Ip 


— 7906080293 License amend for radiological effluent Tech 8peca 
» Carolina Power & Light Co 79/0S/31 62pp 


79062901 S9 Forwards LER 79-01 4/0 1 T-0 

FO-Xi H 8 Tennessee Valley Authority 79/06/26 Ip 


— 7906290187 LER 79-014/OIT-0 on 790326 during cold shutdown for 
r efu« 1 ing. local leak rate was found to exceed Tech Spec 
levels Caused by deterioration of valve seats in main steam, 
ventilation, feedwater fy RCIC sys Valves repaired 
♦ Tennessee Valley Authority 79/06/26 4pp 


DDCKET SO-261 H D ROBINSON PLANT, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


7906120231 Forwards amend to 790517 request to revise fire protection 
T«ch Space Enel revised pages correct typographical 
numbering errors U change specs re reactor containment 
UTLEYfE E Carolina Power t< Light Co 79/06/07 6pp 


O Adjudicatory correspondence 


7906230180 Forwards 751017 Amend 13.751203 Amend 15,761203 Amend 25 Jt 
770107 770211 Itrs to clarify SER SuppI 2 U/o end 

LEWISES H Branch 2 79/05/08 2pp 


7906210274 Applicant motion to dismiss proceeding Disposition of 
power increase safety aspects should be governed by 
10CrR2 760 Urges that date be set for NRC response to amend 
issue Certificate of Sve end 

TROWBRIDGE, 0 F 8haui Pittman, Potts. J, Trowbridge 79/05/06 4j>p 


7906220452 Grants extension until 790530 for NRC to respond to 790522 
applicant motion to dismiss proceedings re QL amend 
app llcation 

WOLF. J, F. Atomic Safety and Licensing Board Panel 79/05/25 Ip 


J. Insurance & indemnity information 


7906000177 Forwards executed Endorsements 58.59 J' 60 to NELIA Policy 
NF-ISO 

GRAHAM. W E Carolina Power J’ Light Go 79/06/01 4pp 


P Operating license stage documents ^ correspondence 


7906200298 Discusses review of 790315 submittal re acceptability of 
proposed Isolation valve seal water sys Proposed sys is 
acceptable & can be used in future Type C tests Safety 
evaLoation end 

SCHWENCER, A. Operating Reactors Branch I (Pre 790625) 79/04/23 

2pp. 


7906200356 Forwards addl info requested on 790521 Info is to ba used 
to prepare basis for continued plant operation in light of 
TMI-2 event 

UTLEY. E E Carolina Power ht Light Co 79/06/15 13pp 


7906260530 Responds to 790525 data request re feedwater lines 
Preliminary examination shows cracks exist in inlet lines 
Planned mods to sys will delay useful response to further 
info requests until completion 

UTLEY, E £ Carolina Power 6 Light Co 79/06/20 Ip 


Q Inspection reports, IE Bulletins U correspondence 


7906040019 Forwards response to TE Bulletin 79-06A, "Operat iona 1 Errors 
Jt Sys Misalignments Identified During TMI Incident " 

Detailed procedure changes will be developed to address 

problem of overriding of automatic actuation 

FURRrB J Carolina Power J- Light Co 79/04/24 20pp 


7906250440 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

O'REtLLY. J P Region 2. Atlanta, Office of the Director 
79/05/10 tp 


7906110059 Forwards IE Bulletin 79-10, "Roqua 1 1 f tcatlon Training 
Program Statistics ” Nntten response required 
O'REILLY, J P Region 2. Atlanta. Office oP the Director 
79/05/11 Ip 


7906250iti Updates info ro admitting addl NRC Inspector to facility 
Forwards vital area access list Requests site orientation ro 
badge Issuance, escort duties emergency evacuation for 
individuals listed 

O'REILLY.J P Region 2, Atlanta. Office of the Director 
79/05/10 2pp 


R Periodic operating reports related correspondence 


7906110166 Forwards monthly oparattng rept for May 1979 
BANKS. H R Carolina Power & Light Co 79/06/0& Ip 


— 7906110167 Monthly operating rept for May 1979 

WATFORD. M L Carolina Power J< Light Co 79/06/04 4pp 


S Reportable occurrences, LERs U related correspondence 


7906070194 Forwards LER 79-014/03L-0 

BANKS. K R. Carolina Power t< Light Go 79/06/04 Ip 
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— 7906070200 LER 79'Ol4/03L~0 <»ti 790^05 during fufll operation/ 

dvtffctor vqltagc <ja« los( an N'^33 tource rang« dettcttfr 
Cauted pou«r 9.upply switcfioveT' af insbrCJiDdnt buss 2 from 
HCt-a to invorfcar A Op«ratton» personnel to be instructed 
5TARKE1'. R a Carolina Pouiar U Light Co 79/0A/04 3pp 


7906070251 Forwards LER 79-015/03L*-0 

BANKSi H R Carolina Power & Light Co 79/06/04 Ip 


— 79060702&3 LER 79-0LS/03L-0 on 790509 during re^ve 1 ing. h leakage 
detected m penetration pressun let ion sgs Caused bg failure 
of purge valv'o to seat properly Seat adjusted 
STARKEV,n R Carolina Power U Light Co 79/06/04 2pp 


7906140494 Notifies that reactor containnant bldg integrity was 
breached ufien employee opened inner air lock when outer door 
waa not sealedidue to faulty mechanisim No release was made 
since contain/nent purge was in progress 

STARKEY, S B . ROaiNSDM, H B Carolina Power k Light Co 79/06/04 
IP 


7906100501 Forwards LEfl 79-0'! 6/0 1 T-O 

BANKSjH R Carolina Power 4* Light Co 79/06/i3 Ip 


~-7906l80506 LER 79~0t6/OlT"O ofl 790603 lu/plant in hot shutdown, reactor 
cantainnent integrity was breached Caused by sheared bolt 
in personnel air lock door interlock m.echanis<n Sheared bolt 
replaced V interlock returned to sve 

STARKEY. R B Carolina Power t Light Co 79/06/13 3pp 


7906270174 Forwards LER 79-017/01L-0 

BAmS. H R Carolina Power Light Co 79/06/25 Ip 


— 7906270176 LER 79-0i7/OlL-O on 790614 leak assumed to b e in excess of 
0 35 ga 1 tons/n inuie identified In one tube of C steam 
generator No causa identified Leal repaired by etplosive 
tube plugging 

STARKEY, R B Carolina Power & Light Co 79/06/25 Spp 


BOCKET 50-262 IlRIOHArt YOUNO UN IV RESEARCH REACTOR 


J Insurance L Indemnity information 


7906200353 Forwards executed copy of Amend 9 to Indemnity Agreement 
S-50 

VISICK, H H Brigham Young UniY 79/06/13 2pp 


fi inspection reports, lE DuLletins 6 c orrespondence 


7906260008 Forwards l£ Info Notice 79-12, "Attempted Damage fen New Fuel 
Assemblies " 

SEYFRIT,K V Region 4, Dallas, Office a# the Director 79/05/11 

Ip 


DOCKET 50-263 MONTtCELLO NUCLEAR OENERATINO PLANT 


F Security, medicali emergency 6 fire protection plans 


7906130202 Forwards supplemental info for physical security plan re 
imp lementation status Info withheld (ref 10CFR2 7901 
MAYERjL O Northern States Power Co 79/06/00 Ip 


eption to safety evaluation Submits review of 
a£ Laboratory 79/06/20 3pp 


Remaining issue does 


7906070032 Forwards SAND77-1927» ‘‘Transport of Radlonuc 1 ides In Urban 
Envlrans: Working Draft Assessment." aECY-70-31It dtd 7B06l4» 

4 SECV-ye-OUA.dtd 7ail09 M/o and 
LEHia.S H. Branch 2 79/03/30, 2pp, 


P Operating license stage documents it carrespandence 


7906200451 R»<iuast« site emergency plan L implementing procedures, site 
maps chawing location ^ grid numbers of onsite tt offsite 
environ monitoring stations 8t site maps used far offsite 
dose determinations or evacuation 

KEPPL-ER, J.O Region 3, Chicago, Office of the Director 79/05/17 

tp. 


7906200517 Discusses results of 790507-11 insp re imp 1 ementa 1 1 an af 
parts of approved security plan Plan should be implemented 
in accordance ui/encl Itr Ltr withheld (ref 10CFR2 790) 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/05/iB 
Ip 


7906120340 Provides supplemental info re containment purging during 
normal plant operation, in further response to NRC 781129 
1 tr 

WAVER, L 0 Northern States Power Co 79/06/07 3pp 


Q Inspection reports, I£ Bulletins correspondence 


7906050046 Forwards IE Insp Rept 90-263/70-21 on 7ai024-33 6 790227-20 
No nnncampl lance noted 

FlQRELLr,0 Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch 79/04/02 2pp 


— 7906050051 IE Insp Rept 50-263/70-21 on 791024-25 )U 790227-20 No 
noncompl iance noted Major areas inspected Inservice insp 
tt main, steam equal iter piping mod 

WILLIAKS.C C , DANIELSON. OH Region 3. Chicago, Office of the 
Director 79/03/29 6pp 


7906070010 Forwards IE Bulletin 79-00, "Events Relevant to BWRs 
Identified During TMI Incident " Licensee action required 
KEPPLER. JO Region 3, Chicago-. Office of the Director 79/04/14 
Ip 


7906250121 Forwards IE Insp Rept 50-263/79-03 on 790327-29 No 
noncamp 1 lance noted 

OAVtd,A B Region 3, Chicago, Fuel Facility ^ Materials Safety 

Branch 79/04/26 2pp 


—7906230125 IE Insp Rept 50-263/79-03 on 790327-29 Na noncomp Uance 
noted Major areas inspected administrative U mgt control 
sysiOA 6 control in aamptlng & analytical measurements L 
licensee internal audits 

ESaro, T H . 0E8TMANN, M J Region 3, Chicago, Office of the 
Director 79/04/24 6pp 


7906020157 Responds to IE Bulletin 79-01 Switches similar to NAMCO 
Model SL3B2Vf are used at faclllty«but do not perform safety 
functions Environ qual i f 1 cat ion data and 
WACHTEZ.L J Northern States Power Co 79/04/30 Spp 


7906020130 Responds to IE Bulletin 79-04 Velan suing check valves are 
installed on offgas sys Velan Engineering Corp will 
determine weights bt transmit info to Nestlnghouse in approx 
two weeks 

WACHTER,L J Northern States Power Co 79/05/01 ip 


—7906020131 Responds to IE Bulletin 79-04 Velan valve weights ware 
incorrect but have been reanalyzed in compliance u/bulletin 
No mod required Tabulation af velve use end 
UACHTER.L J Northern States Pouar Co 79/05/01 4pp 


7906040370 Responds to IE Bulletin 79-00 Actions have been Initiated re 
review of TMI containment isolation d esi gn* aud I iary heat 
removal sys, reactor vessel water 1< plant operating 
procedures 

NACHTER, L J Northern States Power Co 79/OS/Ol Spp 


7906130130 Forwards lE Circular 79-07, "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
tneroase " No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/05/02 

Ip 


7906120121 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Itisulation Support Problem " No action required 

KEPPLERjJ 0 Region 3» Chicago, Office of the Director 79/05/07 

ip 


79D61I0IO6 Forwards IE Bulletin 79-10, "Requal I f Ication Training 
Program Statistics " Written response required 

KEPPLERiJ.O Region 3, Chicago, Office of the Director 79/05/11 

Ip 


7906190099 Forwards IE Info Notice 79-12, '^Attempted Damage to New Fuel 
Assemblies " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/05/11 

Ip 


7906260305 Forwards lE Imp Rept 50-263/79-04 on 790423-27 I, notice of 
Vi 0 lat ion 

HIf|D,J A Region 3, Chicayo, Bafeguerds Branch 79/05/16 2pp 
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—7906260306 Notice of violation Irom Insp on 790429-27 

# Region 3, Chicago. Office of the Director 79/OS/lO Ip 


—7906260313 IE Insp Rept 50-263/79-04 on 770423-27 Noncompliance noted 
reporting unirrad iated SNM as irradiated In cool ing. under 
composition of ending Inventory Details withheld (ref 
10CFR2 7901 

FINLEY. A 0 . PATTERSON, J P . HIND. J A Region 3. Chicago, 

Safeguards Branch 79/03/16 Ip 


7906210339 Would not oppose 
conform u/Contention 6 a« 
re securltg of spent fuel 
ODDDARD. R J Branch 2 


admission of Contention 6 if revised 
admitted in Duke Power proceeding 
in transit 
79/04/06 2pp 


to 


7906210232 Applicant motion for recans ideratlon of 790419 memo tt order 
of clarification of 7B0419 order re physical security of 
SNM Supporting documentation 6 Certificate of Svc end 
3TEPT0E, P Isham* Lincoln Beale 79/05/07 I4pp 


7906000204 Forwards IE Circular 79-09# "Attempted Ectortion - Lou 
Enriched W *' 

KEPPLER.J 0 Region 3# Chicago. Office of the Director 79/03/10 

ip 


7906130109 Forwards IE Bulletin 79-11, 'Taultg Qvercurrent Trip Device 
in Circuit Breakers for Engineered Safetg Sgs *' Licensee 
action required 

KEPPLER.J 0 Region 3# Chicago, Office of the Director 79/03/22 
IP 


7906300131 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Ogster Creek Reactor ” 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/05/29 

Ip 


R Periodic operating reports t> related correspondence 


7906120373 Forwards monthlg operating rept for Mag 1979 
MAYER, L 0 Northern Slates Power Co 79/06/07 Ip 


—7906120370 Month Ig operating rept for Hag 1979 

MYRABO.A L Northern States Power Co 79/06/04 4pp 


DOCKET 30-264 DOM CHEMICAL CO 


0 Inspection reports, IE Bulletins correspondence 


7906140194 Forwards IE Inup Rept 30-264/79-01 on 790411-12 No 
noncomp I lance noted 

HiNDiJ A Region 3# Chicago, Safeguards Branch 79/09/04 2pp 


7906020032 Grants NRC 790S04 cnotlan suggesting alternative language 
for Contention 6 Denies licensee motion to reconsider 
admiss ibt 1 1 tg of Contentions 6 t( 1 1 

MILHOLLIN»0 L Atomic Safetg and Licensing Board Panel 79/05/16 
4pp 


7906220463 Concludes NRDC t, Cttiiens for Better Envir have standing 
based on criteria of AtAfi-33S Both have established interest 
In nuclear power issues, both are authoriied to represent 
their members in proceedings 

MlLKQLUIN.O L Atomic Safetg and Licensing Board Panel 79/03/27. 
4pp 


J Insurance 6 Indemnity information 


7906040187 Forwards executed Amends 21.11,9 6 I to Indemnity Agreements 
8-10,0-47,0-59 U 0-B4. respBctivelg 
POOLE, R D Commonwealth Edison Co 79/05/29 Spp 


P Operating license stage documents & correspondence 


7906200239 Req,uests two controlled copies of site emergency plans U 
implementing procedures , t i te maps showing location 6 grid 
station number of onsito U offsite environ monitoring 
stations ^ site maps used for dose determinations 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/17 

Ip 


7906200339 Responds to IE Bulletin 79-01 Forwards info re environ 
qualification of Class IE equipment required to function 
under accident conditions Info re use & maint of ASCO 
solenoid valves 

REED, C Commonwealth Edison Co 79/06/14 39pp 


—7906140200 IE Inep Rept 30-264/79-01 on 790411-12 No nuncompllance 
noted Major areas Inspected security plan Details withheld 
(ref 10CFR2 7901 

MADEDAi T J Region 3. Chicago. Office of the Director 
HOWELL, J C , HIND, J A Region 3, Chicago, Safeguards Branch 

79/09/03 Ip 


7906190042 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Aisemblies " 

KEPPLER. J G Region 3, Chicago, Office of the Director 79/03/11 
IP 


79060B0134 Forwards IE Circular 79-00, "Attempted Extortion - Low 
Enriched U " 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/05/18 

tp 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 
0 Adjudicatory correspondence 


7906010131 Forwards 790316 order re shipment of spent fuel, adml tting as 
matters in controversy contentions similar to those at issue 
in present proceeding 

ROlSMANiA Z Natural Resources Defense Council 79/03/20 Ip 


7906070346 Memo re standing & contentions of intervenors State of IL, 
NRDC 4- Gltiieni for Better Environ following 790201 special 
prehearing conference on spent fuel storage 
MILHOLLIN, 0, L Atomic Safety and Licensing Board Panel 
i2pp 


79/04/19 


7906210387 Forwards representative matl prepared by Cltliens for Better 
Environ V NRDC to disclose Interest in issue of nuclear 
pQuer 

R0I8MAN, A. Z Natural Resources Defense Council 79/05/03 60pp 


7906210337 Motion for reconsideration of 790419 memo U order following 
special prehearing conference, Objects to admission of 
Contention 6 re specific threats to irradiated fuel 
in transit Certificate of Svc end 
OQDDARD, R J. Branch 2 79/05/04 3pp 


7906210190 Requests Inclusion in dockets of NE0E-2I944-P, "Dne-Quarter 
Beale Pressure Suppression Pool Ewell Test Program Plant 
Unique Tests " 

UANECEK.R F Commonwealth Edison Co 79/06/15 Ip 


<3 Inspection reports, IE Bulletins tt correspondence 


7906230017 Forwards IE Insp Repts 50-254/79-05 U. 50-265/79-03 on 
790207-08,15-16.21-22,20 4i 0301-02 tf notice of violation 
HEIBHMAN, R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/03/13 2pp 

—7906250020 Notice of violation from Insp an 790207-08,15-16,21-22,28 6 
0301-02 ^ ^ 

» Region 3, Chicago, Reactor Operations Nuclear Support Branch 
79/03/07 Ip 


—7906250026 IE Insp Repts 50-234/79-05 5 30-265/79-05 on 790207-00, 
18-16,21-22,28 tt 0301-02 Noncomp 1 lance noted Inadequate 
positive control over high radiation area 

CHRISBOTiMOa, N Region 3, Chicago, Reactor Operations Nuclear 

Support Branch RIDEN.M D . 6PEBBARD, R L Region 3, Chicago. 
Office of the Director 79/03/07 6pp 


7906020048 Forwards IE Insp Repts 50-254/7B-10 it 30-265/79-08 on 
781101-03,07-08 790202 No nnneomp I ianc e noted 

HIND, J, A Region 3, Chicago, Office of the Director 79/04/03 

2pp 


—7906020034 IE Insp Repts 50-254/78-iO it 80-265/79-00 on 781101-03,07-08 
4( 790202 No noncompliance noted Major areas inspected 
firearms qualifications for security personnel 

FOaTER, J E , MADEDA.T J , DDNAHUE.J F Region 3, Chicago, Office 
of the Director 79/03/29 I8pp 


7906120083 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER, J,0 Region 3, Chicago, Office of the Dlrtctor 79/03/0 

Ip 


7906180039 Forwards IE Insp Repts 50-254/79-11 V 50-265/79-09 on 
790416-20 Notice of violation withheld <ref t0CFR2 790) 

HIND. J A Region 3, Chicago, Safeguards Branch 79/05/10 


2pp 



3S 


DOCKETED ITEMS 


7?06ie0Ct49 IE lni|> 50-294/79'! I & 50-263/79-09 on 790416-20 

Details ultlihaU (ref 10CFR2 790> 

QELANQERtJ L • CHRlSTQFFERi 0 Region 3, Chicago* O-ffice a-f t^e 
Dlr'sctor HINDi J A Region 3i Ghicagoi Safegu 0 rd 5 Branch 

79/05/08 tp 


7906110101 Forwards IE BulUtin 79-10. “fienua I If icat Ion Training 
Program Statistics '* Written response required 

KEPPLEflj J G Region 3* Chlcagoi Office qF the Director 79/05/11 

Ip 


7906190070 Forwards IE Info Notice 79-13. "Attempted Damage to New Fuel 
Aisemblies '* 

KEPPLERiJ 0 Region 3. Chicago. Office of the Olracfcor 79/05/11 

ip 


7906000196 Faruards lE Circular "’Attempted Exiartian - Low 

Enriched U *' 

KEPPLERtJ 0 Region 3. Chicago. Office of the Director 79/05/18 
Ip 


7906130082 Forwards IE Qullatin 79-11. "FauLtg Overcurrenb Trip Device 
in Circuit Breakers for Engineer cd 8afetg 8gs ” Licensee 
action required 

KEPPLBR, J 0 Region 3. Chicago. Office of the Director 79/09/22 

IP 


7906200080 Forwards IE Info Wotice 79-13, "Indication of Low Water 
Level In Ogster Creek Reactar " 

KEPPLER. J O Region 3. Chicago. Office of the Director 79/05/29 
IP 


P Operating license stage documents t correspondence 


790620'0312 Sumtnarg of 790424 meeting w/util ^ Westinghouse in Beths sda. 
HD re dash pot and cap cracks on Westinghouse DB-9D 6 DD-79 
air circuit breakers List of attendees, schemat le design 6 
tripping characteristics end 

TRAMMELL* C M Operating Reactors Branch i (Pre 7906231 

79/05/02 9pp 


7906250323 Forwards Amends 30 t 43 to Licenses DPR-24 U DPft-27* 
respec t ivalg . saf etg evaluation notice of issuance & 
avalUhflitg 

8CHWENCER.A Operating Reactors Branch i (Pro 790623) 79/05/11 

2pp 


—7906290326 Amends 38 h 43 to Licenses DPR-24 «c DPR-27, respoctivilg. 
requiring actuation of safety in jection. revis ing opening 
logic for pressurixor power operated relief valves & 
modifying power supplies 

SCHWENCEn.A Operating Reactors Branch 1 (Pre 7906291 

79/05/U 14pp 


—7906250327 Safety evaluation supporting Amends GQ t 43 to Ltceniai 
DPR-24 DPR-27. rospectlvolg 

SCHWENGER) A Operating Reactors Branch 1 <Pre 7906291 

79/05/11 5pp 


—7906250328 Notice of issuance & availability of Amends 38 L 43 tc 
Licenses DPR-24 4t DPn-27< respectively 

8CHWENCER*A Operating Reactors Branch I (Pre 7906231 

79/09/11 2pp 


R Periodic operating reports ti related correspondence 


7906190246 Monthly operating rapt for May 1979 

HANNOrt. D Commonwealth Edison Co 79/06/05 25pp 


7906200330 Summary of 790511 meeting y/util In Dethesda.MD re auxiliary 
feedwater sys List of attendees 6 matl discussed end 
TRAMMELL. C M Qperating Reactors Branch 1 (Pre 790625) 

79/03/15 4pp 


B Reportable occurrences. LERs L related con espondence 


7906220301 Forwards LER 79-01 0/03L-0 

KALIVI ANAK IS. N Commonwealth Edison Co 79/06/12 Ip 


—7906220306 LCR 79-DIO/03L-0 on /90314 2A fuel pod radiation monitor 
failed upscale ^ failed again on 770601 A 02 Caused by 
failure of GM-tube in sensor convontor unit Tuba finally 
replaced w/Amperex 19329 

VAHRENMALD.J Commonwealth Edison Co 79/06/12 Ip 


7906250056 Summary of 790512 meeting u/Northern States Power Co re 
auxiliary feedwater sys related areas 

OROTENHUIS.M Operating Reactors Branch 1 (Pro 790625) 

79/05/16 4pp 


7906210324 Requests two- controlled copies of site emergency plan 6 
implementing procedures, s Ite maps showing location grid 
station numbers of onsite U offsite environ monitoring 
stations V maps used for offsite dose determinations 
KEPPLER, J 0 Region 3. Chicago. Office of tbo Director 79/03/17 
If 


79D6220G39 For-wards LER 79-009/03L-0 Corrects docket number of 
original forwarding itr 

KALIVIANAK16. N Commonwealth Edison Co 79/06/13 Ip 

7906270215 Forwards LER 79-011 /03L-0 

KALIVIAMAKIS. M Commonwealth Edison Co 79/06/14 Ip 


—7906270217 LER 79-DU/03L-0 on 790321 three cables not installed in 
accordance w/drawlngs -Caused by error in cable routing 
during Initial const Reroute of cables will take place 
during Nov 1979 refueling outage 

MILLEMSEN.B, Commonwealth Edison Co, 79/06/14 2PP 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT. VNTT I 
F, Security, medical, emergency & fire protection plans 


7906190315 Submits response to 790607 questionnaire re monitoring noble 
gaseous effluents 

BURSTEIN. a Niscensin Electric Power Ce 79/06/12 3pp 


7906220181 Submits Info re feedwater lines to steam generator in 
response to 790525 request Feedwater pipe to feedwater 
notkko welds to be examined for cracking during first week 
of Jul 1979 

FAY. C U Wisconsin Electric Power Co 79/06/20 0pp 


7906290257 Submits responses to 790619 telcon inquiries re reactor 
vessel support structures One oversliod drawing end 
D(;R3TEINr8 Uisconsin Electric Power Co 79/06/25 3pp. 


Q Inspection reports, IE Bulletins <4 correspondence 


7906200166 Documents DJ Ivey 790608 talcon w/JS Derggren re util 
security plan. End withheld Cref l<JCFR2 7901 
REED, 0 A Wisconsin Electric Power Co 79/06/U Ip 


H Oenerai corrasponda-nce 


7906040199 Responds to 79022G Itr transmitting petition on NRC- imposed 
gatehouse sacority processing of regular plant enployeas 
Discusses maani of dealing ur/speci#ic concerns Codes of 
Federal Regulations excerpt end 

FELTON. J.M Division of Rules and Records 79/04/13 4pp 


7906040203 Returns 790228 petition, r» gatehouse security for plant 
employees ^ proposed response Advisos treatment as petition 
for rulemaking under lOCFRa 206 
REIS. E. 0, Branch 3 79/03/22 Ip 


J Insurance Indemnity information 


79D6P70193 Forwards exacuted Endorsements 57.30 59 to NELIA Policy 

MF-17a,V Endorsements 40.49 50 to WAELU Policy MF-33 

DUNDA0. W. J Wisconsin Electric Power Co 79/(}5/3l 7pp 


7906020133 Responds to IE Bulletin 79-07 Four cases associated 
u/gaseous U liquid radwaste sys at plant have bean 
reanalyzed All pipe stresses t. support V constraint loads 
ape within acceptable limits 

BURSTEIN, S Wisconsin Electric Power Co 79/03/02 Ip 


7906040027 Responds to IE Bulletin 79-04 re weights of awing check 
valves Forwards iis-t of piping sys where valves are 
instal led. Resul ts of review to be provided when availablo 
BURSTEIN, S Wisconsin Electric Power Co 79/05/02, 3pp 


7906120132 Forwards IE Info Notice 79-tl. "Lower Reactor Vessel Head 
Insulation Support Problem No action required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/03/07 

iv 


7906050120 Ac k receipt of 790323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-266/79-02 b- 
50-301/79-01. 

HIND.J A Region 3, Chicago. Bafeguards Branch 79/05/08 Ip 
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—7906050-122 Respands to NRC 790302 Itr to violations tiotod in IE Itisp 
Repts 50-266/79-02 50-301/79-01 Cortoctive actions 

withhekd Cref lOCFRH 790> 

flURaiEINiS Wisconsin EUctric Power Co 79/03/23 4pp 


7906110110 Forwards IE Bulletin 79-10* "Requalif Icatlon Training 
Program Statistics *■ Written response re<iLiircd 

KEPPLEfti J O Region 3i Chicago* Office of the Director 79/05/11 

Ip 


7906190106 Forwards IE Info Notice 79-l2i "Attempted Damage to New Fuel 
Assemblies ” 

HEPPLtRi J O Region 3* Chicago* Office of the Director 79/05/11 

IP 


79060B0207 Forwards IE Circular 79-00* "Attempted Extortion - Low 
Enriched U *' 

KEPPLER* J O Region 3* Chicago* Office of the Director 79/05/18 

ip 


J Insurance 6 indemnitg information 


7906190415 Forwards Endorsement 29 ft- 30 to KAELU Policy MF-39 

CORREA* li A Harsh 6 HcLenan* (1 ^ M Nuclear Consultants* Inc Div 
79/06/14 3pp 


7906220340 Forwards Endorsements 48 6 49 to ANI Policy NF--192 U 
Endorsements 42 43 to HAELLf Policy MF-69 

HOCK. D D Public Service Co of Colorado 79/06/14 5pp 


P Operating license stage documents 5 correspondence 


7906030417 Responds to D Werenbourg notification that facility does 
not intend to install region restraint devices into core 
during refueling outage Necessary that core support blocii 
also be Inspected 

SPEIS*T P Advanced Reactors Branch 79/04/06 2pp 


7906130120 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
In Circuit Dreakers for Engineered Safety Sys " License 
action, required 

KEPPLER* J O Region 3* Chicago* Office of the Director 79/05/22 
IP 


7906200142 Forwards IE Info Notice 79-13* "Indication of Low Water 
Level in Oyster Creek Reactor " 

KrPPLERrJ O Region 3, Chicago. Office of the Director 79/05/29 

Ip 


7906110040 Notifies that two Class II amends contained in 790402 
application will be considered as single Class II amend 
Controller has authoriied refund of *•1*200 
KILLER* W 0 License Foe Management Branch 79/05/11 Ip 


7906270270 Submits evaluation of 771220 GLP-55Ba* "Safety Analysis 
Use of H-451 Graphite In Ft St Vrain Fuel Elements " 

Responses to NRC questions provide reasonable assurance that 
fuel substitution is viable 

OAMMILL* W P Assistant Director for Standard 5 Advanced Reactors 
79/08/21 2pp 


fi Periodic operating reports 8* related correspondence 


/906J903I9 Forwards monthly operating rept for May 1979 
dUn&TEIN*B Wisconsin Electric Power Co 79/06/0B Ip 


7906220433 Submits questions & comments pertaining to review of SAR* 
"Use of UC-2 Fissile Fuel Particles on Fuel Element*" 

GA-LTR-23 

OAMMILL*W P Assistant Director for Standard lx Advanced Reactors 
79/05/29 6pp 


— 7906190321 Monthly operating rept for May 1979 
» Wleconsln Electric Power Co 79/06/05 9pp 


8 Reportable occurrences* LERs & related currespondence 


7906060257 Forwards LER 79-OO0/OIT-O 

BUR are I M. S Wisconsin Elactric Power Co 79/03/21 Ip 


—7906060260 LER 79-008/OIT-0 on 770302 remote possibility erlsts for 
simultaneous safety injection in both units.which could 
result In emergency diesel overloading Pressurlier logic U 
power supplies changed 

BUR9TCIN. 9 Wisconsin Electric Power Co 79/03/21 4pp 


7906O6O2SO Forwards LCR 79-009/OIT-0 
nURaXElN. 0. Wisconsin Electric Power Co 79/05/23 Ip 


7906060206 Forwards Cycle 2 base reactivity curve 

WAREMBOURO*D Public Bervice Co of Colorado 79/05/30 2pp 


7906120196 Responds to NRC 790406 Itr requesting addl info to verify 
that only modest number of fluctuations would be initiated 
FULLER* J R Public Service Co of Colorado 79/06/01 12pp 


7906070187 "Incore Insp Region 35 h Region 13 Core Support Bloclc " 
MEYER* R U Office of Inspection t/ Enforcement 79/06/05 lOOpp 


7906120342 Forwards "Initial Approach to Power Tests <n-SerlesJi" 
Interim Rept 11*790222-0322 

WAREKBOUROfO Public Service Co of Colorado 79/06/06 tp 


—7906120346 "Initial Approach to Power Tests <D-BeriesJ*" Interim Rept 
1 1 , 790222-0522 

» Public Service Co of Colorado 79/05/22 2pp 


—7906060231 LER 79-009/01T-0 on 790310 during hydrostatic test of fire 
water «g« * compress ion fitting failed Caused by broken 
flange Flange replaced 

aURBTElN. S Wisconsin Electric Power Co 79/05/23 2pp 


DOCKET 30-267 FORT 9T UR A IN NUCLEAR GENERATING STATION 


r Security! medical* emergency firo protoction plans 


7906100334 Updates installation status of security sys hardware Util 
will be extending compensatory measures Sys will need to be 
returned fo-r complete rebuilding 

WQREMBQURO* D W Public Service Co of Colorado 79/06/07 Ip 


7906190393 Informs of completed installation of third phase of 
permanent improved fire detection protection sys L 
permanent alternate cooling method 

SMARTi r E. Public Service Co of Colorado 79/06/14 Ip 


7906270139 Dlecusses evaluation of STS on fire protection Tech Spec 
revision will be based on util format rather than 
referencing existing procedures Formal Tech Specs will be 
submitted by middle of Aug 1979 

WAREMBOUROj D Public Service Co of Colorado 79/06/21 Ip 


H General correspondence » 


7906230041 Confirms 790521 telcon re proposed ofc space for IE 
Inspector at fac H 1 ty. Forwards sketch of desired electrical 
out let* te I ephon* outlet U wall locations 

MADSEMiO. L Region 4* Dallas^ Reactor Operations Nuclear Support 

Branch. 79/03/i>5 2pp 


7906190501 Requests extension to 790614 for temporary relief fT'Orn Tech 
Spec LCD 3 10 due to delays in NRC operator examinations 6 
receipt of snubber parts 

WAREMBOURO* D W Public Service Co of Colorado 79/06/11 ip 


7906220293 Forwards RT-406 test procedure re fluctuation monitoring 
instrumentation* including instrumented control rod drives 
WAREMBOURO. D W Public Service Co of Colorado 79/06/11 IBpp 


79O6190336 Submits revised schedule for completitig evaluation of 
Category 11 5 III items re Tech Spec setpoints* due to 
unforseen delays 

SWARTrF E Public Service Co of Colorado 79/06/12 2pp 


7906210141 Forwards response to 790529 Questions CA-LTR-83 
to facilitate review of UC-2 fissile fuel 

FISHER* C R General Atomic Co (subs of Gulf Oil Corp ) 79/0-6/13 

14pp 


7906220300 Clarifies main steam temp Umiti originally specified in Itr 
ref P-79094 Results of fluctuation tests at each power 
level will be forwarded upon completion 

WAREMBOURO* D W Public Service Co of Colorado 79/06/15 5pp. 


7906260443 Forwards table of noble gas monitors 

WAREMBOURO* D W Public Service Co of Colorado 79/06/15 2pp 


7906290267 Submits specific disposition of three open items in manual 
valve study re closed va Ives* instrument root valves U 
stored gas sys Revieu complete Ris e-^to-pouer program 
is proceeding 

SWARTrF, E Public Service Co of Colorado 79/06/15 3pp 



AO 


docketed items 


7906^390419 FortJards afipUc^tlor» f 
re «eh«lng <lel4ijs 

HlLLENiC K Public Service Co 


or tfcrend to App A of Tech Spec* 
of Colorado Ip 


4 


4 


I 


— 7906390426 Application for amend 
Tech 8pe<^ re voltage sensins 
MILLEH*C K Public Service Co 


to App A of License DPR-54 changing 
deJag 

of Colorado 79/06/19 4pp 


C Inipecfcion reports. IE Bulletins t correspondence 


7906160132 forwards lE Insp Pept 30-267/79-06 on 7903lfl’"23 No 

noncompl ianco noted „ , e.innArt 

MAD3EN.G U Region 4. Dallas, Reactor Operations Nuclear Support 

Branch 79/04/03 app 


— 7906180137 IE Insp Kept 50-267/79-06 on 79031Q-23 Wo ncnconp IJartce 
noted Major areas inspected refueling 6 malnt procedures 
DICKERSON. M W . TESlERllAM. T F Region 4, Dallas. OffU# of the 
Director 79/04/05 4pp 


79061204 05 Fortjards LER 79''0l6/0lT-0 

MARENBODRO# D Public Service Co of Colorado 79/06/OJ Ip 


—7906120409 LER 79~016/OiT-0 ort 790331 punch gap of PCRV rupture d| »c 
H-iirOa found out of tolerance ui/veridor specs Caused 
undqcumanted change of punch gap specs Tolerances returned 
to original specs 

OAHM, JW public Service CO of Colorado 79/06/01 3pp 


7906120410 Forwards UEB 79-01 3/03L-0 

MAHCHBaUROrO Public Service Co of Colorado 79/06/06 Ip 


—7906120414 LER 79-01 9/03L-0 on 790307 during routine survpUlanca 
tet ttnui setpoint of PCRV rupture disc 11-11702 found to tie 
D?6 pels Caused bg callbr drift Disc recalbr 
OAMM. J W Public Sarvlce Co of Colorado 79/06/06 4pp 


7906130001 Tnterlw Rept 11. "Initial Approach to Power Test 1 D-Seri 9i » k ■" 
790222-0522 

» Public Service Co of Colorado 79/06/06 2pp 


7906120073 Fortjards IE ln#0 Notlc* 79-tl. "Lower Reactor Vassal Head 
Insulation Support Problem *• No action reguired ^a/n4/o7 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/05/07 
Ip 


7906110008 Forwards IE BuUafcln 79-10, "Re«iual|f icat Ion Training 
Program Statistics " Written rfispottse required 
aEYFRlTrK V Reaion 4, Dallas. Office of the Director 
ip 


79/03/ U 


/906260433 Forwards LGR 79-004/03U-1 
WAREMDOUPOi D Public Service Go of Colorado 79/06/19 Ip 


—7906260437 Left 79-004/03L“l on 790201 during normal opera t f an. coqU 
tower blowdown exceeded 3 73 million p4llone/dav Caused bg 
failure to ptoperlv rept events due to incorrect completion 
of suTvelUance forms Forms changeil jt personnel instructed 
0fim,0 H Public Servicfl Co of Colorado 79/06/19 4pp 


7906250025 Forwards IE Infu Notice 79-12. ‘Attempted Damage to New Fuel 
Assemblies " 

8EYFRIT«K V Region 4» Dallas. Office of the Director 79/03/U 

IP 

7906200043 Foruardt IE Info Notice 79-13. ''Indication of Lou Rater 
Level in Ogster Creel Reactor ” na 

SEYFRir, K V Region 4. Dallas. Office of the Director 79/05/29 

Tp 


79060701B2 Forwards "Incore Insp Region 33 i- Region 13 Core Support 
SlQcIc " 

SWARTiF E Public aervice Co of Colorado 79/06/05 Ip 


7906130344 Forwards addl info to JH Fuller 790313 Itr Dlicussss 
DOE-funded program re tuba corrosion monitoring data 
FULLER, J K Public Service Co of Colorado 79/06/05 6pp 


■R Periodic operating reports W related correspondence 


DOCKET 50-369 OCONEE NUCLEAR STATION, UNIT 1 
0 Adjudicator^ torrespondence 


7906040234 Orders licensee to taVe immediate action to modify fseduiter 
egs 8. operating procedure s. to shut down cartaiij wni tp until 
completion of mods & to undertake long-term mods as 
specif led 

CHIUK.S J Office of the Secretary of the Commission 79/03/07 
14(?p 


7906220164 Forwards petition for reconsideration of 790507 order 
permlttlnp Units 1 & 2 to remain in operation Alto fore/ards 
"Effect of Closing Oconee Nuclear Plants on Ability to Meet 
Summer Peak Demands " 

WFISS. E R Union of Concerned Scientists 79/05/10 Ip 


—7906220169 UC8 petition for immediate retons J deration of errors of 
790308 order iU for immediate shutdown of Unite J 2 
WEiaS, E R union of Concerned Scientists 79/05/10 6pp 


7906010217 Forwards IntsTlm Rept 10, "Initial Approach td Power Teits 
(B-Series)." 701122-790222 

WAREMHaURO, D Publlt Service Co off Colorado 79/05/21 Ip 


—7906220170 "Effect of Closing Oconee Nwclpar Plante on Abillti/ to Heel 
Summer Peak Daenande “ 

TAYLOR. V Union of Concerned Scientists 79/03/09 JOpp 


— 79060102S3 Interim Rept 10."lnitial Approach to Power Tests 
<B-8BTl«s>r" 781122-790222 

a Public Service Co of Colorado 79/05/21 2po 


7906120J55 Forwards monthly operating rept for May 1979. 

HAREMBQUAO, D Public Service Cd of Colorado 79/06/05 IP 


—7906120161 Monthly operating rept for May 1979 

OAHN.tl W. Public Service Co of Colorado 79/06/01 6pp 


7906190299 Forward* monthly operating rept for Apr 1979 

IMRENRDUROi 0 public Service Co. of Colorado 79/06/13 Ip 


^-7906190302 Monthly operating rept for Apr 1979 

OAHHhJ W Public service Co of Colorado, 79/04/30 9pp 


8 Reportable otcUtrencts. LERi & rslatio corr ispondence 


7906180140 horward* PN0-79-67Att, 

MADSENiO, L. Region 4, DaHas, Readtor Operations Nuclear Bwpport 
Branch 79/05/09. ip. 


7906210234 Forwards Attachment A to V Taylor statemanb which ui&« 
appert<fe<i td <fC8 petition for immediate reconsideration of 
error* bf 790500 order for Immediate ihutdown of facility 
HEiaS. e n. aheldon. Harmon & RoUman 79/03/15 Ip 


—7906310256 Details analiv>i< of info on reserve aiargine ri>r 
1979 estimated to be affected by shutdown of BI.W plants 
KENNEKE/A Office of Policy EvaluatlPhs 79/04/24. ip 


J tnsuvance indemnity tnformatian 


7906130331 Forward* Endoi'iementi 54 It 55 to AN! Policy NF-ia2 U 
Endorsements 40 41 to MAELU Policy HF-61 

SANDERS, F D. Dui<e Power Co, /9/O6/O0, Spp, 


0 Advisory committee on Reactor Beffeguards reports L correspondence 


7906180303 Forwards ECC8 analysis of smell breaks In conjunction uy 
eeiergency feedwater flow fallurei Operator has 20 minute* to 
re-establish feedwatar flow prior to cor* uncovery 

BATES. A ACR8 - Advisory Committee on Reactor Safeguards 79/03/03 
ip 


7906180203 Forward* PN 0 - 79 - 67 AN 

MADSENrO.L Regie/? 4, Dallas, Reactor OPiratlant Nuclear Support 

Branch. 79/05/16 Ip 


7906180301 Forwards PNO-79-A7AO t< AP, 

MAOSENfO L RegloTi 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/03/24 ip 


P Oparettng Ucan** itage documinis l< correspondence 


7906270065 Forward* 790514 Inspector findings rt changes to 
prscedures Tssulting from NRC 790SO7 order Procedures of 
brder <4 operator understanding dsemed adayuate. 

NOaELEY.NC, OffUe of Inspection Enforcement, 79/05/17 ip 
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— 7906270068 Conflrria pracvdur^l changes retulting from NRC 790S07 order 
4- operator understanding of changes 

JAPE( F Region 2i Atlahta# Office of the Director 79/05/14 
tp 


7906070238 Submits proposed Tech Specs revisions re surveillance stds 
to suppl 761001 U 770700 submittals 
PARKER, W O Duka Power Co 79/05/30 13pp 


7906050337 Responds to 790518 request Forwards emergency feedwater flow 
tost procedure 

PARKER, W 0 Dulce Power Co 79/06/01 Ip 


—7906050329 Emergency feedwater flow test procedure 
» Duka Power Co 79/05/31 12pp 


7906150267 Advises that hydrostatic test required by 1974 ASME Holler 4 
Pressure Vessel Code is Impractical Util will follow 1977 
edition requirement Requests notification if unacceptable 
PARKER# M 0 Duke Power Co 79/06/11 2pp 


7906190261 Responds to NRC 790510 Itr requesting schedule by 790618 
completion of long-term mods described In Section 2 of NRC 
790507 order All efforts satisfactorily executed 
PARKER, W O Duke Power Co 79/06/14 Ip 


7906230203 Forwards responses to NRC 790525 Itr re feedwater lines 
Diagrams end 

PARKER, W O Duke Power Co 79/06/18 66pp 


0 Inspection reports, IE Dulletins correspondence 


7906290590 fl&M site inspector daily rept on 790417 Plant status all 
units at lOOX power No major engineering safety feature sys 
equipment out of sve 

JAPE, F Region 3, Atlanta, Office of the Director 79/04/17 tp 


7906U0062 Responds to IE Bulletin 79-05B Reactor protective sys high 
RC8 pressure setpoint has been lowered to not greater than 
3/300 ps Igj pressur 1 ler power operated relief value setpoint 
raised to 2.450 psig 

PARKER, M 0 Duke Power Co 79/04/21 Ip 


7906290436 B8<W site inspector daily rept on 790420 Plant status Units 
1 4 3 at lOOX power Unit 2 reduced to 927. due to water leak 
in turbine condenser box 

JAPE, F Region 2, Atlanta, Office of the Director 79/04/20 ip 


7906120291 Notifies that response to IE Bulletin 79-04 re Ve 1 an 
check valves will be submitted no later than 790530 
PARKER, H G Duke Power Co 79/05/02 Ip 


7906040431 Bupplements response to Item 3 of IE Bulletins 79-05 6 
79-05A re licensed shift operators completing B4tJ simulator 
tra inlng 

PARKER, W Q Duke Power Co 79/05/04 tp 


7906300263 Ack receipt of IE Insp Repts 50-269/79-11,30-270/79-11 
50-287/79-11 on 790301-29 No proprietary Info 
PARKER, W 0 Duke Power Co 79/05/09 Ip 


“7906300270 Forwards IE Insp Repts 50-269/79-11,50-370/79-11 4- 
50-267/79-11 on 790301-29 No noncomp 1 lance noted 
LENIS,R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/05/01 2pp 


7906390203 04(N site Inspector daily rept an 790407 Plant status reactor 
operating at 90X power for repairs to condenser tubes 
Testing continues to determine leak source 

COTTLE, M , ASHCNDENi J Region 2, Atlanta, Office of the Director 
79/04/07 3pp 


7906390174 D4iN site inspector dally rept on 790400 Plant status units 
1 3 operating at lOOXfUnit 2 at 90‘4 Hunting condenser 

tuba leak on Unit 2 reported, 

COTTLE, M Region 2, Atlanta, Office of the Director 79/04/00 

2pp 


—7906200279 IE Insp Repts 50-269/79-11,50-370/79-11 4, 50-287/79-11 on 
790301-29 No noncomp 1 lance noted Major areas inspected plant 
operations, fdl lowup of info notices, phys lea I security & LER 
JAPErF Region 3, Atlanta, Office of the Director 
CANTRELL, F S Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/20 6pp 


—7906200279 IE Insp Repts 50-369/79-11,50-270/79-11 t/ 50-287/79-11 on 
790301-29 No noncompliance noted Major areas inspected plant 
operations, fo I lowup of info notices, phys leal security f/t 
licensee event rept 

JAPe,F Region 2, Atlanta, Office of the Director 79/04/28 

6pp 


7906390040 
reactor * 
Unit 2 
COTTLE, M 
Director 


D4,H site inspector daily rept on 790409 Plant status all 
at full power Condenser leak has boon corrected on 

ASHCNDCN.M C Region 2. Atlanta. Office of the 
79/04/09 2pp 


7906390519 D4<W site inspector daily rept on 790410 Plant status all 
reactors at full power w/all engineering safety feature sys 
in SVC. 

JAPE,F , ASHENDENrM C , FORD, E P Region 2. Atlanta. Office of the 
Director 79/04/10 2pp 


79063900-07 D^W site Inspector dally rept on 790411 Plant status reactor 
at full power w/no known problems Training instructors 
scheduled for D4*H simulator training on 790410 
JAPErF Region 2, Atlanta, Office of the Director 79/04/11 

2PP 


7906390563 04,W site inspector dally rept on 790412 Plant status all 
units running at full power 9ys alignment verified for 
accessible components on emergency feedwater sys 

COTTLE, FORD Region 2r Atlanta, Office of the Director 79/04/lS 
2pp 


7906390133 D&W site inspector daily rept on 790413 Plant status, all 
reactors at full power w/no engineering safety feature 
equipment out of sve 6 no major malnt 

COTTLE, BELISLE, G A , MOON, R T Region 2, Atlanta, Office of the 
Director 79/04/13 2pp 


7906390429 BS-W site inspector dally rept on 790414 Plant status Unit 3 
operating at a2X power, Units i & 3 at full power No major 
maint scheduled U all major equipment is operational 
BELraLErA r MOONrD. Region 2. Atlanta, Office of the Director 
79/04/14 Spp 


7906250443 Forwards IE Info Notice 79-12, ^‘Attempted Damage to New Fuel 
Assemblies 

O'REILLVrJ P Region 3, Atlanta, Office Of the Director 
79/05/10 Ip 


7906110060 Forwards IE Bulletin 79-10, "Requal if ication Training 
Program Statistics Written response required 
O'REILLVfJ P Region 2, Atlanta, Office of the Director 
79/05/11 Ip 


7906260242 Ack receipt of 790322 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-269/79-01, 
80-270/79-01 4, 50-287/79-01 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 
79/05/11 Ip 


—7906260244 Supplements util 790322 itr responding to item of 
noncomp 1 lance noted In IE Insp Repts 50-269/79-01. 
50-270/79-01 «i 50-207/79-01 Util will submit RQs within 30 
days of discovery of event 
PARKER, W 0 Duke Power Co 79/05/05 Ip 


—7906260250 Responds to NRC 790327 Itr re violations noted in IE Insp 
Repts 50-269/79-01,50-270/79-01 U 50-287/79-01 Disputes item 
of noncompliance re late submittal of RO Due date fell on 
holiday 

PARKER, W Q Duke Power Co 79/03/32 3pp 


— 7906260259 Forwards lE Insp Repts 50-269/79-01,50-270/79-01 6 
50-2B7/79-01 on 790131-0201 4 notice of violation 
LEWIS, R C Region 2, Atlanta, Office of the Director 79/02/27 

2pp 


—7906260264 Notice of violation from insp on 790131-0201 

a Region 2, Atlanta. Office of the Director 79/02/26 Ip 


7906290400 0&W site inspector dally rept on 790415 Plant status all 
units at lOOX power w/no engineered safety feature 
equipment out of ivc no major maint scheduled 

BELISLEiO A , MOON, 0 T Region 2, Atlanta, Office of the Directflr 
79/04/15 ip 


—7906260271 IE Insp Repts 50-269/79-01,50-270/79-01 t- 50-307/79-01 on 
790131-0201 Noncompliance noted failure to submit written 
repts within 30 days of discovery of event 
COTTLE, H T , CANTRELL, F S Region 2, Atlanta, Reactor 

Operations Nuclear Support Branch 79/02/26 4pp 
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7906290829 Forwards rasponse feo IG Bulletin 79-09 re OE Type AK-'Z/a* 
cirtult braaVera In safety-related Two are used as 

control rod drive ac prltnary trip breakers h. four are used 
in dc holding power supplies 
PARi^ERj U 0 Duke Power Co 79/05/16 Zpp 


790627012O Retiuests info re <nanua I trip on low pressuriier level, as 
stated in tten dF of IE Bulletin 79-0511 

WILLIAMS! F J Division Of Project Management 79/03/18 3pp 


7906120225 Informs of 790322 notification that operator for valve 

ZHP-20 Inside Unit 2 cotalnment bld^ did not meet environ 
qualification requirements Unit 1 continuse to operatej 
Unit 2 valve replaced 

PARKfcfl.W Q Duke Power Co 79/06/05 2pp 


R Periodic operating reports It related correspondence 


7906210149 Forwards monthly operating ropt for May 1979 
PARKER, W O Duke Power Co 79/06/15 ip 


—7906210153 Monthly operating rept for May 1979 
ftEAVia,vl A Duke Power Co 79/06/13 I7pp 


790628014^ Forwards correction sheets to monthly operating rept for 
Kay 1979 

PARKER. M a Duke Power Co 79/06/25 tp 


—7906280131 Correction sheets to monthly operating rept for May 1979 
• Duke Power Co 79/05/31 App 


S Reportable occurrencesi LERs U related correspondence 


7906140333 RO 269/79-13 on 790507 quadrant power tilt was beyond 
error-ad justed steady state limit Caused by power increases 
after emergency feedwater pump f low stabi 1 1 ty test Rower 
reduced to evaluate tilt 
VITQiD J Duke Power Co 79/03/07 Ip 


7906140360 RO 269/79-16 on 790324 2.335 gallons unsampled water 
released from Laundry 6 hot shaver tank Caused by ificorrect 
valve lineup Released water sampled ti proper pumping 
resume d 

VITO. D J Duke Power Co 79/03/24 Ip 


7906130320 Forwards LER 79-015/017-0 

PARKER. M 0 Duke Power Co 79/06/07 Ip 


--7906130324 LER 79-0t3/OlT-0 on 790524 laundry ^ hot shower A tank 
discharged w/o being sampled Caused by personnel error 
Responsible parties counseled 
LEWIS, S ft Duke Power Co 79/06/07 3pp 


7906290314 Forwards LER 79-01 5/01 T- I 

PARKER, W a Duke Power Cd 79/06/25 Ip 


—7906290323 LER 79-015/OlT-l On 790S24 Ugndry *. hot shower tank A 
discharged prior to sampling Caused by personnel error 
Personnel counse 1 ed ■ tanks related equipment marked ^ 
procedures revised 

LEWIS. 8 n Oeorgla Power Co 79/06/23 3pp 


T Hearing transcripts on non-ant i trust matters 


7906110205 Transcripts of 790510 meeting In Washington. DC re briefing 
on Oconee order Pp 1-88 Meeting ekhibiti end 
HENDRICK.J M . OlLlNSKY, V . KENNEDY, R T Commission 79/03/18 

I06pp 


7906200360 Tranter ipt of 79031B public meeting in Washington. DC re 
briefing by NRC on Oconea order Pp 1-88 

e Office of the Executive Legal Director 79/05/18 09pp 


U Congress tone l/Ex*cutlve Correspanijance 


7906260541 Responds to 790423 Ur re B Austin inquiry about 
radiological Impact of nuclear power plant cooling on 
drinking water Forwards applicable FES H/o enci 
OOSSICK-jL V. Office of the Gkecwtlvf Director for Operations 
79/05/15 Spp 


—7906260544 Requests info re radiological impact of nuclear pouap plant 
cooling on drinking water in ref te 8L Austin inquiry 
LEKT, N.F House of Rep, 79/P4/23, 2pp 


DOCKET 30-270 OCONEE NUCLEAR STATION. UNIT 2 


0 Adjudicatory correspondence 


7906040224 Orders llrensee to take immediate action to modify feedwakar 
sys 6 operating procedures, to shut down certain units until 
completion of mods 6 to undertake long-term mods as 
specified 

CHILK.S J Office of the Secretary of the Commission 79/03/07 
I4pp 


7906220164 Forwards petition for reconsldepatian of 790507 order 
permitting Units 1 6 2 to remain in operation Also forwards 
"Effect of Closing Gconee Nuclear Plants on Ability to Meet 
Summer Peak Demands " 

weiSS.E ft Union of Concerned Scientists 79/05/10 Ip 


—7906220169 UCS petition for immediate reconsideration of errors of 
79030B order 6 for immediate shutdown of Units 1 U 2 
WEISS.E R Union of Concerned Scientists 79/05/10 6pp 


— 7906220170 "Effect of Closing Oconee Nuclear Fxants on Ability ta Heel 
Summer Peak Demands " 

TAYLOR. V Union of Concerned Scientists 79/03/09 lOpp 


79062102S4 Forwards Attachment A to V Taylor statement which was 
appended to UCS petition for immediate reconsideration of 
errors of 790306 order for immediate shutdoun of facility 
WEISS.E R Sheldon, Harmon 6 Rolsman 79/05/13 ip 


--7906210236 Details analysis of DOE Info on reserve margins for sunmr 
1979 estimated to be affected by shutdown of D6W plants 
KENNEKE.A Office of Policy Evaluations 79/04/24 Ip 


J Insurance 4« Indemnity information 


7906130331 Forwards Endorsements 54 V 53 to ANI Policy NF-182 6 
Endorsements 40 6 41 to HAELU Policy MF-61 
SANDERS. F D Duke Power Co 79/06/00 5pp 


0 Advisory Committee on Reactor Safeguards reports 6 correspandinck 


7906180383 Forwards ECC8 analysis of small breaks In conjunction w/ 
emergency feedwater flow failures Operator has 20 minutes to 
re-establish feedwater flow prior to core uncovery 
BATES. A ACR8 - Advisory Committee on Reactor Safeguards 79/45/03 
Ip 


P Operating license stage documents 6 correspondence 


7906270065 Forwards 790314 inspector findings re changes to plant 
procedures resulting from NRC 790307 order Procedures of 
order 6 operator understanding deemed adequate 

MOSELEY, N C Office qf Inspection Enforcement 79/03/17 Ip 


—7906270068 Confirms procedural changes resulting from NRC 790907 order 
U Operator understanding of changes 

JAPGiF Region 2, Atlanta. Office of the Director 79/05/H 

Ip 


7906070230 Submits proposed Tech Specs revisions re surveillance tlds 
to suppL 761001 6 770708 submittals 
PARKER. W a Dukr Power Co 79/03/30 I3pp 


7906050327 Responds to 790518 request Forwards emergency feedwater flew 
test procedure 

PARKER, W 0 Duka Power Co 79/06/01 Ip 


—7906030329 Emergoncy feedwater flow test procedure 
« Duka Power Cq 79/03/31 12pp 


7906150267 Advises that hydrostatic test raqulred by 1974 ABME 8ol)«r t 
Pressure Vessel Cude is impractical Util will follow 1977 
edition raquirement Requests notification if unacceptable 
PARKER, M 0 Dwka Pouier Co 79/06/11 2pp 


7906190261 Raspends to NRC 790518 Itr requesting schedule by 790618 
completion of long'‘teTm mods described in Section 2 of NRC 
790307 order All efforts satlifactar 1 ly executed 
PARKER, M O Duke Power C« 79/06/14 ip. 

I 

79062202B3 Forwards responses to NRC 790323 Itr re feedwater lines 
Diagrams end 

PARKER, WO Duke power C ft 79/06/10 66pp 
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Q Inspection reports. IE Dolletlns correspondancB 


7706290200 DiiW site inspactar dall^ rapt on 790407 Plant status reactor 
operating at 90*A power for repairs to condenser tubes 
Teitlng continues to determine leak source 

COTTLE, w . ASHCNDCNf J Region 2» Atlanta^ Office of the Director 

79/04/07 3pP 


7906290174 D^W site inspector daily ropt on 790400 Plant status units 
I 15 . 3 operating nt l007,<Unlt 2 at 90X Hunting condenser 
tube leak on Unit 2 reported 

COTTLE. W Region 2i Atlanta, afflco of the Director 79/04/00 
2 pp 


7906290040 DU-M site inspector dally ropt on 790409 Plant status all 
reactors at full power Condenser leak has been corrected on 
Unit S 

COTTLE. M I ASHENOEN.M C Region 2. Atlanta. Office of the 

Director 79/04/09 2pp 


7906290 D 19 DK'N site Inspector daily ropt on 790410 Plant status all 
reactors at full power ui/all engineering safety feature sys 

JAPEi^E . A3HtNDEN. M C . FORD. C P Region 2. Atlanta. Office of the 
Directer 79/04/10 2pp 


79062900B7 site inspector dally rept on 790411 Plant status reactor 
at full power u/iia known problems Training instructors 
scheduled for nf.tU simulatoT training on 790410 

JAPE, r Region 2. Atlanta. Office of the Director 79/04/11 

2 pp 


7906290562 site inspector daily rept on 790412 Plant status all 
units running at full pettier Oys alignment vet ified fer 
accessible compeneiiti on emergency feeduiaier sys 

COTTLCr FORD Region 2. Atlanta. Office of the Director 79/04/12 

2pp 


7906S90139 PtiU site inspector daily rapt on 790413 Plant status all 
reactors at full power u/ne engineering safety feature 
equipment out of svc no major maint 

COTTLE. DCLIQLE. 0. A . MOON. R T Region 2. Atlanta. Office of the 
Director 79/04/13 2pp- 


7906290429 R<*W site Intpector dally rept on 790414 Plant status Unit 2 
operating at 62% power. Units I 3 at full power No major 
maint scheduled ^ all major equipment is operational 
DELISLG.A . MOON. I) Region 2. Atlanta. Office of the Director 
79/04/14 2pp 


7906290400 Site Inspector dally rept on 790410 Plant status all 
units at lOOX power u/no engineered safety feature 
equipment out of ivc k no major maint scheduled 

DELISLE.O A . MOON. H T Region 2. Atlanta. Office of the Director 
79/04/19 Ip 


7706290090 JikU site inipaetor dally rept on 790417 Plant status all 
units at lOOX power No major engineering safety feature tyi 
equipment out of svc 

JAPE.F. Region 2. Atlanta. Office of the Director 79/04/17 Ip 


7906110062 Responds to 1C Dulletln 79- OSD Reactor protective sys high 
RC8 pressure setpoint has been lowered to not greater than 
2.300 pslgi pressur i ler power operated relief value setpoint 
raised to 2. 490 pslg 

PARKER, H a. Duke Power Co 79/04/21 ip 


7906290456 D4.N site inspector daily rept on 790420 Plant status'Unlts 
1 ^ 3 at 100'.< power Unit 2 reduced to 92V: due to water leak 
in turbina condenser box 

JAPE.F Region 2. Atlanta. Office of the Director 79/04/20 Ip 


7906120291 Notifies that response to IE Dulletln /9-04 re Vetan 
check valves will be submitted no later than 790530, 

PARKER. WO Duke Power Co 79/05/02 tp 


7906040421 Dupplements response to Item 3 of IE Dulleilns 79-05 84 
79’‘05A re licensed shift operators completing 06W simulator 
tra inlng 

PARKER. W. a Duke Power Co 79/05/04 Ip 


7906200265 Ac k receipt of IE Insp Repts 50-269/79-11,60-270/77-11 k 
50-207/79-11 on 79030 i -29. No proprietary Info 
PARKER, W 0 Duke Power Co 79/05/09 Ip 


— 7906200270 Forwards IG Inep Repts 50-269/79-1 1 . 50-270/79-1 1 k 
50-287/79-11 on 790301-29 No noncomp 1 lance noted 
LEWIS, R.C Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch 79/05/01 2pp 


—7906200279 IE Insp Repts 30-269/79-11,90-270/79-11 6 90-207/79-U on 
790301-29 No noncompliance noted Major areas Inspected plant 
operations, followup of info notices, phys lea I security k LER 
JAPE.F Region 2, Atlanta, Office of the Director 
CANTRELL, F 8 Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/20 6pp 


7906290443 Forwards IE Info Notice 79-12, "Attempted Damage to Now Fuel 
Assemblies '* 

O'REILLY, J P Region 2. Atlanta. Office of the Director 
79/05/10 Ip 


7906110060 Forwards lE Dulletln 79-10, "Requal if ication Training 
Program Statistics " Written response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/11 Ip 


7906260242 Ack receipt of 790322 Itr informing NRC of steps takon to 
correct violations noted in IE Insp Repts 30-269/79-01. 

90-270/ /9-01 6 30-207/79-01 

O'REILLY. UP Region 2. Atlanta. Office of the Director 
79/03/11 ip 


--7906260244 Supplements util 790322 Itr responding to item of 
noncompliance noted in IE Insp Repts 30-267/79-01, 
30-270/79-01 U 90-287/79-01 Util will submit ROs within 30 
days of discovery of event 
PARKER. W 0 Duke Power Co 79/03/03 Ip 


— 7906260230 Responds to NRC 790227 Itr re violations noted in IE Insp 
Repts 30-269/79-01,50-270/79-01 k SO-207/79-Ol Disputes Item 
of noncompliance rc late submittal of RO Duo date fell on 
holiday 

PARKER. W 0 Duke Power Co 79/03/22 2pp 


—7906260239 Forwards IE Insp Repts 50-269//9-01 . 30-270/79-01 k 
30-287/79-01 on 790131-0201 k notice of violation 
LEWIS, R C Region 2. Atlanta. Office of the Director 79/02/27 
2pp 


■7906260264 Notice of violation from insp on 790131-0201 

s Region 2. Atlanta, Office of the Director 79/02/26 Ip 


—7906260371 IE Insp Repts 30-269/79-01.50-270/79-01 k 30-287/79-01 on 
790131-0201 Noncompliance noted failure to submit written 
repts within 30 dags of discovery of event 
COTTlE, W T . CANTRELL, F 8 Region 2. Atlanta. Reactor 

Operations Nuclear Support Branch 79/02/26 4pp 


7906290829 Forwards response to tC Bulletin 79-09 re QE Type AK-2/2A 
circuit breakers In safety-related sys Two are used at 
control rod drive ac primal y trip breakers k four are usorf 
In dc holding power supplies 
PARKER, « 0 Duke Power Co 79/03/16 2pp 


7906270120 Requests info re manual trip on tow preisur 
stated in Item 4r of IE Bulletin 79-03D. 

WILLIAMO.F J Division of Project Man 
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79062?09S9 roru/ard* response to l£ Bulletin 79-09 re OE Type AK-2/2A 
circuit breakers in iaf ety-related sy* Tuo are used as 
control rod drive ac prlcnary trip breaker* & four are used 
in dc holding power supplies 
PARKER. U □ Duke Power Co 7'9/05/lb 2pp 


/70&270120 Ret^uests info re nanual trip an low pressuriier level, as 
stated tn Item 4F at IE Bulletin 79-05B 

WILLIAMS. F J Division of Project Management 79/05/18 3pp 


7906120225 Informs of BiW 790522 notification that operator for valve 
2HP-20 inside Unit 2 cotaininent bldg did not meet environ 
qua 1 i f 1 ce tl on requirements ilnvt t continued to operates 
Unit 2 valve replaced 

PARKER. M 0 Duke Power Co 79/06/05 2pp 


R Periodic operating reports related correspondence 


7906210149 Forwards monthly operating rept for May 1979 
PARKER, W O Duke Power Co 79/0<6/lS Ip 


—7906210133 Monthly operating rept for Hay 1979 
REAViSjJ A Duke Power Co 79/06/13 I7pp 


7906260143 Forwards correction sheets to monthly operating rept for 
May 1979 

PARKER. kl 0 Duke Power Co 79/06/25 tp 


--7906290151 Correction sheets to monthly operating rept for May 1979 
* Duke Power Co 79/05/31 4pp 


5 Reportable occurrences. LERs b related correspondence 


7906140353 RO 269/79-13 on 790507 quadrant power tilt was beyond 
error-adjusted steady state limit Caused by power increases 
after emergency feedwater pump flow stability test Power 
reduced to evaluate tilt 
VITO. D J Duke Power Co 79/03/07 Ip 


7906140360 RO 269/79-16 on 790324 2.333 gallons unsampled water 
released from laundry V hot shaver tank Caused by incorrect 
valve lineup Released water sampled & proper pumping 
resumed 

VITOiD J Duke Power Co 79/05/24 Ip 


7906130320 Forwards LER 79-01 5/OlT-O 

PARKER, U 0 Duke Pouier Co 79/06/07 tp 


— 7906130324 LER 79-01 3/OIT-O On 790524 laundry t. hot shower A tank 
discharged u/o being sampled Caused by personnel error 
Responsible parties counseled 
(-£(415. S R Duke Power Co 79/06/07 3pp 


7906290314 Forwards i-ER 79-015/OlT-l 

PARKER. M 0 Duke Poujer Co 79/06/23 Ip 


—7906290323 LER 79-019/0tT-t bn 790524 laundry V hot shower tank A 
discharged prior to samplitig Caused by personnel error 
Personnel cuunse led. tanks b related equipment marked b 
procedures revised 

• c’l.Tc e ,, Georgia Power Co 79/06/25 3pp 


t matters 


DOCKET 50-270 DCGKEE NUCLEAR STATION, UNIT 2 


G Adjudicatory correspondence 


7906040224 Orders Licensee to take Immediate action to modify feedwater 
sys b operating procedures, to shut down certain units until 
completion of mods b tu undertake long-term mods as 
spec i f led 

CHILK.S J Office of the Secretary of the Commission 79/05/07 
14pp 


7906220164 Forwards petition for reconsideration of 790507 order 
permitting Units 1 t, 2 to remain in operation Also forwards 
‘^Effect of Closing Oconee Nuclear Plants on Ability to Meet 
Bummer Peak Demands '' 

REISS.E R Union of Concerned Scientists 79/05/10 Ip 


— 7906220I6B UCS petition for immediate reconsideration of errors of 
790508 order b for immediate shutdown of Units 1 & 2 
WEISS. E R Union of Concerned Scientists 79/03/10 6pp 


— /906220170 "Effect of Closing Oconee Nuclear Plants on Ability to Meet 
Summer Peak Demands " 

TAVLOR. V Union of Concerned Scientists 79/05/09 iDpp 


7906210234 Forwards Attachment A to V Taylor statement which was 
appended to UCS petition for immediate reconsideration of 
errors of 790508 order for immediate shutdown of facility 
WEISS. E R Sheldon, Harmon 8« Rolsman 79/03/15 Ip 


—7906210236 Details analysis of DOE info on reserve margins far summer 
1979 estimated to be affected by shutdown of B^W plants 
KENNEKE.A Office of Policy Evaluations 79/04/24 Ip 


J Insurance b Indemnity information 


7906130331 Forwards Endorsements 54 b 55 to ANI Policy NF-192 b 
Endorsements 40 b 41 to MAELU Policy HF-6t 
3AN0ERS,F D Cuke Power Co 79/06/00 5pp 


0 Advisory Committee on Reactor Safeguards reports b correspondenc t 


7906160563 Forwards ECCS analysis of small breaks in conjunction iv/ 
emergency feedwater flow failures Operator has 20 minutes to 
re-establish feedwater flaw prior to core uncovery 

QATESi A ACRS - Advisory Committee on Reactor Safeguards 79/05/03 
IP 


P Operating license stage documents b correspondence 


7906270065 Forwards 790514 inspector findings re changes to plant 
procedures resulting from NRC 790507 order Procedures of 
order b operator understanding deemed adequate 

MOSELEV.N C Office of Inspection b Enforcement 79/05/17 Ip 


— 7906270066 Confirms procedural changes resulting from NRC 790S07 ordir 
operator understanding of changes 
JAPE. F Region 2. Atlanta, Office of the Director 79/05/14 
ip 


7906070236 Submits proposed Te-ch Specs revisions re surveillance stds 
to suppl 761001 b 770706 submittals 
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a Inspection reportsi 1£ SuiUtins & correspondence 


79069?oaB& D«4M site inspector deil<j repb on 790407 Plant states reactor 
operating at 90'.4 pouer fav- repairs to condenser tubes 
Testing continues to determine leak source 

COTTLE, M r ASHENDEN, J Hegion 2, Atlanta. Office of the Director 
79/04/07 3pp 


7906290174 Site inspector dailg ropt on 790400 Plant status units 
I h 3 operating at lOOXiUnlt 2 at 90‘A. Hunting condenser 
tube leak on l/nlt 3 reported 

COTTLE. U Region 2. Atlanta. Office of the Director 79/04/08 

2pp 


7906290048 Dt-W site inspector dallg rept on 790409 Plant status all 
reactors at full potuer Condenser leak has been corrected on 
Unit 2 

COTTCErU I ASHENDEU. M C Region 2. Atlanta. Office of tbe 
Director 79/04/09 2pp 


7706290319 DfrW site inspector dailg rept on 790410 Plant status all 
reactors at full puttier u/a 1 1 engineering safety feature sys 
£n SVC 

JAPE.F . ASHENDEN, M C . PORDiE P Region 2. Atlanta, Office of the 
Director. 79/04/10 2pp 


7706290087 BtU site inspector daily rept on 790411 Plant status reactor 
at full pouer w/no known problems Training instructors 
scheduled for simulator training on 7904IQ 

JAPE,r Region 2. Atlanta. Office of the Director 79/04/11 

2pp 


7906290962 B^tW site inspector dally rept an 790412 Plant status all 
units running at full potjer Sys alignment verified for 
accessible components on emergency feeduater sys 

COTTLE. FORD Region S. Atlanta. Office of the Director 77/04/12 
2pp 


7706290139 D6W site inspector daily rept on 790413 Plant status all 
reactors at full pouer w/no engineering safety feature 
eguipnent out of eve nu major maint 

COTTLE. DELISUE.O A . MOONi R T Region 2, Atlanta. Office of the 
Director 79/04/13 2pp 


7906270427 flliW site Inspector daily rept on 770414 Plant status Unit 2 
operatltig at B2X pouor. Units 1 3 at full power No major 

malnt echedulod all major equipment is operational, 

DEL|8LE,A ' MOONED Region 2. Atlanta. Office of the Director 
77/04/14 app 


7706290460 H&H site tnepector daily rept on 770419 Plant status all 
units at lOOli power w/no engineered safety feature 
equipment out of sve & no major maint scheduled 

DELI8LE. O. A. . MOCNi 8 T, Region 2. Atlanta. Office of the Director 
77/04/19 Ip 


7906270996 BVH site inspector daily rept on 790417 Plant status. all 
units at 100^ power No major engineering safety feature sys 
equipment out of sve 

JAPEiF Region 2. Atlanta. Office of the Director 79/04/17 Ip 


7 906 J 10062 Reipande to IE Bulletin 79’'09E Reactor protective sys high 
RC6 presi'Urc setpoint has been lowered to not greater than 
2>300 pslg J pressur i cer power operated relief value eetpolnt 
raised to 2.490 pslg. 

PARKER, y 0 Duke Power Co 77/04/21 Ip 


7706290496 BW site Inepector daily rept on 790420 Plant status Units 
1 & 3 at lOOX power Unit 2 reduced to 92X due to water leak 
in turbine condenser box 

JAPEiT, Region 2. Atlanta. Office of the Director 79/04/20 Ip 


7706120271 Notifies that rasponie to IE Bulletin 77-04 re Velan 
check valves will be submitted no later than 790930, 

PARKER. H,0. Duke Power Cp, 77/09/02 tp 


7706040421 Supplements response to Item 3 af IE Bulletins 79-09 & 
79-08A re licensed shift operators completing 0t<W simulator 
tralni ng 

FARKER.W, D. Duke Power Co. 79/09/04 Ip 


7706200269 Ack receipt of lE Imp Repts 90-269/79-11.90-270/77-11 k 
90-297/79- U on 790301-27 No proprietary info 
PARKER. W 0 Duke Power Co. 77/09/09 Ip 


“7906200270 Forwards IE tnsp Repts 90-269/79-11.90-270/79-11 ?« 
90-287/79-U on 770301-29 No noncompliance noted 
LEWIS, R,C Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/09/01 2pp 


—7906200279 IE Insp Repts 90-267/79-11,90-270/79-11 t, 50-287/77-11 on 
790301-29 No noncomp lianc e noted Major areas tnsp ec t sd , p lent 
operations, followup of info notices, ph y si cal security 6 LER 
JAPE. F Region 2, Atlanta. Office of the Director 
CANTRELL. F S Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/20 6pp 


7906290443 Forwards IE Info Notice 79-12, “Attempted- Damage to New Fuel 
Assemblies " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/09/10 Ip 


7906110060 Forwards t£ Bulletin 79-10. "Requal i f icat ion Training 
Program Statistics ” Written response required 
□ 'REILLY, U P Region 2. Atlanta. Office of the Director 
79/05/H Ip 


7906260242 Ack receipt of 790322 I tr Informing MRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/79-01, 
30-270/77-01 k 30-287/79-01 

Q'REILLYiJ P Region 2. Atlanta. Office of the Director 
79/05/11 Ip 


— 7706260244 Supplements util 790322 Itr responding to item of 
none omp 1 lance noted In IE Insp Repts 30-269/79-01. 
50-270/79-01 U 50-287/77-01 Util will submit ROs within 30 
days of discovery of event 
PARKER, W O Duke Power Co 77/05/05 ip 


—7706260250 Responds to NRC 790227 Itr re violations noted in IE Jnsp 
Repts 50-269/ 79-01. 30-270/79-01 k 30-207/79-01 Disputes item 
of noncompliance re late submittal of RD Due date fell on 
holiday 

PARKER. W O Dufco Power Co 77/03/22 2pp 


— 79O62602S9 Forwards IE Insp Repts 50-269/79-01,50-270/79-01 k 
50-287/77-01 on 790131-0201 U notice of violation 

LEWIS. R C Region 2. Atlanta. Office of the Director 79/02/27 

2pp 


— 7906260264 Notice of violation from insp on 790131-0201 

* Region 2, Atlanta, Office of the Director 79/02/26 Ip 


“7906260271 IE Insp Repts 50-269/79-01,50-270/79-01 5- 50-287/79-01 on 
790l3l-020i None amp I lance noted failure ta submit written 
repts ulthin 30 days of discovery of event 
COTTLE. W T . CANTRELL, F 8 Region 2, Atlanta, Reactor 

Operation^ Nuclear Gupport Branch 79/02/26 4pp 


7906290029 Forwards response to IE Bulletin 79-09 re GE Type AK-S/2A 
circuit breakers in saf ety-re lated sys Two are used as 
control red drive ac primary trip breakers four are used 
in dc holding power supplies 
PARKER, W O Duke Power Co 79/05/16 Spp 


7906270120 Requests info re manual trip on low pressuriier level, as 
stated in Item 4F of IC Bulletin 79-05Q 

WILLIAMS, F J Division of Project Management 79/05/18 3pp 


7906120225 Informs ofi B8.W 790322 notification that operator for valve 
2HP-20 Inside Unit 2 cotalnment bldg did not meet environ 
qualification requirements Unit 1 continued to opsretei 
Unit 2 valve replaced 

PARKER, W O Duke Power Co 79/06/05 2pp 


R Periodic operating reports k related correspondence 


7906210149 Forwards monthly operating rept for May 1979 
PARKER, W Q Duke Power Co 79/06/15 Ip 


— 7906210153 Monthly operating rept far May 1977 
REAVIS,^ A Duke Power Co 79/06/15 I7pp 


7906280148 Forwards correction sheets to monthly operating rept for 
May 1979, 

PARKER, H. a Duke Power Co 79/06/25 ip 


— 7906280151 Correction sheets to monthly operating rept far Hay 1979 
» Duke Power Cq 79/05/31 4pp 


8 Reportable occurrences, LERs 6. related correspondence 


7906140360 RO 267/79-16 on 790524:2,335 gallons unsampled water 
rilaaieif from laundry 8. hot shaver tank^Caused by Incorrect 
valve 1 in«up Released water sampled & proper pumping 
resumed 

Yira, D J Quke Power Go 79/05/24 Ip 
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7<?0i»l30320 Forwards LER 79-013/OlT-O 

PARKER, W 0 Duke Power Co 79/06/07 Ip 


--7906130324 LER 79-OlS/OlT-Q on 790524 Uyndry ^ hot shower A tank 
discharged u/o being sampled Caused bg personnel error 
Responsible parties counseled 
LEWISES R Duke Power Co 79/06/07 3pp 


7906260529 Forwards LER 79-003/03L-0 

PARKER, M □ Duke Power Co 79/06/21 Ip 


—7906260533 LER 79-003/03L-0 on 790522 reactor protection sys channel D 
deterotined to be above specified limit of 4 psig Caused by 
setpoint drift Switches recalibr for setpoint of 3 5 psig 
Will be verified at 6-rnonth intervals 
LEWISES R Duke Power Co 79/06/21 3pp 


7906290314 Forwards LER 79-O13/0iT-t 

Parker, M O Duke power Co 79/06/25 Ip 


--7906290323 LER 79-015/OlT-l on 790524 laundry hot shower tank A 
discharged prior to sampling Caused by personnel error 
Personnel counseled, tanks 6 related equipment marked h 
procedures revised 

LEWIS. S R Georgia Powei Co 79/06/23 3pp 


T Hearing transcripts on non-antitrust matters 


7906110205 Transcripts of 79051Q meeting in Wash ington, DC re briefing 
on Oconee order Pp 1-08 fleeting exhibits end 
HENDRICK, JM . OILINSKV,V , KENNEDY. R T Commission 79/05/18 
I06pp 


7906200360 Transcript of 790510 public meeting in Wash ington, DC re 
briefing by NRc on Oconee order Pp 1-80 

• Office of the Eiecutive Legal Director 79/03/18 e9pp 


U Congressional/Ei ecuti ve Correspondence 


7906260341 Responds to 790423 Itr re S Austin inquiry about 
radiological impact of nuclear power plant cooling on 
drinking water Forwards applicable FES W/o encl 
GosSiCKiL V Office of the Executive Director for Operations 
79/05/15 2pp 


—7906260544 Requests info re radiological impact of nuclear power plant 
cooling on drinking water in ref to SL Austin jnovirv 
'•^NT/NF House of Rep 79/04/23 Spp 


7906010053 Summary of 790420 meeting w/utit in Qefchesda.HD ra 
modified radiological effluent Tech Specs 

ROONEY, V L Operating Reactors Oranch 3 (Pre 790623) 79/04^ 

app 


7906270275 Ack receipt of 790328 Itr objecting to Class III fee 
requested m NRC 790316 Itr Fee Is due within 15 days ofthln 
receipt of Itr 

MiLLERtU 0 License Fee Management Oranch 79/05/25 2pp 


7906260232 Responds to 790302 request for exemption from Type A tas 
frequency as required by lOCFRSO AJ. Section til A 6(b) 

Request denied Test needed to verify completeneas of 
corrective action plan 

CRIKESiQ K Assistant Director for Engineers 5- Rrojects {Pre 
790625) 79/03/30 2pp 


7906150243 Defers submission of requested Class III fee for propose 
License Change 74,Suppl l.as matter still under legal 
review Response to be filed by 790629 

VANDENDUROH, D Ueroiont Yankee Nuclear Power Carp 79/06/12 Ip 


Q Inspection repoi ts, IE Bulletins h correspondence 


7906260171 Forwards IE Insp Ropt 50-271/79-06 on 790320-23 No 
noncomp 1 lance noted 

BRUNNER. E J Region 1. Ph i lade 1 ph la. Reactor Operations Nuclear 

Support Branch 79/04/20 2pp 


—7906260175 IE Insp Rapt 50-271/79-06 on 790330-23 No nanc omp 1 la.nc o 
noted Major areas inspected fuel shuffling program % 
acti vitl es, p lant operat ions, planned startup testing program 
h station personnel change 

MCCABE, £ C , STCTKA, T F Region 1, Phi iado Iph la. Office of the 
Director 79/04/19 Bpp 


7906110046 Forwards IE Bulletin 79-03B, “Nuclear Incident at 
TMl-8uppl “ No written response required 

GRIER.B H Region 1, Ph i lade I ph la, Office of the Director 
79/04/23 Ip 


7906050281 Responds to IE Bulletin 79-08 re items identified during 
TKI-2 event All vessel level instrumentation was reviewed, 
appropriate procedures are being revised f/ containment air 
dilution sys installed 

MOODY, D E Vermont Yankee Nuclear Power Corp 79/04/27 Rpp 


7906140328 Responds to 1C Bulletin 79-07 re seismic stress analysis of 
safety-related piping No analysis using mothod listed in 
Item 1 has been identified Investigation continuing 
MOODY, D E Vermont Yankoe Nuclear Power Corp 79/04/27 2pp 


7906130114 Responds to IE Bulletin 79-04, “Incorrect Weights for Swing 
Check Valves Mfg by Velan Engineering Corp " No such valves 
are in use in seismic Category I piping sys 

OROCE,R H Vermont Yankee Nuclear Power Corp 79/03/02 Lp 


7906130177 Forwards IC Circular 79-07, “Unexpected Speed Increase of 
Reactor Motor Genei ator Set Resulted In Reactor Power 
Increase “ No written response required 

GRIER, Q H Region 1. Philadelphia, Office of the Diractor 
79/05/02 ip 


7906180141 Forwards summary of 790306 mg t meeting Info presented during 
meeting resulted in withdrawal of Item 0 of 781222 notice of 
violation 

SMITH, G H Region 1. Philadelphia, Fuel Facility t, Materials 

Safety Oranch 79/03/02 2pp 


—7906180171 Summary of 790306 mgt meeting w/util in King of Prussia, PA 
re computerized personnel dosimetry record sys % withdrawal 
of apparent item of noncompl ience 

SMITH, OH Region 1, Philadelphia, Fuel Facility ((Materials 

Safety Branch 79/03/02 3pp 


7906140533 Forwards vessel level indication drawl 
790427 response to IE Bulletin 79-08 
GROCE, R H Vermont Yankee Nuclear Puwer Corp 


ng as addl 
79/03/04 


info 

app 


to 


7906120203 Forwards lE Info Notice 79-11 
Insulation Support Problem " No action 
GRIERiB H Region 1, Ph Hade Iph la, 
79/05/07 2pp 


, "Lower Reactor Vessel 
required 

Office of the Director 


Head 


Program Statistics Written response required 

*■ af,,c. ot He Director 

/V/uO / 11 Ip 
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7<?06260163 Fortuardi IE Info Notlco 79*'ta, ^'Atfcwrapted Damage to Noui Fuel 
AisembtlBS " 

CRIER'B H Region I* Ph 1 lade Ip^ Office of the Director 
79/’09/ll IP 


7906290fl06 Responds to IF llullotln /9“09 GE Typo AK-2 clrtut broatcers 
are used on 480 '/olt safety-related switchgears 
MOODY. D E Vermont Yankee Nuclear Power Corp 79/03/17 3pp 


7906OBO111 Forwards IE 
Enriched U 

ORIER^D H Region 
79/09/10 Ip 


Circular /9-0tl» ^'Attempted Extortion - Lou 
{• Ph i Udolphia. Office of the Director 


7906260564 Responds to 1C nulletlns 70-la* ISA f* 121) Bubmlts results of 
records search for spec of weld mall used for fabrication of 
reactor pressure vessel 

moody. D E Vermont Yankee Nuclear Power Corp 79/03/25 2pp 


7906290096 Requests relief from certain programmatic requirements of 
A6HE Section XI I'D liiiorvico insp program until 000130 
N/encl record of changes h table of contents for program* 

Tech Specs tn relief request basis 

CROCE. R H Vermont Yankee Nuclear Power Corp 79/06/25 Bpp 


R Periodic operating reports 8. tolatod correspondence 


7906190309 Forwards month li| operating ropt for hag 1979 
HOODYr D C Vermont Yankee Nuclear Power Corp 79/06/12 Ip 


—7906190311 Monthly operating rapt for hay 1979 

SJOGREN* R M Vormont Yankee Nuclear Power Corp /9/06/12 6pp 


7906200611 Outlines of cross-examination of Colemans on Contentions 2 8« 
6 re spent fuel assemblies testing of boral matl in environ 
6 outline of cross-examination of Lower Allowags Creek on 
Contention 1 re spent fuel pool W/Cert i f Icate of Sve 
QNSDORFF, K A Neu Jersey, State of 79/04/25 4pp 


7906020072 Advises that W8 Nechodom of Exxon Nuclear Carp will replace 
JH Riddle on licensee's witness panel Prof qualification of 
NS Nechodom enc 1 

WETTERHANNi M J Conner* Moore 6 Corber 79/04/26 3pp 


7906180807 Responds to request made during limited appearance in 
proceeding Forwards 10CFR9 6 regu lat ions* def In ing procedures 
for document requests N/o end 
MOORE. J E Branch 2 79/04/27 Ip 


— 79O61GO016 Responds to request made during limited appearance in 
proceeding F^ecd rept Is propi ietary Forwards 
lOCrR2 7960<b ) (6 1 < defining individuals u/access to 
proprietary info N/o end 
MOORE. J E Branch 2 79/04/27 2pp 


7906010284 Notifies that evidentiary hearing reconvenes on 790710 In 
Salem. NJ Testimony to be offered at hearing shall be filed 
by 790619 

MILHOLLIN.O U Atomic Safety and Licensing Hoard Panel 79/03/14 

2pp 


7906190006 Erratum to 790S14 notice of hearing 

MlLHOLLlNfG L Atomic Safety and Licensing Board Panel 79/09/17 
*P 


J Insurance 6 indemiuiy information 


g Roportabio occurrences, LFRs 6 reiatud coi respondenco 


7906040295 Forwards tCR /O *009/031-0 
CONWAY* W F Voimont Yankee Nuclear Power Corp 70/04/20 Ip 


—7906040230 LFR 70-009/03L-0 on /003JI during conlral rod testing, 
rod block monitor A was hypastod sevoral times Caused by 
sopervliory misunderstanding Mi sunders tand Ing clarified 6 
precautionary pfoceduves added 

CONWAY. W r Vermont Yankee Nuclear F»owor Corp 70/04/20 2pp 


DOCKET 30-272 8Al EM NUCLfAR GtNI RATING UTATIDN. UNIT 1 
0 Ad jud tea levy correspondence 


7906010140 Opposes licensee's motion for summary judgment Licensee has 
not carried burden of piouf.nor shewn that contentions are 
unconvincing Affidavit 6 Certificate of Uve end 
MACARTQR.J D Oelauaro, Dtate of 79/03/20 4pp 


7906010099 Memo by Inlervenort Gelemani in opposition to ticensoe's 
motion for summary judgment statement by intervenors of 
matl facts in dispute re intervenors' Contention 2 
Affidavit of OC Minor 6 Certificate of Ovc end 

VAN NEfla.a C * ONODOnr.K a New Jersey* State of 79/03/29 30 pp 


7906030343 Confirms 790329 order outlining schedule of 790302 
evidentiary hearing Adds three questions re incident at TMl 
for disctission at hearing 

MILHOLLIN.O L Atomic 0afety and Licensing Board Panel 79/04/10 

2pp 


7906020232 Outline of intended crofS'-examinat i on by ut i I* cont Ingent 
upon denial of util 790423 objections to intervenor's 
profferred testimony Cartificate of Qvc end 
WETTERHAMN.M J Conner, Moore Corber 79/04/23 lOpp 


7906040380 Outline of areas of cross-examinat Ion* submt tted per 790329 
pretrial order Certificate of 8vc end 
MACARTOR,v D Delaware. 8tat« of 79/04/23 3pp 


7906120211 Forwards Endorsements 27.28 29 to MAELU Policy MF-90 

CORREA. C Marsh ^ McLenan. M ^ M Nuclear Caneultants. Inc Olv 
79/06/04 4pp 


7906260368 Forwards executed Amend 6 to Indemnity Agreement B-74 
ORlFFlTHSiR Public Service Electric ^ Gas Co of New Jersey 
79/06/20 3pp 

P Operating license stage documents 6 correspondence 


7906060270 Forwards requested info re main feedwater events . prossur 1 1 er 
heaters steam generator schematic diagram 
LIQRIZZI.r P Public Service Electric 6 Gas Co of New Jersey 
79/03/23 6pp 


7906230196 Notification of 790525 meeting w/Wostinghouso J. util In 
Delhesda*MU to discuss surface damage observed at fuel 
assemb lies 

ZECH.O 0 Operating Reactors Branch 1 <Pre 790623) 79/05/23 

ip 


7706190201 Forwards request for amend to License DPR-70 to change Tech 
8pecs for diesel generator breaker trip protection 
Certificate of Sve ti fee end 

LI0RIZZI*F P Public Service Electric Oas Co of New Jersay 
79/06/14 3pp 


—7906190216 Requests amend to License DPR-79 to change Tech Specs re 
diesel geneiator breaker trip protection 

e Public Service Electric ?* Oas Co of New Jersey 79/06/14 

2pp 


7906220361 Submits info requested by NRC 790325 Itr ro power feedwater 
lines design 4. fabrication history 

SCHNEIDER. F W Public Service Electric Oas Co of New Jersey 
79/06/14 33pp 


0 Inspection reports* IE Bulletins correspondence 


7906110039 Forwards IE Bulletin 79-OSB* "Nudear Incident at 
TMI-Suppl, ” No written response required 

ORIER.B H Region 1* Philadelphia* Office of the Director 
79/04/23 Ip 


7906100441 Responds to ABLfl 790410 order Forwards RE Webb 790227 
testimony re accident haiards of spent fuel storage* on 
behalf of intervenor Lower Alloways Creek Tounshlp.PA 
Certificate of Sve end 
VALORE.C. Valore, C 79/04/25 6pp 


-*'7906100455 Testimony re ASLB 790410 order* Oues tton 3 Spent fuel storage 
is unsafe* accidents are possible potential harm is 
extreme Reactor must be dosed down Prof qual i f Icatione 
enc 1 

WEBB.R E Affiliation Unknown 79/02/27. 37pp, 


7906120081 Requests extension until 790504 to respond to IE Bulletin 
79-07 

SCHNEIDER* F N Public Service Electric U Gas Co of New Jersey 
79/04/24 Ip 


7906020193 Respond* to IE Bulletin 79-06A Special task force 
established to coordinate review understanding of TMI-S 
event Appropriate procedural revliions being preparad 
Supplemental response will be made prior to 790531 
SCHNEIDER* F U Public Service Electric S' Oas Co of New Jersey 
79/04/25 23pp 
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79O&O4OO70 Ack receipt of 790120 Itr in#orfl>lng HRC of steps taken to 
correct violations notetf in IE Insp Rept 50-272779-03 
CARSON* R T Region 1. Philadelphia* Reactor Construction & 

Engineering Support Branch 79/04/23 Ip 


790A260416 Foru)ards operating rept for industrial uaste treatment plant 
for May 1979 

NIDURA*H J Public Service Electric tk Oas Co of Neu) Jersey 
79/0i/12 2pp 


— 790604 0079 Responds to NRC 790308 Itr re violations noted in IE Insp 
Rept 50-272/79-03 Corrective actions fire watch posted at 
□pen pene tration* penetrat ion sealed U cables rerouted 
properly 

SCHNEIDER* r N Public Service Electric b Oas Co of New Jersey 
79/03/20 3pp 


7906260349 Forwards discharge monitoring repfcs for May 1979 
HIDURAfH J Public Service Electric V Oas Co of New Jersey 
79/06/19 I5pp 


S Reportable occurrences* LERs f/ related correspondence 


7906040091 Forwards IE Insp Rept 50-272/79-03 on 790130-0201 05 6 

notice of violation 

CARLSON. R T Region 1, Philadelphia* Reactor Construction 6 

Engineering Support Branch 79/03/08 2pp 


7906040336 Forwards RO 7a-20/04L 

UIDRiZZIiF P Public Service Electric f/ Gas Co of New Jersey 
70/04/04 ip 


--79O6O4OO03 Notice of violation from map on 790130-0201 t-' 05 

-» Region li Phi lade Iph la. Reactor Construction i Engineering 

Support Branch 79/03/00 2pp 


—7906040099 IE Insp Rept 50-272/79-03 on 790130-0201 U 05 Noncompliance 
noted unsealed penetration tt failure to meet controls 6 
verification for associated circuit 

CALLINA*C O Region Ir Philadelphia* Qffice Of the Director 

DEVLIN. J N Region 1* Philadelphia* Safeguards Branch 

CARLSONift T Region 1. Philadelphia, Reactor Construction t* 

Engineering Support Branch 79/03/00 14pp 


79060703B9 Responds to IE Bulletin 79-04 re seismic Category 1 piping 
sys w/3i 4 or 6-inch diameter valves Uelghts for 6-inch 
valves have been correctedi aua i ting confirmation of 3 4- 
4-inch weights from Velan 

SCHNEIDER, r M Public Service Electric ^ Gas Co of Neu Jersey 
79/04/30 2pp 


7906120197 Forwards IE Info Notice 79-iU “Lower Reactor Vessel Head 
Inswldtion Support Problem “ No action re{;uired 
GRIERi B H Region 1, Phi ladelph la, Office of the Director 
79/03/07 2pp 


7906110148 Forwards IE Bulletin 79-10, *'Requal i f Icatlon Training 
Program Stdt istic s " Written response required 
GRIER I 0 H Region 1* Phi ladelph ia, Office of the Director 
79/05/11 Ip 


7906260149 Forwards IE Info Notice 79-12* “Attempted Damage to New Fuel 
Assemblies “ 

GRIER. 9 H Region ii Ph i ladelph ia* Qffice of the Director 
79/05/U Ip 


— 7906040340 RO 7a-20/04L on 780217 required weekly river water samples 
for biocide determinations not taken during June. Sept or Dec 
1977 Caused by personnel error Personnel relnstructed 
CQOLEV* D E , HELLER. S J Public Service Electric 6 Gas Co of New 
Jersey 70/04/04 2pp 


7906040260 Forwards RO 70-23/O4T 

UIBRIZZI.F P Public Service Electric t' Gas Co of New Jersey 
78/04/17 Ip 


—7906040271 RQ 78-23/04T on 700414 milk sample had 1-131 concentration 
which exceeded ten times control station concentration 
Probably caused by Chinese weapon test, rather than 
misoperation of facility 

ALLMAN. N C Public Service Electric fr Oas Co of New Jersey 
70/07/10 2pp 


7906040273 Forwards LCR 78-022/0 lT-0 

LlBRlZZt,F P Public Service Electric t/ Gas Co of New Jersey 
70/04/17 Ip 


—7906040277 LER 70-O2a/OiT-O on 700404 Fischer b Porter 10B2496 
transmitters for coolant low flow monitoring had high output 
deviation during seismic test Caused by vibration of 
mounting plate Design change initiated 

SPENCER. T L Public Service Electric i Oas Co of New Jersey 
70/04/17 3pp 


7906040170 Confirms 700404 telcon advising of RO Instrument panels 
containing reactor coolant low flow transmitters could fall 
during design base seismic event Corrective action will be 
required 

HELLER. H J Public Service Electric 6 Gas Co of New Jersey 
79/04/04 Ip 


7906270206 Responds to IE Bulletin 78-128. “Atyp ica I Weld Hatl in 
Reactor Pressure Vessel Welds " Requests extension of 
response due date to 791031 

SCHNEIDER, F W Public Service Electric b Gas Co of Neu Jersey 
79/05/14 Ip 


7906000104 Forwards IE Circular 79-08. “Attempted Extortion - Low 
Enriched D ■■ 

ORIERrB H Region 1, Phi ladelph la. Office of the Director 
7P/n5/1R tp 


7906050283 Forwards RO 79-40/04L 

LIDRtZZI.F P Public Service Electric U Oat Co of New Jersey 
79/05/24 Ip 


— 7906050294 RO 79-40/04L on 790425 liquid waste disposal RMS monitor 
channel 1R18 failed routine channel callbr check Caused by 
failed tube in channel detector causing detector output to 
Increase by factor of 2 Detector replaced 

KAPPLE* A N Public Service Electric b Gas Co of New Jersey 
79/05/24 Ip 


7906040303 LER 70-046 number not used 

4 Public Service Electric b Gas Co qf New Jersey 79/05/89 Ip 


7906050289 Forwards LER 79-027/01 X-1 

LIBRIZZI.F P Public Service Electric 6 Gas Co of New Jersey 
79/06/01 Ip 


-7906050291 LER 79-027/OlX-l on 790325 while providing backup protection 
to Hope Creek. fac { 1 i ty fresh water tanks were below Tech 
Spec required levels Caused by poor communications between 
facilities Hater level restored 

KaPPLEiA W Public Service Electric b Gas Co of New Jersey 
79/06/01 ip 


7906090301 Forwards LER 79-035/01 X-1 

LIBRlZZIrF P Public Service Electric Gas Co of New Jersey 
79/06/01 Ip 


—7906050304 LER 79-035/OlX-l an 790405 during cold shutdown* U/f ire pump 
1 out of svci f ire pump 2 did not start when header 
pressure dropped to 75 lb psi. Pump started manually Caused 
by weak cell in A & D batteries 

KAPPLE* A H Public Bervice Electric b Oas Go of New Jersey 
79/06/01 Ip 

7906090339 Forwards LER 79-044 /03L-0 

LIBRiZZhF P Public Oervlct Electric b Gas Co. of New Jerseu. 
79/06/01. Ip 
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■7906050340 LEfl 79-'044/03L”0 on 790306 during refueling aperetlons* 36 
fuel assemblies uere Identified as having cracled* dented or 
torn grid straps Corrective action will be taken after 
evaluation complete Cause not knotun at present time 
KAPPLE. A W Public Sprvite Electric 6 Gas Co of New Jerseg 
79/06701 2pp 


7906070260 Confirrta 790601 verbal rapt to E Brunner* advis ing of 
potetitial RO Ulncar cracking observed on pump impeller Spare 
impeller was tested ^ also showed cracks Impellers being 
sent to vendor for testing 

hlOURAi H J Public Service Electric h Gas Co of New Jersey 
79/06/01 Ip 


7906110226 Forwards LER 79-043/0 lT-0 
LIBRi;ZI«E P Public Service Electric h Gas Co of New Jersey 
79/06/03 Ip 


—7906110231 LER 79-043/01T-0 on 790322 auilliary feedwater pumps 
discharge valves demand reduction to 07. Caused by deficient 
surveillance procedure Immediate change initiated to leave 
demand signal at normal value 

KAPPLEiA W Public Service Electric 4- Gas Co of New Jersey 
79/06/09 3pp 


7906100505 Forwards LER 79-045/01T-0 
LlDREZZIfF P Public Service Electric in Gas Co of New Jersey 
79/06/14 Ip 


—7906100393 LER 79-043/OIT-O on 790601 component cooling pomp impellers 
contained linear tears U porosity in vane connection to 
outer periphery Cause being investigated Defective Impellers 
uill be replaced w/stainless steel components 
KAPPLCrA N Public Service Electric 4* Gas Co of New Jersey 
79/06/14 3pp 


7906200407 Forwards LER /9-043/0aL-0 
LJDRFZZIvF P Public Service Electric 4 Gas Co of New Jersey 
79/06/13 app 


—7906200414 LCR 79-042/03L-0 on 790517 during refueling operations four 
non-f unct ioria 1 fire harriers were identified Caused by 
personnel error in that deficient penetrations were not 
noted during Nov 1970 insp Penetrations properly scaled 
KAPPUE*A W Public Barvice Electric Gas Co of New Jersey 
79/06/13 Ip 


T tiaaring transcripts on non-anti trua t matters 


7906250160 Req.uests addl info re instrumentation (qualification of 
Barton transmitters 

STOLZt J F Light Water Reactors Branch 1 79/05/25 3pp 


7906150416 Forwards repts re ventilation sys e 1 ec tromech an 1 c a 1 devices 
auxiliary feedwater valve motor op era tors. environ 
qualification of conduits 6 fuel transfer tubes. In response 
to 790511 request 

CRANErP A Pacific Gas f, Electric Co 79/06/11 20pp 


—7906150420 "Qual i f i cation Type Test Rept LIraitorque Valve Actuators for 
Class IE Sve Outside Primary Containment " 

HESS. T . DENKOWSRI.H , FORMICA. C Limi torque Corp 79/05/02 

66pp 


— 7906150422 "Rept of Seismic Test on SMC-04 Valve Control (Stdl " 
* Pacific Gas Electric Co 79/03/30 72pp 


— 7906150424 "Oua I if ication Rept for Conductor Modules far AK Nuclear Ore 
Unit 2 “ ' 

FEDERICK.W C Limitorque Corp IPS-409 79/03/09 37pp 


7906190433 Submits addl info re environ qua 1 i f i ca 1 1 on of Barton 
pressure 4 differential pressure transmitters 
CRANE. P A Pacific Gas */ Electric Co 77/06/14 Ip 


7906200464 Forwards response to 790314 request for addl info re main 
steam line break Inside containment W/propr i etary 4 
nonproprietary versions of '’Equipment Qualification" 6 
applications for withholding proprietary info 
CRANE. P A Pacific Gas Electric Co 79/06/14 Ip 


— 7906200472 Application for withholding proprietary info from public 
disclosure Forwards proprietary &• nonproprietary versions 
of Westlnghouse rept. "Equipment Gual 1 f Ication " 

CRANE.P A Pacific Gas 6 Electric Co 79/06/14 2pp 


— 79O62004BO Nonpropr letar y version of "Equipment Oua 1 if icat ion “ 
* Westlnghouse Electric Corp 79/06/20 23pp 


7906180521 Forwards changes to input parameters to correct logic error 
reported in Westlnghouse App K ECCS model Change accounts 
for heating effect of i ircaloy-water reaction 
CRANE.P A Pacific Gas Electric Co 79/06/15 3pp 


0 Adjudicatory correspondence 


7906090420 Errata to hearing transcript on facility application 
MILMOULIN. 0 L Atomic Safety and Licensing Board Panel 79/03/30 
Ip 


7906020063 Requests status of GL 

BROWN. J P Northern California Ecumenical Council 


79/03/21 Ip 


DOCKET 90-274 0 S GEOLOGICAL SURVEY RESEARCH REACTOR 
Q Itiapection reports. IE Bulletins 4t correspondence 


—7906020067 Requests alternate power sources fc conservation measures in 
CA. in lieu of issuing CP . ^ 

BROUN. J P Northern California Ecumenical Council 79/02/J6 ip 


7906010203 Forwards IE Insp Rept 50-274/79-02 on 790319-0322 No 

nonconip I lance noted . , « l. 79061B0253 Requests halt to nuclear plant const 

KADSENi 0 L Region 4i DallaSr Reactor Operations Nuclear Support ^ Affiliation Unknown 79/04/02 tp 

Branch 79/04/10 2pp 


— 7906010291 IE Insp Rept 50-274/79-02 on 790319-0319 No noncompliance 
noted Major areas inspected organi *ation. safety committee 
ravieuia & aud 1 tsr operat Ions malnt records 6 new 
• aperiments re reactor operation „ ^ 

MADSEM. 0 L, t EVERETT. R J Region 4. Dallas. Reactor Operations 

Nuclear Support Branch 79/04/12 7pp 


7906250004 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 

SEYFRiTrK, V Region 4. Dallas. Office of the Director 79/05/11 
Ip, 


— 79O610O2S9 Recommends postponement 
safety factor is guaranteed 
BATES. T H r KAPILOFF.L . GAGH. M 
3pp 


of DL issuance until earti 
California. State of 7‘ 


— 7906100267 Forwards constituent Itr re facility const near g> 
fault Requests any Info dealing w/matter 
ANDREWS, rt House of Rep 79/03/23 Ip 


—7906100274 Expresses concern 
fault 

LENABURO.S D Affiliation 


re reactor const near active ge 
Unknown 79/03/18 Ip 


DOCKET 50-273 DIABLO CANYON NUCLEAR POWER 
A App Ucatlon/constructlQn stage documents i. 


7906000211 Summary of 790410 meeting u/utll re radiological effluent 
BUCKCEVre C Light Water Reactors Branch I 79/05/08 5pp 


9062501 i3 Requests addl Info for review re environ qual 1 f ication 
balance of plant equipment. fault current 

containment penetrations, ventilation «( auxiliary feedwater 

eysrflre protection V inservlce testing -»o/nR/iA 7oo 

8TQLZrJ,F Light Water Reactors Branch 1. 79/05/16 7pp 


— 7906100204 Opposes nuclear facility const 

PETERS, M Affiliation Unknown 79/04/02 ip 


— 7906180293 Opposes const of facility near active geologic fa 
SILDER.R Affiliation Unknown 79/04/02 ip 


— 7906180309 Requests facility const cease due to possible hea 
REYNOLDa. J . REYNOLDS. P Affiliation Unknown 79/03/31 


—7906180317 Requests facility const cease 
WEBSTER Affiliation Unknown 79/04/02 


Ip 
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— 7906100320 Requests facilibiji const cease due to radiation haiards 
HAMERER.O J Affiliation Unknown 77/04/03 tp 


—7906100333 Expresses concern over const of fad 

MCCARTHViKU. CAROTHERS, J Af f I Hat i on Unknoujn 79/04702 2pp 


7905140010 Board notification aeniscale eiperlment S-A7-6 Unanticipated 
resulba re- cladding temp require further studij to determine 
aafefcijl significance Certificate of Sve end 
* Ksaringa Division 79/04/03 54pp 


7906070327 Motion by joint intsrvenora Scenic Bhorelme Preservation 
Con f ereti c e< San Luis Obispo Hothers for Peacei S Sllveri 
Ecology Action Club V JJ Forster for uithholding of CP 
Certificate of Sve end 

FLEI6CHAHER. D S Fleisthaker, D S PHILLIPS, J R . KRtSTOVICH.S 
Center for Lau* in the Public Intarest 79/04/12 5pp 


7906'010039 Responds to 790331 Itr concerning unresolved questions about 
lou level radiation if nuclear waste disposal Util uiil 
submit plans for increasing spent fuel pool storage capacity 
in near future 

VABSALLQ/ D D Assistant Director for Light Water Reactors 

79/05/02 2pp 


79DbO2Oli0 Responds to Itr fripressing opposition to plant operation 
because of pro-cimity to active earthquake fault & problem 
of disposal of uiastes Qoard is in process of preparing 
decision re plant licensing 

BOYOfR S Division of Project Management 79/05/04 Spp 


7906010341 Request by joint Intervenors that ASLB reopen evidentiary 
hearings to address Class 9 accidents (i emergency planning 
In alternat 1 ve, seek s directed certification on related 
questions Certificate of 8vc end 

FLEISCHAKER* D S Fleischaker. » S PHILLIPS, J R . KR1STQ9ICH.S 
Center for Law in the Public Interest 79/09/09 1 Ipp 


7906200013 Forwards attac hments tc errata sheet to joint interveners 
790509 request to reopen or,- in alternative, reques t for 
directed certification Certificate of Sve end 
FLEIGCKAKER. D S Fleischaker. D S 79/05/10 lOpp 


'7906280015 Errata sheet to joint Intervenors 790509 request to reopen 
or* in al ter nat ive, request for directed certification 
FLEISCHAKER, D S Fie i schaker , D S 79/05/10 Zpp 


7906200230 CcKTiments on Oovernor EO Drown 790S04 Itr to JM Hendrie 
Request for ectraordinary action of singling out plant for 
suspension of licensing proceedings is unsubstant lated 
BGhiNER, J F Pacific Gas Electric Co 79/05/11 2pp 


7906230491 Responds to 790425 & 26 Itrs re opposition to facility 
const near Hosgri fault No evidence generated in 
ASLB hearings fur earthquakes at Hosgri greater than 7 9 
DENTON, H R Office of Nuclear Reactor Regulation 79/05/14 2pp 


7906260067 Defers ruling on reopening evidentiary hearings until MRC 
completes rapt on effects of TMI on proceeding Other parties 
will be provided opportunity to respond to rept 
BOWERS, E S Atomic Safaty and Licensing Board Panel 79/06/05 

2pp 


H General correspondence 


7706060G39 Requests that earthquake potential be considered before 
granting CP 

OREEVERrR Affiliation Unknown 79/03/17 5pp 


7906010297 Discusses reasons for delays in facility const completion, 
in response to 790328 Itr of conesm Verification of ability 
of plant to withstand possible earthquake is main cause of 
delay 

DEKTQNiH R Office of Nuclear Reactor Regulatlnn 79/04/20 2pp 


— 7906010299 Requests info re delays in completion of const of facility 
Continued delays only preclude use of alternate energy 
sources to conserve oil 

WADEKAMPERrD Affiliation Unknown 79/03/20 Ip 


7906040101 Objects TH Bates 790405 Itr suppgrtlng postponement of OL 
Issuance Supports devdopmient of nuclear power 
CA0rALDa,V F Affiliation Unknown 79/04/26 Ip 


7906040111 Requests OL be denied due to proximity to earthquake zone. 
I^LIhlEiJ. «ATERHOUaE,H , WATERHOUSE, E Affiliation Unknown 
79/04/26 3pp 


7906070401 Responds to 790320 Itr re potential for delays in 
issuance of OL decision, in order to satisfy antinuclear 
minority groups concerned re plant ability to withstand 
affect of earthquakes 

BOVD, R 9 Division of Project Management 79/04/27 2pp 


'-'-7906070405 Comments on granting of DL operation of plant ihould not ts 
further postponed to satisfy anti-nuclear minority 
MILLER. P C Aff 1 liation Unknown 79/03/28 Ip 


7906150252 Requests that CA Public Utils Commission withhold itsuaocc 
of "certificate of necessity" for plant until Santa Barbara 
County can devise emergency evacuation plan 
MCDERMOTT, 0 Af f 1 1 iatlon Unknown 79/05/01 Ip 


790607030B Ac V receipt of 790323 Itr re S Lenaburg correspondenci 
Forwards info giving brief history it status of licensing 
process W/o end 

KAMMERER,G Office of Congressional Affairs 79/05/02 Ip 


7906140329 Discusses potential for delays m Issuance of decision On 
OLi in order to satisfy antinuclear minority groups 
BOVD, R S Division of Project Maoagoment 79/05/04 2pp 


7906180172 Responds to 790413 Itr re safety considerations invol/td in 
OL Issuance 

VASSALLO, D 0 Assistant Director for Light Water Reactors 

79/05/10 2pp 


7906190123 Responds to 790317 Itr re issuance of CP Forwards info r* 
structural des ign, 1 nf tation allowances for decommissioning 
CQststwasto storage>low level radiatinn effluents 6 
transport of spent fuel 

BOVD, R S Division of Project Management 79/05/15 6pp 


Q Inspection reports, IE Bulletins tf correspondence 


7906160042 Forwards IE tnsp Rept 50-273/79-09 on 790320-0406 Wo 
nancomp 1 lane e noted Rept withheld (ref lOCFR 790) 
flORDERHAUQ* L R Region 5, San Francisco, Safeguards Branch 

79/05/02 Spp 


7906120047 Forwards IE Info Notice 79-11, "Lower Reactor Vestel Head 
Insulation Support Problem “ No action required 
ENOELKEN. R H Region 5, San Francisco, Office of the Director 

79/05/07 Ip 


7906180479 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " No iwritten response necessary 

ENSELKEMi R H Region 5, San Francisco, Office of the Dlractar 

79/05/10 Ip 


790608024L Forwards IE Circular 79-00, "Attempted Extortion - Low 
Enriched U “ 

ENGELKEN.R H Region 5, San Francisco, Office of the Director 

79/05/ie Ip 


7906130041 Forwards lE Bulletin 79-11, "Faulty Overcorrent Trip Device 
in Circuit Breakers for Englneeted Safety 3ys " Licensee 
action required 

ENOELKEN.R H Region 5, San Francisco, Office of the Director 
79/05/22 tp 


7906100374 Forwards IE Bulletin 79-12, "Short Period Scram at BH^ 
Facilities " No written response necessary 

ENOELKEN, R H Region 3, Ban Francisco, Office of the Director 
79/03/31 Ip 


0 Repoftable occurrences, LERs & related correspondence 


7906100219 Forwards PNa-79“67AN 

EKGELKEN, R K Region 5, San Francisco, Office of the Director 
79/05/14 Ip 


79061 8026 5 Forwards PN0-79-67Aa 

ENOELKENiR H Region 5, San Francisco. Office of the Director 

79/OS/a 1 ip 


7906100338 Forward I PNO- 79-67 AP 

EffOELKEN, R H Region 5, San Francisco, Office of the Director 

79/05/22 Ip 


7906100364 Forwards PNfl-79-67AQ 

ENOELKEN.R ff Region 3, San Francisco, Office of the Director 
79/03/30 Ip 
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79061303Q3 Responds to 790301 Itr Details corrective actions for two 
of noncoo^p 1 ionce rs bolting of unlstrut saddle 
brackets it non-Class I conduit crossing over Class I 
equ ( pment 

CRAI^ErP A Pacific Oas V Electric Co 79/06/04 3pp 


U Congress 1 ona 1/E Kecutivc Correspondence 


79Q60BO199 Forwards Itr from constituent containing Santa BarbaraiCA 
Board of Supervisors resolution that NRC defer final action 
re license application until adequate safety checks have 
been completed 

LAft0MAR6lN0.fi J House of Rap 79/04/24 2pp 


7906290220 Responds to 790424 Itr forwarding J Schleslnger 79041B Itr 
re Santa Oarbarai CA Board of Supervisors resolution urging 
NRC to defer final licensing action on facilltg until safety 
can be assured 

OOSSiCKi L V Office of the Executive Director for Oporations 
79/05/25 2pp 


P Operating license stage documents correspondence 


7906230074 Forwards Amends 52 h 52 to Licenses DPft-44 L DPR-56 
respectively. L notice of issuance availability 
IPPOLITO.T A Operating Reactors Branch 3 (Pro 790623) 

79/05/03 2pp 


— 7906250079 Amends 32 6 52 to Licenses DPR-44 h DPR-36 respectively 
substituting two new conditions re thermal discharge 
IPPQLITQ. T A Operating Reactors Branch 3 iPre 790*25) 

79/05/03 lOpp 


— 7906250083 Notice of issuance L availability of Amends 52 L 52 to 
Licenses DPR-44 V DPR-56. resp ec t i ve 1 y 

IPPGLITO. T A Operating Reactors Branch 3 iPre 7906251 

79/05/03 2pp 


7906290665 Forwards Amends 53 to Licenses DPft-44 6 DPR-56. safety 
evaluation U notice of issuance tt availability 
IPPOLITO.T A Operating Reactors Branch 3 tPre 790625) 

79/03/23 3pp 


DOCKET 50-376 GCOaOIA TECH RESEARCH HEACTOR 
J Insurance ^ indemnity information 


—7906290670 Amends 53 to Licenses DPR-44 i DPR-56 

IPPOLITO.T A Operating Reactors Branch 3 <Pre 790*25) 

79/05/23 4pp 


7906270209 Forward* Amend 12 to Indeminty Agreement E-30 

WILSON. J W GBorgia Institute of Tochnologg 79/06/22 2pp 


0 Inspection reports. IE Dulletina &■ correspondence 


7906250413 Forwards IE Info Notice 79-12. “Attempted Damage to New Fuel 
Assemb lies *' 

□*nElLLY,J P Region 2. Atlanta. Office of the Director 

79/03/ 10 Ip 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


r aecorlty» medical, emergency t- fire protection plans 


7906260023 “Fire Protection in Operating Nuclear Power Sta t ions. Peach 
Bottom Units 2 3 GER Review “ 

HAUL.n E. f MACDOUOALL.E A Brookhaven National Laboratory 
7906260023 79/04/06 4pp 

ft Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAD-307 

SCINTOiJ F Hearings Division 79/04/02 2pp 


—7906290677 Safety evaluation supporting Amends 53 to Licenses DPR-4< 
DPR -56 

9 Operating Reactors Branch 3 {Pre 7906251 79/05/23 B9pp 


— 79062906BS Discusses safety evaluation rept review re facility fire 
protection Proposed mods represent significant increase in 
level of protection 

KALL. R E Brookhaven National Laboratory 79/04/06 3pp 


— 7906290700 Notice of issuance 6 availability of Amend 53 to Licensee 
OPR-44 V DPR-56 

IPPOLITO.T A Operating Reactors Branch 3 (Pre 790625) 

79/03/23 2pp 


a Inspection reports, IE Bulletins t< correspondence 


7906110029 Forwards IE Bulletin 79-05Q. “Nuclear Incident at 
TMI-Suppl " No written response required 

GRIER. 0 H Region t. Ph i ladelphia. Office of the Director 
79/04/23 Ip 


7906110026 Responds to IE Bulletin 79-07 re seismic stress analysis o 
safety-re lated piping Plant did not use specified computer 
codes for seimic stress analysis 

DALTROFF. 8 L Philadelphia Electric Co 79/04/24 4pp 


—7906210060 Respond* to 790322 request for info re status of rulemaking 
proceeding to develop value far radon In Table S-3 Rept U 
proposed rule will be sent to NRC by 790406 
CHRIETENDURY. E Hearings Division 79/03/26 34pp 


7906020241 Submits 
methods used in 
program listing 
GALLAGHER. J W 


info in response to IE Bulletin 79-03 Discusses 
seismic analysis of safety-related piping. 
t/ program verification 

Philadelphia Electric Co 79/04/23 16pp 


7906180636 Motion for rscons i derat ion of ALAD-540 U soverence from 
consolidation established by ALAO-340 Admits issues not 
raised by any party departs from “lead case" procedure 
previously adopted Certificate of 8vc eticl 
CONNER. T 0 Conner, Moore ^ Corber 79/05/02 ISPP 


7906130112 Responds to IE Bulletin 79-04. " Inc orrec t Heights for Swing 
Check Valves Mfg by Velan Engineering Corp ” Valves 
are used as inboard fit outboard containment Isolation valves 
Complete response will be forwarded by 790531 
DALTROFF. S L Philadelphia Electric Co 


79/05/01 3pp 


7906210093 NRC mafclon for summary disposition re radon is*^® was in 
error) ALAB-540 consolidated only 3 of 16 cases Denies NRC 
motion re parties In other procoeding* W/Certif Uate 
DUFLOi H E Atomic Safety and Licensing Appeal Panel 79/03/25 
3PP 

7706230107 Request fry utils that A9LAH grant auminary disposition of all 
Issues in consolidated radon proceeding Utils seek decision 
a* matter of Uwjno genuine issue as to matl facts 
SILBERQ.O A Shaw. Pittman. Potts, fit Trowbridge VOIOHT. H H 
LeBoeufx Lamfr, Ualby fi< MacRae CONNER. T B Conner, Moore ?. Corber 
79/05/23. 4pp 


79G6130170 Forwards IE Circular 79-07. “Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
79/05/02 Ip 

7706120188 Forward. IE .n.o Notice 7?-.l, "Uouer Reactor Ve.ee. Head 
rnsolation Support Problem “ No action required 
GRIER, a H Region 1. Philadelphia. Office of the Director 
79/05/07 2pp 


“7906230110 Statement of matl facts re radon proceed i ngs. for which ther 
Is no genuine issue to be heard Discusses "4®scd 
Deficiencies 1-7,9-18.20-24 fi* 26 Affidavit of MI Ooldm 
supporting documentation end 

BILBEROiJ A. Shaw, Pittman. Potts, L Trowbridge 
LeBoeuf. Lamb. Lelby fi« MacRae CONNER, T B Conner. Moore «, 

Corber 79/05/23 36pp 


dman fr 


VOIOHT. H H 


—7906230112 Supplements MI Goldman 790525 affidavit V 

re radon emissions U da minimus approach Discusses a g 


Deficiencies 2.9.16 V 21 Beeks motion for summary 
d ispiot Itton Certificate of Sve end 

SILBERO, U Ar Shaw, Pittman. Potts. V Trowbridge i 

CONNER, T B Conner, Moore 


VOIOHT. H H 


LeBoeuf 

Corbar 


Lamb, Leiby fit MacRaa 
79/09/25 19pp 


7906110146 Forwards IE 
Program Statistics “ 
GRIER, B H Region 
79/05/11 Ip 


Bulletin 79-10. “Requa 1 1 f I c at ion Training 
Written response required 
I, Philadelphia. Office of the Director 


7906S40139 Forerd. IE In.o NoUcb 7<?-ia. "Att.mpt.d t. N.« F 

3rIEr"‘h' " R.Jton 1. Fhll.delRhi.. Office », the D.r.cter 
79/05/1 1 Ip 


070193 Reseonds to IE Bulletin 79-09 No OE Type AK-2 circuit 
iHse or planned fr use in saf ety-r.lat.d sys 
\LTROFF,S U Philadelphia Electric Co 79/05/14 Ip 
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DOCKETED ITEMS 


7906000102 Fttriuards IE Ctrcular 79-08, "Attampted Eitortion - Lou 
Enriched U '■ 

GRlEiR, 8 Region i, Ph 1 1 ade Iph ia« QFflce o* the Director 

79/09/10 Ip 


R Periodic operating reports 8< related correipond-enc e 


7906100530 ^Poet-Operational Rept 11 oti Ecology of Conouingo Pond*' for 
Jul-DfiC *970 

* Philadelphia Electric Co 79/03/31 2S0pp 


7906150335 Forwards environ surveillatiqB ?. special study projrain rept, 
"PDAPS-Preopara 1 1 onal Rept tl on Ecology at CotiOuingo Pond 
for Joly-^Dec 19701" prepared by RHC-Ecologica I Div W/o end 
WILLSET, W fl Philadelphia Electric Co 79/06/07 Ip 


790'61A0a21 Forwards "Environ Radiation Monitoring Program" for 1970 
Repi 36 tt "Radiological Regional Environ Monitoring Pr-agraiit" 
for 1978, Ropt A 

WILLSEYiU B Philadelphia Electric Co 79/06/08 Ip 

— 7906140226 "Environ* Radiation Monitoring Program" for l97B*Ropt 36. 
prepared by Interes Carp 

a Philadelphia Electric Co 79/05/31 ll6pp 


>7906140235 "Rad i o 1 o g ica I Regional Environ Monitoring Program." 197S 
Rapt I4i prepared by Radiation Hgt Corp 
» Philadelphia Electric Co 79/05/31 iSOpp 


7906140435 Forwards "Thermal it Biological Monitoring Programs" Monthly 
Repts 67,66 fA 69 for Jan. Fob «t Mar 1979. respec ti vely 
WILL8 £Yj« B PhiUdekphia Electric Co 79/06/00 Ip 


—7906140459 "Thermal 6 Diologlcal Monitoring Programs." Monthly Rept 67* 
J'an 1979 

4 Philadelphia Electric Co 79/06/08 2pp 


--7906140463 "Thermal ^ Biological Monitoring Programsr" Monthly Rept 60. 
Feb 1979 

« Philadelphia Electric Co 79/06/08 2pp 


”■7906140466 "Thermal 6 Biological Monitoring Prograais. Monthly Rept 69. 
Mar 1979 

» Philadelphia Electric Co 79/06/08 31pp 


7906140243 Forwards "Thermal 6 Biological Monitoring Programs,'* Monthly 
Rept 70. Apr 1979 

MILLSEYrH B Philadelphia Electric Co 79/06/Jt Ip 


--7906140247 "Thermal U Dialogical Monitoring Programs," Monthly Rept 70, 
Apr 1979 

e Philadelphia Electric Co 79/04/30 lOpp 


7906190329 Foruiardi monthly operablng rept for May 1979 
CaONEY.MJ Philadelphia Electric Co 79/06/11 Ip 


— 7906190331 Monthly operating rept for flay 1979 

ALDEM,MM Ph 1 1 adelph 1 a EUc tr Ic Co 79/06/10 lOpp 


S Reportable occurrences, LERe related correspondence 


7906040341 Forwards LER 78-011/041-0 

COaWEV^M J. Philadelphia Electric Co 7B/03/07 2pp 


— 790604034S LER 7B-011/04T-0 on 700223 approx 40 gallons light diesel 
fuel oil drained Into discharge canal Caused by valve left 
open after use Spillage stopped upon d i scovery. cleanup 
initiated 4i valve Locled to control use 
caaNEY. M J Philadelphia Electric Co 78/03/07 Ip 


7906040246 RO 2-78-38/ IP on 780908 vnconformed calculations show- 
excessive accelerations on inboard reactor water cleanup sys 
Isolation valve MQ-15 during DBE Caused by use of erroneous 
acceleration rate on valve 

ULLRICHrU T Philadelphia Electric Co 7B/09/U 2pp 


7906040256 RQ t-70-33/tP an 700908, snalys is by A/E an reactor water 
Cleaning piping in dryuell resulted in redution in 
accelcratien valves Addl restraint will be installed on 
Unit 2 during present refueling outage* 
jLLRlCHrU T Philadelphia Electric Go* 7B/09/12 Ip 


7906040367 Forwards LER Za-OSS/OIT-O 
COONEYrM. J Philadelphia Electric Co 78/09/22 3pp 


— 790-6040368 LER 7a”O3a/0lT~0 on 780900 one point on piping cutbosrd 
Iia-12-15 had stress during DDE above code allowable 
Restraint to be added to code 

COONEY, M J Philadelphia Electric Co 70/09/22 ip 


7906040320 Forwards LFR 78-043/O3L-0 

COONEY, M J Philadelphia Electric Co 78/11/17 3pp 


7906040329 LER 70-O43/O3L-O on 701019 snubber 23HBB-38 found 
w/unaccep tab ke bleed rates'^ locking velocities Caused fay 
clogged bleed orifices low ambient temp during tests 
Safety-related snubbers tested, repaired h recallb 
COONEY, H J Philadelphia Electric Co 70/11/17 Ip 


7906070370 RO 3-79-12/lP on 790326 gaseous release rate exceeded 
allowable Tech Specs limits for instantaneous release rate 
Caused by lack of proper procedure lead to valving errors 
Procedures will be revised 6 valves clearly identified 
ULLRICH, W T Philadelphia Electric Co 79/03/37 2pp 


7906070210 Forwards LER 79-OU/OlT-O 

COONEY. M J Philadelphia Electric Co 79/03/29 4pp 


— 7906070215 LER 79-Olt/OtT-O on 790302 engineering review 4e ternined 
•certain containment isolation valves Incapable of closing 
against L€CA pressure Caused by design oversight Future mod 
to expand "valve open" alarm to include seal low pressui e 
COONEY. M J Philadelphia Electric Co 79/03/29 Ip 


7906040034 RO 2-79-16/lP on 790411 engineering review of plant 
valve lineups indicated seismically qualified emergency svc 
water sys connected to heat exchanger in nonseismlcally 
qualified sys Caused by personnel error 
ULLRICH, W T Philadelphia Electric Co 79/04/12 2pp 


7906270064 RO 2-79-24/10 control rod driveline return line outside 
containment support Seismic support calculations in 
response ot l£ Bulletin 79-04 Indicate support for 
piping uiisat 1 s f ac tory 

ULRICH.W T Philadelphia Electric Co 79/05/17 2pp 


7906040309 Forwards LER 79-023 /04T-0 

COONEV.M J Philadelphia Electric Co 79/05/25 2pp 


— 7906040316 LER 79-023/04T-0 on 790515 routine pH analysis of *Svao< 
plant effluent identified pH of 5 8 which exceeded Tech 
Specs Caused by air blower failure which allowed dissolved 
oxygen ta dro-p to 0 6 aeration tank to become anaerobic 
COONEV.M J PHlUdetphia Electric Co 79/05/25 Ip 


7906070252 LER 79-019/03L-0 on 790501 during surveillance testing of 
normally open primaiy containment isolation valves, four 
oxygen analyzer sys isolation valves failed to close Caused 
by binding of pistons in valve bodies Valve parts rebuilt 
CDDNEY, M J Philadelphia Electric Co 79/05/30 Ip 


7906070303 LER 79-022/03L-0 on 790313 fire hose noiiles were mltsirg 
from two hose stations in turbine bldg Cause not noted 
Nozzles replaced tc wrench tightened to inhibit removal 
COONEY. M J Phi ladelphia Electric Co 79/03/31 Ip 


7906080207 Forwards LER 79-024/01 T-0 

COONEY, M J Philadelphia Electric Co 79/06/01 2pp 


—7906000289 LER 79-024/0IT-0 on 790517 support fur control rod drivi 
line return line outside containment does not meet seismic 
requirements Oeismically qualified pipe support designs 
compLeted Hods to designs scheduled to begin 790601 
COONEY.M J Philadelphia Electric Co 79/06/01 Ip 


7906080290 LER 79-020/03L-0 on 790503 solution temp in standby 
liquid control sys found to be 2 F less than Tech Spec 
requirement for existing boron concentration Caused by 
incorrect acceptable temp controller setpoint range 
COONEY. M J Philadelphia Electric Co 79/06/01 Ip 


7906110172 Forwards LER 79-033/01T-0 

COONEY, M,J Philadelphia Electric Co 79/06/04 Spp 


-7906110174 LER 79-025/OIT-0 on 790518 E"2 diesel tripped causing 
half-scram 6 ha 1 |-lsolation on Unit 3 Caused by loss of 
control oil from diesel governor Cracked pipe fitting was 
rep latod 

CaONEYiM ^ Philadelphia Electric Co 79/06/04 Ip 


7906200422 Forwards LER 79-026/01 T-0 

COONEY. H J* Philadelphia Electric Co 79/06/08 2pp 



DOCKETED ITEMS 


— 7906M04S3 LEft 79-026/01 T-0 on 790524 rfi/ring s tar tupr of f gas stack 
radiation ^nonltora uere inoperabie for 9-^111 diip to failure of 
operating sample pump Caused bg broken belt Belt replaced 
COQNEV* n J Philadelphia Electric Co 79/06/06 Ip 


7906260203 LER 79-027/03L-0 on 790321 reactor uiater cleanup inboard 
isolation valve failed to automa ttcal isolate In test 
Caused bij misaligned limit switch on valve Switch adjusted tt 
fflalnt procedure strengthened 

COCKET# f1 J Philadelphia Electric Co 79/06/20 Ip 


7906260253 LER 79-'029/03L-0 on 790524 ftreuiatch patrol was not 
conducted while fire detection sgs uas out of &vc for const 
Caused b 9 failure in communications Procedures changed 
COONEY, M J Philadelphia Electric Co 79/06/22 Ip 


7906260116 Fortiiards LER 79-026 /03L-0 

COONEY, « J Philadelphia Electric €o 79/06/22 2pp 


— 79062B0118 LER 79-02e/03L-0 on 790324 redundant low level HPCI start 
signal from L6L-2~3-72C found Inoperable Caused bg human 
error Field uii Ing t/ connection drawing were corrected 
investigation of event Is being performed bg engineering OA 
COONEY, M J Philadelphia Electric Co 79/06/23 Ip 


DOCKET 50-278 PEACH BOTTOM ATGM^IC POWER STATION, UNIT 3 
F Securitg, medical, emorgeneg fy fire protection plans 


7906260023 "Fire Protection in Operating Nuclear Power Stations, Peach 
Bottom Units 2^3 SER Review '■ 

HALL, R E , MACDOUGALL,E A Qrookhaven National Laboratorg 
7906260023 79/04/06 4pp 


0 Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAD-S09 

SCINTQ.iJ F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790322 request for info re status of rulemak ing 
proceeding to develop value for radon in Table S-3 Rept b 
proposed rule will be sent to NRC bg 790406 
CHRI8TENRURY, E Hearings Division 79/03/26 34pp 


79061Q0656 Motion for reconsideration of ALAD-540 t? severance from 
consolidation established by ALAB-540 Admits issues not 
raised bg ang party 6< departs from "lead case" procedure 
prevtouslg adopted Certificate of Sve encl 
CONNERrT a Conner, Moore t' Corbor 79/03/02 15PP 


7906210093 NRC motion for summarg disposition re radon issue was in 
error* ALAQ-540 consolidated only 5 of 16 cases Denies NRC 
motion re parties in other proceedings U/Certi f icate of 8vc 
DUFLO. M C Atomic Safety and Licensing Appeal Panel 79/03/23 
3pp 


7906230107 Request by Utils that A8LAB grant summary disposition of all 
Issues in consolidated radon proceeding Utils seek decision 
as matter of law* no genuine issue as to matl facts 
SILBEROjJA, Shaw, Pittman, Potts, Trowbridge VOIOHT,H H 
LeBoaufi Lamb, Lelby It MacRae CONNER, T B Conner, Moore U Corber 
79/05/25 4pp 


— 7906230110 Statement of matl facts re radon proceed ings, for which there 
is no genuine issue to be heard Discusses alleged 
Deficiencies 1-7.9-18,20-24 U 26 Affidavit of Ml Goldman 
supporting documentati on end 

SlLDERGfJ A Shaw, Pittman, Potts, V Trowbridge VOIOHT, H, H 
LeBoeufr Lamb, Leiby U MacRae CONNER, T 0 Conner, Moore t 
Corber 79/05/25 36pp 


“7906230112 Supplements MI Goldman 790525 affidavit & utils 790409 memo 
re radon emissions b d« minimus approach Discusses alleged 
Deficiencies 2,9,16 21 Seeks motion for summary 

disposition Certificate of 6vc encl 

S1LBERQ,J.A Shaw, Pittman, Potts, & Trowbridge VOIOHT,HH 
LeBoeuf, Lamb, Leiby MacRae CONNER, T B Conner, Moore & 

Corber 79/05/25. I9pp 


P ikperating license stage documents b correspondence 


7906230074 Forwards Amends 52 ^ 52 to Licenses DPR-44 OPR-86, 
respectively, U notice of issuance tn aval labt L itg. 

IPPOLITO, T A Operating Reactors Brench 3 <Pre 7906251. 

79/03/03 Zpp 


— 7906230079 Amends 32 fn 52 to Licenses DPR-44 V DPR-S6, r ©s p ec t I vo I y , 
substituting two new condliions re thermal discharge 
IPPOLITO, T A Operating Reactors Branch 3 <Prc 7906251 

79/03/03 lOpp 


— 7906250063 Notice of issuance tr availability of Amends 52 ty 52 to 
Licenses DPR-44 DPR-56, respect I ve ly 

IPPOLITO, T A Operating Reactors Branch 3 (Pre 790625) 

79/05/03 2pp 


7906290665 Forwards Amends 53 to Licenses DPfi-44 DPR-56, safety 
evaluation ^ notice of issuance &< availability 
IPPOLITO, T A Operating Reactors Branch 3 (Pre 790623) 

79/03/23 3pp 


•7906290670 Amends S3 to Licenses DPR-44 6 DPR-56 

IPPOLITO, T A Operating Reactors Branch 3 (Pre 790625) 

79/05/23 4pp 


■7906290677 Safety evaluation supporting Amends 53 to Licenses DPR-44 & 
DPR-56 

a OpSTating Reactors Branch 3 iPre 790635) 79/05/23 a9pp 


— 7906290693 Discusses safety evaluation rept review re facility fire 
protection Proposed mods represent significant increase in 
level of protection 

KALL, R £ Qrookhaven National Laboiatory 79/04/06 3pp 


'7906290700 Notice of issuance V a/ailabllity of Amend 53 to Licenses 
DPR-44 S, DPR-56 

IPPOLITO, T A Operating Reactors Branch 3 CPre 790625) 

79/05/23 2pp 


7906260334 Forwards proposed insp program for feedwater daisies b mod 
pr-agram for control rod driveline return line, to bo 
implemented during Fall 1979 refueling outage 
OALTROFF, 8 L Philadelphia Electric Co 79/06/22 2pp 


--79O626034I Proposed insp program for feedwater not ties 

* Phi ladelph ia Elec tr Ic Co DPE-ai-579 79/05/25 tOpp 


0 Inspection reports, IE Bulletins L correspondence 


7906110029 Forwards IE Bulletin 79-OSD, '’Nuclear Incident at 
TWI-Suppl " No written response required 

GRIER, B H Region I, Fh i I adelp h la , Office of the Director 
79/04/23 Ip 


7906110026 Responds to tr Bulletin 79-07 re seismic stress analysis of 
safety— re la ted piping Plant d'ld not use specified computer 
codes for selmic stress analysis 

OALTROFF, S L Philadelphia Electric Co 79/04/24 4pp 


7906020241 Submits info in. response to IE Bullet* 
m.ethods used in selsmxc analysis of safety-r^^ 
program listing ^ program verification 
OALLAGHER.JW Ph 1 lade 1 ph 1 a E I eci-- * 
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DOCKETED fTEMS 


7?0A.0aOlO2 Forwards IE Clrctjlar 79-oa. "Attempted EitortUn “ Lo^ 
Enriched U ” 

ORtER.a H Region I. Ph 1 1 adelpft (ar Office of the Director 
79/05/ la Ip 


R Periodic operating reports related correspondence 


790<.1B0530 ■■Post-Operational Rept 11 on Ecology of Cqnowlngo Pond" for 
Jul-Dec £976 

* Philadelphia Electric Co 79/03/31 S53pp 


790^150335 Forwards environ surveillance & special study program rept. 
"PRAPS-Praop erat lonal Rept 1 1 on Eeologg of Conawingo Pond 
for July-Dee l97Bj " prepared hy RMC-Hcological Div M/o end 
MiLteEYrM B Philadaiphla Electric Co 79/ai/07 Ip 


790AM0221 Forwards "Environ Radiation Wonitorlns Program" for 197® 
Rept 3£ U "Radiological Reglo-nai Environ Monitoring Progran” 
for 197SiRept 4 

MItLSEYiM B Philadelphia Electric €e 79/06/08 Ip 


— 7906£-t02S8 "Environs Radiation Monitoring Program" for i97&, Rept 36, 
prepared by Interei; Corp 

e Philadelphia Electric Co 79/03/31 lUpp 


— 7906140233 "Radiological Regional Environ Monitoring Program, " 1978 
Rept 14, prepared by Radiation Hgt Corp 
» Philadelphia Electric Co 79/03/31 iSSpp 


7906140435 Forwards "Therfflal U Biological Monitoring Programs" Monthly 
Repts 674 68 & 69 for Jan»Feb & tiar 1979, respec t i vely 
UILLSEV^M 9 Philadelphia Electric Co 79/06/08 Ip 


-'-79061^0459 "Therfflal tc Biological Monitoring Programs*^* Monthly Rept 67, 
Jan 1979 

a Pill lads Iph ia Electric Co 79/06/08 2pp 


~-7906H0463 "ThcTaial Si Biological Monitoring Frogramt, " Monthly Rept 68, 
Feb 1979 

« Philadelphia Electric Co 79/06/08 2pp 


— 790614-0466 "Thermal Si Biological Monitoring Programs," Monthly Rapt 69# 
Mar 1979 

a Philadelphia Electric Co 79/06/08 3lpp 


7906L40243 Forwards “ThOTmaL h Biological Monitoring Programs," Monthly 
Rspt 70iApr 1979, 

UILL8EYrM B Philadaiphla Electric Co 79/06/11 Ip 


— 7906140‘247 "Thermal S< Biological Monitoring Programs,” Monthly Rspt 70r 
Apr 1979 

* Philadelphia Electric Co 79/04/30 lOpp 


7906170329 Forwards monthly operating rept for May 1977 
COONEV.M.J Philadelphia Electric Co, 79/06/11 Ip 


—7906190331 Monthly operating rept for May 1977 

ALDENiW M. Philadelphia Electric Co, 77/06/10 lOpp 


8 Reportable occurrences, LCRs & related correspondence 


7906040346 RO 2-78-38/1? an 78070B uncanformed calculations show 
excessive acce lirat i oni on inboard reactor water clianup syi 
isolation valve «0-13 during DBE Caused by use of erroneous 
eccetcretlon rate on valve 

JLLRICH^ll T Phitedalphla Electric Co 70/09/11 2pp 


7906040256 RO |'-78“39/IP on 78090B analysii by A/E on reactor water 
cleaning piping in drywell rasuibed In rsdutlon in 
ecceleration valves. Addl restraint will be Installed on 
Unit 2 during present refueling outage. 

ULLRICH, W T Philadelphia Electric Co. 70/09/13 ip 


7706040367 Forwards LER 79-038 /OtT~0 

COONEY, M J Philadelphia Electric Co 78/07/22 3pp, 


■—7706040368 LER 78-O30/O1T-O on 780'90B one point on piping outboard 
M0-12-1S had stress during 05E above cods allcvablt 
Restraint to be added to code 

COONEY, M J Philadelphia Electric Co. 78/09/22. Sp 


7906070370 RO 3-7?-12/tP on 790326; gaseous release rate exceeded 
allowable Tech 8peci limits for Instantaneous reltats rate 
Caused by lack of proper procedure lead to valving errors 
Proceduree will be revised Si valves clearly identified 
ULLRICH, M T. Philadelphia Electric Co 79/03/27. 2pp. 


79060702 m Forwards LER 79-01 1/0 lT-0 

COQNEY^M J Philadelphia Electric Co 79/03/29 4pp 


— 7906070215 LER 79-011/01 T-0 on 770302 engineering review dstsralnsd 
certain containment Isolation valves incapable of closing 
against LOCA pressure Caused by design oversight Future mod 
to expand "valve open" alarm to include seal low pressure 
COONEY, M J Philadelphia Electric Co 79/03/27 Ip 


7906040034 RQ 2-77-16/lP on 790411 engineering rovlau, of plant 
valve lineups indicated seismlcally <iuallfled emergency sve 
water sys connected to heat exchanger in nonseismlcal ly 
qualified ays Caused by personnel error 
ULLRiCH.If T PhiUdeiphla Electric Co 79/04/12 2pp 


7906270064 RO 2-77-24/10 control rod driveline return line outs Us 
containment support Seismic support calculations In 
response ot IE Bulletin 79-04 indicate support for 
piping unsatisfactory 

ULRICH.WT Philadelphia Electric Co 79/05/17 2pp 


7906080287 Forwards LER 79-024/01 T-0 

CQONEY, M J Philadelphia Electric Co 79/06/01 2pp 


—7906080389 LER 79-034/01T-0 on 770517 support for control rod drivi 
line return line outside containment does not meet seismic 
requirements Seismlcally qualified pipe support designs 
completed Mods to designs scheduled to Begin 790601 
COONEY, M J Philadelphia Electric Co 79/06/01 Ip 


7706110172 Forwards LER 79-025/01T-0 

COONEY, M J Philadelphia Electric Co 79/06/04 2pp 


—7906110174 LER 79-025/011-0 on 790318 E-2 diesel tripped cauiLnfl 
half-scram half-isolation on Unit 3 Caused by loss of 
control oil froin diesel governor Cracked pipe fitting ua$ 
replaced 

COONEY, K J Philadelphia Electric Co 79/06/04 Ip 


7906200422 Forwards LER 79-026/01 T-0 

CODNEY^M J Philadelphia Electric Co 79/06/08 2pp 


—7906200425 LER 79-026/01T-0 on 790324 during star tup, of fgai Stack 
radiation monitors were inoperable for ?-h« due to failure of 
operating sample pump Caused by broken belt Belt replaced 
CQDNEY, M J Philadelphia Electric Co, 79/06/08. Ip 


7906260272 LER 77-0I5/03L-0 on 790523 automatic dapressuri jatlon «ys A 
auto hloudown timer trip setting found 13-s less than Tech 
Spec miti Caused by setpoint drift of time delay relay Relay 
read jgitedi tested & returned to eve 
CqONEYiM J Philadelphia Electric Co 77/06/20 Ip 


7906260294 LER 79-014/03L-0 on 790322 offsite source breaker SU23 
tripped on Low air pressure Caused by short circuit In light 
socket: dirty contacts on voltage relay Relay contacts 

cleaned Si socket removed pending replacement. 

COONEY, M st Philadelphia Electric Co 79/06/20 Ip 


DOCKET 50-280 SURRY POHER STATION, UNIT I 
0. Adjudicatory correspondence 


79060404IS Orders ext ens ioi^, untl 1 790315, for NRC to review 
790201 denial of enforcement action 

CHILK, B. J Office of the Secretary of the Commission 79/04/13 

•p. 


7906040434 Oranti NRC extens ton, unti I 790624, for review of 
790201 denial of enforcement action 

CHtLK, 8, J. Office of the Secretary Of the Gommlsiion 79/09/19 

Ip 


H General eorresp onderce 


7706230047 Responds to 790313 Itr re shutdown of five nuclear power 
plants because ef seismic concerns Seismic design wee not in 
accord w/accepted engineering practice Failed piping could 
cause LQGA, Plant review is being expedited 

DENTON, H.R. Office of Nuclear Reactor Regulation 79/05/09 IP 


—7906230050 Ecpr.eites concarn re shutdeun of five reactors for SeHa1> 
reasons Action assures energy crisis Plant overhaul if more 
appropriate during refueling shutdown. Benafl ti of nuclear 
power outweigh selemtc risks 

SIMPSON, R.E Affiliation Unknown. 79/03/13 2pp 



DOCKETED ITEMS 


53 


790&ai'04l8 Rsspondt ta 790319 Itf re NRC 790313 orders to shut down 
five nuclesr power plants NRC prefers to review situation in 
expedited t/. disciplined nanner, to return plants to operation 
w/no threat to public health ^ safetij 

DENTON* H R Office of Nuclear Reactor Regulation 79/03/1.6 2pp 


'“''7906210.424 Comments on NRC capricious fy cavalier acts Requests 
ifflcnediate reversal of unwise decision to shut down five 
plants Suggests mare rational approach to Improbable safety 
concerns in future 

KhRCUS. O H Affiliation Unknown 79/03/19 2pp 


— “79062700B2 Comments on 770313 orders shutting down five northeastern US 
nuclear power plants Chance of earthquake is too- low to risk 
economic upheaval caused bq closing of plants 
LEWI8.F F Affiliation Unknaion 79/03/23 Ip 


7906270007 Responds to 7‘903t5 Itr r* 790313 orders shuttir^g down five 
nuclear power plants pending reaview of analgsis techniques 
used in seismic desmg of saf e tq-'re lated piping Kaps nf 
northeastern US earthquake zones enc I 

DENTON* H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270008 Responds to 790314 Itr re 790313 order shutting down five 
nuclear power plants ponding review of analysis techniques 
used in seismic design of safety-related piping Haps nf 
northeastern US earthquake zones end 

DEMTONjH R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270013 Comments on 
nuclear power plants 
probability of major 
SHITHrS N Affiliat 


790313 orders shutting 
Requests investigation 
seismic activity in rog 
Ion Unknown 79/03/14 


dawn 

into 

ion 

Ip 


five nor theaster-n US 
ac tua 1 


7906270020 Responds to 790331 Itr re 790313 order shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake zones end 

DENTON* H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 770627002B Comments on 
nuclear power plants 
probability of major 
H£RRIHAN*C P Affll 


790313 orders shutting down five northeastern US 
Requests investigation into actual 
seismic activity in this region 
lation Unknown 79/03/31 2pp 


790627-0035 Responds to 790403 Itr re 790313 orders shutting down five 
nuclear plants pending review of analysis techniques used in 
seismic design of «af ety-re lated piping Maps of northeastern 
US earthquake zones end 

DENTON* H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


-’-7906270042 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Actions poorly reasoned 
FULLERj W R Affiliation Unknown 79/04/03 3pp 


7906270053 Responds to 79032J Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeasbern US earthquake zones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270056 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Economic consequences for Maine* as well 
as pouter shortages* overr ide slim prospect of earthquakes 
Pkants should be reopened 

SULLIVAN. J F Affiliation Unknown 79/03/21 Ip 


7906270060 Responds to 790327 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techiques 
used In seismic deslgh of saf o ty-r o lated piping Haps of 
northeastern US earthquake zones end 

DENTQNi H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


-“7906270066 Comments on 790313 orders shutting 
nuclear power plants NRC should re-evaluate 
at t i tudes 

QUIMBY.L Affiliation Unknown 79/03/27 


down five northeastern US 
its antinuclear 

Ip 


/90627'0069 Responds to 790323 Itr re 790313 orders shutting down five 
nuclear powei plants pending review of analysis techniques 
used In seismic design of saf ety-'i'elat«d piping Maps of 
northeastern US earthquake zones encl 

DENTOH..H R Office of Nuclear Reactor Regulation 79/OS/i7 3pp 


— 7906270073 Comments on 790313 oi ders 
nuclear power plants Plants should 
due to economic prospects of plant 
SAUNDERS* J A Affiliation Unknown 


shutting down five northeastern US 
be reopened Immediately, 
closings 

79/03/23 Ip 


7906270076 Responds to 790322 Itr to President re 790313 orders 
shutting down five nuclear power plants pending review of 
analysis techniques used in seismic design of saf e ty-rela ted 
piping Maps of northeastern U8 earthquake zones encl 
, DENTON^H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270080 Responds to 790328 Itr r« 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern U8 earthquake zones encl 

DENTQNr H R. Office of Nuclear Reactor Regulation 79/05/17 3pp 


—79062700-91 Comments on 790313 orders shutting down five no-r theaster n US 
nuclear power plants Decision was extremely i 1 1-conceived 
MCGDNAOLEiN F Affiliation Unknown 79/03/15 Ip 


7906270095 Responds to 790317 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake zones encl 

DENTON. H a Office of Nuclear Reactor Regulation 79/05/17 3p p 


—7906270099 Comments on 790313 oiders shutting down five northeastein US 
nuclear power plants Decision was ezbremely i k 1-c once i ved 
HARPLE-W W Affi Uatian Unknown 79/03/17 Ip 


7906270109 Responds to 790314 Itr re 790313 ordei s shubtlng dawn five 
nuclear power plants pending review of analysis techniques 
used in seismic desingn of saf ety -re lated piping Maps of 
northeastern US earthquake zones encl 

DENTON. H R Office of Nuc lear Reactor Regulation 79/05/17 3p p 


— 7906270114 Comments on 790313 oiders shutting dawn five northeastern U» 
nuclear power plants Decision was economically 
i U-c one e ived 

WOODMAN. VI F Affiliation Unknown 79/03/14 Ip 


7906270119 Responds to 790322 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic deslng of safety-related piping Maps of 
northeastern US earthquake zones encl 

OENTON.HR Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270122 Comments on 790313 orders shutting down five northeastern UB 
nuclear power plants Decision was economically 1 1 1-conca i ved 
4. represents flagrant federal govt ovorpf o tec t i on through 
regulatory process 

BEANE.VC Affiliation Unknown 79/03/22 Ip 


7906270124 Responds to 790324 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used In seismic design of safety-related piping Maps of 
northeastern US earthquake tones encl 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270127 Comments an 790313 orders shutting down five northeastern UF 
nuclear power plants Decision was economically 
1 1 1-conc e ived 

RlCMARDS.g J Aff i liafion Unknown 79/03/20 Ip 


7906270132 Responds to 790317 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of saf ety-re la tod piping Maps of 
northeastern U& earthquake zones encl 

DENTON.H n Office of Nuclear Reactor Regulation V9/05/17 3pp 


—7906270133 Comments on 790313 orders shutting down five northeastern U 
nuclear power plants Dacisio-n was poorly timed & 
economically IH-conteived 

KQVLOVRIB.O E Affiliation Unknown 79/03/17 tp 

7706270143 Responds to 790313 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake tones encl 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270146 Comments on 790313 orders shutting down five northaastern U 
nuclear power plants Decision was economically 
1 1 1-conca ived Requests date of last recorded earthquakes 
COFFIN.W S Affiliation Unknown 79/03/13 Ip 

7906270151 Responds to 790322 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake zones encl 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 

— 7906270155 Comments on 790313 orders shutting down five northeastern t 
nuclear power plants Decision was i 1 l-conc« ived. cons i dar i ng 
current energy crisis 

KRETZSCHMAR. U Affiliation Unknown 79/03/22 Ip, 
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790fr2702^>3 Responds to 790323 Itr re 790313 orders shutting aoun five 
-nuclear pouer plants pendiitg revieu o-f ^naigsis techniques 
used in seismic design of saf «ty^rel 4 ted piping Maps of 
-north eastern US earthquake zones end 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


-'-790&230332 Amends 49 t/ 4B to Licenses DPR-SS *, DPR-37i respect ivelg. 
revising Tech Spec limits for total nuclear peaking 
fac tor 

VOLLMERi R H Assistant Director for Bysfeems Engineering 
79/05/09 lepp 


— 7706270264 Comments on 790313 orders shutting doun five northeastern US 
nuclear patuer plants Oaclslan uas economical Ig 
1 1 l-*conee i ved 

DEHEULLE. E H Affiliation Unlcnoiun 77/03/23 4pp 


— 7906280333 Safety evaluation supporting Amends 49 U 4B to Licenses 
DPR-32 & DPR'"37. respect ively 

» Assistant Director for Systems Engineering 79/05/09 6pp 


7906270263 Responds to 790313 1 fcr re 790313 orders shutting doiirn five 
nuclear pouier plants pending revieui of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake lOnes end 

DENTON, H R Office of Nuclear Reactor Regulation 79/09/17 3pp 


— 7706270266 -Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision uai overprotec ti ve act 
KATZENSTElNtR L Af f 1 1 lat i on Unknown 79/03/13 2pp 


--790623O334 Notice of issuance availability of Amends 49 6 4B to- 
Licenses DPR-3a U Dpn-37, respectively 

6CHNENCER,A Operating Reactors Branch i (Pre 7906231 

79/05/09 3pp 


7906260110 Summary of 790503 meeting u/util in Dethesda,MD re mod & 
testing for emergency buses 

MEIOHDORS, J D Operating Reactors Branch 1 (Pre 7906231 

79/03/09 app 


7906270267 Responds to 770325 1 br re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used In seismic design of saf ety-related piping Maps of 
northeastern US earthquake (ones end 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


79062501'94 Summary of 790503 meeting w/util in Bcthesda,MD re proposal 
to start up facility while pipe stress analyses are being 
c omple ted 

MElOHQORSi D Operating Reactors Branch 1 (Pre 790629J 79/OS/ll 

5pp 


— 7706270268 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was economically 
i n-c once i ved 

ELL13,R C Affiliation Unknown 79/03/23 Ip 


7906260107 Summary of 790303 meeting u/util re steam generator 6 
reactor coolant pump supports insps 

SNAIDER.ft P Operating Reactors Branch 1 (Pre 7706251 79/09/11 

4pp 


7906210433 Responds to 790314 Itr re NRC 790313 orders to shut down 
five nuclear power plants NRC prefers to review situation in 
expedited ^ disciplined manner, to return plants to 
operation w/no threat to public health tr safety 

DENTGNrH R Office of Nuc l«ar Reactor Regulation 79/05/21 5pp 


— 7906210441 States that NRC overreaccted in dosing five nuclear plants 
Comments on impact of NRC action W/770315 forwarding Itr to 
JH Hendri* re shutdown of plants 
MENRY, T P Affiliation Unknown 77/03/14 2pp 


7906270G21 Responds to teUon re NRC order to shut down five nuclear 
plants because of seismic concerns Analysis techniques used 
in plant design were inappropriate Piping sys failure could 
cause LOCA 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/24 tp 
Jr Insurance 6 indemnity information 


7906120324 Endorsement 41 to NELIA Policy MF-57 

0ERA8.I r Mutual Atomic Energy Liab i 1 ity Underwriters 79/OS/tD 


7906l2033t Endorsement 42 to MAELU Policy f1F-57 

OEROe, r Mutual Atomic Energy Liab i Uty Underwriters 79/03/10 

Ip 


7906070306 Requests replacement copy of signed originals of Amend 8 to 
Indemnity Agreement B-"45, which will be executed ^ returned 
to NRC as requested 

eTALLINOS.C M Virginia Electric <c Power Co 79/03/31 ip 


P Operating license stage documents U correspondence 


7906010279 FDIA request for all records communications re shutdown of 
five nuclear plants 

CASSANiV J Power Authority State of New York 79/03/16 2pp 


7904130026 Delineates criterion to develop p lant’-sp eci lie info 
packages on site visits 

RUSSELL, W T. Office of Nuclear Reactor Regulation 77/04/11. 2pp 


7906020125 Forwards 790405 Itr from J Allen of North Anna Environ 
Coalition requesting revocation of OLs Ltr is being treated 
as roqueet for action per 10CFR2 206 Also forwards FR 
notice. Ltr not and 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/04 ip. 


— 7906020130 Notice of 790403 North Anna Environ Coalition request fer 
NRC to revoke OLs due to alleged nonconfoririance ef estimated 
peak fuel cladding temps u/itde of lOCFRSO 46<b ) 

DENTON, M R Office of Mueloar Reactor Regulation 79/03/04 2pp 

7906230331 Forwards Amends 49 tt 40 to Licenses DPW-32 DPR-37f 

r espec t Ively I sal s ty evaluation notice of issuance ^ 
availah 1 L 1 ty, 

BCHWENCERrA Operating Reactors Branch I (Pre 7906251 79/0-5/09 

3PP 


7906230091 Forwards memos discussing B McDermott concerns re shutdown 
of Bt-U plants 

ROeSf D F Division of Project Management 79/05/17 ip 


--79062SOIO1 Requests assessment of safety of continued operation o1 STW 
reactor based on performance of relief Z> safety valves, 
performance of HPI pumps, rel iab i 1 ity of auxiliary feedwater 
core cooling in natural circulation 
R058, 0 Division of Project Management 79/03/00 2pp 


--7906230106 Discusses safety assessment of DltN plants, in responii to 
790508 memo fl^W plants should be shut down until reanalysis 
has been completed re core cooling in natural circulation, 
small break LOCAs & ECCS 

MCDERMOTT, -R J Quality Assurance Branch 79/05/14 7pp 


— 7906250112 Discusses B McDermott 790514 memo re safety Of BiW plants 
Disagrees u/Q McDermott position favoring shutdown 
HAA8S, UP duality Assurance Branch 79/05/15 2pp 


—7906250114 Discusses D McDermott 790514 memo re safety of D&U pla-nts 
Disagrees -w/D McDermott position favoring shutdown 
8KPVK0LT, D J Assistant Director for Quality Assurance 4 

Operations 79/05/15 2pp 


7906110446 Notification of 790522 meeting w/util 8b<U to discuss pipe 
stress amelysis 4, review soil structure intoration analyses 
KEtOKBORS, J D Operating Reactors Branch I (Pre 790625) 

79/05/19 Ip 


79Q6290709 Lists subj of 790314 ^ 18 info requests re amplified 
response spectra using soil structure interaction Response 
should be completed by 790S2G 

aTELLO,V Division of Operating Reactors 79/03/18 Gpp 


7906010273 Denies FOIA request for Oibbon 790314 ^ Thompson 790315 
memos to Cornell ss ioner Bradford, wh tch contain NRC opinions 6 
recommendations re Five shutdown plants Info withheld 
(ref FOIA Exemption 3) 

F ELTON « J M Division of Rules and Records 79/05/21 4pp 


7906290539 Notification of 790524 meeting w/utll in Bithesda,MD to 
discuss pipe stress analysis for facility 
NEIGHBORS, J D Operating Reactors Branch 1 (Pre 790625) 

79/05/21 2pp 


7906290642 Discueses containment depressurization 
LAINA8,0 Plant Systems Branch 79/05/22 3pp 


7906250039 Discusses position re use of soil structure (nteTactlen foe 
seismic piptitress analyses being performed. Approves 
methodology, provided that seismic stresses calculated are 
increased by factor of 1 5 

E18ENHUT, D. -O Assistant Dlrsctor for Systems Engineering 79/05/25 

2pp. 
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7706130224 Fortuard* “Verification of NUPIPE-Il for Anilv«ls of Nuclear 
Rifling 6gs N5C“ t* “Quadra x-NUPIPE Response Spectrum Analysis 
HetAods & Computer Listingi “ in response to NRC 790402 Itr 
Requests uithholding Quadrex (ref 10CFR2 790) 

6TALL1N0S, C M Virginia Electric k Power Co 77/05/30 Bpp 


790&{)S03S3 Discusses 770110 rept “OA Prograoif Qperat Ions Phase “ 
Requests exception from ANSI N4S 2 4 & K43 2 B paragraphs re 
calibr control & equipment test Discusses proposed 
alternative 

BAUlii E A Virginia Electric St Power Co 79/05/31 2pp 


7906050363 Forwards results of steam generator t preventative plugging 
program Unit operation can be safsly extended for seven 
months, per util 790406 request 

8TAtLlNQ3iC M Virginia Electric Power Co 79/05/31 ip 


79060 50367 Steam generator tube insp & preventative plugging program 
e Virginia Electric U Power Co 79/04/30 f6pp 


7906070293 Forwards "Rept on Reanalysis of saf ety*"!’ e lated Piping Sys, 
Unit !•*’ in response to NRC 790313 order to ehow cause 
Piping sys only slightly impacted by reanalysis Requests 
immediate startup of Unit 1 

SPENCER. W C Virginia Electric ^ Power Co 79/06/05 4pp 


Q Inopection reports^, IE Bulletins U correspondence 


7706070072 Forwards IE Insp Ropts 50-280/ 79*-l I V 50-201/79-13 on 
790226-0302 No noncomp 1 ianc e noted 

SUTHERLAND, J T Region 2. Atlanta. Fuel Faciltty Materials 

Safety Branch 79/03/27 2p p 


— 7906070076 tE Insp Repts 50-280/77-11 6 50-201/77-13 on 770226-0302 
noncomp I laoce noted Major areas inspected respiratgry 
pr otoction, ALARA program training 

CISSON.A F Region 2. Atlanta. Fuel Facility ^ Materials Saf«l 

Branch 79/03/27 7pp 


77061B0673 Forwards IE Insp Ropts 30-280^79-12 7, 50-361/79-15 on 
790306-07 Mo none omp 1 lane e noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Faclltty ^ Materials 

Safety Branch 79/03/27 2p p 


— 7906160660 IE Insp Repts 30-200/77-12 50-201/77-15 on 790306-09 Nc 

nencomp 1 Lance noted Major areas inspected occupational 
exposure areas, sp ec la 1 dos imetr y. use of temporary 
containments tt training 

EUALD, 5 C . WRAV, J R Region 2. Atlanta. Office of the OirectoT 

OIBSON.A F Region 2. Atlanta. Fuel Facility tr Materials 

Safety Branch 79/03/29 6pp 


—7906070298 “Rept on Rcanalysls of 
a Virginia Electric t* Power Co 


Saf ety-Re lated Piping Sys.Unit 
77/06/05 lOOpp 


7706110174 Forwards “Soil Structure 
SPENCER. U C Virginia Electric 


Interaction Rept " 
Power Co 79/06/08 




—7906110177 "Soil Structure Interacct ion Rept “ 

* Virginia Electric 6 Power Co 79/06/08 200pp 


7706110068 Forwards IE Bulletin 79-10, "Requa I i f i c a t i o n Training 
Program Statistics " Written rosponse required 
Q'REILLV.J P Region 2. Atlanta, Office of the Director 
79/OS/ll Ip 


770620013Q Ack receipt of 770420 Iti informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-200/79-07 t> 
50-201/77-10 

SUTHERLAND, J T Region 2. Atlanta. Fuel Facility tt Materials 

Safety Branch 79/05/15 Ip 


77061303S2 Forwards addl info to 790603 rept on reanalysis of 
saf ety-rea Ited piping sys Appreciable break location changes 
are not antecipated 

SPENCERiW C Virginia Electric U Power Co 77/06/0B i6pp 


7706150160 Provides addl info to suppl 790605 rept re raanalysis of 
saf e ty-re 1 ated piping sys Details stress problems which 
require hardware mod Mod to be completed by 790620 
6PEN0ER.W C Virginia Electric 4t Power Co 79/06/12 2pp 


7906200102 Submits response to 770613 request for addl info re pipe 
stress raanalysis effort. inc luding functional description of 
support types, schedule for info reactor coolant pressure 
boundary support info 

gPENCER.W C Virginia Electric 6 Power Co 77/06/15 Opp 


7906210210 Submits add! Info re facility emergency power sys electrical 
load analysis. sys mod testing procedures Forwards "Addl 
Info for 480 Volt Emergency Power Sys Mod" t- "Electrical 
Load Analysis for 400 Volt Emergency Power Sys " 
aTALLJNOB. C M Virginia Electric U Power Co 79/06/lB 21pp 


— 7706200143 Responds to NRC 770328 Itr re violations noted in IE Insp 
Repts SO-280/77-07 i- 30-281/77-10 Corrective actions loose 
containment screen Ins tal led. a 1 1 radiation area barricades 
locked ^ lead removed from RHR sys 

STALL [NOS, C M Virginia Electric it Power Co 77/04/20 7pp 


— 7906200146 Forwards lE Insp Repts 90-230/77-09 U 50-281/77-10 on 
770212-16 5 notice o# violation 

O'REILLV, U P Region 2. Atlanta. Office of the Director 
77/03/23 3pp 


— 7706200152 Notice of violation from insp Oh 770212-16 

« Region 2. Atlanta. Office of the Director 79/03/28 3pp 


— 7706200160 IE Insp Ftapts 50-280/79-07 /v 50-281/79-10 on 770212-16 
Noncomp L lance noted containment sump trash screen not 
instal led. f a i lur e to post t'/or barricade high radiation 
areas & failure to label contaminated waste drums 
EtTALD, S C . C0LLIN8. D H Region 2. Atlanta. Office of the 
Director OIBSON, A F Region 2. Atlanta. Fuel Facility i 

Materials Safety Branch 77/03/20 tlpp 


— 7906210214 "Addl Info for 400 Volt Emergency Power Sys Mod " 
e Virginia Electric i Power Go 79/06/00 2lpp 


— 7906210216 "Electrical Load Analysis for 480 Volt Emergency Power Sys “ 
e Virginia Electric ^ Power Co 79/05/17 42pp 


7906220269 Submits updated Table 1 to 790615 submission delineating 
itatue of supports associated w/reactor coolant pressure 
boundary Discusses addl mods presently required 
SPENCER. W C Virginia Electric «- Power Co 79/06/19 3pp 


7706290311 Forwards addl Info re PWR feedwater lines. in response to NRC 
79032S request Util 771202 Ur & NRC 700607 Ur re feedwater 
Unas end 

GrALLINOS.G K Virginia Electric it Power Co 79/06/20 6pp 


--7906290347 Discusses status of util study of plant feedwater sys water 
hammer potential 

8TALLIN08. C M Virginia Electric it Power Co 77/13/02 5pp 


-*-7906290351 Accepts util provisions for mlnimiilng possibility of water 
hammer events due to rapid steam condensation, in feedwater 
sys. 

SCHNENCERiA, Operating Reactors Branch 1 (Pre 770625) 

76/06/07 7pp 


7706290327 Clarifies causes for hardware mods Identified in earlier 
submittals of 770605,12 it 19 in response to NRC 790621-22 
review of pipe stress reanalysis 

SPENCER, U C Virginia Electric it Power Co 77/06/29. 6pp, 


7906170191 Acl recolpl of 770504 Ur informing NRG of steps taken to 
correct violations noted in IE Insp Repts 50-280/79-15 tn 
90-281/77-21 

LEWIS, R C Region 2. Atlanta. Reactor Operations Nuclear Supper' 

Branch 79/05/17 Ip 

.....>790^170194 Responds to NRC 770406 Itr re violations noted in IE InS| 
Repts 50-280/77-19 «< 90-281/77-21 Corrective actions 
annunciation procedure c hanged, op erators instructed to 
report events i fire watch posted 

STALLINQS, C, M Virginia Electric i> Power Co 79/05/04 3pp 

—7906190170 Forwards IE Insp Repts 50-200/79-15 it 90-201/79-21 on 
770205-0316 it notice of violation. 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/06 2pp 

—7706190200 Notice of violation from insp on 790209-0316 

* Region 2, Atlanta. Office of the Director. 79/04/06 Ip- 


— 7706170213 IE Insp Repts 50-280/79-15 it 50-281/79-21 on 790203-0316 
Moncompl ia nee noted failure to follow annunciator procedure 
tt failure to establish fire watch on nonfunctional 
electric penetration fire barriers 

BURKE, D J Region 2. Atlanta. Office of the Director. 

CANTRELLtF 6 Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/01 5pp 


7906060124 Responds bo NRC 790510 Ifcr re violations noted In IE Insp 
Repts 50-280/79-18 U SO-201/79-26 Corrective actions tents 
Inspected 4- acceptance label affixed & copy of procedure 
HP-80RP-iO placed in reading file 

STALL INOS, C.M. Virginia Electric it Power Co 79/05/31 ' 4pp 
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790i>290537 Act receipt Qf 790329 I tr inforciln^ MRC of steps taken to 
correct violation* noted in IE In»p Rapt* 50-290/79-09 & 
50-2HJ/79-09 

SUTHERLAND, J T Rflgion 2, Atlanta. Fua] Fanlaty & Materials 

Safe tg Branch 79/06/07 Ip 


-^7906290552 Respond* to KRC 790513 Itr re violations noted In IE Irsp 
Rept* 50-280/79-09 6 50-201/79-09 Corrective actions 
labeling of containers of radioactive tnatl 

STALLINGS. C M Virginia Electric fj Fouer Co 79/05/29 2pp 


7906180536 Responds to IE Bulletin 79-01 Forwards "Failure of Solenoid 
Operated Valves to Meet IE Bulletin 79-01 Environ 
Qual i-f 1 cat 1 on Req^uirenants “ 

STALLIMQSpC M Virginia Electric S' Pouer Co 79/06/14 Ip 


— 7906180-538 "Failure of Solenoid Operated Oalvee to Meet IE Bulletin 
79-Ot Environ Dua 1 i f i ca 1 1 on Requirements “Envi ronmer tal lif 
unqualified valves have been or will be replaced 
H* Virginia Electric 6 Potuer Co 79/iJ6/l4 2pp 


7906270121 Responds to IE Bulletin 79-01. “Environ Qualification of 
Class IE Equipment " Suspected solenoid valves will be 
upgraded ar replaced as soon as possible 

STALLINOS.C M Virginia Electric «t Power Co 79/06/25 23pp 


R Periodic operating report* & related correspondence 


79061B0517 Farward'i month Ig operating rept for Kag 1979 

STALLINGS. C M Virginia Electric 6 Power Co 79/06/13 tp 


— 7906ia052<l Monthly operating rept for Mag 1979 

COSTELLOiO J Virginia Electric t- Power Co 79/D6/04 40pp 


5 Reportable occurretice*.. UERs & related correspondence 


7906030309 Forward* LER 79-019/03L-0 

STALUINGS-C M Virginia Electric Power Co 79/05/31 tp 


— 7906050312 LER 79-019/03L-0 on 790510 while securing purging 
operatiotie. va 1 ve MOV-IOOD did not close Caused by bearing 
failure u/resultant gear malfunction Parte replaced U valve 
returned to sve 

STElfAHTiN L Virginia Electric 6 Power Co 79/06/01 2pp 


7906190399 RD on 790606 abnormal degradation of cable insulation in 
emergency power sy* battery charge* Cause unknown but 
manufacturer will be Contacted 

SrewAflTfW L Virginia Electric ^ Power Co 79/06/06 tp 


7906200398 Forwards LER 79-020/01 T-0 

STALLINOS. C M Virginia Electric Jc Power Co /9/O6/I0 Ip 


— 790620040S LER 79-020/011-0 on 79C6Q6 abnormal degradation ef cable 
insulation on emergency power sg* battery charger discovered 
at cold shuttfQun Caused by constant high pressure environ 
Cable will be replaced w/cables of higher tolerance 
STEWARTrW L Virginia Electric fc Power Co 79/06/10 2pp. 


U Congress iana 1 /Execut ive Correspondence 


7906110367 Ack receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken, re review -of 
pipe stress reanalyse* Discusses site-specific cons tderation 
for seismic events 

HEHDRlEiV M Commission 79/05/21 2pp 


— 7906110378 Act receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENORlEf U M. Cornmlision 79/05/21 2pp 


--7906110380 Act receipt of VA congress ional delegation 790319 Itr re 
shutdown of faci J i ties. 0teps have been taken re review of 
pipe stress reana lysa*. Dt scusse* site-specific 
considerations for seismic events 
HENDRiEi J M Commission 79/05/21 2pp 


— 79O6UO302 Ack receipt of VA cong/-»*slonai delegation 790319 Itr r* 
shutdown of facilities 0tept have been taken re review of 
pipe stress reanalysci, Di scusses site-specific 
considerations for seismic events 
HENDRIE. 0 M Commission 79/05/21 8pp 


— 7906110365 Ac k receipt of VA congress Iona 1 delegation 790319 Itr rs 
shutdown of facilities Step* have been taken re review of 
pipe stress reanaiyses Discusses site-specific 
considerations for seismic events 
HEMDRfEiJ M Commission 79/05/21 2pp 


— 7906110387 Ack receipt of VA congressional delegation 790319 Itr t* 
shutdown of facilities Steps have been taken re review of 
pipe stress reanaiysas Discusses site-specific 
considerations for seismic events 
HENDftlE.J M Camms«ion 79/05/21 2pp 


— 7906110390 Ack receipt of VA congressional delegation 790319 I kr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE^J M Commission 79/05/21 2pp 


--7 9061 10394 Ack receipt of VA congressional delegation 790319 Hr T» 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
KENDRIE. J M Commission 79/05/21 2pp 


7906110397 Ack receipt of VA congressional delegation 790319 Hr 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses * i te-spcc 1 f Ic 
considerations for seismic events 
HENDRIE-JK Commission 79/05/21 2pp 


— 7906110400 Ack receipt of VA congressional delegation 790319 Hr n 
shutdown of facilities Steps have been taken re revieu of 
pipe stress reanalgses Discusses site-specific 
considerations for seismic events 
HENDRIE. JM Commission 79/05/21 2pp 


—7906110409 Forwards draft of proposed responses to 790319 Hr Irflfi 
VA congressional delegates re pipe stress analysis at 

facility 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/01 5p 


—7906110411 Requests expedited review of piping stress reanalyifl. 
independent from review of other three plants shut down for 
seismic-related issues 

BUTLER. C H . DANIEL. R W , HARRIS. H E House of Rep 79/03/19 

app 


DOCKET 50-281 SURRV POWER STATION. UNIT 2 


0 Adjudicatory c orreap ondence 


7906040415 Orders ex ten* ion. unti 1 790515. for NRC to review 
790201 dental of enforcement action 

CHtLK. S J Office of the Secretary of the Commission 79/04/13 

Ip 


7906040434 Grants NRC e xtens ion, untl 1 790624. for review of 
790201 denial of enforcement action 

CHILK) S J Office of the Secretary of the Commission 79/OS/J5 

Ip 


K General correspondence 


7906230047 Responds to 790313 Itr re shutdown of five nuclear power 
plants because of seismic concerns Seismic design was not in 
accord w/accepted engineering practice Failed piping could 
cause LOCA Plant review is being expedited 

DENTQM. H R Office of Nuclear Reactor Regulation 79/05/09 Ip 


'7906230030 Expresses concern re shutdown of five reactors for seitn 
reasons Action assure* energy ertsi* Plant overhaul is nor* 
appro-priete during refueling shutdown Benefits of nuclear 
power outweigh seismic risks 

SIMPSONfR E Affiliation Unknown 79/03/15 2pp 


7906210418 Responds to 790319 Hr re NRC 790313 order* to ihyt down 
five nuclear power plant* NRC prefers to review situation in 
expeillted £« disciplined manner, to return plants to operation 
w/no threat to public health ir safety 

BENTONtK R. Office of Nuclear Reactor Regulation 79/05/16 2pp 


— 79D62I0424 Comment* on NRC capricious 4> cavalier acts Request* 
immediate reversal of unwise dadiion to shut down five 
plants Suggests more rational approach to improbable fafsty 
concorns in futtjre 

MARCUSiGH Affiliation Unknown 79/03/19 2pp 
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790627000a Respond* to 790314 Ifcr re 790313 
nucleer pouer plants pending review of ana 
used in seismic design of saf etg-related p 
northeastern US carthnualce lones end 
DENTON. H R Office of Nuclear Reactor Reg 


order shutting down 
lyels techntq,ues 
iplng Maps of 

ulation 79/05/17 


five 


3pp 


— 7906270013 Comments on 790313 orders shutt 
nuclear pouer plants Requests investlgat 
probability of major seismic activity in 
SMITKiQ N Affiliation Unknoiun 79/03/ 


ing down 
ion into 
region 
14 Ip 


five northeastern US 
actual 


•7906270091 Comments on 790313 orders shutting down five northeastern U& 
nuclear power plants. Dec is i on was ontremely i 1 licence ived 
KCOQNAGLE, U F Affiliation Unknown 79/03/15 Ip 


7906270095 Responds to 790317 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern l/S earthquake lones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


79-06270020 Responds to 790331 Itr re 790313 order shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Haps of 
northeastern US earthquake zones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 79D6S70D2B Comments 
nuclear power plan 
probability of maj 
HERR I MAN. C P Aff 


on 790313 orders shutting down five northeastern US 
ts Requests Investigation into actual 
or seismic activity in this region 
il iation Unknown 79/03/31 2pp 


7906270035 Responds to 790403 Itr re 790313 orders shutting down five 
nuclear plants pending review of analysis techniques used In 
seismic design of safety-related piping Maps of northeastern 
US earthquake zones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


— 7906270042 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Actions poorly reasoned 
FULLER. W R Affiliation Unknown 79/04/03 3pp 


7906270053 Responds to 790321 Itr ro 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in selsntlc design of safety-rolated piping Maps of 
northeastern UB earthquake zones end 

DENTCNrK R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270097 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was eitrsmely i 1 l-c o nee xved 
MARPLErM W Affiliation Unknown 79/03/17 Ip 


7906270109 Responds tn 790314 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic desingn of eaf ety-re la ted piping Maps of 
northeastern US earthquake zones encl 

DENTOM.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270119 Responds to 790322 Itr re 790313 orders shutting down five 
nuclear power plants ponding review of analysis techniques 
used in seismic deslng of safety-related piping Maps of 
northeastern US earthquake zones encl 

DENTON. K R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270134 Responds to 790324 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps af 
northeastern US earthquake zones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270132 Responds to 790317 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps af 
northeastern UB earthquake zones end 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


-“7906270096 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Economic consequences for Maineras well 
as power shortages, overr Ide slim prospect of earthquakes 
Plants should be reopened 

SULLIVAN. J r Affiliation Unknown 79/03/21 tp 


7906270060 Responds to 790327 Itr ro 7903i3 orders shutting down five 
nuclepr power plants pending review of analysis techiques 
used in seismic design of saf ety-related piping Maps of 
northeastern US earthquake lones encl 

OENrGNrN R affice of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270135 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was poorly timed tn 
economically ill-conceived 

KOVLOVRI8. 0 e Affiliation Unknown 79/03/17 ip 


7906270143 Responds to 790313 Itr re 790313 orders shutting dawn five 
nuclear power plants pending review af analysis techniques 
used In seismic design of saf e ty-r elated piping Maps of 
northeastern US earthquake zones encl. 

OENTON.HR Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270066 Comments on 790313 orders shutting 
nuclear power plants NRC should re-eyaluate 
attitudes 

QUIHDY.L Affiliation Unknown 79/03/27 


down five northeastern US 
its antinuclear 

ip 


7906270151 Responds to 790322 Itr re 790313 orders shutting cTouin five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake zones encl 

DENTON. H R Office of Nuclear Reactor Regulation 77/05/17 3pp 


7906270069 Responds to 790323 Itr ro 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in leisfliic design of safety-related piping Maps of 
northeastern UB earthquake zones encl 

DEHTOH.II R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270155 Comments on 790313 order 
nuclear power plants Decision was 
current energy crisis 
KRETZSCHMAR. W Affiliation Unknu 


s shutting down 
i 1 1 -cone el ved I c 

wn 79/03/22 


five northeastern US 
ons i der ing 

1 D 


— 7906270073 Gommonts on 790313 orders 
nuclear power plants Plants should 
due to economic prospects of plant 
SAUNDERS. J. A Affiliation Unknown 


shutting down five northeastern US 
be reopened immediately, 
closings 

79/03/23 Ip 


7906370076 Responds to 790322 Itr to President re 790313 orders 
shutting down five nuclear power plants pending review of 
analysis techniques used in seismic design of saf ety-re lated 
piping Maps of northeastern US earthquake zones encl. 

DENTOM.H ft Office of Nuclear Reactor Regulation 79/05/17 3pp 


79O627O0BO Responds to 790320 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of saf ety-related piping Haps of 
northeastern US earthquake zones encl 

OENTON.H R Office of Nuclear Reactor Regulation 79/05/17 Opp 


-“7906270002 Comments on 790313 orders shutting down five oortheastorn US 
nuclear power plants Chance of earthquake is too low to risk 
Bco-nomic upheaval caueed by closing of plants 
LEMia.P F Affiliation Unknown 79/03/20 Ip 


7906270087 Responds to 790319' Ur re 790313 orders shutting down five 
nuclear puuisr plants pendln'g reavlew of analysis techniques 
used In seismic deslng of oaf e ty-related piping Maps of 
northeastern U8 earthquake zones end 

DEHTON.HR. Office of Nuclear Reactor Regulation 79/03/17 3pp 
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— 790627O2&B Comments on 790313 orders shutting down five nor tlx eastern US 
nuclear pouer plants Dscision was economioallv 
1 1 1-conc e Lved 

ELLlSrR C Affiliation Vnknown 79/03/25 Ip 


790fiai0433 Respon<is to 790314 Ltr re NRC 790313 orifers to shut down 
five nuclear power plants NRC prefers to review situation in 
expedited tc disciplined manner>to return plants to 
operation w/no threat to publtc .health It safetij 

OENTOhlf H R Office of Nuclear Reactor Regulation 79/05/21 Spp 


'”-7906210441 States that NRC overreateted in closing five nuclear plants 
Comments on impact of NRC action M/790315 forwarding ltr to 
JM Hendrie re shutdown of plants 
HENR/xT P Aff I I iatian Untnown 79/03/14 Spp 


7906230091 Forwards memos discussing Q McDermott concerns re ihutdoun 
af BtN plants 

ROSS. D F Division of Project Management 79/05/17 ip 


-7906230101 Requests assessment of safetg of continued operation of ElM 
reactor based o-n performance of relief & safety valvesp 
performance of HPI pumpsx rel iab t 1 i ty of auxiliary feedwater 
it core cooling in natural circulation 

ROSS.D Division of Project Management 79/05/08 2pp 


— 7906250106 Discusses safety assessment of BS-W plants# in response to 
790503 memo B£tW plants should be shut down until reanalysLs 
has bean completed re core coaling in natural circulation, 
small break LQCAs & ECCS 

MCDERKQTT.R J Quality Assurance Branch 79/05/14 7pp 


7906290621 Responds to telcan re NRC order to shot down five nuclear 
plants because of seismic concerns Analysis techniques used 
in plant design were inappropriate Piping sys failure could 
cause LQCA 

BENTONi H R Office of Nuclear Reactor Regulation 79/03/24 tp 


— 7906250112 Discusses D McDermott 790514 memo re safety of B8rW plarts 
Disagrees w/B McDermott position favoring shutdown 
HAASa.tJ P Duality Assurance Branch 79/05/15 2pp 


J Insurance indemnity Informatton 


7906120324 Endorsement 4! to NELIA Policy MF-57 

OERAS. T Mutual Atomic Energy Uiability Underwriters 

Ip 


7906120331 Endorsement 42 to MAELU Policy MF-57 

CCRQS* T Mutual Atomic Energy Liability Underwriters 
IP 


7906070306 Requests replacement copy of signed originals of Amend 0 to 
Indemnity Agreement 0-45iwhich will be executed ^ returned 
to NRC as requested 

STALLINGS, C M Virginia Electric Power Co 79/05/31 tp 


P Operating license stage documents Sc correspondence 


7906010279 rOIA request for all records communications re shutdown of 
five nuclear plants 

GASS AM. V J Power Authority State of New York 79/03/16 Spp 


— 7906250114 Discusses B McDermott 790514 memo re safety of DbU planks 
Disagrees w/B McDeimott position favoring shutdown 
SKOVHOLTfD J Assistant Director for Quality Assurance U 

Operations 79/05/15 2pp 


7906110446 Notification of 790522 meeting w/util 6 SCiW to discuss pipe 
stress analysis t> review soil structure interation analyses 
NEIGHBORS, J D Operating Reactors Branch 1 iPre 790625) 

79/05/IB Ip 


7906290709 Lists subj of 790314 6 10 info requests re amplified 
response spectra using soil structure interaction Response 
should be completed by 790523 

STELLO. V Division of Operating Reactors 79/05/10 3pp 


7906010273 Denies FOIA request for Gibbon 790314 V Thompson 79D315 
memos to Commissioner Bradf ord. wh Ich contain NRC opinions U 
recommendations re five shutdown plants Info withheld 
iref FQIA Exemption 5) 

FELTON, J N Division of Roles and Records 79/05/21 4pp 


7906290642 Discusses containment depressor i xatlon 
LAINAS, O Plant Systems Branch 79/05/22 3pp 


7906130026 Delineates criterion to develop plant-specific info- 
packages on site visits 

RUSSELL. W T Office of Nuclear Reactor Regulation 79/04/11 2pp 


7906020125 Forwards 79040S ltr from J Allen of North Anna Environ 
Coalition requesting revocation of 0L» Ltr is being treated 
as request for action per iOCFR2 206 Also forwards FR 
notice Ltr not end 

DENTON, H fi Office of Nuclear Reactor Regulation 79/05/04 tp 


--7906020130 Notice of 790405 North Anna Environ Coalition request for 
NRC to revote QLs due to alleged nonconf onmanc e of estimated 
peak fuel cladding temps w/stds of lOCFRSO 46ib> 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/D4 2pp 


7906250331 Forwards Amends 49 I* 49 to Licenses DPR-32 6 DPR-37. 
raspec tive 1 y, aa f ety evaluation 6 notice of issuance it 
aval lability 

SCHWENCER.A Operating Reactors Branch I <Pre 790625) 79/05/09 

3pp 


— 7906250332 Amonids 49 It 48 to Licenses DPR-32 5- DPR-37i rospec tlve I y. 
revising Tech Spec limits for total nuclear peaking 
fac tor 

VOLLMER.R H Assistant Director far Systems Enalneertno 
79/05/09 ISpp 


•“7906250333 Safety evaluation supporting Amends 49 JU 49 to Licenses 
DPR**3a DPR-37i respective ly 

* Assistant Director for Systems Engineering 79/05/09 6pp 


7906230039 Discusses position re use of soil structure Interaction for 
lolsxthic pipestress analyses being performed Approves 
methodology I provi ded that seismic stresses calculated are 
Increased by factor of 1 5 

EISENHUr. D <3 Assistant Director for Systems Engineering 79/03/25 

2pp 


7906130224 Forwards “Verification of NUPIPE—II for Analysis of Nucliar 
Piping Sys MSC'" fr "Quadrax-NUPIPE Response Spectrum Analysis 
Methods & Computer Listing, “ in response to NRC 790402 ltr 
Requests withholding Ouadrex (ref IQCFRE 790) 

8TALLIN0S.C M Virginia Electric 4- Power Co 79/05/30 0pp 


7906050318 Requests amend to OL in form of proposed Tech Spec Change 
70 Forwards required LOCA-ECCS analysis results supporting 
full-iated power operation after replacement of steam 
generators 

6TALLING8i C M Virginia Electric 4 Power Co 79/05/31 +6pp 


7906030323 Discusses 770110 rept "QA Program, Operations Phase “ 
Requests exception from ANSI N4S 2 4 8* N43 2 0 paragraphs re 
callbr control t equipment test Discusses proposed 
alternative 

BAUN.E A Virginia Electric 6 Power Co 79/05/31 2pp 


7906070293 Forwards “Rapt on Reanalysis of safety-related Piping flysi 
Unit I," in response to NftC 790313 order to show cause 
Piping ays only slightly impacted by reanalysis Requests 
Immediate startup of Unit 1 

SPENCER, W C Virginia Electric 4- Power Co 79/06/05 4pp 


7906230334 Notice of issuance 4- availability of Amends 49 48 to 

Licenses DPR-32 DPR“37r respective ly 

SCHWENCER.A Qperatlng Reactors Branch I <Pra 790625) 

79/05/09 3pp. 


7906260110 Summary of 790503 meeting w/uttl in Batheida,HD re mod 4< 
testing far eoiergeney buses 

NEIGHBORS. J D Operating Reactors Branch I IPre 790625) 

79/05/09 2pp 


— 7906070298 "Rept on Reanalysis of Safety-Related Piping Sys.Unlt I “ 
* Virginia Electric 4, Power Co 79/06/05 lOOpp 

7906H0194 Foruiardt “Soil Structure Interaction Rept " 

SPENCER, M C Virginia Electric 4, Power Co 79/06/00 Ip 

—7906110197 “Soil Structure Interacctlon Rept " 

« Virginia Electric Power Co 79/06/08 200pp 


7906260107 Surnfflary of 790503 meeting w/utll re steam generator 6 
reactor coolant pump supports Inspt, 

8NAI0ER, R.P Operating Reactors Branch I (Pre 790629) 79/05/ II 

AfP 


79D6130352 Forwards addl info to 790605 rept on reanalysis of 
saf ety -rea I ted piping ays Appreciable break location changes 
are not antecipated 

SPENCER, W C Virginia Electric 4c Power Co 79/06/08 iSpp 
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7SC&I501&0 Providsa addl info to suppl 790605 rept r* re^nalvsl-s of 
i«f piping sys Details stre-sa problems uhlch 
req.uir« barduare mod Hod to bo completed bij 790620 
SPENCEi^fti C Virginia Electric Pouer Co 79/06/12 2pp 


7906200102 Sifbmita response to 790613 request for addl info re pipe 
stress reanAlqsis effm t< including functional description of 
support t<^pesi schedule for info ^ reactor coolant pressure 
boundary support Info 

SPENCER I VI C Virginia Electric Power Co 79/06/19 Qpp 


7906210210 Submit^ addl info re facility emergency power sys electrical 
load anaiysis«sys mod &> testing procedures Forwards "Addl 
info for 4E0 Volt Emergency Power Sys Hod" 6 ’’Electrical 
e.oad Analysis for 400 Volt Emergency Power Sys " 

STALLINGS^C M Virginia Electric ie Power Co 79/06/18 Zlpp 


--7906210214 "Addl Info for 4B0 Volt Emergency Power Sys Mod " 
» Virginia Electric h Power Co 79/06/OB 2lpp 


-—7906210216 "Electrical Load Analysis for 4B0 Volt Emergency Power Sys " 
■* Virginia Electric if Power Co 79/05/17 42pp 


7906220266 Submits updated Table i to 79061S submission delineating 
status of supports associated w/reactor coolant pressure 
boundary Discusses addl mods presently required 
SPEKCER.M C Virginia Electric 6 Power Co 79/06/19 3pp 


7906250311 Forwards addl info re PUR feedwater linesfin response to NRC 
790525 request Util 771202 Itr NRC 780607 Itr r« feedwater 
lines end 

6TALLIN08*C M Virginia Electric t Power Co 79/06/20 6pp 


--7906250347 Discusses status of util study of plant feedwater sys water 
hammer potential 

STALLINGS. C H Virginia Electric S. Power Co 77/12/02 5pp 


--79062S0351 Accepts util provisions for mlnimliing possibility of water 
hammer events duo to rapid steam condensation in feedwater 
sys 

SCKUENCER.A Operating Reactors Branch 1 <Pre 790625) 

78/06/07 7pp 


79062903S7 Clarifies causes for hardware mods identified In earlier 
submittals of 790605,12 6 19 in response to NRC 790621-22 
review of pipe stress reanalysis 

BPENCER.W C Virginia Electric & Power Co 79/06/25 6pp 


Q Inspection reports, IE Bulletins correspondence 


7906070072 Forwards IE Insp Repts S0--2Q0/79-11 ij- 50-2Ql/79't3 on 
790226-0302 No noncomp liance noted 

BUTHERLAND, J T Region 2, AtUnta, Fuel Facility << Materials 

Safety Branch 79/03/29 2pp 


— 7906070076 lE Insp Repts 30-200/79-11 30-281/79-13 on 790226-0302 No 

noncompliance noted Major areas inspected respiratory 
protec tlon, ALARA program U training 

OlBSQNfA F Region 2, Atlantat Fuel Facility Materials Safety 

Branch 79/03/29 7pp 


7906180673 Forwards IE Insp Repts 30-280/79-12 it 50-291/79-15 on 
790306-0? No noncomp liance noted 

SUTHERLAND, J T Region 2. Atlanta, Fuel Facility 6 Materials 

Safety Branch 79/03/29 2pp 


— 7906180680 IE Insp Repts 50-200/79-12 S- 30-281/79-15 on 790306-09 No 
noncomp 1 tance noted Major areas inspected occupational 
exposure areas, spec ial dosimetry, use of tamperary 
Containments it training 

EWALD„g C , WRAY, J R Region 2, Atlanta, OffLce of the Director 
0IB80N,A F Region 2, Atlanta. Fuel Facility 1, Materials 

Safety Branch 79/03/29 6pp 


7906070110 Forwards i£ Insp Rept 50-281/79-18 on 790313-16 No 
nancomp 1 lance noted 

•KORPHY, C e Region 2. Atlanta, Reactor Construction 6 Engineering 

Support Branch- 79/C4/10 2pp 


— 7906070121 IE Insp Rept 50-281/79-18 on 790313-16 No noncompliance 
noted Major areas inspected steam generator repair 
procedur es, worti ac t ivit 1 es, record s 6 general containment 
work activities 

BRYANT.J C Region 2, Atlanta, Reactor Construction it 

Engineering Support Branch ANtO, U P Region 2. Atlanta, Office 

of the Director 79/04/10 4pp 


7906210402 Forwwards IE Insp Rept 50-281/79-17 on 790313-16 Nn 
noncomp I ianc a noted 

HURPHYfC E Region 2r Atlanta, Reactor Construction i Engineering 

Support Branch 79/04/11 2pp 


— 7906210409 IE Inp Rept 50-201/79-17 on 790313-16 No none omp 1 lance 
noted Major areas inspected const status,OA aud 1 ts, I i c ensue 
action on previous insp findings It observation of 
saf c ty-relnted work activities 

WILCOX, J D Region 2, Atlanta, Office of the Director 

KEROTiA R Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 79/04/10 4pp 


7906260197 Forwards IE Insp Rept 50-201/79-22 on 790402-03 No 
noncomp 1 iatice noted 

MURPHY, C E Region 2, Atlanta, Office of the Director 79/04/23 

2pp 


—7906260201 IE Insp Rept 50-281/79-22 on 790402-09 No no n comp 1 ianc e 
noted Major areas inspected const status re steam generator 
rep lacemont 

HERDT.A R , WILCOX, J D Region 5, Atlanta, Reactor Construction 

if Engineering Support Dranch 79/04/23 4pp 


7906260597 Forwards IE Insp Rept 50-281/79-23 on 790402-05 No 
noncompliance noted 

MORPHY, C E Region 2, Atlanta, Reactor Construction i Engineering 

Support Branch 79/04/26 Spp 


— 7906260603 IE Insp Rept 30-201/79-23 on 7?0402:-OS Wo noncomp 1 iance 
noted Major area inspected steam genorator replacement 
welding activities 

CROWLEY. B R Region 2, Atlanta, Office of the Director 

CONLQN, T E Region 2, Atlanta, Reactor Construction V 

Engineering Support Branch 79/04/25 5pp 


7906110060 Forwards IE Bulletin 79-10. ^'Roquali f i cat 1 on Training 
Program Statistics " Written rd’Spanse required 
O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/05/11 Ip 


7906200130 Ack recoipt of 790420 Itr informing NRC nf steps taken to 
correct violations noted In IE Insp Repts 50-280/79-09 6 
30-2QI/77-10 

SUTHERLAND, J T Region 2. Atlanta, Fuel Facility it Materials 

Safety Dranch 79/05/15 Ip 


— 7906200143 Responds to NRC 790328 ttr re violations noted In IE Insp 
Repts 50-200/79-09 if 30-281/79-10 Corrective actions loose 
containment screen 1 nstal lad, al 1 radiation area barricades 
locked 6 lead removed " ** “ 

STALL 1NQS,€ M ‘ 


7906200609 Forwards IE Insp Rept 30-201/79-19 on 790313-16 No 
noncompliance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility U Materials 

Safety Branch 79/04/09 2pp 


— 7906200617 IE Insp Rept 50-201/79-19 on 790313-16 No noncompl lance 
noted. Major areas inspected’ rad iolag lea 1 controls it 
radiation dosimetry associated w/«team generator replacement 
project 

S/ENKTN8, C. P I JACKSON, U L Region 2, Atlanta. Office of the 
Director GIBSON, A F Region 2, Atlanta, Fuel Facility 

Materials Safety Dranch 79/04/09 4pp 
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— 7906250137 Fori»Jards IE Inap Rept 50-201/79-14 on 79030&~07 U notice or 
vlo labion 

MUfiPHy.C E Region 2. AfcUnta. Reactor Cona feriiction fc 

Enslneering Support Branch 79/03/00 Spp 


— 7906250J42 Notice of violation from |n«p on 790306“09 

» Region 2, Atlanta. Office of the Director 79/03/29 Ip 


—790*250146 IE In^p Rept 30-231/79-14 on 790306-09 Noncotnp I lance noted 
inadetiuate rocorde for nitrogen purge ateam generator ldu;«r 
a«seiTtb I lei 

Uj:LG0i(»r 0 Region 2r AtLanta. Office of the Director 

HERDTi A ft Region 2i Atlanta« Reactor Conitruc b ion h 

Engineering Support Branch 79/03/29 4pp 


7906190191 Act receipt of 790S04 Itr informing NRC of steps taten to 
correct violations noted in IE Insp Ropti 50-280/79-15 l« 
50-2BI/79-21 

LEifiSi R C Region 2> Atlanta. Reactor aperatlom Nuclear Support 

Branch 79/05/17 Ip 


—790*190194 Responds to NRC 790406 Itr re violations noted In IE Insp 
Repts 50-260/79-19 50-291/79-21 Corrective actions 

annunciation procedure changed, operators instructed to 
report events & fire watch posted 

STALUNGS.C M Virginia Electric * Power Co 79/05/04 3pp 


“7906190198 Forujards IE Insp Repta 50-290/79-15 & 50-20i/79-2i on 
790205-0316 V notice of violation 

LEMIS.R. C Region 2i Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/06 2pp 


— 7906190203 Notice of violation from Insp on 790205-0316 

a Region 2i Atlanta. Office of the Director 79/04/06 ip 


—7906190213 IE insp Repts S0-28O/79-I5 4^ 50-281/79-21 on 790205-0316 
Noncompliance noted failure to Pollou annunciator procedure 
& failure to establish fire watch on nonfunctional 
electric penetration fire barriers 

DUfiKE. D J Region 2. Atlanta. Office of the Director 
CANTRELLiF 6 Region 2i Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/01 5pp 


* 7906060124 Responds t-o NftC 790510 Ur re violations noted in IE Insp 

Repts 50-280/79-18 it 50-281/79-26 Corrective actions tents 
inspected 6 acceptance label affixed 6 copg of procedure 
HP-eORP-lO placed in reading file 

STALUINOSjC M Virginia Electric k Power Co 79/05/31 4pp 


7906290537 Act receipt of 790529 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-280/79-09 6 
50-281/79-09 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility k Materials 

Safetg Branch 79/06/07 Ip 


--79068'90332 Responds to NRC 790515 Ur re violations noted in IC Insp 
Repts 50-230/79-09 U 50-281/79-09 Corrective actions 
labeling of containers of radioactive matl. 

STALLINGS. C H Virginia Electric fit Power Co 79/05/29 2pp 


7906130536 Responds to TE Bulletin 79-01 forwards ''Failure of Solenoid 
Operated Valves to Meet IE Bulletin 79-Oi Environ 
Quallf icatl on Raqulrements " 

STALLINOStC M Virginia Electric k Power Co 79/06/14 Ip 


— 79061B033B "Failure of Solenoid Ojoratdd Valves to Meet IE Bulletin 
79-01 Environ Ooali f 1 cation Roqulroments "Environmental Ig 
unqualified valves have been or will be replaced 
« Virginia Electric & Power Co 79/06/14 2pp 


7906270121 Responds to IE 3ul lefcln 79-01. "Environ Oualiflcation of 
Class IE Equipment " Buspecteif solenoid valves u II be 
upgraded or replaced as soon as possible 

BTALL1N83. C H Virginia Electric k Power Co 79/06/25 2Spp 


R. Periodic operating reports k related correspondence 


7906180317 Forwards monthly operating rept for Mag 1979 

STALUINOS. C. M Virginia Electric C< Power Co 79/86/13 Ip. 

— 7906100520 Nonthlv operating rept for Hev 1979 

■COaiELLOi a Virginia Electric U Power Cq 79/06/04 40pp 

S. Rs|>drtable occurrences. LEfts k related correspondence 


7906140415 Provide* info on potential significant dificieneg reported 
on 790525 re m'lifing threa^/s In bolt hole on pad of Steam 
Oeneratdr 2973 aH steam gpnfratqr feet htlicoils replaced 
STALLINGS. C M Virginia Electric & Power -Cq 79/05/31 2pp 


7906200393 Forwards LER 79-030/01 T-0 

STALLINGS. C li Virginia Electric k Power Co 79/06/lP ip 


— 790620040 5 LER 79-030/01T-0 on 790606 abnormal degradation of cable 
tnsuBation an emergency power sgs battery charger discovored 
at cold shutdown Caused by constant high pressure environ 
Cable will be replaced w/cables of higher tolerance 
STEWART. M L Virginia Electric k Power Co 79/06/10 2pp 


U Congress lona i /EsoCut .ve Correspondence 


7906110367 Ac^ receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pip© stress reanalgses Discusses site-specific consi -ftlon 
for seismic events 

HENPRIE. JM Commission 79/05/21 3pp 


— 7906110370 Ack receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
MENDRIE. J M Commission 79/05/21 2pp 


— 7906110330 Acl receipt of VA congressional delegation 790319 Itr t* 
Shutdown of facilities Steps have been taken re review of 
pipe stress reanai^seg Discusses site-specific 
eons idera t ions for seismic events 
HENOftlEpJ n Commission 79/05/21 Spp 


— 7906110382 Ack receipt of VA congressional delegation 790319 Up ri 
shutdown of facilities Steps have been taken re review of 
pipe stress reaaalyses Discusses site-specific 
cons 1 derat i ons for seismic events 
HENDRiErJ 11 Commission 79/05/21 2pp 


— 7906110335 Ack receipt of VA congressional delegation 790319 Ur Tf 
shutdown of facilities Steps have been taken re review of 
pipe stress reanal^ses Discusses site-specific 
considerations for seismic events 
HENDRIE. J M Commission 79/03/21 2pp 


— 7906110387 Ack receipt of VA congressional delegation 790319 Ur rf 
shutdown of facilities Steps have been taken re review of 
pipe itress reanalgses Discusses site-specific 
considerations for seismic events 
KENDRIE. Jtl Commission 79/05/21 2pp 


■7906110390 Ack receipt of VA congressional delegation 79031? Ur ri 
shutdown of facilities Steps have been taken re review of 
pipe stress reanaLv^^* Discusses site-specific 
conslderat i one for seismic events 
HENDRIE.J t1 Commission 79/05/21 Spp 


—7906110394 Ack receipt of VA congressional delegation 790319 Ur ir« 
fihutdpun of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
eonsiderat ions for seismic events 
HENDRIC. wl H Commission 79/0S/2i 2pp 


—7906110397 Ack receipt of VA congressional delegation 790319 Ur re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
conslderat lans for seismic events 
KENDRIE. J N Commission 79/05/21 2pp 


—7906110400 Ack receipt of VA congressional delegation 790319 Ur r* 
shutdown of facilities Steps have been taken re review of 
pipe stress rsanakv’*^* Discusses site-specific 
considerations for seismic events 
HENDRIE. vf M Commission 79/05/8t 2pp 


'7906110408 Forwards draft of proposed responses to 790319 Itr frew 10 
VA congressional delegates re pipe stress analysis at 
facil ity 

DENTON. H,R Office of Nuclear Reactor Regulation 79/05/01 5pp 


—7906110411 Requests expedited review of piping stress reanalysei. 
independent from review of other three plants shut down for 
«e 1 sml-c-reiated issues 

BUTLERrC M. , DANIELrR U , HARRI8.H E House of Rep 79/03/19 

2pp. 


DOCKET 50^2 92 PRAIRIE ISLAND NUCLEAR STATIDN. UNIT I 


U Insurance & indemnity information 


7906130012 Forwards Endorsements 42 k 43 to NELIA Policy NF-197 
JOHNSON. 0 Q Northern States Power Co, 79/06/07 3pp 
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7906910237 Forwards Endorsetnents 38 & 39 to MAELU Policy MF-AB 
JG>^^^Sa^^^R O Northern States Power Co 79/06/13 3pp 


P Operating license stage docurnents & correspondence 


7906130057 Forwards Amends 36 t< 30 to (Licenses DPR~42 6 OPR-60i 
respect ivelyj safety evaluation U notice of issuance t< 
availability 

SCHWENCERpA Operating Reactors Branch I IPre 7906251 77/05/01 

app 


— 7906130061 Amends 36 tc 30 to Licenses DhR-’42 DPR-60< respec b Ivel y p 

revising Tech Specs to require actuation of safety injection 
based on S out of 3 channels of low pressunier pressure 
SCHWENCEftp A Operating Reactors Branch 1 (Pro 7906351 

79/03/01 9pp 


--7906130062 Safety evaluation supporting Amends 36 V 30 to Licenses 
DPR~42 U DPn~60p rospec t i vely 

♦ Office of Nuclear Reactor Regulation 79/05/01 4pp 


— 7906130066 Notice of issuance U. availability of Amends 36 h 30 to 
Licenses DPR-42 DPR-60 j respective ly 

aCHNENCERpA Operating Reactors Branch 1 (Pre 790635) 

79/OS/Ol 2pp 


7906130094 Forwards safety evaluation for mod to safety injection 
actuation si/s 

LAINASpO Plant Systems Branch 79/05/03 2pp 


--7906120101 Safety evaulation supporting mod to safety injection 
actuation sys 

» Plant Systems Branch 79/05/03 2pp 


790625O03Q Discusses review of info re rad bank exchange method to 
verify shutdown margin for two loop Nostlnghouse NSSS 
Approves method as alternative to boron exchangei provided 
certain conditions ore met 

SCHMENCCn^A Dporating Reactors Branch I CPre 790635) 79/05/15 

3pp 


7906200451 Requests site emergency plan 6 Implementing procedures* s 1 te 
maps showing location 4' grid numbers of onsite b offsite 
environ monitoring stations fn site maps used for offsite 
dose determinations or evacuation 

KFPPLERi J 0 Region 3* Chicagoi Office of tho Director 79/05/17 

Ip 


7906050270 Forwards amend application for Licenses DPR-42 V DPR-60< In 
response to NRC 7flill5 Itr 

HAVERiL □ Northern Btates Power Co 79/06/01 Ip 


—7906030293 Application far amend to Licenses DPR-da 4- DPR-AO 
MACHTERrL J. Northern States Power Co 79/06/01 62pp 


7906140443 Forwards “Process Control Program for Waste Solidification** 
Ki Offsite Dose Calculation Manual 

HAVen^L D Northern States Power Go 79/06/07 Ip 


— 7906140440 “Procofs Control Program for Waste Sol id i f icatlan “ 
e Northern States Power Co 79/06/01 llpp 


—7906140451 Offsite Dose Calculation Manual 

4 Northern States Power Co 79/06/01 iiipp 


7906190342 Forwards Revision 2 to “ASME Code Section XI Inservice Insp 
Tasting Program Info Required for NRC Review of Request 
for Relief from A8ME Codo Section XI Requirements *' 

MAYER»L Q Northern States Power Go 79/06/00 2pp 


—7906190349 Revision 2 to “ASME Code Section XI Inservice Insp 4 
Tasting Program b Info Required for NRG Review of Request 
for Relief from ABME Code Section XI Requirements " 

» Northern States Power Co 79/06/00. 66pp 


7906230357 Submits Info re facility feedwater line design* fabrication, 
insp & operating history 

KAYERfL 0 Northern States Power Co 79/06/19 20pp 


0 Inspection reportii IE Bulletins U correspondence 


7906040062 Responds to IE Bulletin 79-07 AOLEPIPE computer code used by 
Fluor Svcsi Inc for seismic analysis of one safety Injection 
line Analysis repeated using PIPESTRSSt des ign found 
ea t i sfactory 

WACHTER.L J Northarn States Power Co 79/04/24 3pp 


7906260321 Forwards IE Insp Repts 3O’'202/ 79-08 V 50-306/79-07 on 
790213-16 & 0314-16 6 notice of violation 

HEISHMAN.R F Region 3* Chicago* Reactor Operations Nuctear 

Support Branch 79/04/25 2pp 


— 7906260326 Notice of violation from Insp on 790212-16 0314-16 

« Region 3. Chicago. Office of the Director 79/04/19 Ip 


— 7906260330 IE Insp Rspts 50-232 /79-OB b 50-306/79-07 on 790212-16 U 
0314-16 Noncompliance noted delayed conduct of fvre sya 
survei 1 lane e 

MCGREGOR. L Q . SMITH* J D , STREETER. J F Region 3, Chicago* 
Office of the Director 79/04/19 9pp 


7906260545 Forwards IE Insp Repfrs 50-232/79-09 b 50-306/79-03 on 
790301-31 No noncomp 1 lance noted 

HEISHMAN*R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/04/30 2pp 


— 7906^60553 IE Insp Repts 50-232/ 79-09 f* 50-306/79-03 on 790301-31 No 
noncompliance noted Major areas inspected plant operations, 
radiation protec t ion. ma int. sec ur i ty ■ insp of new fuel & 
contingency planning 

FEIERADEND. C 0 * DANIELS. F T . NARNICK.R (' Region 3, Chicago, 

Office of the Director 79/04/23 5pp 


7906260621 Forwards IE Insp Rept 50-2B2/79-1O on 79041 1-12 No 
none omp I lance noted 

FIORELLLD Region G. Chicago* Reactor Construction b Engineering 

Support Branch 79/04/30 2pp 


— 7906260624 IE Insp Rapt 50-282/79-10 on 790411-12 Mo none omp I lane e 
noted Major areas inspected OA/OC p r ogram* imp E ementing 
procedures, observation of wort activities U nondestructive 
examinations data 

UARD*K D LIVERMORE. D H Region 3* Chicago. Office of the 
Director 79/04/27 6pp 


7906020151 Responds to IE Bulletin 79-04 Volan valve weights were 
incorrect but have been reanalyzed in compliance w/bulletin 
No mod required Tabulation of valve use enc I 
WACHTER.L J Northern States Power Co 79/OS/Ol 4pp 


7906120121 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER* J 0 Region 3, Chicago. Office of tho Director 79/05/07 
ip 


79061 10106 Forwards IE Bulletin 79-10. "Requalification Training 
Program Statistics " Nrlttcn response required 

KEPPLER.d O Region 3, Chicago. Office of the Director 79/05/11 
Ip 


7906060093 Responds to NRC 79021S Itr re violations noted In IE Insp 
Rapt S0-2B2/79-O1 U 50-306/79-01. Corrective ac tions: design 
chenya has been implemented to assure problems are quickly 
identified t> corrected 

MAGHTERiL J Northern States Power Co 79/03/00 Spp 
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7'906200t3l forwards JE Ififo Mafcice 79-13, “Indication of Low Waior 
UBVffl Ln Qijsker CreeSr {Reactor 

KEPPLER, J O Region 3* Chicago. Office of the Director 79/05/29 

Ip 


7906290649 Ac Jc receipt of 79031B Jtr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-202/77— 08 tt 
50-306/79-07 

HEfSHMAM. R f Reg i pn 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/05/29 Ip 


— 7906290675 Responds to NRC 790425 Itr re violations noted in IE Insp 
Rept 50-202/79-Oa L 50-306/79-07 Corrective actions detpctor 
testing begun 761 IQG fx completed 731226 
WACHTERrL J Northern State* Power Co 79/03/18 2pp 


7906260471 Forwards "InsoTVic* Insp Eiamination Sumjjiaryi “ 790407-25 
MAYER, L 0 Northern States Power Co 79/06/22 Ip 


— 7906260476 "Inssr/ice Insp Eiantj nation Summary, ” 790407-23 

HANSEN. D D , ANDERSON. R W Northern States Power Co 79/05/06 
I27pp 


R Periodic operating reports S» related correspondence 


7906030324 Submits Mag 1979 Environ Event Rept 79-04 re cooling tower 
operations 

IfAROi E C Northern States Power Co 79/06/01 Ip 


7906140229 Forwards monthly operating repts for Mag 1979 
MAYER. L O Northern States Power Co 79/06/11 ip 


— 7906140234 Monthly operating rept far May 1979 

HUNS TAD, A A Northern States Power Co 79/06/01 4pp 


—7906140239 Monthly operating rept for May 1979 

HLPNSTAOi A A Northern States Power Co 79/06/01 4pp 


S Reportable occurrences, LERs 6 related correspondence 


7906040322 LER 79-001 has been voided 

* Northern States Power Co 79/06/01 Ip 


7906140369 Environ Event Rept 79-04 in May 1979 plant circulating water 
sy* in partial recycle mode had excessive average dally 
blQwdaun flow for 17 days Caused by accommodation of cooling 
tower maint ^ proper cooling water temps 
WARD. E C Northern States Power Co 79/06/01 tp 


7906150339 RQ 79-19 dynamic loading during post-LOCA flow before valve 
closure was not included in original stress analysis of 
Henry Pratt containment purge valves All purge valves 
admi nistrativo I y controlled to assure closure 
TIERNEY, F P Northern States Power Co 79/06/07 Ip 


7906220356 Forwards LER 79-019/01 T-0 

MAYER, L O Northern States Power Co 79/06/20 Ip 


**“7906220362 LER 79~019/01T“0 on 790606 containment purge irtservice 
purge isolation valves had not been dynamically analyied 
for post-LOCA flow induced stresses Caused by design Valves 
put under strict administrative control 
HUN8TAD. A A Northern States Power Co 79/06/20 Ip 


7906270161 Forward* LER 79-01 7/O3L-0 

MAYER, L O. Northern States Power Ca 79/06/22 Ip, 

—7906270165 LER 79“Ot7/03L“0 on 79052S both Source range channels tost 
for three menutea when all power range channel control power 
fuses were pul led, Caused by procedure error Fuses 
reinstalled ^ procedure changed 

HUNSTAO, A A Northern States Power Co 79/06/22 ip 


DOCKET 50-234 IDAHO STATE UNIV RESEARCH REACTOR 


Q inspection reports, IE aulletins It correspondence 


7906250010 Forwards IE Info Notice 79-121 "Attempted Damage to New Fuel 
Assemblies " 

SEYFRITtK. V Region 4, Dallas, Office of the Director 79/05/11 

Ip 


DOCKET S0“2e5 FORT CALHOUN STATION. UNIT I 


F Security, medical, emergency h fire protection plans 


7906260173 Forwards modified physical security plan in response to NHC 
790511 request Plan withheld (ref 10CFR2 7901 
SHORT, r E Omaha Public Power District 79/06/19 Ip 


I Financiai informacion 


7906130316 Forwards info re vital area access control Info deemed 
"commercial or finaitcial info." per 10CFR9 3(a)(4> Info 
withheld treF lOCFRa 790V 

SHORT, T E Omaha Public Power District 79/06/06 Ip 


P Operating license stage documents 1. correspondence 


7906040033 Forwards safety evaluation of postulated fuel handling 
accident In reactor containment bldg 

REID, R U Operating Reactors Branch 4 (Pre 790625) 79/04/27 

2gp 


7905250210 Summary of 790425 meeting u/C-E re natural circulation 
capability for C-E plants 

THA0ANI,A C Reactor Systems Branch 79/09/02 43pp 


79052300Q7 Forwards summary of 790SOI meeting u/C-E re natural 
circulation conditions in C-E operating reactors 
THADANI. A C Reactor Systems Dranch 79/05/09 Ip 


7906290660 Notification of 790S2S meeting w/util in Rethesda, MD to 
discus surveillance capsule test results which indicate 
Integrated flu* in reactor vessel of 2 5 times flux 
initially calculated 

ERICKSON, P D Operating Reactors Branch 4 (Pre 790625) 

79/05/22 2pp 


7906050355 Foruards revised design description fop mod re steel frant 
near diesel fire pump fuel storage tank 

SHORT. T E Omaha Public Power District 79/05/23 lOpp 


7906050346 Forwards addl info re technical bases for caUulatidni. 
ability of util to catagoriie safety infection pump room 
ventilation as engineered safety feature f* effect upon 
iodine coaling in event of ventilation sys failure 
SHORT. T E Omaha Public Power District 79/05/84 24pp 


7906060278 Responds to 790515 Itr re failure of saf oty-reiated 
electrical equipment to meet environ qua i i f i cat ion criteria 
Forwards docuenentat ion demonstrating that subj solenoid 
valves do not jeopardize public safety 

SHORT, T E Omaha Public Power District 79/05/29 5pp 


7906060279 Forwards responses to questions re plant instrumentation %t 
con trol s 

SHORT, T E Omaha Public power District 79/03/30 llpp 


7906I30DI I Forwards responses to NRC 790510 questions Loss of main 
feedwater pumps occurred twice in past three years Unit has 
automatic isolation actuation sys Appropriate pumps used to 
remove liquid waste 

SHORT,! E Omaha Puuiic Power District 79/05/31 5pp 


7906180224 Forwards design description for review of fire protection 
safety evaluation Proposes mod to reduce probability of lube 
oil fire In containment bldg Four oversized drawings end 
SHORT, T E Omaha Public Power District 79/06/06 13pp 


7906130313 Forwards info re gas effluent monitoring sys. In respo-nse io 
790607 tel con 

SHORT, T E Omaha Public Power District 79/06/00 3pp, 


7906250200 Forwards info re radiation doses from equipment hatch during 
normal operation I, after LOCA, in response to 700426 
requast. 

SHORT,! E Cmaha Public Power District 79/06/14 22pp 


7906260160 Ack receipt of NRC 790525 request for Info re main feedwater 
at facility Forwards responses to questions drawings 
SHORT,! E t Omaha Public Power District 79/06/10 25pp 


a Inspection reports, lE Bulletins & correspondence 


7906210010 Forwards IE Insp Rept 30-2S5/79-06 on 790403 No 
noncemp 1 ianco noted 

MADSEN. 0,L Region 4. Dallas, Reactor Operations Nuclear Support 

Branch 79/04/10 2pp 
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— -790^at00ia IE Insp Rept SO-'SHS/ 79-06 on 790405 No honcompl 1 anc« noted 
Hajor areas inspected previauslg idonttfied tnsp findings U 
LER 78-040 

TAPIAcJ f » ROSENBEROj A B r HALLr R £ Region 4« Dallasi Reactor 

Construction Engineering Support Branch 79/04/t7 3pp 


—7906210022 Foruards corrected pages of IE Insp Rept 30-285/79-06 
Biscussei errors made 

KAOSEN^O L Region 4^ Dallasi Reactor Construction 

Engineering Support Branch 79/04/26 Ip 


7906130072 Forii/ards IE Info Notice 79-tl» “'Lower Reactor Vessel Head 
Iniulation Support Prohlem " No action required 

SEYFRIT.K V Region 4r DalUsj Office of the Director 79/03/07 
I ? 


7906110086 Forwards IE Bulletin 79-10< "Requal if lea t ion Training 
Program Statistics Written response required 

SEYFRIT^K V Region 4, Dallas. Office of the Director 79/05/11 
1 P 


7906250034 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

SEYFRlTrK V Region 4i Dallas. Office of the Director 79/OS/Ii 
tP 


7906120387 Responds to NRC 790517 request Forwards addl info re 
unqualified limit swi tches. support i ng 790515 response to IE 
Bulletin 79-01 

SHORT. T E Omaha Public Power District 79/06/06 9pp 


7906190491 Responds to IE Bulletin 79-01 re environ qualification of 
saf etg-rela ted electrical equipment Forwards relevant Info 
SHORT, r E Omaha Public Power District 79/06/13 22pp 


7906220368 Notifies that as of 790617 at least two operators per shift 
will be designated to initiate 6 verify auiliary feedwater 
flow to steam generators during transients or acc tdents 
Modifies previous response to IE Bulletins 79-06 79-06B 

SHORT. T E Omaha Public Power District 79/06/15 2PP 


R Periodic operating reports fc related correspondence 


7906120339 Forwards monthly operating rept for May 1979 
SHORT. T E Omaha Public Power District 79/06/07 Ip 


—7906120336 Monthly operating rept for May 1979 

HiCKLE. B 0 Omaha Public Power District 79/06/07 9pp 


S Reportable occurrences. LERs related correspondence 


7906 180 H 6 Forwards PN0-79-67AM 

MADSEN. 0 L Region 4i Dallas. Reactor Operations Nuclear Support 

Branch 79/05/09 Ip 


7906210439 Forwards rept on potentially hazardous condition discovered 
during performance check of analysis performed on safeguards 
piping sys 

DERlENZAiP.P Oibbs t< Hill. Inc fsubs of Dravo Corp } 79/05/11 

app 


7906160198 Forwards PN0-79-67AN 

MADSEN. 0 U Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/09/15 Ip 


7906180397 Forwards PN0-79-67A0 AP 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/05/24 Ip 


7906040390 Forwards LER 79-014/01T-0 

ANDREWS, R L Omaha Public Power District 79/09/29 Ip 


—7906040294 LER 79-014/01T-0 on 790915 A8C0 solenoid valves lacked 
sufficient environ qualification data Caused by Inadequate 
specs during design it installation period Valves will be 
replaced following 1960 refueling outage 
MUELLER. R. Omaha Public Power District 79/09/16 7pp 


7906050334 Forwards LER 79-003/03L-1 


7906050320 Forwards LER 79-0l6/0tT-0 

ANDREMS.R L Omaha Public Power District 79/09/30 Ip 


—7906050321 LER 79-0I6/O1T-0 on 790517 testing on first removed 
irradiated surveillance capsule showed higher than predicted 
nil ductility transition temp new pressure Temp limltatioti 
curves have been developed 

KELLOOO. R Omaha Public Power District 79/09/30 4pp 


DOCKET 50-2B6 INDIAN POINT STATION. UNIT 3 


C Utility Environmental Report (ERi* amends it correspondence 


7906190293 Forwards "1976 Year-Class Rept for Multiplant Impact Study 
of Hudson River Estuary " Affidavit of Sve end 

ZARAKAS.P Consolidated Edison Co of Now York 79/06/15 5pp 


— 7906190257 "1976 Year-Class Rept for Multiplant Impact Study of Hudson 
River Estuary.'^ prepared by TX Instruments 
* Conso 1 idated Edison Co of New York 79/05/31 950pp 


F Security, medical, emergency fire protection plans 


7906190364 Forwards revised responses to request for addl info re fire 
protection program administrative controls 

EARLY. P U Power Authority State of New York 79/06/12 4pp 


7906260428 Forwards revised response to NRC 781023 request re site 
boundary dose determination from radioactive releases due to 
fire in drumming station 

EARLYj P J Power Authority State of New York 79/06/21 6pp 


0 Adjudicatory correspondence 


7906190291 Requests NRC update distribution, list VJ Casson replaces 
LR Dennett as counsel for util 

EARLYj P J Power Authority State of New York 79/06/12 Ip 


J Insurance U indemnity Information 


7906190296 Notifies of receipt of complaint served on Uestinghouse 
alleging bodily injury to util employeo J Q-'Ma 1 Ion. who was 
splashed w/radioacti ve water on 760812 Suit under way 
ALTQNj-C 0 American Nuclear Insurers 79/06/14 Ip 


7906220303 Forwards Amend 21 to Indemnity Agreement D-19 

CAHILL. U J Consolidated Cdlson Co of New York 79/06/18 3pp 


P Operating license stage documents 6 correspondence 


7906150227 Forwards listing of docketed info describing OA program 
EARLY. P J Power Authority State of New York 79/0«l/30 3pp 


7906040144 Ac k receipt of 790329 emergency plan submittal Requests 
Class III fee 

MILLER. U O License Fee Management Branch 79/03/08 Ip 


7906250033 Summary of 79050B meeting w/Consol Ida ted Edison f 
Power Authority of State NV r» airxiliaru feedwater sus 
related station areas 
OLSMAN.L N Operating 

6pp 


7906110441 Notification of 790522 meeting w/Consul i dated Edison Cn of 
NY it Power Authority of NY to discuss seismic analyses Sc 
follow up 790517 meeting 

QL8HAN.L aperatlng Reactors Branch t CPre 7906251 79/05/17 

tp 


7906110245 Forwards "Efficiency of one Square Meter Epibenthlc Bled 
for Collecting Young~a f-the-Year Striped Bass. White Perch t. 
Atlantic Tomcod In Hudson River Estuary. 1970. •’ 

U/JR Jannarone 790606 affidavit Certificate of 5vc end 

CAHILL. W J Consolidated Edison Co of New York 79/06/06. Spp 


ANDREWS, n l_ Omahji Piihlic Pribiar. niatrlrt; In 


7906180393 Forwards "Cycle 3 Refueling Outage Work List." 

EARLY. P J Power Authority State of New York 79/06/13 3pp 

— 790609033Q LER 79-003/03L-1 on 790127 during containment pressure 
releaie. containment air monitor raad ings were abnormally 
tow. Caused by closed isolation valves Containment 

ventilation valves were closed pressure valves opened, — 79O610‘O41O "Cycle 3 Refueling Dutage Nork List '* 

OATES. O Omaha Public Power District 79/05/29 3pp * Power Authority State of Now York 79/06/13 I3pp. 
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770619050-6 (hat anali^sis performed to dcenonfttrate unlimited 

pur^in^ (i c«ntln4JOU5 pressure relief uil 1 1 not interfere 
Lf/proper operation of ECC9 

EARLY»P J Power Author! fci/ State of New York 79/06/14 4pp 


79062^60143 Forwards "Pos t**Acc i d on t Honttnrirkg Ins tr umentation ” 
Satisfies commitment ufeil in 7B1013 I fcr to survetj 
existing 1P3 ftxed U portable instrumentation 

EARLYj P J Power Authority State of Mew York 79/06/21 36pp 


79061 10255 ’‘Efficiency of One Eq^uare Meter Epibenthic Sled for 
Collecting Youttg-of -the-Year Striped Qasss. White J^erch ft 
Atlantic Tomcod in Hudson fllver Estuary **^^3 '* 

* Teras instruments, Inc 79/06/30 I9pp 


Q Inspection rcparts, IE Bulletins & correspondence 


7906110034 Forwards IE Bulletin 79-050^ "Muclear Incident at 
TMI-Suppl " Ho uirttten response required 

ORIERr B H Raglon I* Ph i Lade 1 phiai Office of the Director 
79/04/23 Ip 


7906070204 Forwards responses to IE Bulletin 79-^07 Discusses methods 
used for seismic analysis f/ design of reactor coolant loop 
SCHMIEDERiJ R Power Authority State of Mew York 79/04/24 7pp 


7906140326 Responds to IE Bulletin 79-03 re use of ASME 8A-313 Type 304 
or other welded pipe made by Youngstoun Welding i> 

Engineering Ca Ho Youngstown piping has been used in 
saf ety-rolfl tad ays 

BAYNEnJ P Power Authority State of New York 79/04/24 tp 


7906040014 Forwards responses to IE Bulletin 79-06 A. Items 1-12 As 
result of THl 1 ncidenti procedures have been tightened, 
personnel reinstructed & safety checks performed 
BAYWEf J P Power Authority State of New York 79/04/26 20pp 


7906I30I22 Forwards computer code listing) as addl response to IE 
Bulletin 79-07 Requesti withholding (ref 10CFR3 790) W/o 
enc 1 

eCHHIEDER^J R Power Authority State of Heu York 79/04/26 Bpp 


7906120034 Notifies that ressponse to IE Bulletin 79-04 will be 
submitted by 790601/ due to extensive work required 
EARLY. P J Power Authority State of New York 79/05/01 Ip 


7906120107 Forwards IE info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem '* Ho action required 
-ORIERtB H Region 1/ Philadelphia, Office of the Director 
79/05/07 2pp 


7906140500 Responds fro IE Bulletin 79-09 re GE Type AK-3 circuit 
breakers Breakers not utilized in saf etg’-related sys 
BAYNE/ si P Power Authority State of New York 79/05/07 Ip 


7906110144 Forwards IE Bulletin 79-l0i '*Requal i f iC4 1 i on Training 
program Statistics " Written response required 
ORIER/B H Region 1, Philade Iphia/ Office of the Directar 
79/05/11 Ip 


7906S60132 Forwards IE Info Notice 79-12, "Attempted Damage fro New Fuel 
Assemblies ** 

ORlEfti B H Region 1, Philadelphia* Office of the Director 
79/09/11 ip 


7906080097 Forwards IE Circular 79-Ofli "Attempted Extortion - Lou 
Enriched U '♦ 

DRtERiB H Region 1/ Phlladelphiar Office of the Director 
77/05/ la ip 


7906250090 Summary of 790517 aveeting u/Consol idafred Edison Co of NY, 
Power Authority of State of NY 8- t/nlfred Engineers & 

Constructors! Inc to discuss licensee response to IE Bulletin 
79-07* "Seismic Stress Analysis of Safety-Related Piping " 

OLSHAN.L N* Operating Reactors Branch L <Pre 790625J 79/05/lB 

4pp 


79Q6010IB6 Responds to IE Bulletin 79-07* ''Seismic Stress Analysis of 
8afety-Ra Imbed Piping '* All piping supports evaluated fk 
found within allovahle iimifrs 

EARLY, P J. Power Authority State of New York 79/05/27 2pp 


7906070246 Provides supplemental response to IE Bulletin 79-07 Provides 
infq to support continued operation during reanatysls of 
solsmic piping stresses, Reanalysis to be completed by 
79070i 

CARLVfP. v/ Power Authority State of New York ' 79/09/31 20pp 


7906120266 Respondls to IE Bulletin 79-0? re pipe stress reanalyiii 
Forwards weekly status rept as of 790604 

EARLY/P J Power Authority State of New York 79/06/06 2pp 


790612<V374 Provides revised responses to IE Bulletin 79-06 A, Re vi s ion I 
Responses result from 790330 meeting w/Nestlnghous« V NRC (n 
BethesdarHO to discuss operating procedures for coping 
u/trans letifrs & accidents 

BAYNE/ J P Power Authority State of New York 79/06/06 3pp 


7906130273 Responds to IE Bulletin 79-07 re pipe stress reanalysis 
Forwards weekly status rept as of 790609 

early- P J Power Authority State of New York 79/06/11 2pp 


7906260430 Submits revised responses to IE Bulletin 79-06A, Revl s i on 1 
Original responses to bulletin enc 1 

BAYNE, v! P Power Authority State of Hew York 79/06/20 9pp 


7906260461 Forwards weekLy status reptcas of 790614/ on pipe stress 
reanalys is , in response to IE Bulletin 79-07 

EARLY, P J Power Authority State of New York 79/06/20 2pp 


7906280082 Forwards weekly status of work as of 790622 per IE Du I Latin 
79-07 re pipe stress reanalysls 

EARLY/ P J Power Authority State of New York 79/06/25 2pp 


R Periodic operating reports t/ related correspondence 


7906140259 Annua) Environ Operating Repi 1978/ Part A Part B 
radiological rept<vols I I, 2 

# Consolidabed Edison Co of Hew York 78/12/31 223pp 


7906190462 Forwards "Setamic Monitoring Network/" Quarterly Rept 
15 for Dec 1 978 - Feb 1979 

CAHILL, N J Consolidated Edison Co of How York 79/06/04 Ip 


—7906190466 "Seismic Monitoring Network," Quarterly Rapt 15 for 
Decl978-Feb 1979 Prepared by Woodward-Clyde Consul tants, Inc 
* Consolidated Edison Co of New York 79/05/30 36pp 


790619047B Submits May environ data specified in Section 401 
certif lea txon 

MONTI, H A Consolidated Edison Co of New York 79/06/10 ) IpP 


7906200360 Forwards monthly operating rept for Hay 1979 

BAYNE, J P Power Authority State of New York 79/06/14 tp 


—7906200369 Monthly operating rept for May 1979 

CONNELL. C Power Authority State of New York 79/06/04 6pp 


7906S60407 Forwards Hay 1979 daily tabulation of fish collection I* 
species breakdown 

CAHILL/ H J. Consolidated Edison Co of New York 79/06/14 &pp 


0 Reportable occurrences* LERs ^ related correspondence 


7906040232 Forwards LFR 78-023/03L-0 

BAYNE/ J P Power Authority State of New York 78/09/26 Ip 


— 79060403ta LER 7a-023/03L-0 on 780031 excessive noise from sve water 
pump 33 observed at 90X power Main pump shaft farokeni 
disabling otio of three header pumps Caused by bearing 
Failures Pump secured L header redirected 

GUMBLE/F. W Power Authority State of Neie York 70/09/26 Ip 


7906040349 LER 7B-034/O3L-O on 7B1027 increase in plant vent radio gas 
monitor observed Caused by leakage of charging pump plunger 
31 Plunger & packaging for Union Pump QX-300 Qulntuplex 
replaced Plunger returned to operable status 

GUMBLEtF M Power Authority State of New York 70/11/17 2pp 


7906040313 LER 70-036’ number not used. 

a Power Authority State of New York 79/05/29 Ip 


7906190264 Forwards LER 79-005/03L-1 

BAYNE, J P power Authority State of New York 79/06/15 Ip 


—7906190267 LER 79-005/03L-1 on 7904qS eve water pomp 34 was removed 
from ivc due to lou discharge pressure Caused by broken main 
pump shaft which disabled i of 3 essential header pumps Bve 
water pump was replaced new bearings installed 
GilMBLErF Power Authority State of New York 79/06/15 2pp 
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79062:80110 Descr'lbfis LER 77-006/01T-0 on 79062J erroi' found in an^lijsi^ 
of line breaks inside containment Change in 

reactor trip setpoint in effect 

BA\rME/ J P Power Authority State of New V^ork 79/06/23 2pp 


7906290048 B6W site inspector daily nept on 
reactors at full power Condenser leak has 
Unit 3 

COTTLEi W Region 2, Atlanta* Office of 

2pp 


790409 Plant status all 
been corrected on 

the Director 79/04/09 


DOCKET 50-2fl7 OCONEE NUCUEAR STATION, UNIT 3 
0 Adjudicatory correspondence 


7906D40224 Orders licensee to take immediate action to modify -feedwater 
lys J* operating procedures, to shut down certain units until 
completion of mods & to undertake long-term mods as 
specified 

CmLKiS J Office of the Secretary of the Commission 79/05/07 
I4pp 


7906290519 01,M site inspector daily rept on 790410 Plant status all 
reactors at full pauer w/all engineering safety feature sys 
In SVC 

JAPE.F Region 3. Atlanta, Office of the Director 79/04/10 
Spp 


7906290097 Dft'M site inspector daily rept on 790411 Plant status reactor 
at full power w/no known pro-blems Training instructors 
scheduled for 06W simulator training 790410 

JAPE, F Region 2, Atlanta, aftice of the Director 79/04/11 

2pp 


J Insurance V indemnity information 


7906130331 Forwards Endorsements 54 6 55 to ANI Policy NF-iB2 ii 
Endorsements 40 6 41 to MAELU Policy MF-61 
SANDERS, F D Duke Power Co 79/06/08 5pp 


7906290562 06M site inspector dally rept on 790412 Plant status all 
units running at full power Sys alignment verified for 
accessible components an Emergency Feedwater Sys 

COTTLE Region 2, Atlanta* Office of the Director 79/04/12 2pp 


□ Advisory Committee on Reactor Safeguards reports U correspondence 


7906190583 Forwards ECCS analysis of small breaks in conjunction w/ 
emergency feedwater flow failures Operator has 20 minutes to 
re-establish feedwater flow prior to core uncovery 

9ATE9, A ACR8 - Advisory Committee on Reactor Safeguards 79/05/03 


P Operating license stage documents V correspondence 


7906290130 DfcW stt« inspector daily rept on 790413 Plant status 747 
power w/one reactor coolant pump secured to prevent seal 
degradation Outage scheduled for 790424 

MCHENRY, T J Region 2, Atlanta, Office of the Director 79/04/13 

2pp 


—7906290135 site inspector daily rept on 790413 Plant status all 
reactors at full power w/no engineering safety feature 
equipment out of sve 6 no major iraint 

COTTLE Region 2* Atlanta, Office of the Director 79/04/13 

2pp 


7906270069 Forwards 790514 inspector's findings ro changes to plant 
procedures resulting from 790807 order Procedures of 790507 
order 6 operator's understanding of procedures are deemed 
to be adequate 

MOSELEY, N C Office of Inspection 6 Enforcement 79/05/17 Ip 


7906290429 BtN site inspector daily rept on 790414 Plant status Unit 2 
operating at 82!ii power. Units 1 6 3 at full power No major 
maint scheduled f/all major equipment is operational 
DELI8LE,A Region 2. Atlanta. Office of the Director 79/04/14 

2pp 


— 790-6270060 Confirms procedural changes resulting from NRC 79507 order 
Ic operators' full understanding of those changes 
JAPE,F Region 2, Atlanta, Office of the Director 79/05/14 
Ip 


7906D60229 Confirms info submitted 790330 ro OL amend requested to 
support operation through Cycle 9 Physics test will be 
conducted according to guidelines submitted on 780922 f/ 

7B0926 

PARKER, H a Duke Rower Co 79/05/29 Ip 


7906290480 Ob(4 site inspector daily rept on 790415 Plant status all 
units at lOOX power u/no englnaeted safety feature 
equipment out of sve no major malnt scheduled 

DELrSLE.O A Region 2. Atlanta, Office of the Director 79/04/13 
Ip 


7906290998 QbH site Inspectar daily rept on 790417 Plant status all 
units at lOOX power No major onginecring safety feature sys 
equipment out of sve 

JAPEfF Region 2, Atlanta, Office of the Dsrector 79/04/17 Ip 


7?060'7D238 Submits proposed Tech Specs levisions ro surveillance stds 
to suppl 761001 tc 770708 submittals 
PARKER, H a Duke Power Co 79/05/30 13pp 


79060S0327 Responds to 790518 request Forwards emergency feedwater flow 
test procedure 

PARKER, W 0 Duke Power Co 79/06/01 Ip 


-*^^7906090329 Emergency feedwater flow tost piocedure 
e Duke Power Co 79/05/31 l2pp 


7906150267 Advises that hydrostatic test required by 1974 A8ME Doller 6 
Pressure ’/essel Coda is Impractical Util will follow 1977 
edition requirement Requests notification if unacceptable 
PARKER, M 0 Duke Power Co 79/06/11 2pp 


7906190261 Responds to NRC 790518 Itr requesting schedule by 790618 
completion of long-term mods described in Section 2 of NRC 
790907 order All efforts satisfactorily executed 
PARKER. H 0 Duke Power Co 79/06/14 Ip 


7906320203 Forwards responses to NRC 790525 Itr re feedwater lines 
Diagrams end 

PARKER, U Q Duke Power Co 79/06/18 66pp 
Q Inspection reports, IE Bulletins ^ carrespondence 


79O629O20B QtiN site inspector daily rept on 790407. Plant status reactor 
operating at 90% power for repairs to condenser tubes 
Testing to determine leak source continues 

COTTLE, U Region 2, Atlanta. Office of the Director 79/04/07 
3pp 


7906290174 BLN Sit# inspector daily rept on 790408 Plant status units 
t (i 3 operating at lOO)(iUnit 2 at 90X Hunting co-ndenser 
tube leek on Unit-2 reported, 

COTTLE, U Region 2, Atlanta. Office of the Dirac tor 79/04/08 

app 


/9061t0062 Responds to IE Dulletin 79-OSD Reactor piotectlve eys high 
RCS pressure setpoint has been lowered io not greater than 
2,300 psigi press ur i lor power operated relief value sotpotnt 
raised to 3, 400 ps ig 

FARKER.W 0 Duke Power Co 79/04/21 Ip 


7906290456 BbW site inspector dally rept on 790420 Plant status Units 
I 6« 3 at 100% power Unit 2 reduced to 92% due to water ioak 
In turbine condenser bo< 

JAPE,F Region 2, Atlanta. Office of the Director 79/04/20 Ip 


7906J20291 Notifies that response to IE Bulletin 79-04 re Ve Ian 
check valves will be submitted no later than 790530 
PARKER, M 0 Duleo Power Co 79/09/02 tp 


7906040421 Supplements response to Item 3 of IE Bulletins 79-09 4, 
79-OSA re licensed shift operators completing BMl simulator 
tra i ning 

PARKER, H 0 Duke Power Co 79/05/04 Ip 


7906200265 Ack receipt of IE Insp Ropts 50-269/79-11,50-270/79-11 JK 
S0-2Q7/79-11 on 790301-29 No proprietary Info 
PARKER* W a Duke Power Co 79/05/09 Ip 


— 790A200270 Forwards tE Insp Repts 50-969/79-11,50-270/79-11 & 
50-287/79-11 on 790301-29 No none ompl lance noted 
LENI8*R C Region 2, Atlanta, Reactor Operations Nuclear 

Bupport Branch 79/05/01. 2pp 


—7906200279 IE Insp Repts 50-269/79-11*50-270/79-11 50-287/79-11 «n 

790301-29 No noncomp 1 ianca noted Major areas inspected plant 
op erat ions* followup of Info not Ices* p htjsi cal security ^ LER. 

JAPE,F Region 2, Atlanta. Office of the Director 
CANTRELLiF S Region 2., Atlanta* Reactor Operations Nuclear 

Support Branch 79/04/28 6pp 


79062S0448 Forwards IE Info Notice 79-12, ’’Attempted Damage to New Fuel 
Assemb 1 ies, ” 

O 'REILLY, J P Region 2, Atlanta. Office of the Director 
79/05/10 Ip, 
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790&1 lOO&O Fprwardfi IE Bulletin 79~t0t “Requai i^icdtlon Training 
Program Statistics " Uritten response required 
O^flEILLViJ P Region S. Atlanta. Office of the Director 
79/05/^11 Ip 


79062^0242 Act receipt of 790322 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/79-01. 
30-270/79-01 it 50-287/79-01 

O^REILLViJ P Region 2. Atlanta. Office of the Director 
79/05/tI tp 


“-7906260244 Supplements util 790322 Itr responding to item of 
none ompl lance noted in IE Insp Repts 50-269/79-01. 
30-270/79-01 & 50-207/79-01 Util will submit RQs within 30 
dags of discovery of event 
PARKER. W D Duke Power Co 79/05/05 Ip 


—7906260250 Responds to NRC 790227 Itr re violations noted in IE Insp 
Repts 50-269/79-01.50-270/79-01 It 50-287/79-01 Disputes item 
of nancomp 1 i anc e re late submittal of RQ Due date fell on 
hoi i dag 

PARKER. W □ Duke Power Co 79/03/22 2pp 


— 7906260259 Forwards IE Insp Repts 50-269/79-01.50-270/79-01 it 
50-207/79-01 on 790131-0201 ^ notice of violation 
LEWlSiR C Region 2. Atlanta. Office of the Director 79/02/27 
Spp 


— 7906260264 Notice of violation from insp on 790131-020! 

* Region 2. Atlanta. Office of the Director 79/02/26 Ip 


—7906260271 IE Insp Repts 50-269/79-01.50-270/79-01 it 50-287/ /9-01 on 
7901'3-l-oaOl NoncompUance noted failure to submit uritten 
repts within 30 dags of discovery of event 
COTTLE. W T I CANTRELL. F S Region 2. Atlanta. Reactor 
Operations Nuclear Support Branch 79/02/26 4pp 


7906290029 Forwards response to IE Bullatin 79-09 re GE Type AK-2/2A 
circuit breakers in safety-related sgs Two are used as 
control rod drive ac primary trip breakers ft four are used 
in dc holding powar supplies 
PARKERiW □ Duke Power Co 79/05/16 2pp 


7906270120 Requests Info re manual trip on low pressurize) level as 
stated in Item 4F of IE Bulletin 79-050 

WILI.IAMS. F J Division of Project Management 79/05/18 3pp 


R Periodic operating reports it related correspondence 


7906210149 Forwards monthly operating rapt for Mag 1979 
PARKER. WO Duko Power Co 79/06/15 Ip 


—7906210153 Monthly operating rept for Mag 1979 
REAVISiJ A Duke Power Co 79/06/13 |7pp 


7906280140 Forwards correction sheets to monthly operating rept for 
May 1979 

PARKER. W 0 Duke Power Co 79/06/25 Ip 


--7906200151 Correction sheets to monthly operating rept for May 1979 
* Duke Power Co 79/05/31 4pp 


T Hearing transcripts on non-antitrust matters 


7906110203 Trartscripts of 790518 meeting in Washington. DC re briefing 
on Oconee order Pp 1-08 Meeting ezhibtts end 
HENDRICK.J II . GILINBKY.V . KENNEDY, R T Commission 79/05/tB 

106pp 


DOCKET 50-208 REED COLLEGE RESEARCH REACTOR 


0 Inspection reports. IE Bulletins & correspondence 


7906180447 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies "No written response necessary 

ENOELKEN. R H Region 5. Ban Francisco. Office of the Director 
79/05/10 tp 


7906080230 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched if " 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
79/05/10 Ip 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR STATION. UNIT I 


F Security, medical, emergency ^ fire protection plans 


7906010212 Forwards description of test to be performed on asbestos 
board fire barriers protecting cable trays &> conduits to 
comply w/fire protection SER. Item 3 2 2. cable separation 
Results will be submitted by 790715 

HERBEIN. J 0 Metropolitan Edison Co 79/03/10 7pp 


7906260204 Responds to 790518 Itr re extra procaut ionary measures for 
area transmission sys Adequate sources of power ate 
available for operation of unit 

VOLLMER.R H Assistant Director for Bito Analysis 77/05/19 Ip 


— 7906260208 Requests end of extra precautionary measures taken to assure 
adequate power to plants 

ARNOLD. R C General Public Utilities 79/05/10 Ip 


•7906260211 Notifies that pr ecautionary measuros taken to maintain power 
supply ai e no longer necessary Personnel on standby at 
switching station are needed elsuhere Forwards outline of 
electrical sys 

WERTS.R W General Public Utilities 79/05/03 3pp 


7906060264 Responds to 790330 Itr re fire protection program of cable 
separation Info lequested was submitted in 790310 Itr Fire 
barriers to be modified per test results 
HERBEIN. J 0 Metropolitan Edison Co 79/05/24 Ip 


7906120373 Conveys results of field survey to determine fire 
resistance rating of unlabeled fire doors Forwards 790300 
consultant rept Requests concur) ence re tep iacemont 
labeling of fire doors 

HERBEIN. J G Metropolitan Edison Co 79/06/07 4pp 


I Financial information 


7906120372 Forwards "Annual Financial Rept 1970 " 

HERBEIN. J 0 Metropolitan Edison Co 79/06/07 Ip 


—7906120300 "Annual Financial Kept 1978 " 

* Metropolitan Edison Co * GPU Service Corp 70/12/31 1 I9pp 


J Insurance & indemnity information 


7906210204 Forwards Endorsement 34 to MAELU Policy HF-73 
GERETY.H F GPU Service Corp 79/06/15 2pp 


7906250274 Forwards supplemental limit of liability endorsement to 
Policy NF-220i ef f ec tlve 79O501 Supplemental limit does not 
apply to events re 790320 TMI incident 
BARDE8. C R American Nuclear Insurers 79/06/10 3pp 


P Operating license stage documents t; correspondence 


7703210263 Amend 49 to License OPR-50 Amend 9 to DPR-73. incorporating 
modified amended physical security plan into license 
REID.R M Operating Reactors Branch 4 IPre 7906251 79/02/33 

4pp. 


7904270044 Forwards info on TMI incident followup actions by NRC. in 
response to 790412 memo 

MILLER.H □ License Fee Management Branch 79/04/13 3pp 


7906290022 Describes major drawbacks to locating sampling 
both units In same room. Unit 2 sink must be moved t« all 
existing lines flushed before Unit 1 can be supported 
DUBIEL. R N Metropolitan EdUon Co 79/04/24 Spp 


sinks for 
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79Q-62201B9 Foruarda update of haatth phy^iics statui of facility Info 
^lios aent to LV Gossxck for use in memo to NRC 
KINN£riW U Region 1, Ph i lado iph ia« Office of the Director 
7^5/05/07 Gpp 


79OAO7-01SO Confirms 790515 telcon oj/J Holinan h M Beers TMf training 
dept intends to resume licensed operator requal i f i ct ion 
program on 790531 

niLLERfO P Metropolitan Edison Co 79/05/15 Ip 


790620029& Discusses 701201 util response to NRC 701016 1 tr re handling 
of heavy load tiiithin fuel handling bdlg Util response 
Inadequate Definition of special areas re load handling 
requires analysis h Tech Spec changes 

HEIDpH W Operating Reactors Branch 4 <Pre 790635) lf}/0'5/\7 

^PP 


7906210008 Discusses operat lona 1-related problem re startup Shortly 
after 1976 unit outagei leak developed in decay heat removal 
sys which uas apparently never permanently repaired 
YUHADi O P Region !■ Ph 1 lade Iph ia» Office of the Director 

77/05/17 ip 


7906250153 Advises that proposed reduction in fi equency of core Flow 
rate verification is acceptable 

fleiD.H W Operating Reactors Branch 4 (Pro 790625) 79/05/17 

2pp 


7906010213 Forwards "U^W 177 Fuel Assembly Ouinors^ Group Asymmetric 
LOCA Loads Evaluation Program/ Phase 2" V "B6W 177 Owners' 

Group Rept for Asymmetric LOCA Loads Eva luationi Phase 2 
HERBEIMjJ G Metropolitan Edison Co 79/05/10 Ip 


'“■“7706010218 "Bl/W 177 Fuel Assembly Owners Group Asymmetric LOCA Loads 
Evaluations Programi Phase 2i " dtd 790410 
e Metropolitan Edison Co 77/04/10 9pp 


--7706010227 '’eft-M 177-Fuel Assembly Owners Group Assumptions/ Methodology 
h Acceptance Criteria Rept for Asymmetric LOCA Loads 
Evaluat I oni Phase 2 " 

* HatropoUtan Edison Co aAW~l338 79/04/30 37pp 


7906040231 Notifies of discharge of 7*400 gallons of water on 790514 
7(100 gallons of water on 790515 Water released to influent 
of mechanical draft cooling tower d Ischargoi bypass Ing waste 
treatment sys 

TRDFFERfQ J Metropolitan Cdison Co 79/05/24 2pp 


7906200077 Notifies info requested by 790502 Itr re adequacy of station 
Bkeetrlc distribution sys voltage will be provided by 
790001 

HERBElNiU 0 Metropolitan Edison Co 77/06/25 tp 


7906S9060B Forwards info in response to 790325 Itr re feedwater line 
cracking Addi info will be submitted by 790727 
HERBEIf4«^; G Metropolitan Edison Co 79/06/26 lipp 


O Inspection reports/ IE Bulletins t* correspondence 


7906200334 Forwards IE Insp Repts SO-209/79-OB 50-320/79-07 on 

790319-23 tr 26 No noncompliance noted 

BRUNNERiE 0 Region Ir Ph i ladelph la* Reactor Operations Nuclear 

Support Branch 79/04/20 2pp 


— 7906200339 IE Imp Repts 50-209/79-08 t^ 50-320/79-07 on 790319-23 V 26 
tfa noncompliance noted Major areas inspected previous insp 
f 1 ndlngs / selec ted licensee events fit licensee followup to 
prompt RO 

HAVERKAMP/D R / KEIMIO/R R Region i. Philadelphia/ Reactor 

Operations Nuclear Support Branch 79/04/19 lOpp 


7706110016 Forwards IE Bulletin 79-05Bi "Nuclear Incident at 
IHI-guppl " No written response required 

GRIER/ B H Region It Ph i ladel phia/ Office of the Director 
79/04/23. ip 


7906070237 Responds to IE Bulletin 79-04 requesting review to determine 
if detail swing check valves are installed in seismic 
Category I piping sys Valves net installed or scheduled to 
be installed at facility 

MERflElN(J G Metropolitan Edison Co 79/05/01 Ip 


7906110139 Forwards IE Bulletin 79-10/ "Requalification TraininQ^ 
Program Statistics " Written response required 
GRIER/ B K Region 1/ Philadelphia/ Office of the Director 
79/03/11 ip 


7906260119 Forwards IE Info Notice 77-12/ "Attempted Damage to Necju Fuel 
Assemblies " 

GRIER/ B H Region 1* Ph i 1 ad e 1 ph ia/ Office of the Director 
79/05/U Ip 


79060800B7 Forwards IE Circular 79-0B» "Attempted Extortion - t-ouj 
Enriched U " 

GRiERiS H Region 1/ Ph 1 ladelph la, Office of the Director 
79/05/18 Ip 


7906270120 Requests info re manual trip on low pressuriter level 
stated in Item 4F of IE Bulletin 79-OSD 

WILLIAMS/F J Division of Project Managoment 79/05/10 


7906150324 Forwards results of steam generator eddy current tube li'sP' 
performed 790335—0308 during 1979 refueling outage 
HERQEINt J 0 Metropolitan Edison Co 79/06/08 2pp 


7906270011 Lists IE bulletins Issued since TMI incident oihichi hav« 
been withheld due to lack of available util resources 
GRIER/ 0 H Region 1/ Philadelphia/ nfflce of the Director 
79/06/08 2pp 


8 Reportable occurrences/ LERs fi« related correspondence 


7906040326 Forwards LER 7a-009/03L-0 

HERBEIN, J G Metropolitan Edison Co 78/04/03 Ip 


—7906040331 LER 70-OO9/O3L-O on 7Q0315 dc breaker CB3 failed to trip on 
one of several tests Caused by apparent binding of breaker 
operating linkage Binding may have been due to Insuf f ic ion t 
exercise of breaker fit/or lack of malnt 
MITCHELL. 0 G Metropolitan Edison Co 78/04/03 2pp 


7906040241 Forwards LER 7B-011/03L-0 

HERBCIN, J 0 Heti opol Itan Edison Co 70/04/17 Ip 


'7906040244 LER 70-On/O3L-O on 700310 during visual testing* one s-iiubber 
had no fluid in reservoir Caused by pinched rod wiper seal 
Snubber will be replaced fi* refilled 

MITCHELL/ D 0 Metropolitan Edison Co 70/04/17 2p p 


/906070366 RO 79-09/1 p on 790327 during suivelllance of turbino drlvon 
emergency seed pumpi pressure regulating value MS-V-6 was 
found manually closed Unit was in hot shutdown Valve was 
opened fit pump successfully tested 

SEELINOER.JL Metroool 1 tan Ed Ison Co 79/04/11 Id 


7906120169 Forwards IE Info Notice 79-11/ "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
GRiERiB H Region tr Ph 1 ladelph la, Office of the Director 
79/03/07/ 2pp 
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79^06tt0060 Forujdrds IE. Builstin 79-10. “BequaUf i catiort Training 
Program Statistics ” hlrlttsn response required 
O'RSILLV. J P Region 2. Atianta. Office of the Director 

79/05/11. Ip 


79062602:42 Ac k receipt of 790322 Ifcr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-269/79-01. 
50-270/79-01 Zl 50-307/79-01 

O'REILLV', J P Region 2. Atlanta. Office of the Director 

79/03/11 tp 


7906260244 Supplements util 790322 I tr responding to item of 
noncompliance noted in IE Insp ftapts 50-269/79-01. 
30-270/79-Oi 8, 50-387/79-01 Util will submit R0« within 30 
dags of discovery of event 
PARKER. M O Duke Power CD 79/03/05 Ip 


— 7906260230 Responds to NHC 790237 I tr re violations noted in IE losp 
Repts 30-369/79-01.50-270/79-01 *c 50-287/79-01 Disputes item 
of noncompliance re late submittal of RO Due date fell on 
hoi Idag 

PARKER. W O Duke Power Co 79/03/22 2pp 


— 7906260239 Forwards IE Insp Repts 50-269/79-01.50-270/79-01 
50-287/79-01 on 790131-0201 6 notice of violation 
LEWIS. R C Region 3. Atlantai Office of the Director 79/02/27 

2pp 


— 7906260264 Notice of violation from Insp on 790131-0201 

•* Region 2. Atlanta. Office of the Director 79/02/26 Ip 


—7906260271 I£ Insp Repts 30-269/79-01. 50-270/79-01 50-287/79-01 on 

790(31-0201 Norte omp 1 ianc e noted failuie to submit written 
repts within 30 dags of discovery of event 
COrrLE. N T . CANTRELL. F S Region 2. Atlanta. Reactor 

Operations Nuclear Support Branch 79/02/26 4pp 


7906290829 Forwards response to IE Bulletin 77-09 re OE Type AK-2/2A 
circuit breakers in sa fetg-r elated sgs Two are used as 
control rod drive ac primary trig breakers 6 four are used 
in dc holding power supplies 
PARKER. W a Duke Power Co 79/05/16 2pp 


7906270130 Requests info re manual trip on low pressurliei level as 
stated in Item 4F of IE Bulletin 79-036 

WILLIAMS. F J Division of Project Management 79/05/10 3pp 


R Periodic operating reports ft related correspondence 


7906210149 Forwards monthly operating rept for Mag 1979 
FARKERrM Q Duke Power Co 79/06/ IS Ip 


—7906210153 Honthlv operating rapt for Hag 1979 
REAVIS. J A Duke Power Co 79/06/15 17pp 


7906280148 Forwards correction sheets to monthli^ operating rept for 
Mav 1979 

PARKER. W 0 Duke Power Co 79/06/25 Ip 


— 7906280131 Correction sheets to monthlg operating rept for May 1979 
a Duke Power Co 79/05/31 4pp 


T Hearing transcripts on tion-an t i true t matters 


7906110205 Transcripts of 790510 meeting in Mashing ton. DC re briefing 
on Oconee order Pp 1-B8 Meeting exhibits end 
HENDRICK. J! M . OIUINSKY.V . KENNEDY, R T Cotnniiss i an 79/05/18 

106 pp 


7906200560 Transcript of 790518 public meeting in Wash Ing ton. DC re 
briofirtg by NRC on Oconee order Pp 1-BB 

a Office of the Executive Legal Director 79/05/18 B9pp 


U Congress I onal/Executi ve Correspondence 


79D6260S41 Responds to 79Q423 1 tr re S Austin inquiry about 
radiological impact of nuclear power plant cooling on 
drinking water Forwards applicable FES W/e end 
OOSSICKi L V □fftcB of the Executive Director for Operations 
79/05/15 2pp 


— 7906260544 Requests Info re radiological impact of nuclear power plant 
cooling on drinking water in ref to 8L Austin Inquiry 
LENTiN F House of Rep 79/04/23 2pp 


DOCKET 30-288 REED COLLEGE RESEARCH REACTOR 


0 Inspection reports. IE Bulletins ii correspondence 


79061B0447 Foriipards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemtllas "fla written response necessary 

ENCELKEH. R H Region 5. San Francisco. Office of the Director 
79/03/ to tp 


79D60B023D Forwards IE Circular 79-09. "Attempted Extortion - Low 
Enriched U " 

ENGELKEN. R H Region 3. San Francisco. Office of the Director 
79/03/1 a Ip 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR STATION. UNIT I 


F Security, medical, emergency Z fire protection plans 


7906010212 Forwards description of test to be performed an asbestos 
board fire barriers protecting cable trays 5 conduits to 
comply w/flre protection SER. Item 3 2 2. cable separation 
Results will be submitted by 790715 

HERBEIN. J O Hetropolitan Edison Co 79/05/10 7pp 


7906260204 Responds to 790518 Itr re extra precautionary measures for 
area transmission sys Adequate sources of power are 
available for operation of unit 

VOLLMER.R H Assistant Director for Site Analysis 79/03/19 Ip 


--7906260208 Requests end of extra precautionary measures taken to assurf 
adequate power to plants 

ARNOLD. R C Osneral Public Utilities 79/05/10 Ip 


^7906260211 Ho-tlfies that precauti onary measures taken to maintain power 
supply are no longer necessary Personnel on standby at 
switching station are needed elswhere Forwards outline of 
electrical sys 

HERTS. R M General Public Utilities 79/05/03 3pp 


79D6060264 Responds to 790330 Itr re fire protection program of cable 
separation Info requested was submitted in 790310 Itr Fire 
barriers to be modified per test results 
HERBEIN.J G Metropolitan Edison Co 79/05/24 ip 


7906120373 Conveys results of field survey to determine fire 
resistance rating of unlabeled fire doors Forwards 790308 
coneultant rept Requests concurrence re replacement V 
labeling of fire doors 

HERBEIN. JO Hetropolitan Edison Co 79/06/07 4pp 


I rinancial Information 


7906120372 Forwards “Annual Financial Rept 1978 ’’ 
KERBEIN.J 0 Metropolitan Edison Co 79/06/07 Ip 


>7906120380 <*Annual Financial Rept 19/0 '■ 

e Metropolitan Edison Co « CPU Service Corp 70/12/31 ll9pp 


J Insurance U Indemnity information 


7906210204 Forwards Endorsement 34 to MAELU Policy MF-73 
GERETY.HF GPU Service Corp 79/06/15 2pp 


7906250294 Forwards supplemental liirtlt of liability endorsement to 
Policy NF-220. effective 790S01 Supplemental limit does not 
apply to events re 790338 THI incident 
BARDEBrC R American Nuclear Insurers 79/06/18 3pp 


P Operating license stage documents ^ correspondence 


79D3210263 Amend 49 to License DPR-SO ?< Amend 9 to nPR-73. Incorporat log 
modifieif amended physical security plan into license 
REIO.R, W Operating Reactors Branch 4 <Pre 790623) 79/02/23 

4pp, 


7904270044 Forwards info on TMf incident followup actions by NRC. In 
response to 790412 memo 

HILLER* Irl.Q Llcansa Fee Management Branch 79/04/13 3pp 


7906290022 Describes major drawbacks to locating sampling sinks for 
both units in same room Unit 2 sink must be moved It all 
existing lines flushed before Unit 1 can be supported 
DUBIEUxR H KetropoUtan Edison Co 79/04/24 2pp 
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790A2S01Q9 Forwards updato of health physics status of facility Info 
u«i sont to^ Oosslck for use in (nemo to NRC 

K[»NeV.W U Region 1. Philadelphia, Office of the Director 

79/05/07 3pp 


790A070t50 Confirms 790515 telcon w/J Holman t M Boers TMl tralnin? 
dept Intends to resume licensed operator requa I i f Ic tion 
program on 790521 

lilLLERfO P Metropolitan Edison Co 79/05/15 ip 


79CA-200296 Discusses 7Q1201 util response to NRC 701016 I tr re handling 
of heavy load within fuel handling bdlg Util response 
iradequafce Definition of special areas re load handling 
requires analysis t* Tech Spec changes 

RE10«R W Operating Reactors Branch 4 (Pre 790625) 79/05/i7 

3pp 


7906SIOOOS Discusses operat iona l^^re lated problem re startup Shortlqi 
after 3776 unit outage, leak developed in decay heat removal 
sys which ojas apparently never permanently repaired 
YUHASiO P Region 1< Ph i lade Iph la, Office of the Director 
79/05/17 ip 


7906'2S0tS2 Advises that proposed reduction in frequency of core flow 
rate verification is accoptatiie 

BEID.R M Dperating Reactors Branch 4 (Pre 790625) 79/05/17 

3ip» 


7906010213 Forwards 177 Fuel Assembly Ownors ' Group Asymmetric 

LOCA Loads Evaluation Program, Phase ?’* X, ‘'B&W 177 Owners' 

Group Rept for Asymmetric LDCA Loads Eval uat ion, Phase 2 ” 
liERSEIH. J 0 Metropolitan Edison Co 79/05/10 Ip 


-'■7906010218 "B5H 177 Fuel Assembly Owners Group Asymmetric LOCA Loads 
Evaluations Program^ Phase 2,*' dtd 790410 
* Metropolitan Edison Co 79/04/10 9pp 


■790601022? "Bt'H 177-ruel Assembly Owners Group Assumpt ( ons, Methodology 
tc Accoptance Criteria Ropt for Asymmetric LOCA Loads 
Eva luatlon, Phase 2 “ 

* Metropolitan Edison Co QAH-1S3G 79/04/30 37pp 


7906040231 Notifies of discharge of 7,400 gallons of water on 790514 6 
7i too gallons of water on 790515 Hater released to influent 
of mechanical draft cooling tower d ischarge, by passing waste 
treatment sys 

rRQFFER, 0 J Metropolitan Edison Co 79/05/24 2pp 


7906200077 Notifies Info requested by 790503 Itr re adequacy of station 
alectric distribution sys voltage will be provided by 
790001 

HERBEIH, J 0 Metropolitan Edison Co 79/06/23 Ip 


7706290600 Forwards info in response to 790325 Itr re feedwater line 
cracking Addl info will be submitted by 790727 
HERDEIMr J O Metropolitan Edison Co 79/06/26 Upp 


0 Enspaction reports, IE Bulletins U correspondence 


7906200334 Forwards IE Insp Repts 50-209/ /9-O0 4, S0-320/79~07 on 
790319-23 6 26 No noncompliance noted 

GRUNNERrE J Region 1, Ph i lade Iph i a. Reactor Operations Nuclear 

Support Branch 79/04/20 3pp 


—7906200339 IE Insp Repts 50-289/79-08 50-320/79-07 on 790319-23 ^ 26 

Na noncofupliance noted Major areas inspected previous insp 
f Cnd ingst selected licensee events Ct licensee followup to 
prompt RO 

HAVERKAMPiO R , KEimOiR R Region 1, Phi ladelphla. Reactor 

Opiratlons Nuclear Support Branch 79/04/19 lOpp 


7906W0016 Forwards IE Bulletin 79-OSB, "Nuclear Incident at 
TMI'^Suppl “ No written response required 

GRIER, Q H Region I, Philadelphia, Office of the Director 
79/04/23 Ip 


770607G237 Responds to IE Bullatln /9-04 pequastlng review to determine 
If Velan swing check valves are installed in seismic 
Catego-rg 1 piping sy« Valves not installed or scheduled to 
b« Installed at facility 

MERDEIN. JO Metropolitan Edison Co 79/05/01 Ip 


7906110135 Forwards IE Bulletin 79-10# "Requa 1 if i cat ton Training 
Program Statistics " Written response required 
GREER, B H Region 1. Philadelphia. Office of the Director 

79/OS/U ip 


7906260119 Forwards IE Info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies " 

GRIER, B H Region 1, Philadelphia. Offico of the Director 

79/05/n ip 


7906080007 Forwards IE Circular 79-08, "Attempted Ertortlon - i_ow 
Enriched U " 

GRIER, BH Region 1, Philadelphia, Office of the Director 

79/05/10 Ip 


7906270120 Requests info re manual trip on low piessuriier level as 
stated in I tarn 4F of IE Bulletin 79-OSB 

NIULlAMS.F J Division of Project Managemetit 79/03/10 3pp 


7906150324 Forwards results of steam generator eddy current tube insp, 
performed 790225-0306 during 1979 refueling outage 
HERBEIN.J G Metropolitan Edisan Co 79/06/08 2pp 


7906270011 Lists IE bulletins issued since TMl incident which have 
been withheld due to lack of available util resources 
GRIER, B K Region 1. Ph i ladel ph la, Qffic® of the Director 

79/06/08 2pp 


S Reportable occurrences. LERs related correspondence 


7906040326 Forwards LER 7e-O09/O3L*'O 

HERBEIN. J G Metropolitan Edison Co 78/04/03 Ip 


— 7906040331 LER 7a-009/03L-0 on 780315 dc breaker CB3 failed to trip an 
one of saveral tests Caused by apparent binding of breaker 
operating linkage Binding may have been due to insufficient 
exercise of breaker 6/or lack of maint 

MITCHELL. D G Metropolitan Edison Co 70/04/03 2pp 


7906040241 Forwards LER 78-01 1/03L-0 

HERBE1N,J G HetropoU tan Edison Co 73/04/17 Ip 


— 7906040244 LER 7B-0lt/03L-0 on 700318 during visual testing, one snubber 
had no fluid in reservoir Caused by pinched rod wiper seal 
Snubber will be replaced 5 refilled 

MITCHELL, D C Metropolitan Edison Co 70/04/17 2pp 

7906070366 RO 79-09/lp on 790327 dui Ing surveilLarce of turbine driver 
emergency seed pump. pressure regulating value MS-V-6 was 
found manually closed Unit was in hot shutdown Valve was 
opened Jit pump successfully tested 

SEELINGER.J L Metropolitan Edison Co 79/04/11 Ip 


7906120169 Forwards IE Info Notice 79-1 li "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
GRIER, B H Region I, Phi lade Iphla, Office of the Director 
79/0 S/07 2pp, 
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P Operating licence stage docuinents t correspondence 


7906260095 No t i f i ce t L on of 79051B meeting u/util re status of seismic 
pe-t' IE Bulletin 79-07 

NAMNQN- J N Operating Reactors Qrantiv 3 iPre 790625) 79/05/^17 

tp 


7906120434 Notifies ttiat cuvrerit plans do not call for installation o# 
containment atmospheric control sgs Plans to submit summary 
description of proposed sys tr proposed schedule of 
imp I emo n ta 1 1 D n by 79091S 

AND-QGNliNI. G C Boston Edison Co 79/06/G6 tp 


Q Inspection repartSr IE Bulletins & correspondence 


7906140096 Forwards [E Insp Pept 50-293/79~G3 on 790213-16 No 
none amp 1 iance noted 

BfilTNNEflj E J Region Ir Philadelphia- Reactor Operations Nuclear 

Support Branch 79/03/36 2pp 


— 7906140113 [E Insp Rept 30-293/79-03 on 790213-16 Mo noncompliance 
noted Haj-or areas inspected licensee action on previous 
insp findings 

^RCHITZEL. H Region 1- Philadelphia. Office of the D(recto<’ 

MCCAOE-E C Region 1. Philadelphia. Reactor Operations Muclear 

Support Branch 79^/03/23 Spp 


79060BO100 Responds to lE Bulletin 79-03 re weld defects in ASME SA-312 
Type 304 stainless steel pipe spools Plant does not use 
subj Spools 

ANDaCNINl.O C Boston Edison Co 79/04/17 Ip 


7906110006 Forwards IE Bulletin 79-058. "Nuclear Incident at 
TMl-Suppl “ No written response required 

ORIBR/B H Region 1. Ph i lade Ip h Office of the Director 
79/04/23 Ip 


7906070002 Responds to IE Guile tin 79-07 Discusses methods of analysis, 
program Us 1 1 ngs- program verification t> plan of action t. 
impact Computer cods listing end 
ANDQONINI.O C Boston Edison Co 79/04/24 3pp 


7906030200 Forwards response to IE Bulletin 79-08- Items 1 -10 
Response to Item 11 will be made within 30 days Training 
program is being established Lists all vessel level 
ins trumentat i on 

ANDOONINI.G C Boston Edison Co 79/04/23 15pp 


7906030435 Respond to IE Bulletin 79'*04i " Incorrec t Weights for Swing 
Check Valves Hfg bg Velan Engineering Carp " Lists installed 
valves by sys. number of valves valve siie 
ANDOONJNI.O C Dos ten Edison Co 79/03/01 3pp 


7906130161 Forwards IE Circulai 79-07- “Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase. “ No urltten response rcqsJired 

GRIER. B N Region I- Ph i lad el ph ia. Office of the Director 
79/DS/02 Ip 


7906120149 Torwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 
GRIER- B H Region 1- Ph i iadel ph ia. Office of the Director 
79/05/07 app 


7906110113 Forwards lE 
Program Statistics " 
GRIER. B K. Regioti 
79/05/11 Lp 


Bulletin 79-10. "Requa 1 if ica tion Training 
Written response required 
ti Philadelphia- Office of the Director 


7906260091 Forwards IE Info Notice 79“12i "Attempted Damage to New Fuel 
Assemblies “ 

GRIER. B H Region 1. Ph 1 1 ariel ph ia» Office of the Director 
79/03/11 lp 


7906230300 NotifUation of 7905t6 meeting 
discuss status of seismic reanalysls p« 
■KAWNQNj J Operating Reactors Branch 

tp 


w/utlU in Qethesda-MO to 
r IE Bulletin 77-07 
3 CPre 790625) 79/05/13 


7906270106 Submits addl response to IE DwUotln 79-04 Belsmic 4i weight 
load safety assured par recalculations 
ANDOONINI. G.C Boston Edison Co 79/05/17 2pp 


7906030039 Forwards 1£ Circular 79-06* “Attempted 
Enriched U '* 

GRlERiB H Region U Ph i lade Iphia. Office of 
79/03/18. Ip 


Extortion - Lou 
the Director 


7906290775 Responds to IE Bulletin 79-10. “Requa 1 1 f Ication Training 
Program Statistics " Forwaids util r equa I i f i ca t i on training 
program statistics 

ANDOCRINI.G C Boston Edison Co 79/03/24 2pp 


7906080258 Responds to 790324 tolcon request Foi wards supplementary 
infd re response to IE Bulletin 79-07 tr snubber design 
ANDOGNINI.e C Boston Edison Co 79/05/25 lOpp 


7906230286 Responds to IE Bulletins 79-01 fy 79~0lA ro safety-related 
ASCQ solenoid valves Five such valves in use Analysis 
showed valves not unqualified Valves should not be subj to 
24-h reporting 

ANDOONINI. G C Poston Edison Co 79/06/15 2pp 


fi Periodic operating reports tt related correspondence 


7906190246 Forwards momrl-) operating rept fot May 1979 
MCGurfiE.P J PhiladeiphicJ Electric Co 79/06/11 ip 

—7906190250 Monthly operating rept for May 1979 

WHITNEV.G C Boston Edison Co 79/06/07 6pp 

S Reportable occunences. LERs related carrespendence 


/906040212 Forwards LEft 78-004/ 03L-0 
MCCVIRE.P J Boston Edison Co 78/02/14 Ip 


—7906040217 LER 70-OO4/O3L-O on 780109 main steam line low pressure 
switches round to actuate at approx 35 psig beloi-i Tech Spec 
requirements Caused by limited setpoint drift Existing 
surveillance program considered adequate 
MATHIS. C J Boston Edison Co 78/02/16 lp 


7906120300 Forwards LER 79-018/01 T-i 
MCGUIRE. P J Boston Edison Co 79/06/06 lp 


—7906120305 LER 79-018/011-1 on 790519 recirculation pump started 
w/delta temp between loops greater than 50 F t. reactoi 
coolant temp greater than 212 F Caused by failure to 
, follow station operating procaduies C. temp monitors 
MATHIS. C J Boston Edison Co NRC 79/06/06 lp 


PaCKET 30-294 MICHIGAN STATE ON IV RESEARCH REACTOR 
J Insurance ir indemnity information 


7906010206 Executed Amend 9 to indemnity Agrsament fc-51 
8ALT2MAN. J Antitrust U Indemnity Group 79/05/18 Ip 


8 Inspection reports. IE Bulletins 6 correspondence 


7906010078 Forwards IE Insp Rtfpt 50-294/79-03 on 790327-28 Notice of 
violation withheld (ref 10CFR2 790) 

HIND, J A Region 3- Chicago. Office of the Director 79/04/30 

app 


—7906010079 IE Insp Rept 50-294/79-03 on 79O32/-20 Noncomp 1 ianc e noted 
re keys. locks 6 hardware Details withheld (ref J0CFR2 790) 
CHRISTQFFERi G Region 3. Chicago- Office of the Director 
HIND. J A Region 3. Chicago. Safeguards Branch 79/04/30 lp 


7906190060 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies “ 

KEPFLER-J G Region 3, Chicago. Office of the Director 79/05/11 
*P 


7906080172 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched U " 

KEFFLER-J 0 Region 3. Chicago- Office of the Director 79/05/18 

tp 


8 Repartable occurrences. LERs $. related correspondence 


7906290444 Advises of Incident on 790613 fuel 
to lero during full power operation Caused 
thermocouples in B5 serial number 7033 fuel 
connected to otiher fuel element 
CARRlCK.d Michigan State Utitv 79/06/22 


temp indication dropped 
by failure of 
element Meter 

lp 
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QOCVET 50-2^5 ZION NUCLEAR POWER STATION, UNIT 1 


F Securltij, m&dicalt emergency t/ fir? (Protection plons 


7904120240 Forwards itotus r®pfc of unfinished mod re<tuired to tmprflye 
level of fire protaction All mods completed except for ges 
tuppressian sijspfvre doors ^ reactor coolant pump 
REED.C Commonwealth Edison Co 79/06/06 Qpp 


O Adjudicatorg correspondence 


7903210375 Informs of document containing info potentlalltj relevant to 
issue of sabotage ef spent nuclear fuel t of NRC assessment 
of Info to be made available 
CCDDARD,!? J Dranch 2 79/02/26 2pp 


790&QGQi2Q Forwards N Resnikoff 790409 Itr re testimony in proccodihgs 
EEKULEft, Q N Illinois. State of 79/04/12 Spp 


7906040145 Notifies that hearing will bo held at Zlon.lL on 790611-13, 
tt 7‘J062{>'“23, i f needed Limited appearances mill be received 
art 7906CI 

LUTON. E Atomic Safety and Licensing Board Panel 79/04/S3 Ip 


7906010266 Answers NRC 790409 interrogatories Add I info will be filed 
when available Certificate of Sve end 
SEKULER. 5 fl Illinois, State of 79/04/37 6pp 


7906190091 Complaint for injunctive relief In City of Lancaster v NRC 
filed in DC US District Court Seeks enjoinment of 
radioactive discharge 

CIMA.T Concerned Citizens of Lake County. It 79/03/03 Ip 


7906260159 Foriwards ASLB 790418 order in which <iuestlons of proposed 
nod* were added In light of TMl Incident If slcnllai 
questions are to be considered in current proceed 1 ng. State 
of IL prepared to submit testimony 
SEKULERiS N Illinois. State of 79/03/08 Ip 


7904290613 Stipulation between NRC 4i ititervonor State of IL NRC 
withdraws motion for summary disposition of Contention 2id) 
State. In turn. wi thdraws contention but reserves right to 
sutnit testimony on all alternatives M/Certif icate of Sve 
COUDEERQ, a C Branch 2 SEKULER. B N Illinois. State of 

79/65/15 3pp 


79Q'6S60214 Orders time change for 790611 evidentlart; heaving Nearing 
ulll start at 2 PM instead of 9 AM 

LUTON, E Atomic Safety and Licensing Board Panel 79/06/04 Ip 


7906370001 Notice of reconstitution of ASLB JF Wolf replaces C Luton 
as Chairman 

LAZO, R M Atomic Safety and Licensing Appeal Panel 79/06/03 Ip 


J Insurance indemnity information 


7906040107 Foruards executed Amende 21.11.9 t' i to Indeaitiity Agreements 
B~lO, B-47. a-59 8. 0-04. respectively 

POOLE. R D Commonwealth Edison Co 79/05/29 Bpp 


7906500290 Forwards Endorsements 41 A* 4? to MAELU Pcjlicg MF-64 
OS TER. J Commonwealth Edison Co 79/06/12 3pp 

P Operating license stage documents correspondence 


7906180707 "In-Plant Source Term Measurements at iion Station •' 
OYER.N C . DVNTINO, R L . CRONCY. 9 T, EO U O. Inc NUREQ/Cft-07t3 
79/02/aa 400pp AvallahU at NTIS 


7906200359 Forwards Amends 47 6 44 to Licenses DPR-a9 ft- DPR-40. 
respec t ivel y . safety evaluation 6 notice of issuance t< 
aval t ability 

8CHUENCERrA Operating Reactors Branch 1 (Pre 7906251 79/04/09, 

2pp 


'7906200563 Safety evaluation supporting Amends 47 U 44 to Licenses 
DPR~39 tn 0PR''46. respec tively 

a Operating Reactors Branch 1 <Pre 7906231 79/04/09 3pp 


7906100782 Forwards FR notice of proposed issuance of amends to 
facility QL 

SCHMENCERiA Qporatlng Reactors Branch I (Pre 790625) 79/04/27 

2pp 


■7906100790 FR notice of proposed issuance of amends to facility OL 
8CHN£NCER,A Operating Reactors Branch 1 <Pre 79062!3> 

79/0-4/Z7 3pp 


7906200239 Requests two controlled copies of site emergency plans 6 
implementing proced ures. s i te maps showing location 6 grid 
station number of onsite U offsite environ monitoring 
stations 6 site maps used for dose determinations 

RCPPLER. J 0 Region 3. Chicago., Office of the Director 79/05/17 
IP 


7906070192 Accepts Revision 7 to Addendum 1 of CE-l-A Revision 
discusses organizational changes in QA program 
IfAASS.WP Quality Assurance Branch 79/06/06 Ip 


79062QO333 Responds to TE Bulletin 79-01 Forwards info re environ 
qual 1 f feat ion of Class IE equipment required to function 
under accident conditions 6 info re use 4 maint of ASGO 
solenoid valves 

REED. C Commonwealth Edison Co 79/06/14 39pp 


7906230393 Forwards Info re PWR feedwater lines, in response to V Stello 
790323 request Ten oversiiod drawings in Central Files 
REED.C Commonweat th Edison Co 79/06/19 I4pp 


7906270179 Notifies of necessity of examination of feedmater lines to 
determine mods U-tubes will be Installed in seven steam 
generators Evaluatlan of setpoint of water actuotlon will 
determine revision 

REED.C Commonwealth Edison Co 79/06/20 4pp 


0 Inspection reports. IE Bulletins u con esp ondenc e 


7906020053 Forwards IE Insp Repts 50-295/79-03 V 50-304/79-03 on 
790313-16 No none ompi lance noted 

DAVIB.A B Region 3. Chicago. Fuel Facility b Materials Safety 

Branch 79/04/09, 2pp 


— 7906020065 IE Insp Repts 90-295/79-03 >* 90-304/79-03 pn 790312-16 Ha 
noTicomp 1 lancQ noted Major areas inspected emergency plAnnitig 
activities incLuding generating stations emergency plan & 
confirmatory measurements insp 

□E8TMANN.M J . E55IG.T H Region 3. Chicago. Office of the 
Director 79/04/03 lOpp 


7906040043 Forwards IE Insp Repts 50-299/79-02 V 50-304/79-02 on 
790306-07 ^ 27-20 No noncompliance noted 

FlORFLLI.Q Region 3, Chicago, Reactor Construction Engineering 

Support Dranch 79/04/11 2pp 


—7906040052 IE Insp Repts 50-295/79-02 t 30-304/79-02 on 790306-07 V 
27-28 No none Qfljlp 1 lance noted Major areas inspected steam 
generator snubbers, pipe snubber ins tal lati on. review of 
licensee records, mechan i ca 1 snubber teste unresolved items 
YIN, 1 T , OANIELEON, D H Region 3. Chicago. Office of the 
Director 79/04/03 6pp 


7906120083 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem '* No action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/05/07 

Ip 


7906140233 Responds bo IE Bulletiti /9-04 Lists Vo Ian Engineering 
Corp valves identified as having Incorrect weight values in 
seismic piping analysis 

REED.C Commonwealth Edison Co 79/03/07 3pp 


7906110101 Forwards TE Bulletin 79-10, "Requal t f ica t ion Training 
Program Statistics " Written response required 

KEPPLER.J O Regian 3, Chicago. Office of the Director 79/03/11 

Ip 


7906170078 Forwards IC Info Notice 79-12. "Attempted. Damage to New Fuel 
Assemblies " 

KEPPLER.J O Region 3, Chicago. Office of the Director 79/05/1 i 
tp 


7906230118 Provides addl info to 790427 Itr Responds to IE Bulletin 
79-06A Updated Items 4 V 12 re identification of valves 
having control switches are returnable to pre-TMl incident 
position Plan to use hydrogen recomblner units 
REED.C Toledo Edison Co 79/05/17 3pp 


7906000196 Forwards IE Circular 79-09. ''Attempted Extortion - Low 
Enriched U " 

KEPPLERis/ 0 Region 3r Ghicaga, Office of the Director 79/05/19 

Ip 


7906130082 Forwards IE Bulletin 79-iip "Faulty Qvorcurrant Trip Device 
In Circuit Braaiieri for Engii>reT«d Safety 3ys " Licensbe 
Action required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/09/22 

Ip 


a 
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790Aa000S0 Forwards IE Ufo NotlcP 79-13. " Ind ic^^tlon of Low Wat^r 
Lovftl in Oyster Creelr Reactor " 

KEPPLER, J G Region 3* Chicago, Office of the Director 79/05/29 

Ip 


R periodic operating reports «t related qarrespoodencE 


7906290122 Forwards "Environ Monitoring in Lake Ml«*' for 
Jan t970“SBpt 1978 

WANDKEi N E Comironijjea 1th Edison Co 79/06/01 Ip 


— 7906390127 "Environ Monitoring in Lake MI^ “ for Jan 1970-Sept i960, bg 
Hazleton Environ Sciences Corp 
e Commonwealth Edison Co 79/06/01 5t3pp 


7906120343 Forwards monthlg operating rept for Mag 1979 
WANDUE, N E Com^nonwealth Edison Co 79/06/08 ip 


—7906130349 Month li| operating rept for Hag 1979 

JEFFERSa J C OEomonwe a 1 th Edison Co 79/06/08 Hpp 


S Reportable occurrences, LERs related correspondence 


7906060292 Forwards LER 79“O3g/03L-'O 

i^ANDKErN E Cocnmoniusa 1 th Edison Co 79/05/10 ip 


— 7906060295 LEft 79-03S/03U-0 on 790430 blower tripped on containment 
vent partlcukake mon i tor, resul t I ng in low flow Caused bg 
thermal overload due to dust bioclrlng pump vent Vent 
cleaned & monitor tested t returned tc svr 
OSTiF Comnonujealth Edison Co 79/05/16 Ip 


79060403S5 UER 79-001 has been voided 

♦ Commonwealth Edison Co 79/06/01 Ip 


7906O403S7 LER 79“0l0 has been voided 

« Commonwealth Edison Co 79/06/01 Ip 


79060'10330 LER 79-014 has been voided 

* Commonwealth Edison Co 79/06/01 ip 


7906110129 LER 79-013 has been voided 

» Cammonwea I th Edison Co 79/06/01 Ip 


7906140416 Forwards LER 79-012/99X-0 

WAMDKE, N E Commonwealth Edison Co 79/06/01 ip 


—7906140418 LER 79-012/99X-0 on 790327 safety injection initiated due to 
Hi steam flow signal coincident u/low steam pressure 
bistables tripped far $urvei 1 lidnce testing Caused by 
setpoint dropping to 40^ during inadvertent reactor trip 
JOOSTEN, J Commonwealth Edison Co 79/06/01 4pp 


7906270207 Forwards LER 79-019/99X-0 

IfAMDi^Ei N E Commonwealth Edison Co 79/06/15 ip 


—7906270208 LER 79-019/99X-0 on 790316 Inadvertent safety Injection 
occurred from false steam pressure d if f erentlal signal in 
loop B, initiated by wa terhammer in fC feedwater line Caused 
by false signal A5C0 solenoid valve replaced 
‘OOSTEM, J K Commonwealth Edison C« 79/06/lS 3pp 


70212 Forwards LER 79-040/03L-0 

DKE, N E Commonwealth Edison Co 79/06/19 Ip 


6270214 LER 79-040/0aL-O on 790523 during periodic testing, stpaml ine 

Eolation signal developed on train A HSIV IB failed to 

lose. Caused by dc solenoid directional control valve 

ticking in de-energiaed positian Valve replaced 

:LNIC0FF. M A ComtnonweaUh Etfison Co 79/06/19 Ip 


^0163 Forwards LER 79-041/O3L-O 

>KEf N E Commonwealth Edison Co 79/06/21 Ip 


*270164 LER 79-041/03L-(> on 790522 during norma I operation 
essurlzer spray valve* opened to 50K demand Jb RC8 pressure 
creased below Tech Spec limit Ceused by operator bumping 
itentiomstor on pressurizer master controller 
NCERrK A CommonweaUh Edison Co 79/06/21 Ip 


ring transcript* on non-anti true t mattei-s 


0554 Transcript of 7906U hearing In Zion* IL Pp 308-401 

,J t REMICK, F J I LITTLE, L W Atomic Safety and Licensing Board 

1. 79/06/11 L9pp 


7706360550 Transcript of 790612 hearing in Zion, IL Pp 482-701 

ROLF.J , REMICK, F J , LITTLE.L W Atomic Safety and Licensing Board 
Panel 79/06/12 219pp 


7906290560 Transcript of 790613 hearing in Zion, IL re spent fuel pool 
ei pans ion Pp 702-953 

WOLF,J , REMICK, F J , LrTTLE,L W Atomic Safety and Licensing Board 
Panel 77/06/13 253pp 


7906290047 Transcript of 770614 meeting in Zion, IL Pp 956- U 94 

WOLF. J , REMICK, F J . LITTLE, L W Atomic Safety and Licensing Board 
Panel 79/06/14 240pp 


7906290082 Transcript of 790615 hearing in Zion, IL Pp 1193-1365 
Testimony 6 qua! if i cations of J£ Draley end 

WOLF, J , REMICK. F J , LITTLE, L W Atomic Safety and Licensing Doard 
Panel 79/06/13 200pp 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


J Insurance 6 indemnity information 


7906080329 Forwards Endorsements 40 I' 41 to HAELU Policy MF-66 
FIELDER.J Marsh HcLenon, M M Nuclear Consultants, Inc Dw 
79/06/04 3pp 


P Operating license stage documents ^ correspondence 


7906190134 Forwards Amends 30,44,22 to License RPR-33, DPR-32 f/ 
OPR-66, respec tive Ig, safety evaluation It notice of issuance 
avallabllitg re mods to standby gas treatment sys 
IPPOLITO, T A Operating Reactors Branch 3 (Pre 790625) 

79/05/04 3p p 


— 7906190139 Amend* 50,44 fy 33 to Licenses DPR-33. DPR-52 DPR-6B, 
respect (ve I y, mod if y ing electrical controls it instrumentation 
for standby ga* treatment sys 

IPPOLITO, T A Operating Reactors Branch 3 iPre 790623) 

79/05/04 20pp 


— 7906190145 Safety evaluation supporting Amends 50,44 !< 22 to Licenses 
DPR-33 6 DPR-52 6 i)PR-69. respect tvo I y 

* Operating Reactors Branch 3 <Pre 790625) 79/05/04 5pp 


— 7906190160 Notice of issuance of Amends 50,44 U 22 to Licenses DPR-33, 
DFR-52 Ic DPR-68, respectively 

IPPOLITO, T A Operating Reactors Branch 3 (Pro 790625) 

79/05/04 2pp 


7906250000 Forwards Amends 3i,45 6 23 to Licenses DPR-33, DPR-52 U 
0PR-6a, respectively, safety evaluation ^ notice of issuance 
^ availability 

IPPOLITO, r A Operating Reactors Bianch 3 (Pre 790625) 

79/05/11 2pp 


—7906230094 Amends 51.43 23 to Licenses DPR-33, DPR-52 6 DPR-63. 

respec tively, author 1 1 tng change of power supply for certain 
low pressure coolant Injection valve* 

IPPOLITO, r A Operating Reactors Branch 3 <Pre 790625) 

79/05/tl 6pp 


—7906250099 Safety evaluation supporting Amend* 51,45 23 to Licenses 

DPR-33, DPR-33 fy DPn-6a. respect Iv® I y 

* Operating Reactors Branch 3 (Pre 790625) 79/03/11 lOpp 


—7906230103 Notice of issuance availability of Amends 51,45 U 23 to 
Licenses DPR-33. DPR-52 fy DPR-6e, res p oc 1 1 ve 1 y 
IPPOLITO, T A Operating Reactors Branch 3 (Pre 790625) 

79/03/11 2pp 


79O612039B Forwards ad<H revisions 6 relief roquests to tnservicB pump 
^ value testing program Revisions are based on review of 
facility design for compatab i 11 ty u/ASME Section XI 
requirements 

QILLELAND, J E Tennessee Valley Authority 79/(?6/04 7pp 


7906190301 Forwards general info re purge operations V analysis of 
purge valva operability 

OILLELAND, J E Tennessee Valley Authority 79/06/12 31pp 


7906210175 Forward* "Secondary Containment Leak Rate Test, 90-Day Kept ” 
OILLELAND, J E Tennessee Valley Authority 79/06/19 ip 


—7906210199 "flecondarv Containment Leak Rata Test,90-0ay Rept 
« Tennessee Valley Authority 79/05/11 26pp 
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0 [rupaetion raports-i IF Dullctins It correspondence 


7'?06iaO7IO Forwards IE fnsp Rapts 30-259/79-00,50-360/79-09 V 
50-296/79-00 qii 790203-0302 No nencomp 1 ianco noted 

LEWISrfl C Region 2, Atlanta# Reactor Construction 6 Eng inaar ing 

Supp-ort Branch 79/03/27 3pp 


-79061B0714 IE Insp Ropto 30-259/79-0Q# 50-260/79-09 it 30-296/79-09 on 
790809-0302 No none amp 1 1 anc o noted Major areas inspoctod 
ROi«plant dewatering fire protection sys ^ plant physical 
protection 

SULLIVAN. R F « fJANCE.H C Rogion 2. Atlanta# Reactor 

Cone true t ion ft Engineering Support Drancti 79/03/26 3pp 


— 7906070083 Responds to NRC 790403 Itr re violations noted in IE Insp 
Repts 30-111/79-02 ft 30-297/79-03 Corrective actions 
procedures -f-or reporting component failures to higher 
officers Uflll be impLefflented by 790511 

ELLEMAN. T 9 North Carolina State Univ 79/04/17 3pp 


—7906070087 Forwards IE Insp Repts 50-111/79-02 ft 50-297/79-02 on 
790313-16 ft notice of violation 

LENIStR C Region 2# Atlanta* Safeguards Branch 79/04/03 

2pp 


— 7906070090 Notice of violation from insp on 790313-16 

« Region 3, Atlanta# Office of the Director 79/04/02 Ip 


7906070376 Responds bo IE Dulletln /9-07 Forwards results of seismic 
itrevv oaf oty-re lated piping 

fllLLEUAHDfJ E Tenixosseo Valleij Authority 79/04/24 3pp 


7906290503 Responds to IF tlunobin 79-06 Forwards results of 
Invest igat I on re opovailonal errors ft ml ea 1 ignments 
Identified during TMI incident 

OJLIELANO.J E Terinessoe Valley Authority 79/04/24 I4pp 


7906130k5l forwards |C Circular 79-0/, "Unoipoctod Speed Increase of 
Reactor liatar Oonerator Sot Resulted in Reactor Power 
[ncreaifl " No written rospanse required 

D'REILLY#^/ F Region 2, AiLanta, Office of the Director 
79/0S/D2 Ip 


7906210399 Act receipt af 79041Q Itr Informing NRC of steps tatten to 
correct violations noted In IE Insp Ropts 30-360/79-06, 

50-369/79-06 ft 50-396/ /9-06 

LEUIBiR C Rogion 2# Atlanta# Reactor Operations Nuclear Support 

Dranch 79/05/09 ip 


7906110066 Forwards IE Dullatin /9-10, "Requa 1 1 f I cation Ti a Ining 
Program Otatlstlcs Niltton response required 
B'REILUY.J P Region 2# Atlanta# Office of the Director 
79/09/ II ip 


7906140490 Forwards addl lesponeo to IE Dulletln 79-04 re Incorrect 
valve woights Reactoi core Isolation cooling piping 
rtanalyiod using con ect uoifllit of Volan swing check valves 
OILLhLAND, J E Tcnnaisoe Valloy Authority 79/05/11 Opp 


—7906070095 IE Insp Repts 30-1X1/79-02 ft 50-297/79-02 on 790313-16 
Noncompl lanca noted failure to develop procedures required 
to establish 10CFR2L program ft failure to document ft 
approve temporary procedure change 

DANCEiK C ftegtan 2, Atlanta# Safeguards Branch JULIAN#C A , 

MCHENRY, T J Region 2. Atlanta# Office of the Director 
79/04/02 7pp 


7906210331 Act receipt of 7904X9 Ur informing NRC of steps taVen to 
correct VLOtatlons noted in IE Insp Repts 50-111/79-01 
50-297/77-01 ft 70-0041/79-01 

KENNAfU D Region 2, Atlanta# Safeguards Branch 79/05/03 tp 


— 79062X0354 Responds to NRC 790327 Itr re violations noted in IE Insp 
Repts SO-ltl /79-Ot# 50-297/79-OX ft 70-0041/79-01 Corrective 
actions Form 742 prepared properly ft copy for period 
Oct 1979 - Har 1979 forwarded to Region II 
ELLEMAN, T S North Carolina State Univ 79/04/19 tp 


— 7906210369 Forwards IE Insp Repts 50-1 11/79-01# 50-297/79-01 ft 
70-0041/79-01 on 790220-21 Notice of violation withheld 
(ref 10CFR2 790) 

HENNA# W 0 Region 2, Atlanta# Safeguards Branch 79/03/27 

2PP 


—7906210396 IE Insp Repts 50- 1 1 1/79-01# 50-297/79-01 ft 70-0041/79-01 on 
790220-21 Noncompl lance noted failure to measure ft rept 
accountability values re production ft consumption of SNM 
Details withheld <ref tOCFR2 7901 

TODD#0 A # WILLIAMS. 0 H Region 2, Atlanta. Office of the 

Director 79/03/09 Ip 


79062907 15 Respond* to IF Dulletln /9-09 ro GE Type AK-2 breakers 
Breakirs used in safety-related sys at planttnone found 
squlppeiif u/und ervti 1 toga trip device 

OfLtELAND, J E Teonosiea Volley Authority /9/05/21 5pp 


7906230414 Forwards IE Info Notice 79-12# "Attempted Damage to New Fuel 
Assemblies " ^ . 

O'RErLLY.J P Region 2. Atlanta, Office of the Director 
79/05/10 Ip 


R Periodic operating roport* ft related con osp ond enco 


DOCKET 50-298 COOPER NUCLEAR STATION 


7?^bl9027<? Fortuards /nonthly uperallng rept for May 1979 
Dr.hCA&E# J 0 Tfliinesiea Valley Authority 79/06/tl tp 


—7906190203 Monthly operating rept for May 1979 

DEWFASe. J 0 Tennotsee Valley Authority /9/09/31 34pp 


7906220369 Forward* revision to "Environ Had i pact I vl ty Level s, Annual 
Rept 1979" to supersede rept Issued 790427 Revision corrects 
some rsrfloactiv# levels Conclusions in original rept are 
still valid 

Oll.LGLAND, J C Tennessee Valley Authority 79/06/16 Ip 


J Insurance ft indemnity information 


7906260537 Forwards Esid or semen te 36 ft 37 to MAELU Policy MF-7C) 
PILANT, JM Nebraska Public Power District 79/06/20 3pp 


P Operating license stage documents ft correspondence 


7906140324 Notification of 7905X0 meeting w/util ft Nuclear Power 
Consultants# toe to discuss responses to 790313 QA questions. 

RQQMEY# V L Operating Roactofs Branch 3 (Pre 790625) 79/05/01 

Ip 


—7906220374 ’‘Environ ftad 1 oac t tvl ty Levels# Annual Rept 1976#" revised 
vert ion 

* Te-nnessee Valley Authority RH-79~3-'Dr2 78/12/31 49pp 

8 Reportable accurrences, LER* ft related correspondence 


7906120377 Forward* LCR 79-006/03L-0 
FOXoH 8 Teniieno* Valley Authority 79/06/05 Ip 


—7906120381 LEft 79-006/03L-0 on 790907 observed erratic indication of 
tarus hydrogen sensor H2M-76-38 Caused by defective sensor 
Part replaced 

" T«nnes*e« Valley Authority, 79/06/03 2pp 


7906260126 Forwards Amend 56 to License 
notice of issuance ft availability 
IPPQLITO# T. A Operating Reactors 

79/09/23 3pp, 


DPR~46i safe by evaluation 
Branch 3 (Pre 790625) 


ft 


— 7906260133 Amend 56 to Llcsrsr 
of mods ft implementation of 
protection 

IPPaLITQ. T A Pperating 

79/05/23 2pp 


DPR-46, adding conditions for completion 
administrative controls for fire 

Reactors Branch 3 (Pre 790625) 


—7906260141 Fite protection safety evaluation supporting Amend 56 to 
** Office of Nuclear Reactor Regulation 79/05/23 S3pp 


DOCKeT 50-297 NORTH CAROLINA STATE UNIV PULSTAR REACTOR 
0 Inspection reports# IE Bulletins ft corr espondonce 


7906260140 Notice of issuance ft availability of Amend 56 to Licens 

IPPOLtTO# T A Operating Reactors Branch 3 (Pre 790625) 

79/05/23 2pp 


7906070081 Act receipt of 790417 Ur informing ^RC of steps taken to 
correct violations noted in IE Insp Repts 50-UI/79-02 ft 
50~297/79“OS . is 

LEWierft.C Region 2# Atlanta# Safeguards Branch 79/04/27 »p 


16090270 Forwards addl Info ft revision to 790109 QA program f r 
^Deration# per Section Q of FSAR Amend 39 

>ILANT#J M Nebraska Public Power District 79/05/29 6pp 
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— 790&050271 Adrfl ittro & revision to 790109 QA pragram for opcratioti 
■* Mebra«ka Public Poii/ar District 79/05/25 14PP 


790604014B Forward* ‘"Propa^ed Radiological EfFlusnt Tech Specsi 
'■Qffute Dose Assessment Manual" t "Radiological Environ 
Monitoring Mantral " 

PIUAMT. J M flffbrasita Public Pauer District 79/05/25 3pp 


— 790-6060151 'Proposed Radiological Effluent Tech Specs " 
Nebraska public Pouer District 79/06/06 63pp 


— 7906060135 “Offsite Dose Assessment Manual " 

* Nebraska Public Pouer District 79/06/06 80pp 


— 79060601S9 "Radiological Eniiran Monitoring Manual *’ 
e Nebraska Public Pouer District 79/06/06 40pp 


77(16050272 Forwards results of analysis performed by GE re suppression 
pool temp transients Mill revise stat I an operating procedure 
by 790615 to depressurize reactor vessel 

PItANr, J M Nebraska Public Power District 79/D5/29 44pp 


7706120257 Requests that NEDO-24612. "Vent Header Deflector Load 
Definition.'* be Included In docket 

PILANT. J « Nebraska Publlv Power District 79/06/01 Ip 


7906190392 Requests that NEDE-35090-P, NEDE-21471-2 «i MEOE-* 1 4337-P be 
included in docket Repts were transmitted to NRC by OEf in 
support of facility containment evaluation program 
PILANT.J M Nebraska Public Power District 79/06/11 2pp 


79062902D1 Requests radiological Tech Specs .be revised to allou 
personnel access to deinartad drqweU for insp 6 probable 
repair of defective transient incorc probe guide tube Repair 
work will take place during June plant shutdown 
PILANT.J M Nebraska Public Power District 79/06/21 4pp 


Q Inspection reports. IE Bulletins tr correspondence 


7906C4030S Responds to IE Bulletin 79-~03 Util has no intention of 
using ASMS SA-12 Types 304 ^ 316 stainless steel pipes 
spoo-is enfg by Youngstown Melding & Engineering Co 
PILANT.J M Nebraska Public Power District 79/04/12 Ip 


7906260180 Forwards IE Insp Rapt 30-29B/79-06 pn 790326-28 No 
none amp 1 la nee -noted 

HADSEN. 0 L Region 4. Dallas. Reactor Dparations Nuclear Support 

Branch 79/04/19 app 


—7906260186 IE Insp Rept 00-298/79-06 on 79i(>326"2a Mo noncompl lance 
noted Major areas inspected document control. corporate level 
QA audi tsr of f s t te review committee function t* offsite 
Siipport staff 

CONSTABLE. G L . JOHNSON. £ H . MADSEN. G L Region 4, Dallas. 

Raactor Opeiations Nuclear Support Branch 79/04/18 7pp 


7906110033 Responds to IE Bulletin 79~07i ^'Seismic Stress Analysis Of 
8af e ty-Re lated Piping ” fte-evaluation of safety relief valve 
discharge piping will be completed by approt 790521 Forwards 
summary of yen f icati an programs 

PILANT.J H Nebraska Public Pouer District 79/04/24 6pp 


7906290341 Responds to IE Bulletin 79-08 Foruards results of review of 
BKR sys designs b operational procedures 

PILAMT/J N Nebraska Public Pouer District 79/04/23 4pp 


7906070373 Responds to IE Bulletin 79-04. ''Incorrect weights for Swing 
Che*.t Valves Mfg by Velan engineering Corp " One piping sys 
In 'ieismic (Category I is affacte-d 

PILANT.J M Nebraska Public Power District 79/05/01 6pp 


7906130137 Forwards IE Circular 79-07. "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted i-n Reactor Power 
Increase " No written response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/05/02 

Ip 


7906110043 Responds to IE Bulletin 79-09. "Fa i lure of 4E Type AK-2 
Circuit Breakers In Sa f e ty-Related Qgs* " OE Type AK-2 
circuit breakers are not in use pr planned fur use at 
f ac tlity 

PILANT.J M Nebraska Public Power District 79/05/04 Ip 


7906IZ0071 Forward* IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

SeyFRlTili V Region 4. Dallas. Office of the Director, 79/05/07 


9 


ygOAllOOBd Forwards IE Bulletin 79-lD, "Requa 1 i f Icatlon Training 
Program Statistics " Written response required 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79/05/11 

ip 

79Q6250023 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79/D5/11 

Ip 


7906250I1S Discusses IE effort to develop insp method to evaluate 
procedural deficiencies that can lead to increased human 
error Site util be visited by contractor to obtain info for 
review 

MADSEN.G L Region 4, Dallas. Reactor Operations Nuclear Support 

Branch 79/05/23 Ip 

7906200041 Forwards IC Info Notice 79-13. "Inditation of Low Water 
Level in Oyster Creek Reactor " 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79/05/29 

Ip 


R Periodic operating reports ^ related correspondence 


7906130294 Forwards monthly operating rep fc tor May 1979 

LESSOR. L C Nebraska Public Pouer District 79/06/04 Ip 


— 7906130297 Monthly operating rept for May 1979 

BORER. P J Nebraska Public Power District 79/06/04 4pp 


S Reportable occurrences. LERs related corrospondence 


7906180145 Forwards PN0-79-67AM 

MADSEN.G L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/05/09 Ip 


7906180196 Forwards PN0-79-67AN 

MADSEN.G L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/03/15 Ip 


7906080251 Forwards LER 79-008/03L-0 

LESSOR. L C Nebraska Public Pouer District 79/05/18 2pp 


—7906000252 LER 79-0Oa/O3L-0 on 790420 broakor IFA failed to trip when 
control switch operated to trip Caused by failure of 
auxiliary switch contact mounted inside breaker IFA to make 
proper electrical contact Breaker inspected j. cleaned 
QEONAR.L F Nebraska Public Pouer District 79/05/lQ Ip 


7906000235 Forwards LER 79-009/03L-0 

LESSOR. L C Nebraska Public Power District 79/05/22 3pp 


— 7906080236 LER 79-009/03L-0 on 790430 four penetrations found leaking 
excessively during local leak rate test Caused by defects in 
limi torque operator torque switch, seal rings 8. check valves 
Ail defects repaired 

PHILLIPS. D L Nebraska Public Power District 79/05/22 Ip 


7906080233 Forwards LER 79-OH /03L-0 

lessor. U C Nebraska Public Power District 79/05/23 2pp 


-7906000254 LER 79-01 1/03L-C on 790424 reactor water cleanup MO- (8 
contactor failed to close manually during cold shutdown 
Caused by failure of auKlIiary contact mechanism Repairs 
completed per IE Bulletin 70-09 

SCHEER.J L Nebraska Public Power District 79/05/23 Ip 


7906080309 forwards LER 79-OI0/O3L-O 

LE8SQR.L C Nebraska Public Power District 79/09/23 2pp 


—^906080311 LER 79-010/03L-0 on 790424 surface linear Indication found 
In weld RA3-CF-i3i main steam to A 6 B RHR heat exchangers 
KPCI turbine Caused by welding error Defect removed 
DDANrP f Nebraska Public Power District 79/09/23 Ip 

7906080280 Forward* LFR 7B-034/03X-1 

LESSOR. LC Nebraska Public Power District 79/03/24 2pp 


— 79060B02B6 LER 78-034/03X-1 on 781111 during performance of withdrawal 
control rod oporab i Uty. control rod 30-31 ua* found 
uncoupled from control rod drive Causod by improper assembly 
of uncoupling of control rod drive Unit was replaced 
BALLINGER. P Nebraska Public Power District 79/05/24 Ip 

79061G0295 Forward* PN0-79-67AD «. AP 

MADSEN.G L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/03/24 Ip 
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COCKET 50-301 POINT BEACH NUCLEAR PLANT. UNIT 3 


F" Eccuntij* msditalf emor^pnct/ b firs prat«cfcion plans 


790&200166 Docirmortts DJ Ivffg 790608 telcon tj/J5 Derggren r* util 
iccurltg plan End withheld Iref 10CFR2 790) 

PEEDiO A l*fl-scdnsin Electric Pawor Co 79/06/11 (p 


H OcnevaL correspondence 


7'90A040199 Responds to 790228 Itr transmitting petition on NRC-imposed 
fatehQUte security processing o# regular plant emplogees 
Discusses means of dealing w/spocific concerns Codes of 
Faderal Regulations excerpt end 

FELTONrJ M Division of Rules and Records 79/04/13 4pp 


—79^06040203 Returns 7902S8 petition, re gatohouso security for plant 
emptu^ees proposed response Advises treatment as petition 
For Tulamaking under 10CFH2 206 
HEIS.E vP Branch 3 79/03/22 Ip 


J Insurance t* indemnity information 


7906070193 Foruards executed Endorsements 57i 58 b 59 to NELIA Policy 
WF-l7Bi6 Endorsements 40.49 6 30 to MAELU Policy HF-SO 
DUsfJDAS.W J Wisconsin Electric Power Co 79/05/31 7pp 


P- Operating License stage documents 6 correspondence 


79062003)2 Summary Of 790424 meeting w/util b Uestinghouse in Dethesda. 
HD re dash pot end cap cracts on Wostinghouse DD'^SO b DD-75 
air circuit breakers List of at tendees. schetnat ic design & 
tripping characteristics one I 

TRAHJiELLiC iM Operating Reactors Branch 1 (Pre 790635) 

79/05/02 9pp 


79-06200330 Summary of 770511 meeting u/utll In Bethesda.MD re auilliarg 
Tceduater sys List of attendees matl discussed end 
TRAHMELL.C M Operating Reactors Branch 1 iPre 79062S) 

79/05/15 4pp 


7906350096 Summary of 790513 meeting w/Northern States Power Co re 
auxiliary feeduater sys b related areas 

OROTENHUie. ti Operating Reactors Branch 1 (Pre 790625) 

79/03/16 4pp 


7906210324 Requests two controlled copies of site emergency plan b 
imp Latnsnti ng procedur es^ s i te maps showing location I' grid 
station numbars of onsite ^ offsite environ monitoring 
stations b maps used for offsite dose determlnat ions 
KEPPLER. J O Region a< Chicago. Office of the Director 79/03/17 
i? 

790619031S Submits response to 790607 questionnaire re monitoring noble 
gaseous effluents 

5LFRBTCtNi& Wisconsin Electric Power Co 79/06/12 3pp 


7906220101 Submits info re feedwater lines to steam generator In 
response to 790935 request Feedwater pipe to feedwater 
noiiie uelds to be examined far cracking during first week 
of Jul 1979 

FAY. C M Hisconiin Electric Power Co 79/06/20 Bpp 


7906290257 Submits responses to 790619 tefjeon inquiries re reactor 
vessel support structures One ovorslied drawing encl 
HLf«arE[«i9 Wisconsin Electric Power Co 79/06/25 3pp 


O Inspectian reports. IE Bulletins b correspondence 


7906210311 Forwards iE Insp Rapt 30-301 /79-05 on 790327-28 b 0403 Mo 
none omp I lanc« noted 

FIDRELLI.O. Region 3 j Chicago. Reactor Construction ?( Engineering 

Support Branch 79/04/18 2pp 

— 7'7062i0317 IE Insp Rtpt 50-301/79-03 on 790327-28 V 0409 No 
noncanp 1 iance noted Major areas Inspected OA/QC programsr 
(imp lamenting procodur esi work activities b various data 

WLLLEAKBrC. C . DANIELSQM. D H Region 3# Chicago. Office of the 
Director. 79/04/17 6pp 


7906020133 Beipondi to IE Bulletin 79-07 Four cases associated 
w/gaseeui 6 liquid radwaste sys at plant have been 
reanaiysed All pipe stresses b support b constraint loads 
are ulthln acceptable limits . 

BUfl&TEIM. a Wisconsin Electric Power Co 79/03/02 Ip 


7906040027 Responds to IE Bulletin 79-04 r» weights of suing check 
valves Forwards list of piping sys where valves are 
installed Results of review to be provided when available 
BURSTElMi S Wisconsin Electric Power Co 79/05/02 3p p 


7906020182 Discusses faulty o-vcrcu r ren t trip delay devices in 
engineered safety feature circuit breakers Forwards draft 
bu 1 letin. uti 1 noti f icat ion. Mes ting house press release. 
Nestinghouse technical bulletin b AEC operations bulletin 
EISENHUT.D 0 Assistant Director far Systems Engineering 
HAMAUER.S Office of the Executive Director for Operations 
77/05/04 t4pp 


7906120132 Forwards IE Info Notice 79- 1 L. •‘’Lower Reactor Vessel Head 
Insulation Support Problem No action required 

KEPPLER.JO Region 3. Chicago. Office of the Director 77/05/07 

Ip 


7906050120 Ack receipt of 790323 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-266/79-02 b 
30-301/79-01 

HIND.J A Region 3. Chicago. Safeguards Branch 79/05/08 Ip 


"7706030122 Responds to NRC 790302 Itr re violations noted in IE Insp 
Repts 50-266/79-02 b 30-301/79-01 Corrective actions 
withheld (ref 10CFR2 790) 

BURSTEtNiS Wisconsin Electric Power Co 79/03/23 4pp 


79061 lOUO Forwards IE SuUetln 79-10. ‘^Requal If ica t i on Training 
Program Statistics ” Written response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/05/11 

Ip 


7906190106 Forwards IE Imfo Notice 79-12. ’’Attempted Damage to Now Fuel 
Assomblies " 

KEPPLER.JO Region 3. Chicago. Office of the Director 79/05/11 

Ip 


7906080207 Forwards IE Circular 77-03. "Attempted Extortion - Lou 
Enriched U " 

KEPPLER.JO Region 3. Chicago. Office of the Director 79/05/18 

ip 


7906130120 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sy* ” License 
action required 

KEPPLER.J C Region 3. Chicago. Office of the Director 79/05/22 

ip 


7906200142 Forwards IE Info Notice 77-13, ’’Indication of Lou Water 
Level in Oyster Creek Reactor " 

KEPPLER.JO Region 3, Chicago. Office of the Director 79/05/27 

IP 

R Periodic operating reports b related correspondence 


7906190319 Forwards monthly operating rept for May 1979 
BURSTEIN. S Wisconsin Electric Power Co 77/06/03 Ip 


—7906170321 Monthly operating ropt Far May 1979 

a Wisconsin Electric Power Co 79/06/05 9pp 

8 Reportable occurrentesr LERs b related correspondence 


7906060257 Forward 
BUR8TE’ 
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J Insurance indemnttv infarniation 


7706190457 Forwards Em d orae monta 25< 26 h 37 to MAELV Policy MF-91 
DUCKj J R Marah ft- HcLenon, M li Nuclear ConsultantSi Inc Div 
79/06/'l2 3pp ’ 


P Operating license sta^e docurrienta ftc corFespondenc e 


79061B0571 Notification of 790301 meeting w/uttl in Sethesda^MD to 
discuss details of safet-if concerns at facility resulting 
from TMI-2 accident 

NELSON. C C Operating Reactors Branch 4 <Pre 790623) 79/04/30 

Ip 


7906250156 Responds to 790329 Itr re proposed mods to reactor coolant 
Flouf sensing sys Forwards safety evaluation mods Hods 
must be implemented prior to restart from current refueling 
outage 

REIO/R W Operating Reactors Branch 4 (Pra 790629) 79/05/U 

2pp 

—7906250162 Safety evaluation supporting mod of design of redundant 
Instrument sensing lines for reactor coolant flou 
* Operating Reactors Branch 4 (Pre 79Q625 ) 79/OS/ll 2pp 


7906370023 Summary af 790517 Af f i rmat I o-n Session 79-13 in Uashlngtan< 
DC Orders to shut down reactor For reasons of increased 
safety 6 reliability uere approved 

CHILK*S J Office of the Secretary of the Commission 79/05/17 

ip 

7906270274 Notifies that review of 790230 submittal re Cycle 2 reload 
Teq.ulres addl info 

REIO.R W Operating Reactors Branch 4 (Pre 790625) 79/05/23 

6pp 


7906030285 Forwards addl info re Cycle 2 5 physics startup questions^ in 
response to 700523 request 

STEWART, W P Florida Power ift Light Co 79/05/31 9pp 


7906110152 Submits plans to implement permanent solution to ECCS small 
breaks analysis problem Requests eiemption be granted 
to provisions of 10CFR5-0 46 to operate at licensed core 
thermal power until 790806 

STEWART, W P Florida Power Carp 79/06/03 6pp 


7906120278 Forwards Tech Specs Figure 2 t-t i Bases Figures 2 UredraiiJn 
on graph paperi V Figures 3 1-9 ft- 3 2-2i redraun to more 
accurately depict breal points on respective curves 
BRIGHTER M Florida Power Corp 79/06/06 Spp 


7906120386 Responds to NRC 760202 itr Discusses new design for reactor 
cavity annulus seal ring support sys Describes interim 
operating procedure until new sys installed 
STEWART. U R Florida Rower V Light Co 79/06/06 3pp 


7906120236 Forwards revised response to 790531 subra-ittal of add) Info 
re physics startup test program 
STEWART, W P Florida Power Corp 77/06/08 3pp 


7906220204 Forwards comparison between key parameters used in DftcW small 
breaks analyses fti actual parameters of facility, in response 
to NRC review team request BftW analysis applicable to 
fac i 1 1 ty 

STEWART, M P Florida Power Corp 79/06/15 3pp 

7906260220 Ac It receipt of NRC 790525^ request for addl info re feedwater 
lines for plant steam generators W/15 oversiied drawings 
STEWART, M P Florida Power Corp 77/06/19 Bpp 


7906280120 Forwards revised design nods to reactor trip on loss of 
feedwater flow or turbine trip Completes util responses to 
4fRC review team concerns re design changes proposed in 
790301 Itr 

5TEWART,M P Florida Power Carp 77/06/22 30pp 
G Inspection reports, IE Bulletins ft- correspondence 


7906270302 BftM site inspector daily rept on 790407 Plant status reactor 
operating at 75X power w/all emergency safety features in 
SVC, Ref ueling outage scheduled for 770423 

MCHENRY,! J. . QUICK Region 2, Atlanta* Office of the Director 
79/04/07 2pp 


7906270167 Aft-W site inspector daily rept on 77040B Plant status reactor 
operating at 75J< capacity u/ona coolant pump shut down due 
to seal leakage 

MCHENRY* T J < QUICK Region 2, Atlanta, Office of the Director, 
79/04/08 2pp 


79-06290055 Bft-M site inspector dally rept on 790409 Plant status reactor 
operating at 75X w/one coolant pump shut down due to leaty 
seal Refueling outage scheduled for 790424 

MCHENRY, T J , QUICK Region 2. Atlanta, Office of the Director 
79/04/09 2pp 


79-06290099 Dft-M site inspector daily rept on 790411 Plant status reactor 
at 75/. power w/one coolant pump shut down duo to leaky seal 
MCHENRY, T J , MCDONALD Region 2, Atlanta, Office of the Dlrecior 
79/04/11 2pp 


— 7706290120 site inspector daily rept on 790411 Plant status reader 

at full power operating ui/pressur 1 1 er relief valve blacking 
valve closed due to leak through pressuriter relief valve 
JOHNSON, A , MILLER, L , HORN, A Region 3, San Franc tscor Office 

of the Director 79/04/11 2pp 


7906290557 flft-W site inspector daily rept on 790412 Plant status reactor 
at 75/ power ui/one reactor coolant pump secured due to 
suspect seal 

MCHENRY, T J Region 2, Atlanta. Office of the Director 79/04/12 

Ifpp 


7906290130 Dft-W site inspector daily rept on 790413 Plant status 747 
power u/one reactor coolant pump secured to prevent seat 
degradation Outage scheduled for 790424 

MCHENRY, T J Region 2, Atlanta, Office of the Director 79/04/13 

2PP 


7906290436 DftM Site inspector daily rept on 790414 Plant status reactor 
operating at 754 power w/one coolant pump shut down to 
prevent seal degradation No major equipment out of svc 
MCHENRY, T Region 2, Atlanta, Office of the Director 79/04/14 

3pp 


7906290473 BftW site inspector daily rept on 790415 Plant status 
reactor at 757 w/one coolant pump secured to prevent seal 
degradation No major equipment out of svc 

MCHENRY. T Region 2, Atlanta, Office of the Director 79/04/15 

2pp 


7906290619 BftW site inspector daily rept on 790417 Plant status power 
at 744 w/one coolant pump secured to prevent seal 
degeneration No major equipment out of commission 

MCHENRY, T Region 2, Atlanta, Office of the Director 79/04/17 

Ip 


7906110064 Responds to IE Bulletin 79-D3D Gallbr of reactor protection 
sys has been revised ft power operated relief valve has been 
isolated Will advise of findings when review of pressurlier 
operation is completed 

STEWART, W P Florida Power Corp 79/04/22 2pp 


7906290450 BftW site inspector daily rept on 790420 Plant status power 
at 74*4 w/one reactor collant pump secured to prevent seal 
degradation No major equipment out of svc 

MCHENRY, r J , PRICE, D 8 Region 2, Atlanta, Office of the 
Director 79/04/20 Ip 


79D60S0069 Ack receipt of 790304 Itr informing NRC of steps talen to 
correct violations noted in IE Insp Rept SO-302/79-12 
LEWIS, R C Region 2, Atlanta. Reactor Dperatlons Nuclear Support 

Branch 79/OS/09 ip 

♦ 


--7906090164 Responds to NRC 790411 Itr re violations noted in IE Insp 
Rept 50-302/79-12 Corrective actions fuel handling procedure 
FP-302 will be revised into three separate procedures 
STEWART* M P. Florida Power Corp 79/05/04 2pp 


— 7906O5QI07 Forwards IE Insp Rept 30-302/79-12 on 790307-07 ft notice 
of violation 

LEWIS, R C Region &, Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/U 2pp 


— 7906050114 Notice of violation from insp on 790307-09 

» Region 2, Atlanta* Office of the Director 79/04/tO Ip 


—7906050121 IE Insp Rept 30-302/79-12 on 790307-09 Noncomp I Un< e 
noted' Inadequate fuel handling procedure 

aURNETT* P T , GRAHAM, M J Region 2, Atlanta, Office of the 
Director MARTIN, R D Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 79/04/10 6pp 


7906250450 Forwards IE Info Notice 79-12. "Attompted Damage to New Fuel 
Assemblies ” 

O'REILLYrJ P Region 2, Atlanta. Office of the Director 
79/05/10 Ip. 
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790Ai tOQfrl Foruiards IE Bullstin 79-lOt 1 if i cal; ian Training 

Progratn Statistics ” Written response required 
O'REILLY* J P Region 2, Atlanta* Office of the Director 
79/05/11 Ip 


790^18035-9 Ack receipt of 790409 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 3O-302/79''€a 
LEWIE* R C Region S* Atlanta* Reactor Operations Nuclear Support 

Branch 79/05/n Ip 


— 7906ta03t6 Responds to NRC 790333 Itr re violation noted in IE Insp 
Rept 50-302/79-08 Corrective actions door w/3-h rating 
ordered Tentative installation date is 79Q601 
STEWART# W P Florida Poiuer Corp 79/04/09 Ip 


— 7906180372 Forwards IE Insp Rept SO-302/79-OS on 790212-16 ^ notice of 
violation 

LEWIS* R C Region 2* Ail-anta# Reactor Operations Nuclear 

Support Branch 79/03/23 2pp 


— 7906180396 Notice of violation from Insp an 790212-16 

» Region 2* Atlantai Office of tho Director 79/03/23 Ip 


— 7906180408 IE Insp Rept 50-302/79-08 on 790212-16 Mane otnp 1 lance noted 
failure to control & provide fire door on record storage 
va</l fc 

QUICKfD R . BELlSLErO A Region 2. Atlanta. Office of the 
Director DANCE* H C Region 2* Atlanta. Reactor Dperationa 

Nuclear Support Branch 79/-03/23, 7pp 


7906290146 Responds to IE Bulletin 79-03A Forwards info relevant to 
design of DWRs 6 events surrounding TMI incident 
STEWART* W P Florida Power Carp 79/05/12 IQpp 


7906270130 Requests info re manual trip on low pressuriier level a% 
stated in Item 4F of IE Bulletin 79-05B 

WILLIAMS. F J Division of Project Management 79/09/18 3pp 


7906290739 Submits addl info to 790416 response to IE Bulletin 79-03 
Section of lO-inch Schedule 10 stainless steel pipe 
purchased for use from Youngstown Meltfing i' Engineering Co 
STEWART. W P Florida Power Corp 79/05/10 2pp 


7906260313 Ack receipt of 790423 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/79-10 
SUTHERLAND. J T Region 2. Atlanta# Fuel Facility it Materials 

Safety Branch 79/05/21 Ip 


—7906360515 Responds to NRC 790410 Itr re violations noted in IE Insp 
Rept 50-302/79-10 Corrective actions efforts under way 
to reduce possibility of equipment failure 
STEWART, W P Florida Power 6 Light Co 79/04/23 6pp 


— 7906260516 Forwards IE Insp Rept 50-302/79-10 on 790313-16 & notice of 
violation 

SUTHERLAND# J T Region 2# Atlanta. Fuel Facility U Materials 

Safety Branch 79/04/10 2pp 


— 7906260317 Notice of violation from insp on 790313-16 

s Region 2. Atlanta. Office of the Director 79/04/10 Ip 


—7906260321 IE Insp Rept 50-302/79-10 on 790313-16 Noncomp I iance noted 
failure to implement environ monitoring ^ surveillance 
program U failure to approve contractor procedures to 
implement nonrudimentary monitoring programs. 

CUNNINGHAM. A L . HUFMAN. J W Region 2. Atlanta. Fuel Facility it 

Materials Safety Branch 79/04/10 5pp 


79C6280093 Forwards response to IE Bulletin 79-03B re generic design 
for Implementation of safety-grade reactor trips into 
reactor protection sys Changes to Tech Specs will be 
submitted following issuance of SER 

STEWART, W.P. Florida Power 6 Light Co 79/05/2i 3Bpp 


7906290726 Responds to IE Bulletin 79-09 re OE Type AK-2 circuit 
breakers Circuit breakers of this type are used In control 
rod drive control sys 

STEWART# W P Florida Power Corp 79/0S/2t Spp 


79D6Z90730 Responds to IE Bulletin 79-10 re reqga 1 1# icafeion training 
program statistics Forwards format of annual examination 
STEWART. M P Florida Power Corp 79/05/21 3pp 


7906220201 Forwards addl info to Items 1.2 & 6 of IE Bulletin 79-03B# 
in reaponse to C Neleon request 

STEWART, W P Florida Power Carp 79/06/15 3pp 


R Periodic operating reports «* related correspondence 


7906200267 Forwards monthly operating rept for Hag 1979 
STEWART* W P Florida Power Corp 79/06/12 Ip 


— 7906200271 Monthly operating rept for May 1979 

STEPHENSON. W A Florida Power Corp 79/06/03 Spp 


S Reportable occurrences. LERs & related correspondence 


7906120399 Forwards LER 79-030/O3L-0 

STEWART* tJ P Florida Power Corp 79/06/06 tp 


—7906120407 LER 79-050/03L-0 on 790310 count-rate amplifier t rate of 
change amplifier for nuclear source range instrument Nl-2 
found inoperable Caused by amplifiers being out of tolerance 
due to Instrument drift Amplifiers recalbr It returned to eve 
C DOPER r J Florida Power Corp 79/06/04 2pp 


7906130014 Forwards LER 79-049/03L-0 

STEWART* W P Florida Power Corp 79/06/06 Ip 


—7906130017 LER 79-049/03L-0 on 790509 count-rate amplifier 8« rate of 
change amplifier for nuclear source range instrument Nl-1 
were inoperable Caused by amplifiers being out of tolerance 
doe to instfuenent drift Amplifiers recalibr 
COOPER. J Florida Power Corp 79/06/04 2pp 


7906180503 Forwards LER 79-052/03L-0 

STEWART# W P Florida Power Corp 79/06/11 tp 


— 7906180508 LER 79-052/03L-0 on 7705L6' In Mode 6.diasel driver fire sve 
pumps discovered ta be out of sve Caused by diesel 
manufac turer representative boing unfamiliar w/approved 
plant procedures Personnel instructed 
COaPERiJ Florida Powar Corp 79/06/07 2pp 


790619029B Forwards LER 79-031 /03L-0 

STEWART. W P Florida Power Corp 79/06/11 Ip 


—7906190303 LER 79-05V/03L-0 on 790316 while performing daily shutdown 
surveillance EP-301ffirB sve tank level discovered to be 
a# 600 gallons below min allowed Caused by improper design 
Alarm setpoint raised to Tech Bpec limit 
COOPER. J Florida Power Corp 79/06/05 2pp 


7906230296 Forwards LER 79-O53/03L-0 

STEWART. UP Florida Power Corp 79/06/20 Ip 


—7906250290 LER 79-053/03L-0 on 790323 while performing operability of 
boron injection sources U pumps# heat trace recorder failed 
rendering boron injection inoperable Causad by loose drive 
cord Cord reinstalled tf recorder returned to sve 
CaOPen#J Florida Power Corp 79/D6/I3 2pp 


7906280142 Forwards LER 79-O34/01T-0 

STEWART, M P Florida Power U Light Co 79/06/25 ip 


—7906280146 LER 79-094/OlT-O on 790615 cracks tn 4,160 volt emergancy 
sys nonsegrega ted bus insulation sleeving observed Caused 
by Incompatibility between Leiati sleeving matl & Versa-Fab 
varnish tape Ci'ecks repaired w/rsc ommend ed tape 
COOPER, J Florida Power Corp 79/06/15 2pp 


U Congressianal/Cirecut 1 ve Correspondence 


7906260SB6 Provides addl info re D Browning info request re FL nuclear 
power situation Discusses wastes produced by FL plants, 
effluents released consequences of possible accident 
OOSSICKrL V Office of the Executive Director for Operations 
79/05/17 3pp 


—7906260590 Forwards D Browning 790404 questions ra FL nuclear power 
situation Roquaits necessary info for reply 
MICA# D A House of Rap 79/04/05 2pp 


— 7906260593 Ack receipt of 790405 Itr re D Browning info request re FL 
nuclear power situation Forwards Instructions to operators 
re steps to prevent occurrence like TMI it JM Kendrle 790410 
testimony to Subcommittee on Nuclear Regulation W/o encl 
KAMMERER.C Qffica of Congress iona 1 Affairs 79/04/10 Ip 
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F Ssccprifriji medical* emergency L fire protection plans 


7906120240 Forwards status rapt of unfinished mod required to improve 
level of fire protection All mods completed eicept for gas 
suppression sysifire doors V roactor coolant pump 
REEDi C Commonwealth Edison Co 79/06/06 Bpp 


0 Ad 4 ud i ca t ory correspondence 


7903210375 Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel £> of NRC assessment 
of info to be made available 
GOQDAftDi R J Dranch 2 79/02/26 2pp 


790608012Q Forwards M Resnikoff 790d09 Itr re testimony in proceedings 
SEKULER. S N IlltnoiSi State of 79/04/12 2pp 


7706040143 Notifies that hearing will be held at Zion, IL on 770611-15, 
& 79062O>S3i if needed Limited appearances will be received 
on 790611 

LUTON, E Atomic Safety and Licensing Board Panel 79/04/23 Ip 


7906010266 Answers NRC 790409 interrogatories Addl info will be filed 
when available Certificate of Sve end 
SEKULER,5 N Illinois. State of 79/04/27 6pp 


7906190091 Complaint for injunctive relief in City of Lancaster v NRC 
filed In DC US district Court Seeks enjainment of 
radioactive discharge 

CIMA.T Concerned Cltijens of take County, IL 79/0S/03 Ip 


79062S01S9 Forwards ASLO 790413 order in which questions of proposed 
mods were added m light of TNI incident If similar 
questions are to he considered in current proc ceding, State 
of IL prepared to submit testimony 
BEKULEfi. a « llUnois, State of 79/03/08 Ip 


7906290613 Stipulation between NRC intervener State of IL NRC 
withdraws motloin for summary disposition of Contention 2(d) 
State, in turn, wi thdi atas contention but reserves right to 
submit testimony on all alternatives H/Cprtif icate of Sve 
GOLDDEROrS C Branch 2 SEKULER, 8 N Illinois, State of 

79/05/15 3pp 


7706260214 Orders time change for 790611 evidentiary hearing Hearing 
will start at 2 FM instead of 9 AM 

LUTQNi E Atomic Safety and Licensing Board Panel 79/06/04 Ip 


79062700S1 Notice of reconstitution of ASLB JF Wolf replaces £ Luton 
as Chairman 

LAZQiR M Atomic Safety ^nd Licensing Appeal Panel 79/06/05 Ip 


J Insurance indemnity information 


790604Oia7 Forwards executed Amends 2tril,9 I to Indemnity Agreements 
B-IO, B-47* B"59 A 5-04, respec tive ly 
POOLE, R D Commonwealth Edison Co 79/03/29 8pp 


P Operating license stage decuments U correspondence 


7906180707 "In-Plant Source Term Measurements at Zion Station ** 
DVER.N C , flUNTINCJ, R. L , CRONEY, S T EG S, Or Inc Nl/REO/CR-07t3 
79/02/28 400pp AvaiUble at NTIQ 


7906200559 Forwards Amends 47 tn 44 to Licenses DPR-39 Sc DPR-48i 
respec tivB ly, safety evaluation Sc natlci of issuance S 
aval lability 

SGHWE«CER*A Operating Reactors Branch i (Pre 790625) 79/04/09 

3pp 


— 79062-00565 Safety evaluation supporting Amends 47 & 44 to Licenses 
DPR-39 8c DPR*-40, respective ly 

* Operating Reactors Branch I iPre 790625) 79/04/09 3pp 


7906180702 Forwards FR no-tice of proposed issuance of amends to 
facility OL. 

SCHWENCERiA Operating Reactors Branch I (Pro 790635) 79/04/27 

2pp, 


— 7906180790 TR notice pf preposed issuance of amends to facility OL 
QCHWENCERiA Operating Reactors Branch I {Pro 790625) 

79/04/27 3pp 


7906060273 Determines that 790426 RO re instrument bus 2111 on "dirty 
power" is not reportable 

UANDHEi N E Commonwealth Edison Co 79/05/07 Ip 


7906200239 Requests two controlled copies of site emergency plans 6 
Implementing proc edures. s ite maps showing location h grid 
station number of onsite 6 offsite environ monitoring 
stations site maps used for dose determinations 

KEPPLER,J C Region 3, Chicago, Office of the Director 79/05/17 

Ip 


7906070192 Accepts Revision 7 to Addendum I of CE-l-A Revision 
LTi gani Jdt I one 1 changes in QA program 
HAASS, M P Duality Assurance Branch 79/06/06 Ip 


7906200335 Responds to IE Bulletin 79-Ot Forwards info re environ 
qua I if icat ion of Class IE equipment required to function 
under accident conditions U info re use 8, malnt of ASCO 
solenoid valves 

REED. C Commonwoa 1 th Edison Co 79/06/14 39pp 


7906250293 Forwards info re PNR feedwater lines. in response to V Stella 
790525 request Ten oversiied drawings in Central Files 
REEDiC Commonwealth Edison Co 79/06/19 14pp 


7906270179 Notifies of necessity of examination of feedwater lines to 
determine mods J-tubes will be installed in seven steam 
generators Evaluation of setpoint of water actuation will 
determine revision 

REEDiC Commonwealth Edison Co 79/06/20 4pp 


Q Inspection reports, IE Bulletins K correspondence 


7906020035 Forwards IE Insp Repta 50-295/79-03 6 80-304/79-03 on 
790312-16 No noncompliance noted 

DAVIS.A B Region 3, Chicago, Fuel Facility h Materials Safety 

Branch 79/04/05 2pp 


—7906020065 IE Insp Repts 50-295/79-03 6 30-304/79-03 on 790312-16 No 
noncomp 1 iance noted Major areas inspected emergency planning 
activities including generating stations emergency plan 6 
confirmatory measurements insp 

OESTHANN,M J , CS5I0, T H Region 3, Chicago, Office of the 
Director 79/04/03 lOpp 


7906040045 Forwards IE Insp Repts 50-295/79-02 6 30-304/79-02 on 
790306-07 ^ 27-28 No noncompliance noted 

FIORELLI.O Region 3. Chicago, Reactor Construction Ik Engineerini 

Support Branch 79/04/tl 2pp 


—7906040052 IE Insp Repts 50-295/79-02 30-304/79-02 on 790306-07 U 

27-28 No noncompliance noted Major areas inspected steam 
generator snubh ers . p ip e snubber Instal latlon, review of 
licensee records, mechan lea 1 snubber tests L unresolved items 
YIN. I T , DAN|EL80N,DK Region 3, Chicago. Office of the 
Director 79/04/03 6pp 


7906120083 Forwards IE Info Notice 79-11, ♦'Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/05/07 

Ip 


7906140253 Responds to I£ Bullotin 79-04 Lists Velan Engineering 
Corp valves identified as having incorrect weight values in 
seismic piping analysis 

REED, C Commonwealth Edison Co 79/05/07 3pp 


7906110101 Forwards IE Bulletin 79-10, "Requalification Training 
Program Statistics " Written response required 

KEPPLERrJ G Region 3, Chicago, Office of the Director 79/05/U 

Ip 


7906190078 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

KEPFLEfti J O Region 3. Chicago. Office of the Director. 79/05/lt 

Ip 


7906230118 Provides addl info to 790427 Itr Responds to IE Bulletin 
79-06A Updated Items 4 I, 12 re identification of valves 
having control switches art returnable to pre-TMI incident 
position Plan to use hydrogen recomblner units 
REEDiC Toledo Edison Co 79/05/17 3pp. 


79060B0196 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched U, " 

KEPPLERrU 0 Region 3, Chicago. Office of the Director 79/05/16 
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p* 1 30082 For cjard^ IE Oul 1 ottn 79-1 1 , "Faulty Qvercorrenfe Tri 
in Circuit flraakcT? for Engineerod Safety Sys " Licansee 
ActioDi rei^ulred 

il'EPPLER.J o Fl^9lan 3, Chicago, Office of the Director 


p Device 
79/03/22 


^:A200080 Forwards IE Info Notice 79-t3i ” 
Level in Qyster Creek Reactor " 

»<EPPLEfipJ O Region 3» Chicago, Office 


Indication of Lou Water 
of the Director 79/05/29 


Periodic operatlhg report«i i. related correspondence 


790AU0163 LER 79-007 has teen voided 

* Commonwealth Edison Co 79/06/01 Ip 


7906140389 Forwards LER 79-034/03L-0 

HANDKE, N e Commonwealth Edison Co 79/06/01 Ip 


40396 LER 79-034/03L-0 on 790511 following testing of Q deisel 
g enerator, start ang air sys leak bled down starting air 
receivers Caused by loose cap screws holding valve seat to 
Seat retainer Valve seat replaced U fastened correctly 
KRAWCZA.K,A T Commonwealth Edison Co 79/06/01 Ip 


04290132 Forwards "Environ Monitoring in Lake MI," for 
Jan l970'3opt 197Q 

tfA.SDKE,N E Commanueal th Edison Co 79/06/01 Ip 


7906220395 Foi wards LER 78— 0'79/03X— 1 Update notes rept number change 
from 78-077 to 70-079 

UA71DKE. N E Commonwealth Edison Co 79/06/05 Ip 


7506390197 ’'Environ Monitoring in Lake MI," for Jan 1770-Sopt 1969. by 
Haileton Envi ron— 8c i enc es Carp 
« Com<nonuiea 1 th Edison Co 79/06/01 513pp 


06130343 Forwards monthly tjperafcing rept for May 1979 
iiAJ{D}<E,N E Cominonwea I th Edison Co 79/06/0B Ip 


7506190349 Monthly operating rept for May 1979 
JEFFERS, J Commonwealth Edison Co 79/06/00 llpp 


Reportable accurrences, LERs ^ related correspondence 


'7906220453 LER 7B-079/03X-1 on 700901 valve 2FCU-PR24A did not remain 
open after containment isolation test, causing particulate 
gas monitors to bo inoperable Caused by misaligned limit 
switch Switch adjusted 

UOOLINI,D J Commonwealth Edison Co 79/06/05 Ip 


7906320390 Forwards LER 79-032/03L-O 

MANDKE, il E Camrrtanweal th Edison Co 79/06/07 tp 


-- 7906220394 LER 79-03a/03L-0 on 790500 after reactor trip, Train A 
reactor trip breaker failed to open Caused by plunger out of 
adjustment in undervoltage toil 

ARDER,K J Commonti/eal th Edison Co 79/06/0? Ip 


04O6D232 Forwards LER 79-031 /03L-0 

VAIiDKE' N E Commonwealth Edison Co 77/05/17 Ip 


7906220399 Forwards LER 77-010/03L-0 

WANDKE, M E Commonwea t th Ed non Co 79/06/07 Ip 


7906060206 LER 79-031 /03L-0 on 790417 three inoperable snubbers were 
found^ Caused by hydraulic fluid loss in two 6 physical 
disconnection at piston rod end in third Periodic Insp 
clSanged from yearly to six months 

REMNERHOLIi, J Commonwealth Edison Co 79/05/17 3 pp 


06060223 Forwards LER 79-029/03L-0 

HAMDKE, N e Commonwealth Edison Co 79/05/22 Ip 


7906060226 LER 79-029/03L-Q on 790423 during change of startup 
batteries- on 2C CS pump, spray sys was inadvertently rendered 
in-operable w/o performing required surveillance Caused by 
personnel en or in operating multi-position switch 
KRAUeZAKhA T Commonwealth Edison Co 79/05/22 Ip 


D6 140554 Forwards LER 78-077 /03L-0 

E COfnmonueaUh Edison Co 79/05/29 Ip 


7906140961 ten 70-O77/O3L-O on 700901 isolation valve 2rCV-PR24A failed 
to remain open, causing containment particulate U gas 
monitors 2-RE-OQll £< 2RE0012 to become inoperable Caused by 
{Aisaligned limit switch Switch adjusted 
t/COLlMC.D j Copimonwoa I th Edison Co 79/09/29 Ip 

^6] 40367 Forwards LER 79~033/03L-0 

riAfjDKE^N E Cornnon wealth Edison Co 77/05/31 Ip 

7906140372 LER 79-033/03t.-0 on 79OSO0 condenser air ejector rod monitor 
2RE0013 eporadically alarmed high while reading below alarm 
setpoint ^ then failed low Caused by defective low voltage 
power supply Fower replaced 

rRZYNA,9 Commonwealth Edison Co 79/09/31 Ip 


04340511 Forwards UER 70-O70/O3L-O. 

N e Commonwealth Edison Co 79/09/31 tp 


—7906220401 LER 77~010/03L-0 on 770327 reactor tripped 6 breaker train A 
failed to open Sreater taken to shop U tested Ifo cause 
found Breaker reinstalled 6 verified operable 
CAMPOELLrJ Commonwealth Fdison Co 79/06/07 Ip 


T Hearing transcripts oa non-antltrust matters 


7906260594 Transcript of 790611 hearing in Ztan< IL Pp 208-481 

WOLF,J , REMICK.F J , LITTLE, L W Atomic Safety and Licensing Board 
PeneJ 79/06/1 t I9pp 


7906260550 Transcript of 790612 hearing in ZlonjilL Pp 482-701 

W3LF»J , REMECKtF J , LITTLE, L H Atomic Safety and Licensing Board 
Panel 79/06/J2 2l9pp 


7906290560 Transcript of 790613 hearing in Zlon,lL re spent fuel pool 
expansion Pp 702-955 

MOLFf J , REMICKi F J , LITTLE. L W Atomic Safety and Licensing Board 
Panel 79/06/13 253pp 


7906290047 Transcript of 790614 meeting in Zion»IL Pp 956-1194 

UQLFfJ t REMICK, F J , LITTLE, L tf Atomic Safety and Licensing Board 
Panel 79/06/14 240pp 


7906290002 Transcript ef 790619 hearing in Zion, IL Pp 1195-1365 
Testimony 6 qua 1 if ica tiotis of J£ Oraley end. 

WOLF,J , REMICK, F J , LITTLE, L H Atomic Safety and Licensing Board 
Panel 79/06/15 200pp 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


O Adjudicatory correspondence 


7906140531 LER 70'-O7B/O3L-O on 700521 status lights for high steam flow 
would not remain energiied when radiographic test push 
button vas depressed Caused by defective transistors OS L Q7 
in module model 4111084-004) 

CAMPBELL, J CqmmonweaUh Edison Co 79/05/31 Ip 


0604 0333 LER 79-003 has been voided 
s Coatmonuealth Edison Co 79/06/0$ ip 


06040334 LER 79-009 has been voided 
« Coevnonuea 1 th Edison Co 79/06/01 Ip 


7906000054 Requests NRC author! xation to issue notice of hearing on 
NRC order imposing civil monetary penalties for incident 
re potential high radiation exposure W/draft notice of 
hearing It 790319 request for hearing 

KELLY* J L Office of the General Counsel SECY-A-79-31 79/04/04, 

7pp 


7906230169 Forwards notices of appearance & documents ref in 790501 
notice of hearing 

LIEBERMAN, J Rulemaking 6 Enforcement Division 79/05/03 5pp 


06040337 LER 79-011 has been voided 
e Com«oncjea 1 th Edison Co 79/06/01 Ip 


7906230075 Notice of appearance on hahalf of util Certificate of 8vc 
enc 1 

KEANE, a E Foley L Lardner 79/05/24 3pp 


06110126 LER 79-001 has been voidad 
i Caoimonwea 1 th Edison Co, 79/06/01. Ip 


06110133 LER 79-006 has bean voided. 

* Coeimonuea 1 th Edteon Ge 79/06/01, Ip 


7906230077 Answer to 790430 notice of hearing lltll will appear before 
adminls tratlve taw judge L present evidence No «natl facts 
are in dispute Ho violations occurred L no civil penalties 
can be imposed Certificate of Sve encl 

KEANE, 8 E , BAKER* 0 A Foley L Lardner 79/05/24 4pp 
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7‘?06a70277 Orders preh^arin^) con#flrence foi 790621 to discuss 
s 1 irp 1 i f ij ing i ssu e s • ^me lid 1 ng ple^d Lngs* obtaining stipulations 
&* adnissionsf identifying uitnesses setting hearing 
sc hedu 1 s 

SHITHi r U Atomic Safety and Licensing Ooard Panel 79/06/05 Ip 


J Insurance ft- indemnity Information 


7906200231 Forwards Endorsements 45 V 46 to NELIA Policy NF-Z04 
MATHEWSiE R Ulscnnsin Public Serv^lce Corp 79/06/11 3pp 


7906190401 Forwards Endorsement 36 6 37 to- MAELU Policy MF^7l 
MATHEWS, E R Wisconsin Public Service Corp 79/06/15 3pp 


P Operating license stage documents & correspondence 


7906210370 Forwards Amend 30 ta License DPR-43< safety evaluation ^ 
notice af issuance 6 availability 

SCHWENCERi. A Operating Reactors Branch 1 (Pre 790625> 79/03/07 

2pp 


79062t03B3 Amend 30 to License DPR-daf r evi s ing Tech Specs to permit 
waiving turbine stap ftt governor valve testing at end of 
cgc la 

5CHWENCER,A Operating Reactors Branch 1 (Prc 790629) NRC 

79/03/07 4pp 


— 7906210388 Safety evaluation supporting Amend 30 to License DPR-43 
* Office of Nuclear Reactor Regulation 79/03/30 3pp 


--7 9062 10-393 hiotice o-f issuance U availability of Amend 30 to License 
DPn-43 

aCHWENCER.A Operating Reactors Branch 1 (Pre 79Q62S1 

79/05/07 2pp 


7906200317 Approves util evaluation of postulated PusJ handling 
accident submitted 7903S6 Forwards safety evaluation 
supporting util conclusions 

SOHWENCER, A Operating Reactors Branch I (Pre 79062S) 79/05/09 

5pp 


790620032L Safety evaluation supporting util conclusions of postulated 
fuel handling accident inside containment 

♦ Operating Reactors Branch 1 (Pre 790625) 79/05/09 4pp 


7906260092 Summary of 790509 meeting w/util ro auiiliary feedwater sys 
fti related station areas 

OLSHANfL N Operating Reactors Branch I CPre 7906251 79/05/ 1 4 

5pp 


7906250191 Discusses review of rod bank exchange method to verify 
shutdown margin foi two leap Westlnghouse N8SS Approves 
method as alternative to boron eichange me thod, provided 
certain conditions are met 

SCHMENCEft, A Operating Reactors Branch L (Pre 790625) 79/05/15 

3pp 


7906200245 Requests two controlled copies of site emorgoncy plant 
implementing procedurest s i te maps showing location grid 
station numbers of envlion monitoring stations onsite & 
offsite ^ site maps used for offsite detarmintion 

KEPPLER. J G Region 3i Chicago, Office of the Director 79/05/17 

Ip 


79061SO5O3 Forwards revised proposed Amend 35 to License DPR- 43, to 
change Tech Specs re RCS overpressure protection at lou 
temps 

MATHEWSi E R Wisconsin Public Service Corp 79/06/13 0pp 


O Inspection reports. IE Bulletins U correspondence 


7906120299 Forwards reponsas to IE Bulletin 79'’06Ar Revision lire review 
of operating procedures In light of THE incident Emergoncy 
procedures reviewed by special beam Proposal to trip level 
bistables does not provide greater safety 

MATHEUSiE R Wisconsin Public Service Corp 79/04/30 0pp 


7906120134 Farwar-ds IE Info Notice 79’'1I. ’’Lower Reactor Vessel Head 
Eneulation Support Problem »' No action, required 

KSPPLERpJ ^ Region 3. Chicago, Office of the Director 79/03/07 

Jp 


7906110112 Forwards IE Bullatln 79-lOr "Retiual if lea tion Training 
Program Statistics ” Idritten response required 

KEPPLERfJ O Region 3, Chicago, Office of the Director 79/OS/lt 

Ip 


7906190108 Forwards IE Info Notice 79-12, ’’Attempted Damage to New Fuel 
Assemblies ” 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/05/11 
Ip 


7906230116 Responds to IE Bulletin 79-09 GE AK-2 circuit breakers are 
not in use at facility 

HATHEWS.E R Wisconsin Public Service Corp 79/05/16 Ip 


7906080209 Forward’s IE Circular 79-08, "Attempted Extortion ** Low 
Enriched U " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/05/10 
Ip 


7906220110 Forwards IE Insp Hepfc 50-305/79-04 on 790423-27 Notice nf 
violation withheld (ref iOCFR2 790) 

HIND.J A Region 3< Chicago, Office of the Director 79/05/iS 
2pp 


—7906220119 IE Insp Rapt 50-305/79-04 on 790423-27 None omp U anc e noted 
six items Identified relative to physical barr iers, access 
control-identi f ical tan author i latiori ft< badglng Details 
withheld (ref ICCFRZ 790) 

CREED. J R , NADEDA, T J , HIND, J A Region 3, Chicago, Office of 
the Director 79/05/17 Ip 


7906130121 Forwards IE Bullobin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Bys ’’ Licensee 
action required 

KEPPLER, J 0 Region 3, Chicago, Office of tho Director 79/03/22 
Ip Ip 


7906220487 Responds la request for info re IE Bulletins 78-12, !2A -t 
12D No-stinghouse is unable to pro/ide requested info re 
atypical weld matl until end of Sept Requests extension of 
submittal date to 791031 

MATHEWS. WR Wisconsin Public Service Corp 79/05/23 Ip 


7906200145 Forwards IE Info Notice 79-13, ’’Indication of Low Wator 
Level in Oyster Creek Reactor " 

KEPPLER. J O Region 3, Chicago, Office of the Director 79/05/29 

Ip 


7906080314 Submits info on operator requa 1 i f icat ion training program, 
in response to IE Bulletin 79-10 

HATHEWS.E R Wisconsin Pub 1 Ic Service Corp 79/05/31 3pp 


8 Reportable occurrences, LERs 6 related correspondence 


7906060205 Forwards LERs 79-0(J7/03L-0 A 79-008/03L-0 

HATHEWS.E R Wisconsin Public Service Corp 79/05/31 ip 


— 79060602Q8 LER 79-007/03L-0 on 790501 during full power operation 
surveillance testing, one of six containment pressure 
transmitters was out of cailbr Caused by instrument drift 
RUlTERiO H Wisconsin Public Service Corp 79/05/31 Ip 


— 7906060220 LER 79-00B/Q3L-0 on 790503 one train of heat tracing piping 
between BA transfer punps common discharge heoder ft* DA 
filter found te be inoperable during installation Caused by 
open circuited connector Failed heat tracer repaired 
RUITER.O H Wisconsin Public Service Corp 79/05/31 Ip 


7906280075 Forwards LERs 79-0D9/03L-O 6 79-010/03L-0 

HATHEWS.E W Wisconsin Public Service Corp 79/06/25 Ip 


—7906280080 LER 79-009/03L-0 on 790526 condensate storage tank level 
drawn below Tech Spec limit during normal shutdown Occurs 
routinely during certain hot shutdown cand i t ions. No further 
corrective action necessary 

RUITERiOH Wisconsin Public Bervico Corp 79/06/25 Ip 


—7906280086 LER 79-010/03L-0 on 790527 auxiliary bldg special 
ventilation zone boundary door found blocked open Caused by 
Failure to post proper notice on door Notice subsequently 
posted 

ftUITER. 0 H Wisconsin Public Service Corp. 79/06/25 Ip 
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U Insurance ft' indemnity information 


7906130312 Forwards Endorsements 42 ft' 43 to NBLIA Policy NF-197 
JOHNSON, R 0 Northorn States Power Co 79/06/07 3pp 


7906210237 Forwards Endorsements 38 ft, 39 to MAELU Policy MF-68 
JOHNSON. R 0 Northern States Power Co 79/06/15 3pp 
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P O^t License stage docutnents U correspandence 


T>0613M57 Forwards ^itiends 36 30 to Licenses DPR-42 «< DPR-60 p 

r e spec tively I f etij evaluation ^ notice of issuance & 
a va i lability 

5CMWEHCER.A Operating Reactors Branch I <Pro 790625J 79/05/01 

2pp 


79061300^1 Amends 36 fit 30 to Licenses DPR-42 U DpR-60< rasp act ive Ig* 
revising Tech Specs to require actuation of safety injection 
based on 3 out of 3 channels of loui pressurizer pressure 
SCHWEMCERrA Operating Reactors Branch 1 fPre 7906251 

79/03/01 9pp 


'—7906130062 Safety evaluation supporting Amends 36 S* 30 to Licenses 
DPR*-4a & DPn-60. r aspective Ig 

* Office of Nuclear Reactor Regulation 79/05/01 4pp 


—"^7706130066 Notice of issuance ^ availabilitg of Amends 36 & 30 to 
Licenses DPR-*4a ^ DPR-60, respect ive Ig 

SC1{WENCER»A Operating Reactors Branch I <Pre 790623> 

79/09/01 app 


7906120094 Forwards safety evaluation for mod to safety injection 
actuation sgs 

LAliWS. G Plant Systems Branch 79/03/03 2pp 


■7706120101 Safety evaulation supporting mod to safetg injection 
actuation sgs 

« Plant Systems Branch 77/05/03 2pp 


79062S003B Discusses review of Info re rod bant exchange method to 
verify shutdown margin for two loop Westinghouso NSSS 
Approves method as alternative to boron exchang b< pr o vide-d 
certain conditions are met 

SCHWENCER<A Operating Reactors Branch I (Pre 7706251 77/05/15 

3pp 


7906200451 Requosts site emergency plan & Implementing proc sdur ea< site 
maps showing location h grid numbers of onsite ^ offsite 
environ monitoring stations A site maps used for offsite 
■dose determinations or evacuation 

K€PPLER,J 0 Region 3. Chicago. Office of the Director 79/05/17 

Ip 


790*050290 Forwards amend application for Licenses DrR''42 U OPR **60* in 
response to NRC 701115 Itr 

HAVER, U 0 Northern States Power Co 79/06/01 Ip 


—7906050292 Application for amend to Licenses 0PR“42 DPR’-60 

WACHTERit J Northern States Power Co 79/06/01 62pp 


79*06140443 Forwards “Process Control Program for liaste Solidification** 
Al OfHite Dose Calculation Kanual 

HAYER.L 0 Northern States Power Co 79/06/07 Ip 


— 7906H044& '“Process Control Program for Waste Sul i dl f 1 cat i on 
a Northern States Power Co 77/06/01 llpp 


-'—7706140451 Offsite Dose Calculation Manual 

* Northern states Power Co 79/06/01 lUpb 


790-61703^2 Farwards Rsvieion 2 to “ASME Code Section XI Inservlce Insp 
^ Testing Program i/ Info Required for NRC Review of Request 
for Relief from ASME Code Section XI Requirements 
-KAYEftrU a Northern States Power Co 77/06/08 2pp 


— 790619D349 Revision S to “ASME Code Section XI Inservice Insp U 
Testing Program h Info Required for NRC Review of Request 
far Relief from ASME Code Section XI Requirements *' 
a Northern States Power Co 79/06/08 66pp 


7'9O622!0357 Submits info re facility feedwater line design, fabrication, 
insp U operating history 

KAYERj L 0 Northern States Power Co 79/06/17, 20pp 


Q Inspiction reports. IE Bulletins L correspondence 


77060*0093 Responds to NRC 790213 Itr re violations noted in IE Insp 
SO-282/77-01 50-306/79-01 Corrective actions design 

Change has been implemented to assure problems are quickly 
identified corrected 

M'ACHTERiL, J Northern States Power Co 79/03/08 Spp. 


79060400*2 Hesp-onds to IE Bulletin 79-07 ADLEPIPE computer code used by 
Fluor Sves. Inc for seismic analysis of one safety injection 
line Analysis repeated using PlPESTRSQi des ign found 
sat t sf ac tory 

WACHTER.L J Northern States Power Co 79/04/24 3pp 


7906260321 Forwards IE Insp Repts 5O-2Sa/79'-0a h 30-306/79-07 on 
790312-16 0314-16 U notice of violation 

KEISHMAN. R F Region 3* Chicago* Reactor aperabtons Nuclear 

Support Branch 79/04/25 2pp 


'79062*0326 Notice of violation from insp on 790212-16 ^ 0314-16 
* Region 3* Chicago. Office of the Director 79/04/19 ip 


— 7906260330 IE Insp RoptS 50-232/79-08 6 50-306/79-07 on 790212-16 V 
0314-16 Non-compliance noted delayed conduct of fire sys 
surve i 1 lane e 

Mt GREGOR. L 0 , 6MITH.J D . STREETER. J F Region 3. Chicagg. 

Office Qf the Director 79/04/19 9pp 


7906260345 Forwards IE Insp Repts 50’'2Sa/79~09 V 30-306/79-0Q on 
790301-31 No noncomp I lanc e noted 

HEISHMAM. R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/04/30 2pp 


— 7906260553 IE Insp Repts 30-2B2/79-O9 S0-306/79-0S on 790301-31 No 

none amp 1 ianc e noted Major areas Inspected plant operations, 
radiation p rotec 1 1 on, ma i nt. secur i ty. insp of new fuel &• 
contingency planning 

FEIERABEND.C 0 . DANIEtS. F T . WARMlCK, R F Region 3. Chicago. 
Office of the Director 79/04/23 Spp 


7906020151 Responds to IE Bulletin 79-04 Velan valve weights were 
Incorrect but have been reanalyxed In compliance w/hulletln 
Mo mod required Tabulation of valve use end 
MACHTER. L J Northern States Power Co 79/05/01 4pp 


7906120121 Forwards IE Info Notice 79-11, "‘Uouior Reactor Vessel Head 
Insulation Support Problem *' No action required 

KEPPLER. J O Region 3, Chicago. Office of the Director 79/05/07 

tp 

79061 10106 Forwards IE Bulletin 79-10. ’'Requa 1 1 f i cation Training 
Program Statistics *' Mrltten response required 

VIEPPLER.J 0 Region 3. Chicago. Office of the Director 79/05/11 

tp 

7906190099 Forwards IE info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies *' 

KEPPLER, J 0 Region 3* Chicago, Office of the Director 79/05/11 
IP 

7906140171 SuppUmerts 790414 response to IF Oullelln 79-07 Bobmita 
addl info re computer codes for seismic analysis 
WACHTER*L j Northern States Power Co 79/0S/15 2pp 


7906270025 Forwards licensee responses to EE DuUetin 79-06A 
VARGA. S A Light Water Reactors BrancEi 4 79/05/17 Ip 

— 7906270029 Responds to IE Bulletin 79-06A. Re v iaion. I te revision of 
emergency procedures for coping u/translents & accidents 
MACHTER. L J Northern States Power Co 79/04/30 7pp 


7906080204 Forwards IE Circular 79-OSi '‘At temp tod Extortion - Lou 
Enriched U " 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/05/10 

If 

7906290752 Responds to IE Bulletin V9-06A. Revision 1 Change to Tech 
Specs issued 790501 to modify safety injection logic to two 
out of three low pressurtior pressure Mod of logic made 
790302 on Unit I 6 790308 on Unit 2 

WACHTER.L, J Northern States Power Co 7^/03/18 ip 

7906130109 Forwards IE Bulletin 79-1 Ir “Faulty Ovarcurrent Trip Device 
in Circuit Breakers for Eng 1 noered "Safety Sys " Licensee 
action required 

KEPPLER. JG Region 3. Chicago. Office of the Director 79/03/22 

Ip 

7906300131 Forwards lE Info Notice 79-13. "Indication of Lou Water 
Level In Oyster Creek Raactor. '* 

KEPPLERfJ G Region 3, Chicago. Office of the Director 79/05/29 

7906390649 Ack receipt of 790519 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-2Q3/79-OS &i 
50-306/79-07 

HEISHMAN. R F Region 3. Chicago, Reactor aperatlons Nuclear 

Support Branch 79/05/29 Ip 
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— 7906290A75 Raipandt to NRC 790425 Itr ro violations notod in IE Insp 
Rept 50-282779-^08 «c 50-20^>/79-07 Corrective actions detector 
testing begun 781108 U completed 781228 

WACHTER.L J Northern State* Power Co 79/03/18 2pP 


R Periddic operating reports tn related correspondence 


7906050324 Submits Hayi 1979 Environ Event Rept 79-04 re cooling tower 
□peratloni 

WAROiE C Northern States Power Co 79/06/01 ip 


790&140329 Forwards taonthly operating repts #or Hay 1979 
KAYEftiC O Northern States Power Co 79/06/ 1 t Ip 


—*•7906140234 Monthly operating rept for May 1979 

HUNSTAD. A A Northern States Power Co 79/06/01 4pp 


—7906140239 Monthly operating rept for May 1979 

HUNSTADi A A Northern States Power Co 79/06/01 4pp 


S Reportable occurrmces^ LERs related correspondence 


7906040338 LER 79-002 has been voided 

» Northern States Rawer Cq 79/06/01 Ip 


7906050316 Forwards t-EH 79-01 g/03L-0 

KAYEft/L D Northern States Power Co 79/06/01 Ip 


— 7906030317 LER 79-01 5/03L-0 on 790504 during power operat ion. nuc lear 
power range channel 2N43 failed low. due to loss of high 
voltage Caused failure of high voltage regulated 
source Model UPMD-X54W Power supply replaced 
KUhCSTAO.A A Northern States Power Co 79/06/01 Ip 


7906140369 Environ Event Rept 79-’C)4 In May 1979 plant circulating water 
sys in partial recycle mode had excessive average daily 
blowdown flow for £7 days Caused hy accommodation of cooling 
tower okalnt U proper cooling water temps 
NARD. E C Northern States Power Co 79/06/01 Ip 


7906120364 Forwards UER 79-016/03L-0 

MAYER.L 0 Northern States Power Co 79/06/07 tp 

!’ —7906120368 LER 79-016/03U-0 on 790309 during audit Of surveillance 

* program, found that reactor vessel injection isolation valve 

test SP 2159 had not been done Caused by failure to enter 
test on computer surveillance schedule 
HUNSTAO. A A Northern States Power Co 79/06/07 ip 


7906130339 RO 79-19 dynamic loading during post-LOCA flow before valve 
Closure was not included in original stress analysis of 
Henry Pratt conta ih^nent purge valves All purga valves 
admi ni 4 trat i va ly controlled to assure closure 
TIERNEV.FP Northern States Power Co 79/06/07 Ip 


' ODCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


0 Adjudicatory correspondence 


7906060140 Requests MRC reconsideration of show cause order mandating 
shutdown of p lant 

' W Maine Yankee Atomic Power Co 79/03/14 Ip 


mates NRC 790313 order requiring plant shutdown Util 
(» indicated necessary mods Subsequent 
util i’ 86W indicate mods completed 

>fFic« of Nuclear Reactor Regulation 79/05/24 6pp 


H General correspondence 


1 7906060173 Responds to Itr re Maine Yankee shutdown. Info partially 

withheld, name address of recipient <ref FCJIA Exemption 6) 

.j BRADFORDjP a Commission 79/03/29 ip 

'1 

i 7906060176 Responds to 790328 Ifcr re Maine Yankee shutdown Info 
partially ul thhe Id: name h address of recipient (ref FQIA 
Exemption 6) 

BRADFOROjP a Commi scion 79/04/02 Ip 


7906060179 Responds to 790331 Itr re deceptive statements made by 
utils Info partially wlthh eld^ name & address of recipient 
(ref FCJIA Exemption 6) 

HRADFORDfP A Commission 79/04/04 ip 


— 7906060183 Suggests NRC investigate utils' deceptive statements Info 
partially withheld name b address of author (ref FOIA 
Exemption 6) 

e Affiliation Unknown 79/03/31 Ip 


7906060252 Responds to Ikr re Maine Yankee shutdown Info partially 
withheld name tf address of recipient (ref FDIA Eiemptlon 6) 
BRADFORD. P A Comm i salon 79/04/10 ip 


7906060128 Responds to 790409 Itr re 790417 earthquake in ME Earthquake 
not reportable, based on current info 

EISENHUT, D 0 Division of Operating Reactors 79/04/30 2pp 


7906230047 Responds to 790313 Itr re shutdown of five nuclear power 
plants because of seismic concerns Seismic design was not in 
accord u/accepted engineering practice Failed piping could 
cauie LOCA Plant review is being expedited 

DENTON.hr Office of Nuclear Reactor Regulation 79/03/09 Ip 


>7906230030 Expresses concern re shutdown of five reactors far seismic 
reasons Action assures energy crisis Plant overhaul is more 
approprlete during refueling shutdown Benefits of nuclear 
power outweigh seismic risks 

SIMPSON, R E Affiliation Unknown 79/03/13 2pp 


7906210416 Responds to 790319 Itr re NRC 790313 orders to shut down 
five nuclear power plants NRC prefers to review situation in 
expedited 6 disciplined manner, to return plants to operation 
w/no threat to public health & safety 

DENTON. K R Office of Nuclear Reactor Regulation 79/05/16 2pp 


— 7906210424 Comments on NRC capricious b cavalier acts Requests 
immediate reversal of unwise decision to shut down five 
plants Suggests more rational approach to Improbable safety 
concerns in future 

MARCUS. 0 H Affiliation Unknown 79/03/19 2pp 


790627000B Responds to 790314 Itr re 790313 order shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake lones end 

DENTON.M R Office of Nuclear Reactor Regulation 79/03/17 3pp 


—7906270013 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Requests Investigation into actual 
probability of major seismic activity in region 
SMITH.B N Affiliation Unknown 79/03/14 Ip 


7906270020 Responds to 790331 Itr re 790313 order shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake lones end 

DENTON,H ft Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270029 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Requests investigation into actual 
probability of major seismic activity in this region 
HERRIMAN.C P Affiliation Unknown 79/03/31 2pp 


7906270035 Responds to 790403 Itr re 790313 orders shutting down five 
nuclear plants pending review of analysis techniques used in 
seismic design of safety-related piping Maps of northeastern 
US earthquake tones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/17 3pp 

— 7906270042 Comments on 790313 orders shutting dawn five northeastern US 
nudear power plants Actions poorly reasoned 
FULLER, M R Af fi 1 lat ion Unknown 79/04/03 3pp 

7906270053 Responds to 790321 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of saf ety-related piping Maps of 
northeastern U8 earthquake toneti end 

DENTON. H R Office of Nuclear Reactor Regulation, 79/05/17 3pp 


— 7906270056 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Economic coitsequances for Maine, as well 
as power shortages, override slim prospect of earthquakes 
Plants should be reopened 

SULLIVAN. J F Affiliation Unknown 79/03/21 ip 


7906270060 Responds to 790327 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techiques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake tones end 

DENTON.hr. Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270066 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants NRC should re-evaluate its antinuclear 
attitudes 

aUlMBY.U Affiliation Unknown 79/03/27. Ip 
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7706370069 Responds to 790323 Itr re 790313 orders shutting daun five 
nucLeer poweT plants pending review of analysis techniques 
used in seisisic design of saf ety^related piping Haps of 
northeastern US earthquake zones end 

tEHFOflfH R Office of Mudear Reactor Regulzitian 79/03/17 3pp 


— 7906270073 Comments on 790313 orders shutting doun five northeastern US 
nuclear power plants Plants should be reopened iotmed late l^> 
due to economic prospects of plant closings 
SAWDERS, J A Affiliation Unknown 79/03/33 Ip 


7906270076 Responds to 790322 Itr to President re 790313 orders 
shutting down five nuclear power plants pending revieta of 
analysis techniques used in seismic design of safety-related 
piping Maps of northeastern US earthquake zones end 
OEUTOMiH R Office of Nuclear Reactor Regulation 79/03/17 3pp 


7906270090 Responds to 790320 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
ncrtheastern l!S earthquake zones enc I 

DENTOWiH R Office of Nucloar Reactor Roguiatton 79/05/17 3pp 


--79O627OO02 Comments on 790313 orders shutting down five northeastern ifS 
nuclear power plants Chance of earthquake is too low bo risk 
econocnlc upheaval caused by dosing of plants 
LCkia. P F Affiliation Unknown 79/03/20 Ip 


7906270097 Responds to 790315 Itr re 790313 orders shutting down five 
nuclear power plants pending reaview of analysis techniques 
used In seismic desing of safety-related piping Maps of 
noTtheastern US earthquake zones end 

DEHtOH.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


►7906270091 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was extremely ill-conceived 
rjCCQNA&LE« U F Affiliation Unknown 79/03/15 ip 


7906270095 Responds to 790317 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in fcisnic design of saf ety-related piping Maps of 
northeastern US earthquake zones end 

DEItTONi-H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


—7906270099 Comments on 790313 orders shutting down five nor theas torn ua 
nucliar power plants Decision was extremely ill-conceived 
l«RPLE,H U Affiliation Unknown 79/03/17 Ip 


7906270109 Responds to 790314 Itr re 790313 orders shutting down five 
nvdear power plants pending review of analysis techniques 
u^std in seismic deslngn of safety-related piping Haps of 
rvCTthcas tern US earthquake zones end 

DEHroH.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270114 Comments on 790313 orders shutting down five northeastern Us 
nuclear power plants Decision was economically 
i I l-canc« i ved 

WOODMAN* H P Affiliation Unknown 79/03/14 ip 


79062701 J9 Responds to 790322 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used In seismic desing of safety-related piping Maps of 
n«T IheasteTTi US earthquake tones encl 

3EmON.H R Office of Nuclear Reactor Regulation 79/03/17 3pp. 


—7906270122 Comments on 790313 orders shutting down five northeastern U0 
nuclear power plants Decision was economically 1 t 1-conce i ved 
& represerits flagrant federal govt ovtrprotect ion through 
regulatory process 

BEANE* V.E Affiliation Unknown 79/03/22. Ip 


7906270124 Responds to 790324 Itr re 790313 orders shutting rfown five 
nuclear power plants pending review of analysis techniques 
used In seismic design of safety-related piping Haps of 
noTtheastern U8 earthquake zones end. 

IKEHTCN.H R. Of f i ce of Nuclear Reactor Regulation 79/05/17. 3pp, 


— 7906270127 Comments on 790313 orders shutting down five northeastern U9 
nuclear power plants Decision was economically 
1 ll-CQiicei ved> 

RICHARDSilf J Affiliation Unknown 79/03/20, tp 


7906270132 Responds to 790317 Itr re 790313 orders shutting down five 
nudear power plants pending review of analysis techniques 
used in seismic design of saf ety-related piping. Haps of 
Aorthsastern US earthquake zones end 

DENTQNrH.R Office of Nuclear Reactor Regulation 79/03/17 3pp, 


—7906270135 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was poorly timed 6 
economically i I l-conc ei vad 

RDVLavRlS. 0 e Affiliation Unknown 79/03/17 Ip 


7906270143 Responds to 790313 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used In seismic design of safety-related piping Maps of 
northeastern US earthquake tones enc i 

OENTOMi H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270146 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Declsldn was economically 
i 1 1-cuncoLved Requests date of last recorded earthquakes 
COFFINjWS Affiliation Unknown /9/03/13 ip 


7906270131 Responds to 790322 Itr re 790313 orders shotting down five 
nuclear power plants pending review of analysis techniques 
used In seismic design of safety-related piping Maps of 
northeastern US earthquake zones encl 

DENtaW.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270155 Comments on 790313 orders shutting down five nor theaster’^ US 
nuclear power plants Daclsion was i 1 1 -cone a i ved > c d ns i d er i n g 
current energy crisis 

K11ETZSCHHAR*U Affiliation Unknown 79/03/22 Ip 


7906270263 Responds to 790323 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of saf ety-re lated piping Maps of 
northeastern US earthquake zones encl 

DENTQN.H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


— 7906270264 Comments on 790313 orders shutting doun Five northeastern U3 
nuclear power plants Decision was econotnlca 11 y 
i 1 1-c anceived 

DEHEULLE.e H Affiliation Unknown 79/03/23 4pp 


7906270263 Responds to 790315 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern UE earthquake zones and 

DENTONrH R Office of Nuclear Reactor Regulation 79/03/17 3pp 


’7906270266 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was overpr otect ive act 
KATZENSTEIN* R U Affiliation Unknown 79/03/15 3pp 


7906270267 Rospoatfs to 790325 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern U3 earthquake zones end 

DENTON*!! R Office of Nuclear Reactor Regulation 77/05/17 3p p 


— 7906270260 Comments on 790313 orders shotting down five northeastern US 
nuclear power plants Decision was economically 
1 1 l-c onceived 

ELLIB,R C, Affiliation Unknown 79/03/23 Ip 


7906210433 Responds to 
five nuclear power 
expedited fr disc^ 
operation w/no 
DENrr * “ 


Cause wuurt 

DENTON* H R, Office of Nuclear Reactor Regulation 79/05/24 Ip 


I 

P Operating license stege documents (* correspondence 


7906010279 FOIA request for all records h communications re shutdown of 
five nuclear plants 

CA88AN*V. J Power Authority State of New York, 79/03/16 2pp 

79€613CH)26 Delineatei criterion to develop plant-specific Info 
packages on site visits 

RUSSELL, W T, Office of Nuclear Reactor Regulation 79/04/11. 2pp 
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7906160052 NotiFUation of 790501 tn^etinj w/utti iJi Bfithe«da,m to 
ducuaa studies done in support of SHOCW-1 cofnputef code 
app I tceti on 

NELSQti.C C Operating Reactors Branch A iPra 790&23) 79/04/30 

ip 


7903250210 SumBnary of 790423 meeting w/C^E re natural circulation 
capahiliti^ for C-E plants 

THADANIiA C Reactor Systems Branch 79/05/02 43pp 


7905230087 Paruards luirmary of 790501 neetihg ui/C-E re natural 
circulation co-ndittons in C-E operating reactors 
THADANI,A C Reactor Systems Branch 79/03/09 tp 


7906230101 Forcjard* discussion of tonBor\;'ati5ms in plant seismic 
des 1 gni es t ima te of manpauer & cost for seismic reanalysis. 
proposed order terminating shutdown t safety evaluation 
Show cause order satisfied Continued shutdown not required 
DENTON. H R Office of Nuclear Reactor Reguiation 79/05/16 27pp 


7906250091 Forward* memos discussing B HcDepmott concerns re shutdown 
of BtiN plants 

ROSSi D F Division of Project Management 79/05/17 Ip 


“-7906290101 Raq^uests assessment of safety of continued operation of Bt.U 
reactor based on performance of relief 6 safety valves* 
perf OTiffiance of HP I pumpsj. r e 1 lab 1 1 i ty of auxiliary feedwater 
core cooling in natural circulation 
RDSSrD Division of Project Management 79/05/03 2pp 


—7906250106 Discusses safety assessment nf BtU plants* in response to 
790900 memo B6U plants should be shut down until reanaiyels 
has been completed re core cooling in natural c irculat ion* 
small break CQCAs 6 ECCS 

MCDERMOTT. R J Quality Assurance Branch 79/05/14 7pp 


— 7906290112 Discusses B McDermott 790514 memo re safety of B6W plants 
Disagrees w/B McDermott position favoring shutdown 
HAASSfW P Quality Assurance Branch 79/09/15 2pp 


““7906290114 Discusses S McDermott 790514 memo re safety of B&M plants 
Disagrees tu/D McDermott position favoring sliutdouin 
SMOVHOLT.D J Assistant Director for Quality Assurance 6 

Operations 79/05/15 2pp 


7906010273 Denies hOlA request for Olbban 790314 fx Thompson 790315 
memos to Commiss loner Bradford* which contain MRC opinions b 
recommendations re five sh.utdown plants Info withhold 
iref FQIA Exemption 5) 

FELTON. J M Division of Rules and Records 79/05/21 4pp 


79'06060{>74 Comments on PSAR Requests description of seismic analysis 6 
(fesign procedures for Glass II structures* compononts* ^ 
equipment Requests further explanation (i ou earthquake 
effects combine u/stress of operating 6 accident loads 
NENMARKi N M rJ H Mewmark Consulting Engineering Services 
68/03/20 7pp 


7906250133 Responds to 790319 Itr re shutdown of facility Decision 
about possible resumption of operations will be mbde 
following NRG consultation (* concurrence 

DENTON* H R Office of Nuclear Reactor Regulation 79/D9/21 4pp 


“-79062S013S Urges NRG ta cancel order to shut down facility 
DURR.R P Affl nation l/nknawn 79/03/17 Ip 


7906050322 Requests postponomont of 790601 meeting w/NRC to discuss 
program for reanalysls of seismic Category I piping sgs 
using current piping analysis pr ogramj pend Ing completion of 
ongoing SHOCK-O/NUPIPE-QW compart son analysis 
QROCE. ft H Maine Yankee Atomic Power Co 79/03/39 Ip 


7906110290 Forwards nonpropr i etar y proprietary versions of 

"Description S* Listing of C-E SHAKE Computer Coda " 
proprietary version withheld (ref 10CFR2 79D) /Affidavit 
end 

SCHERER. A E C“E Power Systems. 79/06/04 9pp 


— 7906110293 Nonproprtetary version of "Description tt Listing of C-E 
SHAKE Code '» 

s C“E Power Systems 79/06/30 Spp 


7906130010 Forwards details of steam gsherator feed ring. full load 
trip* to date, steam generator level traces $*■ Info re 
feedwater regulating valve cloiurc tlmn* Overslied drawing 
■ nc I 

FRIZZLE. C 0 Maine Yankee Atomic Power Co. 79/06/06 6pp. 


7906150163 Submits summary of evaluation of design change which will 
isolate component cooltng to reactor coolant pumps on 
containment spray actuation signal Proposes to implement 
change during next refueling outage 

GROCE. R H Maine Yankee Atomic Power Co 79/06/00 4pp 


7906230196 Submits addl info re steam generator feedwater piping. in 
response to 790535 request Oversiied drawing in Central 
Files only Addl Info will be forwarded 

GROCE. R H Maine Yankee Atomic Power Co 79/06/10 ip 


D Inspection reports. t£ Bulletins & correspondence 


7906110048 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl " No written response required 

GRIER. B H Region 1. Ph 1 ladelph la. Office of the Director 
79/04/23 Ip 


7906140100 Ack receipt of 781219 itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-309/73-20 
HARTIW.H G Region I. Philadelphia. Safeguards Branch 79/04/24 

3pp 


"“7906t40l8S Forwards IE Insp Rep t 5D-3O9/70-20 on 781016-20 Notice 
of violation withhold (ref 10CFR2 7901 

MARTIN. H 0 Region 1. Phi ladolph ia. Safeguards Branch 

78/11/24 2pp 


—7906140193 IE Insp Rept 30-309/78-20 on 701016-20 Noncompliance 
noted inadequate searches of personnel Details withheld 
(ref I0CFR2 790) 

SHEPHERD.R E Region 1. Ph t ladelph ia. Office of the Director 
DEVLIN. J W Region 1. Ph i lad elphia* Safoguards Branch 

78/tl/l4 Ip 


7906130119 Responds to IE Bulletin 79-04. "Incorrect Weights for Suing 
Check Valves Mfg by Velan Engineering Curp " Five 
subj valves are in use Effects of corrected weights are 
being evaluated 

OROCE. R H Maine Yankee Atomic Power Co 79/05/02 2pp 


7906180141 Forwards summary of 790306 mgt meeting Info presented during 
meeting resulted In withdrawal of Item D of 781332 notice of 
vialat ien 

8MITH.0 H Region l> Philadelphia. Fuel Facility ^ Materials 

Safety Branch 79/03/02 2pp 


— 7906160171 Summary of 790306 mgt meeting w/utll in King of Prussia. PA 
re computerlted personnel dosimetry record sys 4. withdrawal 
of apparent item of noncompliance 

SMITH.C H Region 1. Ph 1 1 ade Iph la, Fool Facility & Materials 

Safety Branch 79/05/03 2pp 


7906120363 Forwards supplemental info re IE Bulletin 79-0601 "Review of 
Operational Errors & Sys Misalignments Identified During TMI 
Incident '^Describes justification for delay in addressing 
bulletin 

JOHNSON. U P Maine Yankee Atomic Power Co 79/03/04 8pp. 


7906130171 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
GRIER* D H Region t. Ph i ladelph ia* Office of the Director 
79/05/07 Spp 


7906270032 Requests review op enc 1 C“E 790420 response to IE Bulletin 
79-060 re TMI-reUted matters 

RDSd. D F Division of Project Management 79/03/03 27pp 


7906120232 Ack receipt of 790420 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30“309/79“02. 

BRUNNER.E J Region 1. Philadelphia* Reactor Operation* Nuclear 
Support Branch 79/09/09 Ip 


—7906130341 Responds to NRC 790329 Itr re violations noted in IE Insp 
Rept 90“309/79-02, Correc tlve actions review of 
administrative proceduras currently under way 
MOODY, 0 E Maine Yankee Atonic Power Co 79/04/20 Spp. 


—7906120244 Forwards IE Insp Rept 50-309 /79“02 on 790306-09 8» notice of 
violation 

BRUNNER. E. J Region 1. Ph i ladelph ia. Reactor Operations Nuclear 

Support Branch 79/03/39 Spp 


—7906120248 Notice of violation from insp on 790306-09, 

« Region 1. Ph 1 ladelp hla, Office of th« Director 79/03/27. 

2pp 
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— 7‘?0it20a3l IE Insp Rspt 30-309/79-02 Noncomp 1 ia nc e failure to 

adhere to adfnini s-trat i ve controls 

BAlWACKi W H Regidn li Philadelphia. Office of the Director 

KiSTERp H B Region 1. Ph i 1 ad e 1 p h la < Reactor aporatian& Nuclear 

Support Branch 79/03/27 6pp 


7?0&110137 For^j/ard's IE Bulletin 79-10. “Reau^l if ^ cat ion Training 
Program Stat 1 &tic s *’ Uritten response required 
C=R3£RrQ M Region 1. Philadelphia. Office of the Director 

79/03/11 ip 


79062£>0121 Porinards IE tnfo Notice 79-12. ''Attemp ted Damage to Neui Fuel 
AsseabliBs “ 

GR]Efl»B H Region 1. Philadelphia. Office of the Director 
79/05/11 Ip 


vl Insurance V indemnitg information 


790iiaoail Forwards End oreenents 27,23 tf 29 to MAELU Policy HF-90 
CORREApC Marsh ?c McLenon. M M Nuclear Consultants. Inc Dlv 
79/06/04 4pp 


P Operating license stage documents correspondence 


790-6060270 Forwards requested info re main feedwater eve n t s < pressu T 1 1 er 
heaters tif steam generator schematic diagram 
LIBRIZZI.F.P Public Ser' ce Electric h Gas Co of Heu Jersey 
79/05/23 6pp 


Q Inspection reports. IF Bulletins ^ correspondence 


T906-270103 Submits addl response to IE Bulletin 79-0&B Mod to Tech 
Epees unnecessary 

mOBY.D E Maine Yankfle Atomic Powor Co 79/05/14 Ip 


7906080080 Forwards IE Circular 79-00, "Attempted Extortion Low 
Enriched U '' 

O^FtlEP.B U Region ir Philadelphia, Office of the Director 
79/05/lB Ip 


T7060L0184 Bubmlts rept ve error in setpoints used irv steam generator 
Iqu pressure trip bistables No impact on limiting transient 
analgied In safety analysis Detailed review of effect to be 
foruarded within two weeks 

WQQD.E C Maine Yankee Atomic Power Co 79/03/23 Ip 


P Periodic oparating reports ^ related correspondence 


7906010040 Forwards lE Insp Rept 50-311/79-15 on 790223 ifn 
noncompLiance noted 

HARTIN.M C Region 1. Philadelphia, Office of the Director 
79/03/30 2pp 


— 7906010041 IE Insp Rept 50-311/79-lS on 790223 No noncomp Uance noted 
Major areas inspected praopera t tonal fuel receipt tr storage 
practices, proc edures 6 records 

SMITH.O C , JOYNER, J H Region 1. Philadelphia. Saf&guards 

Branch 79/03/2D 3pp 


7906140632 Forwards IE Insp Rept 30-311/79-19 on 790007-OG Wp 
noncooip I lance noted 

CARLSON, R T Region 1. Philadelphia. Reactor Cons ti uc tr ion 6 

Engineering Support Branch 79/0'd/06 2pp 


7906190306 Forwards monthly operating rept for Hay 1979 
MOODY. D E l^aine Yankee Atomic Power Co 79/06/12 Ip 

--7906190300 Monthly operating rept for Hay 1979 

SJOGREN, R M Maine Yankee Atomic Power Co 79/06/12 9pp 

S Rtportahle occurrences, LERs fj related correspondence 


— 7906140635 IE Insp Rept 50-311/79-19 on 7903O7-0B No n d n c omp I lanc o 
noted Major areas inspected licensee action on previous 
const insp findings 

TOTH. A D , MCGAUOHY, R W Region I, Philadelphia, Roactor 

Construction O' Engineering Support Branch 79/04/05 Dpp 


7906180413 Forwards IE Info Notice 79-10, "Noncamforml ng Ripe Support 
Struts " No written response necessary 

GRIER, D M Region 1, Philadel ph ia > Office of the Director 
79/04/16 Ip 


790A0102S6 Forwards LER 79-010/03X-1 

WOOD.E C Maine Yankee Atomic Power Co 79/03/23 Ip 


—7906010259 LER 79-010/03<(-t on 790315 corrects statement coniained in 
LER 79-01 0/03L-0 Contrary to statement, re lease did occur 6 
uas reported in LERs 79-00S/03L-0 79 -009/037-0 

AilDEnSONiP L Maine Yankee Atomic Power Co 79/05/20 2pp 


7906120411 Forwards LER 79-01 3/03L-0 

IfOQO.E C Maine Yankee Atomic Power Co 79/06/05 Ip 


—7906120416 LER 79-013/03L-0 on 790526 reactor protecction ays channel D 
]ou flow trip bistabale actuated at 24'4 out of spec in 
rontonserva t i ve direction Caused by dafactive bistable^ Spare 
unit installed 6 caltbr 

AllDERSON, P L Maine Yankee Atomic Power Co 79/06/05 Ip 


7906120322 Forwards LER 79-012/01T-0 

MOOD. E C Maine Yankee Atomic Power Co 79/06/06 ip 


—7906120323 LER 79-012/01T-0 on 7905S4 reactor protection ays low 
pressure trip bistables in error set at 415 psig Caused by 
tacgrrectly transposing data transmitter calibr sheets to 
protsdure Calibr sheets ^ procedures bsing revised 
* Maine Yankee Atomic Power Co 79/06/06 8pp 


DOCKET 30-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 
A Appllcation/construct ion stage documents 4* correspondence 


7906110056 Trip rapt of 790226-20 visit to plant to conduct onsite 
review of qualifications methods 6 procedures for Seismic 
Category l mechanical camponents, elec trlcal instrumentation, 
control equipment I, supporting structures 

CHEH.P Y. Mochanical Engineorlng Branch 79/04/25 lOpp 


7906140228 Notification of 790509 meeting w/util In Bethesda.MD to 
■discus* qualification program 

OROMERlCKiA Light Water Reactors Branch 3 79/05/04. 3pp 


7906060247 Notifies of completion of const pre-occ wpat I ana 1 testing 

Requests issuance of OL in order to proceed ui/initlal fuel 
loading tc startup, 

SKITH,R, I Public Bervlce Electric Gas Go of New Jersey 
79/05/30 ip. 


7906250476 Forwards IE Insp Rept SO-311/77-10 on 79031G-16 ^ 20 No 
noncomp 1 ianc e noted 

BRUNNER, E J Region I, Philadelphia, Reactor Operations Nuclear 

Support Drench 79/04/16 2pp 


— 7906250470 IE Insp Rept 50-311/79-18 on 790313-16 ^ 28 No 
noncompliance noted Major areas inspected prsopev a 1 1 on nl 
test program, tost pracedure review^ ver i f icatlon , t q« t 
results evaluattan ^ startup test program 
BETTENHAOSEN. L . FASANH.A N • GAPHTON. D L Region 1. 

Philadelphia. Reactor Operations Nuclear Support Branch 79/04/13 

12pp 


7906260491 Forwards IE Insp Rept 50-311/79-21 on 790316,23-23 No 
none ontp 1 lance noted 

BRUNNER. E J Region 1, Philadelphia, Reactor Oper-ntions Nuclear 

Support Branch 79/04/20 2pp 


—7906260499 IE Insp Rapt 50-31 1//9-21 on 790316.22-23 No iioncnmp 1 1 aeic n 
noted Major areas inspected containment £« radiatian process 
monitors 2R11,2R18A t< 2R12D tn startup test program, 
including test procedure review b- veriftcatlun 
CAPHTON. DL. PAOLINA.R , BETTENHAUaEM. L Region I, 

Phi ladelph ia. Reactor Operations Nuclear Support Branch 79/04/19 

app 


7906U0037 Forwards IE Dulletin 79-050. "Nuclear Incident at 
TMl-Buppl ” No written response required 

ORIERiB H Region 1. Philadelphia. Office of the Director 
79/04/23 Ip 


7906120081 Requests exteuiion until 790504 to respond to tE Bulletin 
79-07 

SCHNEIDERrF W. Public Service Electric Gas Co of Neu- Joraey 
79/04/24 Ip 


79060S0193 Responds to IE Bulletin 79-06A Special task f-urce 
established to coordinate review S' understanding of T1if'>2 
event Appropriate procedural revisions being prepared 
8upp lemental response will be made prior to 790S3L 
aCHMBIBERrF W Public Service Electric U Gas Co of Neui Jersey 
79/04/25 2app 


7906070389 Responds to IE Bulletin 79-04 re seismic Category 1 piping 
syt ui/3. 4 or 6-lnch diameter valves Weights for 6— inch 
valves have been correctedi await ing confirmation mp 3 
4-lnch uiaight* from Velan 

eCHNElDERiF U Public Service Electric & Gas Co. mp N«w Jerssu 
79/04/38 3pP 
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7'?06>t30l94 Forojards IE Info Notice 79-1 li ''Lowar Reactor Vessel Head 
In«Lilatlan Support Froblein No action required 
ORfCfirB H Reqion li Ph i ladel phia* Office af the Director 

79/0S/07 2pp 


7906040146 Ac k receipt of 790430 I tr claiming exemption from Claes III 
fee for proposed Tech Specs Amend 63 Submittal Is not 
exempt from fee since NRC revieiu effort is required 
MH-teR,W 0 License Fee ilanagement Branch 79/05/14 2pp 


7906260131 Forwards IE Info Notice 79-12 j "'Attempted Damage to New Fuel 
As$aenbLlas " 

<JRIER,B H Region 1, Pfi 1 ladelpMa. Office of the Director 

79/OS/lI ip 


7906270206 Responds to IE Bulletin 7a-33B, "Atgp i cal Meld Matl in 
Reactor Presaure Vessel Walds " Requeati eitension of 
response due date to 791031 

SCHNEiDERiF M Public Service Electric V Gas Co of Neu Jerseq 
79/05/14 ip 


7906200394 Forwards supplemental response to £E Bulletin 79-01 6 
79-OiA List of qualification documentation & other data 
enc 1 Sa f lated solenoid valves used in containments 

have been replaced 

SCHNEIDERiF W Public Bervice Electric fr Oas Co of Neu Jerseij 
79/06/15 4pp 


R Periodic operating reports 6 related correspondence 


7906120330 Submits post-TMl training quii for facility personnel 
* Sacramento Municipal Utilit)^ District 79/03/32 2pp 


7706120315 Confirms 790523 teUon re past turbine ?* feedwater 
initiating events Installation of direct reactor trip on 
turbine would result in decrease of 5-s before expected high 
pressure trip 

RODRIGUEZ* R J Sacramento Municipal Utility District 79/05/24 
2pp 


7906190333 Forwards summary of 790323 turbine t* feedwater initiating 
events Installation of direct reactor trip on trip will 
result in decrease of five plus seconds before normally 
expected high pressure trip 

RODRlOUEZiR J Sacramento Municipal Utility District 79/05/24 

app 


7906010275 Forwards 44000 amend fee under protest 

BOSSENMAIER* W S Bacramanto- Municipal Utility District 79/03/23 

app 


7906260417 Forwards wastewater treatment rcpt far May 1979 
MiOtIRAfH C Public Service Electric 4> Gas Co of Hew Jersey 
79/06/07 3pp 


7906260410 Forwards operating rept for industrial waste treatment plant 
for Mayi 1979 

MIDURA.H J Public Service Electric & Gas Co of Hew Jersey 
79/06/1 a app 


7906260349 Forwards discharge monitoring repts for May 1979 
HiDURArH J Public Service Electric & Cas Cn of Hew Jersey 
79/06/19 I5pp 


7906060207 Buhmits add! status of actions info as required by 
Comieisslon Order No 7590-01 Auxiliary feedwater flow values 
are uithin acceptable limits Reactor trip on loss of main 
feedwater or turbine trip is functional 

MATT1M0E*J J Sacramento Municipal Utility District 79/05/29 Jp 


7906060279 Confirms 790507 rept* "Evaluation of Transient Behavior 
Small Reactor Coolant Sys Breaks In 177-Fuel Assembly 
Planti " was based on actual parametors Submits table 
comparing parameters used in analysis 

MATTIMOE. J J Sacramento Municipal Utility District 79/05/30 
3pp 


8 Reportable occurrencesr LERs 6 related correspondence 


7906070268 Confirms 790601 verbal rept to E Brunner * advis ing of 
potential RQ Linear cracking observed on pump impeller Spare 
Impeller uas tested ti also showed cracks Impellers being 
sent to vendor for testing 

MlDURAi-H J Public Service Electric 6 Gas Co of New Jersey 
79/06/01 Ip 


DOCKET 30-312 RANOHD SECO NUCLEAR OENERATINO STATION 


D Ad^ird ice to rij correspondence 


Z9G6050195 itemizes structural changes for shutdown condition until all 
changes are made Lang'^term mods to be implemented as soon as 
pass ib 1 e 

CHILK# S J. Office of the Secretary of the Coinmlsslon 79/05/07 

0pp, 


'9C6290332 Requests formal hearings re shutdowrii nod reopening of 
fad li ty 

CHRI8T0FHERS0M. REI3S. J Friends of the Earth 79/05/13 I4pp 


I Oeneral correspondence 


906260073 Petitions for formal hearings re plant shutdowriimod & 
reopening 

VANDERVELDEN. M . REISSrJ i CHRISTOPNERSaN Friends of the Earth 
79/05/15 I3pp 


906290054 Responds to 790411 Itr on reactor safetyi clarifying 
concerns r« Davis-Dasse shutdown & geologic faults near 
Olmli la Canyon 

EI8ENHUT. D O Division of Operating Reactors 79/03/32 2pp 


Insurance indemnity Information 


79061S0246 Forwards info In response to 790523 telcon Auxiliary 
feedwater sys flow will be Initiated automatical ly in case 
of feedwater loss Flow provided fay one auxiliary feedwater 
pump is sufficient to maintain plant in safe condition 
TAYLOR, JH Babcock ^Milcoi Co 79/03/30 3pp 


79Cfa 120268 provides auxiliary feedwater test specs to verify design 
flow rate to each steam generator at design bach pressure 
t( to verify ability to establish flow rate w/both auxiliary 
feedwater valves electrically failed 

QUOREiR P Sacramento Municipal Utility District 79/03/30 ip 


7906120326 Describes design change to provide control-gTade trip of 
reactor on generator/turb ino trip ^/or loss of main 
feedwater 

QUBRE/R F Sacramento Municipal Utility District 79/05/30 Spp 


7906I2027S Responds to S Israel 790601 Itr Forwards graphs re diesel 
generator loads during May f?74 safety features test 
RODRIQUEZ, R J Sacramento Municipal Utility District 79/06/06 
Spp 


7906190441 Notifies that submission of revised radiological effluent 
Tech Specs is delayed until 790713 

MATTIMOE, J J Sacramento Municipal Utility District 79/06/06 Ip 


7906320343 Forwards info requested on 790525 re feedwater piping 
Diagram of steam generator sys, feedwater line diagram 6 
isometric drawings end Weldings of feedwater piping done 
s^/gas tungsten arc U shielded metal-arc processes, 

IfATTiMOE, J J Sacramento Municipal Utility District 79/06/15 
lOpp, 


Q Inspection reports, IE Bulletins correspondence 


706070144 For^eards Endorsements 31-34 L 37 to ItAELU Policy MF-75 4^ 
Endor’iements 30-40 to MAELU Policy NF-ai2 

MATTIftOE* J- U Sacramento Municipal Utility District 79/05/29. 
9pp 


7906260526 Forwards IE Insp Rept 5O-3i2/70-2O on 701116,20-30 t' 1206,15 
6 18 No noncompliance noted 

CREW0, J L Region 5, San Francisco, Reactor Operations Nuclear 

Support Branch 78/12/29 Spp 


Operating license stage documents U corfospanifence 


P06160049 Notification of 790504 meeting w/utll in Bethe«da,l1D to 
dltcuee plant mod required bg NRC order resulting from TMl-a 
avent, 

OAfl>NEfl,E, Operating Reactors Branch 4 <Pre 790625} 79/03/03 

Ip 


I 

—7906260347 IE Insp Rept 50-312/70-20 on 701116.20-30 L 1206,15 & 10 No | 

noncompl iance noted Major areas inspected refueling j 

activities, iiialnt* pipe support U restraint sys, followup on j 

previous insp findings 6 plant operations I 

jaHNBONi A> D , HILLER, L F, Region 5, Ban Franc iscor Office of the ■ 

Director FAULK EN HER R Y, B Region 3, 8an Franc Isco, Reactor ! 

Operations Nuclear Support Branch 70/12/27 6pp. | 
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79C6290263 8&W site Inspector daily ropt on 79Q407 Plant statiis reactor 
eprratlng at full power u/no known problotns hajor student 
deaionitrat ion erp.0Cted 790403 

C/^TER.H * CARLSON. J Region S. San Francisco. Office of the 
Director 79/04/07 2pp 


79D&S90184 BicM site Inspector daily rept on 790408 Plant status reactor 
Cperating at full power uj/no known problems Antinuclear 
d inenstrat ion expected on 790400 

»IOHNSDN. P . HORN. A Region 3. San Francisco. Office of the 
Director 79/04/03 2pp ■■ 


7906990071 BtM site inspector daily rept on 790409 Plant status reactor 
at -full power w/no knoun problems 

JOHNSON. P t KQRMi A Region 3. San Francisco. Office of the 
Director 79/04/09 2pp 


7906990510 BtiW Site inspector daily rept on 790410 Plant status reactor 
at 75X power iti/ona coolant pump shut down due to seal 
Ltalage Leakage constant at 2 1 gallons per minute 
KC HENRY. T J ■ OUICK Region 2. Atlanta. Office of the Director 
79/04/10 2pp 


— 7906290343 site inspector daily rept on 790410 Plant status reactor 

operating normally at full power honthiy surveillance of 
diesel generator B completed 

HlLLERrt . HORN. A Region S. San Francisco. Office of the 
Director 79/04/10 2pp 


7906&10250 Forwards IE Insp Rept 50-312/79-06 on 790320-33 r, 29 No 
noncompUance noted 

BOOK.KE Region 5. San Francisco. Fuel Facility %t Materials 

Safety Branch 79/04/12 2pp 


— 7906010234 IE Insp Rept 50-312/79-06 on 790320-23 It 29 No itoncoinp I tanc e 
noted Major areas Inspected licensee action on previous 
findings, rad loactive waste sys.QC of analytical measurements 
V independent insp effort 

THOHAfi. R 0 , BOOK. H E Region 5. San Francisco. Office of the 
Director 79/04/12 Qpp 


7906290133 B6if site inspector dally rept on 790413 Plant status reactor 
at full power w/no known problems Verified accuracy of 
containment isolation valve lineup procedures w/P^lD 
•JQtMSONi A . MILLER. L Region 5. San Francisco. Office of the 
Director 79/04/13 Ip 


7906290445 B6VJ site Inspector daily rept on 790414 Plant status reactor 
operating at full power ui/no known problems No major 
aalnt or sorveilUnca scheduled 

s.(OHNSONi A I MILLER. L Region 5. San Francisco. Office of the 
Director 79/04/14 2pp 


7906290409 Bi-W site inspector daily rept on 790415 Plant status reactor 
operating at full power u/no known problems No significant 
aaint scheduled 

JOHHSGN.A j KILLERrL Region 5, San Francisco. Office of the 
Director 79/04/15 2pp 


7906290134 Responds to IE Bulletin 79-05A Forwards info re review of 
operating procedures 

HAITIMOEi J J Sacramento Municipal Utility District 79/04/16 
7pp 


7906290967 site inspector dally rept on 790412 Plant status reactor 
st full power u/no known problems.no major maint planned & 
he engineering safety features out of sve 

JOHNSON. A J MILLER. L Region 5. 8an Francisco* Office of the 
Director 77/04/12 2pp 


7904290630 B&W site inspector daily rept on 790417. Plant sta tus. reactor 
at full power w/no significant malnt or surveillance 
ichedul ad 

vVHNGON.A I JOHNSON. P Region 5. San Francisco. Office of the 
Director 79/04/17 Spp 


7906020083 Responds to IE Bulletin 79-058 re setpoint changes in 
rsecter protection syt 

MATTlNOErJ 0, Sacramento Municipal Utility District. 79/04/S2 tp 


’7906020090 Comments on IE Bulletin 79-09 Discusses operator control 
vt automatic actions of engineered safety features 
NATTIMOE. -J, V. Sacramento Municipal Utility District 79/04/13 
Cpp 


— 7906020092 Submits partial response to IE Bulletins 79-05 79-05A re 

rivtew of TMI accident chronology to preclude similar 
Tieurronces, 

MATTIMOE. vf J. Sacramento Municipal Utility District 79/04/11 
7pp 


7906140190 Forwards IE Insp Rept 30-312/79-04 on 790226-030? No 
noncompLlanc e noted 

GREInfS.J L Region 5. San Francisco, Reactor Operations Nuclear 

Support Branch 79/04/25 2pp 


7906140205 IE Insp Rapt 50-312/79-04 on 790226-0302 No noncomp 1 ianca 
noted Major areas inspected surveillance tost program 

SHAFER. W D , JOHNSON. A D . WITT.K Region 5. San Francisco. Office 
of the Director 79/04/24 Spp 


7906290471 B6M site Inspector daily rept on 790420 Plant status reactor 
operating at full power w/no known problems All engineering 
safety features operational Next outage scheduled 790512 
JOHNSON. P . MORRILL. P Region 5. San Francisco. Office of the 

Director 79/04/20 2pp 


7906290132 Responds to IE Bulletin 79-030 Forwards infe re proceduros 
L methods far maintaining natural circulation 

MATTlMaE.J J Sacramento Municipal Utility District 79/05/02 
4pp 


7906120053 Forwards IE Info Notice 79-11. ''Lower Reactor Vessel He^d 
Insulation Support Problem No action required 

ENGELKEN) R H Region S. San Francisco. Office of the Director 

79/05/07 Ip 


7906260531 Forwards IE Insp Rept 30-312/79-07 on 790331-0504 No 
none amp 1 iance noted 

CREUB. J L Region 3. "Ban Francisco. Reactor Operations Nuclwar 

Support Branch 79/05/09 2pp 


—7906260543 IE Insp Rept 50-312/79-07 on 790331-0504 No none omp I I anc c 
noted Major areas inspected plant operations L IE btilLetins 
ra TMI-2 incident 

JOHNSON. A . JOHNSON, P . FAULKENOEftRY* B Region 5. San 

Franclscoi Reactor Operations Nuclear Support Branch 79/05/OB 
7pp 


7906160494 Forwards IE Info Notice 79-12* "Attempted Damage to New Fuel 
Assemblies " No written response necessary 

ENGELKEN. R H Region 5. San Francisco. Office of the Director 
79/05/ 10 Ip 


79-06110077 Forwards IE Bulletin 79-10. "Requal i f Ication Training 
Program Statistics " tliitten response required 

ENGELKEN.R H Region 9. San Francisco. Office of the Directdr 
79/05/11 ip 


7906080344 Forwards IE Circular 79-08. "Attompted E*torttcjn - Low 
Enrichod U " 

ENGEtK.EN*R H Region S, 8an Francisco. Office of the Director 
79/05/18 Ip 


7906270120 Requests info re manual trip on low pressurizer level 
stated In Item 4r of IE Bulletin 79-05D 

WILLlAMStF J Division of Project Management 79/09/18 3pp 


7906130053 Forwards IE Bulletin 79-11, "Faulty Overcurront Trip Dovlco 
in Circuit Breakers for Engineered Safety 8gs " Licensee 
action required 

ENGELKEN* R H Region 9, San Francisco, Office of the Director 
79/09/22 Ip 


7906200058 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor " 

ENGELKEN < R H Region 5, San Francisco. Office of the Director 

79/05/29 Ip 


7906160375 Forwards IE Bulletin 79-12. "Short Period Bcram at BWR 
Facilities ** No written responso necessary 

ENGELKENrR H Region 5. San Francisco. Office of the Director. 
79/05/31 Ip 


H. Periodic operating reports 6 related correspondence 


7906190232 Forwards monthly operating rept for May 1979 

RQDRI-QUEZ.R J Sacramento Municipal Utility District 79/06/07. 
If 

— 7906190854 Monthly operating rept for May 1979, 

COLOMBO, R Hi Sacramento Municipal Utility District. 79/05/31 
5pp 


S Reportable occurrences. LERs it relatad correspondence 


79061S022B Forwards PN0-79-67AN 

ENGELKENiR H Region 5. San Francisco. Office of the Direcboi'. 
79/05/14 Ip 
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7906l»0a7S ForuariJ* P MO- 79-6740 

EN0£LKEN^ R H Rvgian 5r Qjn Francisco. Q^#ic« of the Director 

79/03/21. Ip. 


79061^03^7 Foruerds PMa-79-674P 

ENOELKEN^ R H Region 3. San Francisco. Office of the Director 

79/03/22, ip 


7906 IG 0370 Farmer <fs PWa-79”67AQ 

ENCELKEN 4 R H Region 3. San Francisco. Office of the Director 

79/03/30. ip 


7906ie0959 Forwards LER 79-O0S/O3L-0 

MATTIMOE. J J SacTamenta Municipal Utillt-# District 79/06/H Ip 


— 790f»t80S6l UER 79-005/03C-0 on 790S09 two inaccessible safstg sgs 
hgdraullc snubbers were inoperable Cause unknown One snubber 
rebuilt i« testad4otheT snubber refilled 

COLOMED.R VJ Sacramento Municipal Utllitg District 79/06/li 

ip 


7906190310 Forwards LER 79-001/041-0 

MATTIHOEdJ J Sacramento Municipal Ubllltg District 77/06/13 

2 pp 


— 7906190316 LER 79-001/041-0 on 790329 plant liquid effluent ph exceeded 
G 5 limit Probablg caused by errer hand associated u/ph 
alarm setpoint Inv^est 1 gation feasibility of reducing error 
band 

COLOKHOrR H eacramento Municipal Utility District 79/06/13 

Ip 


docket’ 30-313 AfiKAMBAS MUCLEAR ONE. UMIT I 


F, Bacurttij. medlcali emergency b fire protection plans 


7906270147 Responds to 790613 J tr re QA section of fire protection 
plan. Util has met guidelines of "Nuclear Plant Fire 
Protection Function Responilb 1 litles . Adml nl strative Controls 
St OA ** No changes planned 

TRiKBLEiD C Arkansas Power St Light Co 79/06/lB 2pp 


9 Adjudicatory correspondence 


7906120030 Orders licensee to maintain facility in shutdown condition 
until specified actions art satisfactorily completed 
Licensee nay request hearing u/respect to order within 30 
daydi Request may not stay effectiveness of order 
CHILKi 8 J, Office of the Secretary of the Commission 79/03/17 
7pp. 


7906230129 Orders prompt actions to be taken re design mods b changes 
in operating procedures Unit shall be shut down until 
factory completion of actions Long-term mods 
accomplished promptly 

3 J. Office of the Secretary of the Commission 79/03/17 


s shutdown of facility until satisfactory completion of 
t»d of operation procedures* evaluation of 
lures b personnel compliance u/approved 


7906220076 Summary of 790509 meeting u/utll in Bethssda.MD re 
confirmatory order to test manual switching Involved in 
starting amergency feedwater pump 

VJSSrNO.O 8 Operating Reactors Branch 4 (Pre 790623) 79/05/14. 

4pp 


7906110443 Notification of 770521 meeting w/util in Bethesda.MD to 
discuss current voltage analysis relating to loading 6 T -1 
for acceptab I ii ty w/Oeneral Design Criteria 17 

VI8SIN0.0 8 Operating Reactors Branch 4 (Pre 790623) 79/05/18 

ip 


7706040267 Submits info re feedwater h turbine trips resulting In 
reactor trips & emergency feedwater flow test following 
startup 

TRIMBLE. D C Arkansas Power L Light Co 79/03/23 2 pp 


7906290292 Forwards Amend 43 to License DPR-3i. safety evaluation 6 
notice of issuance l< availability 

REIDtR U Operating Reactors Branch 4 (Pre 790623) 79/0S/23 

3pp 


—7906290300 Amend 43 to License DPR-31 revising Tech Specs to reflect 
plant operating limits for fuel loading to be used in Cycle 
4 Sc adding addl smoks/heat detectors & fire suppression sys 
REID. R R Operating Reactors Branch 4 (Pre 790625) 77/05/23 

29pp 


— 7906270304 Safety evaluation supporting Amend 43 to License DPR-31 
a Operating Reactors Branch 4 (Pre 790623} 77/05/23 lOpp, 


— 7906290308 Notice of Issuance & availability of Amend 43 to License 
DPR-31. 

REID. R. H Operating Reactors Branch 4 (Pre 790623) 79/05/23 

2 pp 


7906070>I38 Responds to NRC questions In 790323 meeting re analysle of 
diesel generator p Ickup. emergency feedwater flow indication, 
autostart annunciation in control room permanent operator 
training staff Two oversixed drawings end 
TRIMBLE, D C Arkansas Power b Light Co. 79/03/24 7pp 


7906060258 Responds to NRC questions resulting from 790317 order. 
Two operators will be stationed In central room at 
all times until electric emergency feedwater pump is 
permanently connected to vital power 

TRIMBLE, D C Arkansas Power & Light Co 79/05/29 Ip 


7906080306 Oiscuises mod of operating guidelines for small breaks HPI 
must remain In operation until LPI 8 is In operation & 
flowing In excess of 1,000 gal lons/mtnute In each line & 
stable for 20 minutes 

TAYLOR, J H Babcock li Wilcox Co, 79/03/30 2pp 


7906110145 Forwards proposed changes to Tech Specs limiting 
conditions for operation related to anticipatory reactor 
trip on loss of main feedwater S^/or turbine trip 
CAVANAUOHrW Arkansas Power 6 Light Co 79/06/06 9pp 


7906120367 8 upplsmints 790516 submittal which proposed changes to Tech 
Specs Suppl restructures spec requirements re automatic 
actuation of pumps 6 block valves Also revises surveillance 
requirements 

CAVANAUOHiW Arkansas Power 6 Light Co. 79/06/00 7pp 


7906190240 Forwards APL-TQP-IA. Revision 3, "QA Manual Operationsi" 
util Position 421 58 re grout matl testing 6 addl info on 
Position 421,60 re physical properties of reinforcing steel 
TRIMBLE, 0 C Arkansas Power 6 Light Co, 79/06/11, 4pp, 


— 7906190245 "QA Manual Operations,'* Revision 5 

CAVANAUOHfM Arkansas Powsr 6 Light Co APL-TOP-IA. 79/06/11. 

120 pp 


7906150306 Submits response to 790602 order rt review of plant 
procedures 6 methods of developing procedures 
CAVAMAUOH,W Arkansas Power l« Light Co 79/06/12 3pp 


7906160468 Responds to MRC 790602 order to review safety procedures 6 
methods for development Appropriate steps will be taken to 
ensure personnel adherence to proper procedures & avoid 
bypassing procedures excluded in 790602 RO 
CAVANAUOH, H Arkansas Power 6 Light Co 79/06/12 3pp 


7906200360 Submits info re design changes in emergency feedwater 
automatic actuation logic 6 flow control valve hand switches 
in control room* addl operator training St procedural changes 
TRIMBLE. 0 C Arkansas Power L Light Co. 79/06/13 4pp 
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7^0&SD03t4 Foru^rda overtired drauiings of corrected feedwater tines to 
iteeA ^eneratori inc lud ing results of stress analysis tests & 
detJiU of welding processes used in making naz z lo-to-p ipe> 
pipe-ta-sparger 8< pipe welds* in response to 7*?052!3 request 
TAIHSLEi D C Arkansas Power Light Co 77/OA/lQ t^PP 


7?i}&27QU9 Submits addl Info re gaseous effluent ntonitorlng sys* in 
response to 790&15 request Discusses location of effluent 
eonltoring sijs detectors* range of scintillation detectors 
aai detectable ^release rate 

7R1KBL£*D C Arkansas Power b Light Go 79/06/22 ilpp 


a Inspection reports* IE Bulletins b correspondency 


7906150023 Forwards IE Insp flepts 30-313/79-06 l> 30-369/79-06 on 
TWata-OSia 6 notice of violation 

KAOSEMiO L Pegion 4* Dallas* Reactor Operations Nuclear Support 

Branch 79/04/04 2pp 


— 7906130045 Notice of violation from insp on 790212-0318 

« Region 4*1 Dallas* Office of the Director 79/04/04 ip 


— 7906150055 IE Insp Repts 30-313/79-06 Ci 50-360/79-06 on 7902 12-03 1& 
Noncoflip I i anco noted Inadequacy of control of non-Class IE 
test equipment 

WESTERNAN. T F * JQHNQON* N D * SPANGLER* R Q Region 4. Dallas* 

Office of the Director 79/04/03 10pp 


7906290067 B6tt site inspector daily rept on 790409 Plant status reactor 
in cold shutdown for refueling Revieur of emergency feedwater 
sys Identified problem areas w/tuctlon valves 

♦ Region 4* Dallas* Office of the Director 79-/04/09 app 


7906240534 BH4 site Inspector daily rept on 790410 Plant status reactor 
in refueling outage Low pressure turbine motor is being 
rep leced* s team generator eddy current tested ^ design change 
made to enhance ECCS following small break 

D Region 4* Dallas* Office of the Director 79/04/10 

2fp 


7906C5-0213 Requests eddl 30 days to respond to IE Qulletln. 79-03 re 
wtiding piping manufactured by Vaungstouin Naldlng 
Engineering Records are currently being searched^ response to 
be submitted by 790514 

TRINBLE.D G Arkansas Power b Light Co 79/04/12 Ip 


7906290113 BLW site inspector daily rept on 790411 Plant status reactor 
in refueling outage Operator training completed Reactor 
startup scheduled for 790504 

JOHtrSDNiN Region 4. Dallas. Office of the Director 79/04/11 
Zffi 


7906290561 Bt«W site inspector dally rept on 790412 Plant status reactor 
shut dflun for refueling Revision in progress to emergency 
feeduatcr sys. 

D Region 4. Dallas* Office of the Director 79/04/12 

afp 


7996290147 H?<W site inspector daily rept on 790413, Plant status reactor 
shut doun for refueling Initial training requirements of 
IE BuUotin 79-05A have been completed 

sKHWSQRtU Region 4* Dallas. Office of the Director 79/04/13 
3fP 


— 7906040192 Responds to NRG 790223 Itr re violations noted In IE tnsp 
Repts 50-313/79-04 b 50-363/79-04 Corrective actions all 
effluent monitors to be calibr bg 790401 

TRIMQLE. D C Arkansas Power & Light Co 79/03/21 2pp 


—7906040156 Forwards IE Insp Repts SO-313/79-04 U 50-368/79-04 on 
790205-09 6 notice of violation 

HAD5EN* 0 L Region 4. Dallas. Reactor Operations Nuclear 

Support Branch 79/02/28 2pp 


— 7906040160 Notice of viola t ion from insp on 790203-09 

♦ Region 4, Dallas, Office of the Director 79/03/25 ip 


•7906040162 IE Insp Repts 50-313/79-04 t* S0-36B/79-04 on 790205-09 
None ompl lanca noted failure to calibr effluent monitors 
HURRAY, H Region 4. Dallas. Office of the Director BRQRM. Q D 
Region 4* Dallas* Fuel Facility b tiaterials Safety Branch 
79/02/23 6pp 


7906040209 Responds to IE Bulletin 79-03 Some ASHE SA-at2 Type 304 
longitudinal welded pipe mfg by Youngstown Nslding 6 
Engineering Co Installed in safety-related sys Examination 
program being developed 

rRIHnLE*DC Arkatisas Power b Light Co 79/05/04 Ip 


7906070181 Responds to IE Bulletin 79-058 re ECCS Describes revised 
procedures for maintaining natural circulation during 
unplanned total loss of forced circulation 
TRIMBLE) P C Arkansas Power b Light Co 79/05/04 tlpp 


79D6L20063 Forwards IE Info Notice 79-11* “Lower Reactor Vessel Head 
Insuletion Support Problem “ No action required 

SEYFRlTrK V Region 4* Dallas, Office of the Director 79/03/07 

Ip 


7906270140 Requests criteria for continued operation of charging pump 
per l€ Qulletln 79-06fl 

NCLLIAHS. F -J Division of Project Management 79/03/08 tp 


7906110093 Forwards IE Outtotin 77-10. "Requal I f ica t Ion Training 
Program Statistics ” Written response required 

SEVFRIT.KV Region 4* Dallas, Office of the Director 79/05/11 

Vp 


7906230016 Forwards IE Info Notice 79-12* "Attempted Damage to New Fuel 
Assembkiei " 

SEVFrttT.K V Region Dallas. Office of the Director 79/05/11 

Ip 


7906270034 Forwards IE Region IV evaluation of licensee response to 
IE Dulletln 79-03B 

VARGA* S A Light Water Reactors Branch 4 79/03/11 ip 


—7906270039 Evaluates licensee 790504 response to IE Bulletin 79-058 
re revision of procedures for natural circulation & 
englnaered safety features actuation 

KADSENi G L Region 4. Dallas* Reactor aperatlons Nuclear 

Support Branch 79/03/10 2pp 

— 7906270041 Forwards response to IE Dulletln 79-058 re revisions of 
procedures 6 training operation personnel on oi t#>** > * ^ 

maintaining natural circulation 
TRIMBLE* D € Arkansas Power 6 Light Co 79/03 


7'906a90627 B6tW site inspector daily rept on 790417 Plant status’ reactor 
in refueling shutdown Discussed proposed design change 
Isolating nonessintial valves on low RC6 pressure 
SFANOtEH.R O . KELLEY* D. L. Region 4* Dallas. Office of the 
Director 79/04/17 3pp 


7906290467 B6W site Inspector dally rept on 790420 Plant status 
shut down for ref u«l Ing* which Is now complete Heatup 
scheduled for 790430 

&PANGLER.R. O Region 2* Atlanta, Office of the Director 
79/04/20 2pp 


7906070374 Responds to IE Dulletln 79-04 re use of Velan swing check 
vaivsi Higher weights were used in seismic analyeiij 
analyses are conservative 

TRIMBLE* D C Arkansas Power V Light Co 79/04/27 2pp 


7906040149 Ack receipt of 790321 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/79-04 L 
50-360/79-04 

HADSENrO L. Region 4* Dallas* Reactor Operations Nuclear Support 

Branch. 79/04/30 Ip 


7906270120 Requests Info r« manual trip an low presu 
stated in Item 4F of IE Bulletin 79-0511 
NILLIAM8*F J Division of Project Management. 7 


7906290513 Supplements 790411 response to IE Bulleti 
coaimi tments to anticipatory reactor trips Forwards 
indicating trip on low steam g^ntrator level would 
be antlclpatorv H/praposed safety evaluatlgn progr 
TRIMBLE, D.C. Arkansas Power «* Light Cq. 79/03/2i 


7906260530 Ack receipt of 790423 Itr informing MRC c 
correct violations noted in IE Insp Repts 30-313/7 
50-366/79-03 Requests addl info re steps taken to 
Tseurrsnee of two Items qf noncomp I lance 
MADSEN* 0 L, Region 4* Dallas* Reactor Operatic 

Branch 79/03/22 Ip 


7906200039 Forwards IE Info Notice 79-13, “Indlcatlc 
Level In Oyster Creek Reactor 

SEYFRIT, K V Region 4* Dallai, Office of the D 
if 


7906210229 Responds to IE Bulla tin 79-1 i. No Westing! 
circuit breakers era used in safety-related Clast 
circuits. 

rniHBLEiD.C Arkansas Power U Light Co 79/06/1 
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R Periodic: csparating reports related correspondence 


790&13a3i4 Notlliea that un » t la shut down during Apr l^7Hi 
no Knptrgmetifc monitoring repfc ne-cessarg 
TRIMBLE, S C Arkansas Pauer «< Light Co 79/06/01 Ip 


7906190262 Poruards monthig operating rept for Mag 1979 
TRIMBLE, O C Arkansas Power 8, Light Co 79/06/14 Ip 


— 79061.90265 Monthly operating rept for Mag 1979 

SHIVELY, C N Arkansas Power L tight Co 79/06/14 4pp 


8 Reportable occurrences, LERs 6 related correspondence 


790608029B RO 50-313/79-03 on 790423 leak in 1-inch drain socket 
weld discovered in B decag heat loop discharge in reactor 
bldg during cold shutdown Cause unknown Drain line to be 
replaced Rept to follow 

O'HAMLQNiJ P Arkansas Power 6 Light Co 79/04/26 Ip 


7906180142 Forwards PNa-79-67AM 

MADS£N,S L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/05/09 Ip 


7906 1 BO 192 Forwards PND-79-67AM 

MADSEN, O L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/05/16 Ip 


79061 &0291 Forwards PNa-79-67A0 6 AP 

MADSEN, Q L Region 4i Dallas, Reactor Operations Nuclear Support 

Branch 79/03/24 Lp 


7906100590 Forwards LBR 79-005/03L-0 

TRIMBLE, D C Arkansas Power U Light Co 79/06/12 lp 


--79061B0607 LER 79-003/03L-0 on 790524 during leak rate testing, 
penetration V-1 leaked in excess of 30,000 cubic cm/mlnute 
Caused bg buildup of boric acid crystals on valve seating 
surfaces Repairs made 6 penetrations retested 
SHIVELY, C N Arkansas Power i' Light Co 79/06/12 Ip 


7906250263 Forwards LER 79-006/01 T-O 

TRIMflLEr D C Arkansas Power Light Co 79/06/20 Ip 


— 7906250266 LER 79-006/0 1 T-0 on 790607 vendor net if led util of 
possibilitv that turbocharger thrust bearing could be 
daaiaged under certain repeat start operating modes 
Procedures nodifided 6 Itriprovod luba oil sys being designed 
SHIVELY, C N Arkansas Power L Light Co 79/06/20 4pp 


DOCKET 30-313 DONALD C COOK NUCLEAR POWER PLANT, UNIT I 


O Adjudteatorg correspondence 


— 7906290100 Notice of issuance 6 aval lab ilitg of Amends 2B 4c 10 to 
Licenses DPR-58 6 DPR-74, respectively 

SCHWENCER.A Operating Reactors Branch t <Pre 7906251 

79/05/02 2pp 


7906200460 Requests site emergency plan 6 implementing prac edu res, s i t e 
maps showing location 6 grid numbers of onsite f/ offsite 
environ monitoring stations U site maps used for offsite 
dose determinations or evacuation 

KEPPLER.JG Region 3. Chicago, Office of the Director 79/05/17 

Ip 


7906070151 Comments on meeting to be hold to provide MI citizens 
w/better understand ing of proposed spent fuel storage 
expansion 

CA1N,J T Michigan, State of 79/05/13 Ip 


7906130287 Suppl to 790104 Itr re containment purging during normal 
plant operation Requests continuation of review of Tech 
Spec change request for Unit 2, to permit unrestricted 
purg Ing 

DOLAN, J E Indiana U Michigan Power Co 79/06/00 9pp 


7906260421 Responds to NRC 790611 request for info re feedwater lino 
cracks Forwards IOCFR50 59 evaluation U special procedure 
guide for feedwater line data collection Commits to 
periodic ropts, testing t/ surveillance programs 

HUNTER, R 5 American Electric Power Co , Inc 79/06/13 30pp 


7906220293 Submits addl info requested after review of AEP NRC 001G6A, 
dtd 790504,6 NRC 790619 telcon re reanalysis of pressunier 
surge line 

HERING,R F Indiana 6 Michigan Power Co 79/06/20 3pp 


7906250291 Provides info on PNR feedwater lines in response to V Stello 
790525 request 

DOLAN. J E Indiana 6 Michigan Power Co 79/06/21 i6pp 


0 Inspection reports, IE Dulletlns 6 correspondence 


7906040049 Responds to IE Bulletin 79-03 No Type 304 Stainless Steal 
piping mfg by Youngstown Welding 6 Engineering Co is in use 
or planned for usa in facility safety sys 

DOLAN, J E American Electric Power Go , Tnc 79/04/17 2pp 


7906140603 Forwards IE Insp Repts 30-315/79-07 6 50-316/79-06 on 
790419-20 Notice of violation withheld irof 10CFR2 790) 
HEISHHANfR F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/03/02 2pp 


“7906140609 IE Insp Repts 30-313/79-07 6 30-316/79-06 on 790419-20 
Noncomp 1 lance noted failure to maintain isolation lone 
Details withheld (ref iOCFR2 790) 

BAKER, K R , WARNICK, R F Region 3, Chicago, Reactor Oporatlons 

Nuclear Support Branch 79/04/20 ip 


7906120114 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/07 

ip 


706140500 Responds to IE Bulletin 79-04 re incorrect weights of swing 
check valves made by Velan Engineering Corp Addl 
weight will not adversely affect capability to withstand 
seismic event 

MALONEY,© P Indiana 6 Michigan Power Co 79/05/08 3pp 


706110094 Forwards IE Bulletin 79-10, "Requal If icabion Training 
Program Statistics " Nritten response required 

KEPPLER, UO Region 3, Chicago, Office of the Director 79/OS/U 

lp 


706190076 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER, J D Region 3, Chicago, Office of th« Director 77/OS/ll 

Ip 


706270120 Responds to IE Bulletin 79-09 OE AK-2 circuit breaker 
not in use in safety-related sys« 

DOLANiJ E Indiana 6 Michigan Power Co 79/03/15 Ip 


7060B0203 Forwards IE Circular 79-08, "Attempted Extortion ■" Low 
Enriched U " 

KEPPLER, J 0 Region Chicago, Office of the Director 79/05/10 

tp 


706220257 Responds to NRC 790504 Itr re due date for responees to IE 
Bulletins 78-12, t2A 6 128 Requests extension to 790702 due 
to delays encountered in obtaining Info re atypical weld 
matl from suppliers 

DOLAN, J E Indiana 6 Michigan Power Co 79/05/21 2pp 



DOCKETED ITEMS 


89 


7tO&I 30079 Foruardis IE Bulletin 79-lli ♦'Faulty Overcurrent Trip Device 
In. Circuit Breaker* for Engineered Safety Sy& ♦' Licensee 
ec-kton reauired 

■■^jEFPLERi J Q Region 3i Chicago* Office of the Director 79/03/22 

Ip 


77'^A-260074 Ack receipt of 790426 Itr infornting NRC of step* taken to 
correct violations noted in IE Inap Rept* 30’-3l3/79-03 J5t 
50-316/79-03 

CAUlSiA B Region 3* Chicago* Office of the Director 79/03/33 
IP^ 


—7906263093 Responds to NRC 790326 Itr re violations noted in IE Imp 
Repti 30-315/79-03 Jlc 50-316/79-03 Corrective actions 
evacuation drill successfully performed on 790428 
DOLARiJ E Indiana ^ Michigan Pouier Co 79/04/26 Ip 


79'D£260337 Acl: receipt of 790423 Ur Informing NRC of steps taken to 
correct viotationa noted in IE Insp Repts 50“ai3/79”04 h 
50-316/79-04 

HEISHMAlfi R F Region 3* Ghicago* Reactor Operatians Nuclear 

Support Branch 79/03/34 Ip 


—7906260344 Responds to MRG 790332 Itr re violations noted In IE Insp 
Rapt* 50-315/79-04 5 50-316/79-04 Corrective actions 
bithhrld Cref 10CFR2 790) 

CQtA^^■ J £ Indiana & Michigan Pouer Co 79/05/23 Ip 


7906300126 Forward* IE Info Notice 79-13# "Indication of Lou Uater 
Lnevel In Oyster Creek Reactor ♦' 

PEPPLEfl. J Q Region 3. Chicago. Office of the Director 79/05/29 

If 


7906C80266 Responds to IE Bulletin 79-06A# "Review of Operational 
EfTar* U 8 y* Misalignment* Identified During TMI Incident '♦ 
Forwards proposed Tech Specs implementing deeign changes 
Class irr amend fee end 

DOLAMi J E Indian# U Michigan Power Co 79/06/06, 4pp 


— 7'9C'6OB0367 Tech Specs imp lenten ting design changes to delete low 
presiurCxer water level coincidence logic far safety 
injection actuation i> to convert to two-out-of-three 
channel logic on low prassurizer pressure only 
K Indiana 5 Michigan Pouer Co 79/06/06 12pp 


f Periodic operating report* 5 related correspondence 


77D61202(9 Forward* monthly fish impingement repts for JaiitFeh 6 Har 
1979 

BH<VLLER#D V Indiana Ct Michigan Power Co 79/06/09 16pp 


7906190292 Forward* monthly operating rept for May 1979 
SHALLERrD 'J Indiana 5 Michigan Power Co 79/06/13 ip 


—7906190296 Monthly operating rept for May 1979 

OIULETT#W T # LEASE# R 8 # 8 VEN 88 ON 1 B A Indiana Michigan Power 
Co 79/06/04 Spp 


8 Raportatle occurrences# LERs 5 related corraspondanco 


7906110239 Forward* LER 79-033/03L-0 
8 HALLER. D V Indiana Michigan Power Co 79/06/04 Ip 


— 79O6U0239 LER 79-Da3/03L-0 on 790306 monthly functional test* for 
conteinment area moni tor# containment atmospher e-partl culate 
In containment atmosphere-ga*f oui monitor* were not 
performed Cau«ed by daily assignment error, 

BEILHAN. T F Indiana it Michigan Power Co 79/06/04 2pp 


7906190329 Forwards UER 79-0 1 9/0 1 T-0 

DOLAN# «l E Indiana it Michigan Power Co 79/06/07 3pp 


—3906130334 LER 79-019/01T-0 on 790519 crack* found In 16-inch feedwater 
•Iheas adjacent to nozzle weld* caused buildup of 
nonradloact I ve water In containment sump Caused being 
determined. Elbows in generators being replaced, 

SMALLER, D.v, Indiana it Michigan Power Co 79/06/08 I 6 pp 


U Cangreitional /Executive Correspondence 


7906290672 Req.u«sts public hearing re application to Increase waste 
Storage capacity at facility Every effort should be made to 
canaidsr all views Reciueit for addl waste storage confirm* 
doubts re ability to handle waste problem 
LEVIN# C Senate 79/05/09. Ip. 


7906070266 Forwards 790309 Ur to JM Hendrie re hearings 6 increased 
raduaste storage 
LEVIN. C Senate 79/03/10 Ip 

— 7906070290 Request* MRC hold public hearing* re util application to 
increase nuclear waste storage capacity 
LEVIN, C Senate 79/03/09 Ip 


DQCHET 50-316 DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


H -General correspondence 


7906030409 Requests public hearing prior to NRC authorization for 
increase in storage capacity of sport nuclear fuel 
assamb lie* 

VOITA.J F Affiliation Unknown 79/04/13 Ip 


P Operating license stage document* 6 c nrr 0 s pon done a 


7906290080 Forward* Amend* 23 S> 10 to License* DPR-sa 6 DPR -74, 
respect ively, safety evaluation notice of issuance 6 
aval lab 1 1 1 ty 

6 CHWENCER,A Operating Reactors Branch 1 (Pro 7906231 79/05/02 

3pp 


— 7906290086 Amend* 28 6 JO to License* 0PR-5a 8 - DPR-74, respect 1 vely, 
authorizing deletion of Installed part-length rads V 
eliminating all ref to rods from Tech Specs 
SCHWENCER.A Operating Reactor* Branch I (Pre 7906251 

79/05/02 34pp 


—7906290092 Safety evaluation supporting Amends S0 it 10 to License* 
DPR-Se 5 DPR-74* respectively 

e Operating Reactors Dra-nch 1 (Pro 790625> 79/05/02 Spp 


7906290100 Notice of Issuance L availability of Amends S 8 6 tO to 
License* 0PR-S8 ir DPR-74# resp ect ivaty 

8 CHWENCER.A Operating Reactors Branch 1 CPre 7906251 

79/05/02 2pp 


7906200460 Requests site emergency plan 8 # Implementing proc edur es# s i to 
naps showing Location i grid number* of onsite it offsite 
environ monitoring stations it site maps used for offsite 
dose determinations or evacuation 

KEPPLER, JG Region 3. Chicago. Office of the Director 79/05/17 
Ip 


7906070151 Comments on meeting to be held to provide MI citizen* 
w/better understa-nd ing of proposed spent fuel storage 
eepans 1 on 

(?AIN.J T Michigan. State of 79/03/lG Ip 


7906130287 8 uppl to 790104 Itr rs containment purging during normal 
plant operation Request* continuation of review of Tech 
Spec change request for Unit 2* to permit unrestricted 
purg Ing 

DOLAN. J E Indiana it Michigan Power Co 79/06/08 9pp 


7906260421 Respond* to NRC 790611 request for info re feedwater line 
cracks Foruard* IDCFRSG 39 evaluation 4* special procedure 
guide for feedwater ll-ne data collection Commits to 
periodic rep ts, testing it lurveiLlanct program* 

HUNTER# n 8 American Electric Power Go # Inc 79/06/13 3Dpp 


7906220293 Submits addl info requested after review of AEP. NRC, 00te6A# 
dtd 790504# NRC 790619 telcon re reanalyit* of pressurlzer 
surge line 

HERINO. R F Indiana h Michigan Power Co 79/06/20 3pp 


7906250291 Provide* info on PNR feedwater Lines in response to V Stello 
790525 request 

DOLAN# J E Indiana & Michigan Power Co 79/06/21 16pp 


0 Inspection report*. IE Bulletins It correspondence 


7906040049 Responds to IE Bulletin 79-03 No Type 304 Stainless Stsal 
piping mfg by Youngstown Melding it Engineering Co is In use 
ar planned for use In facility safety tys 

DOLAff# J E American Electric Power Co . Inc 79/04/17 2pp 


790614G603 forwards IE Insp Rept* 50-315/79-07 it 50-316/79-06 on 
790419-20 Notice of violation withheld (ref iOCFR2 790) 
HElSMMANi-R F Region 3# Chicago, Rsector Operation* Nuclear 

Support Branch. 79/03/02 2pp 
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— 790A140609 IE 1 nsp Repti 30-315/79-07 h 90-316/79-04 on 790419-20 
Noncomp 1 Ian c 9 notadi failura ta maintain isolation tons 
Dstalls ii/ithhald fref lOCFfla 790) 

BAKER ■ K R ■ MARNICK»fi F Rag ion 3^ ChtcaBOi Raactor Oparationi 

Nifclaar Support Branch 79/04/20 Ip 


7906120114 Forwards IE Info Notica 79-lli "Lower Raactor Veaaal Head 
Insiflatlon Support Problem ■' No action required 

KEPPLERtJ Q Region Of Chicago. Office of the Director 79/05/07 
IP 


7906140300 Responds to IE Bulletin 79-04 re incorrect weights af swing 
check vaWes made by Velan Engineering Carp Addl 
weight will not adverselg affect capability to withstand 
seismic event 

HALONEYtO P Indiana Michigan Pauer Co 79/03/0B 3pp 


7906U0094 Forwards IE Bulletin 79-lOf *'Req.ual If Ication Training 
Program Statistics " Nritten respotise req.uired 

KEPPLER.J* O Region 3, Chicago. Office of the Director 79/OS/il 

Ip 


7906190076 Forwards IE Info Notice 79-12. "Attempted Damage ta New Fuel 
Assemblies " 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/05/11 

Ip 


7906270120 Responds to IE Bulletin 79-09 OE AK-2 circuit breaker 
not In use in tafetg-reXated tvs 

DOLAHi J E, Indiana & Michigan Power Co 79/03/15 Ip 


7906000203 Forwards IE Circular 79-08f "Attempted Eitortlon - Low 
Enriched U ” 

KEPPLERiJ 0 Region 3. Chicago# Office of the Director 79/05/lB 

ip. 


7906220257 Responds to NRC 79QS04 Itr re due date for responses to IE 
Bulletins 70-l2f t2A St 12B Requests cittenilon to 79070S due 
to delagm encountered in obtaining info re atypical weld 
mat! from suppliers 

OOLANf J.E Indiana U Michigan Power Co 79/05/21 2pp 


7906130079 Forwards IE Bulletin 79-llr '’Faulty Ovircurrent Trip Device 
in Circuit Breakers far Engineered Safety Bys ” Licensee 
action r« 4 .uired 

KEPPLER. J 0 Region 3. Chicago# Office of the Director 79/05/22 

Ip 


7906260074 Ac k receipt of 790426 I fcr informing NRC of stepe taken to 
correct violations noted in IE Insp -Rapts 90-315/79-03 U 
50-316/79-03 

OAViSfA 0 Region 3. Chicagor Office of the Director 79/09/23 

Ip 


— 7906260DG3 Responds to NRC 790328 itr re vlalations noted in IE Insp 
Repts 50-315/79-03 U 50-316/79-03. -Correc tlve actions, 
evacuation drill successfully performed an 790420 
DOLAN. J E Indiana Michigan Power Co 79/04/26 Ip 


7906260337 Ac k receipt of 790423 Itr In farming NRC of steps taken to 
correct vloLatlane nated in IE Insp Repts 50-319/79-04 & 
50-316/79-04 

HEI8HMAN.R F Region 3. Chicago. Reactor Dperatlons Nuclear 

Support Branch. 79/05/24. Ip 


— 7906260344 Responds to NRC 790322 Itr re violations noted in IE Insp 
Repts 50-315/79-04 in 50-316/79-04 Corrective acilans 
withheld (Tif iOCFR2. 790}. 

DOLAN. J E Indiana & Michigan Power Co 79/09/23 Ip 


7906200126 Foruardi IE Info Notice 79-13. "Indication of Low Hater 
Level in Oyster Creek Reactor " 

KEPPLERfJ 0 Region 3. Chicago. Office of the Director 79/05/29 

Ip 


7906080266 Responds to IE Bulletin 79-06At "Review of Operatienal 
Errors in Gys Misalignments Identified During TMI Incident " 
Forwards propoied Tech Specs implementing design changes 
Class HI amend fee end 

DOLAN. J,E. Indiana 4c Michigan Power Go 79/06/06 4pp. 


— 7906000267 Tech Specs implementing design chenges to delete low 
prtisurlier water level coincidence logic for safety 
Injection actuation U to convert to two-«ub-of-thrae 
channal logic an low preiiurizer pressure only, 
a Indiana & Michigan Power Co 79/06/06 12pp 


R. Periodic apsratlng reports l4 related correspondence 


7906120219 Forwards monthly fish Impingsment repts for Oan.Feh it Mar 
1979. 

SKALLERrD. V, Indiana Si Michigan Power Go 79/06/05 I6pp. 


7906190241 Forwards monthly oparatlng rept for May 1979 
GHALLER.D. V Indiana & Michigan Power Co 79/06/13 Ip 


— 7906190243 Month ly operating rept for May 1979 

OILLETT.W T Indiana S. Michigan Power Co 79/06/04 Bpp 


a Reportable occurrences. LERs Sc. related correspondence 


7906010194 Forwards LER 79-Oia/03L-0 

SHALLEfl.D V Indiana U Michigan Power Co 79/05/23 Ip 


— 7906010197 LER 79-019/03L-0 an 790423 during investigation of periodic 
alarms for steam generator high steam line flow. controller 
2 PV 906B (turbine Impulse pressure) uas In manual control 
Caused by controller not being returned to automatic 
RlBCHLINOi J L Indiana 6 Michigan Power Co 79/05/23 2pp 


7906150329 Forwards LER 79-019/01 T-0 

DOLAN. J E Indiana 6 Michigan Power Go 79/06/07 3pp 


—7906150334 UER 79-019/01T-0 on 790519 cracks found in l6-lnch feedwater 
elbours adjacent to nozzle welds caused buildup of 
nonradioactive water in containment sump Caused being 
determined Elbows in generators being replaced 
SMALLER. D V Indiana 1< Michigan Power Co 79/06/00 16pp 


7906190295 Forwards LER 79-019/01 X-I 

BHALLERj D V Indiana ^ Michigan Power Co 79/06/11 tp 


—790-6190297 LER 79-019/OlX-l on 790319- scna 1 1 leaks found In feedwater 
piping to steam generator No further description 
SMALLER. D V Indiana & Michigan Power Co 79/O6/D0 ip 


7906210201 Discusses five deficient transmitters installed in steam 
generator weter level narrow range channels Parts have been 
returned to Nestlnghoute for recalibr. 

DOLAN. J E Indiana tt Michigan Power Co 79/06/15 2pp 


0 Congressiona 1/Executlve Gorretpondance 


7906290672 Requests public hsarlng re application to increase waste 
storage capacity at facility Every effort should be made to 
consider all views. Request for addl waste storage confirms 
doubts re ability ta handle waste problem 
LEVIN. C Senate 79/05/0? Ip 


7906070288 Forwards 79050? Itr to VM Hendrie re hearings It increased 
radwaste storage, 

LEVIN. C Senate 79/03/10 Ip 


— 7906070290 Requests NRC hold public hearings re util application to 
increase nuclear waste storage capacity 
LEVIN. C. Senate 79/03/09. Ip 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 1 


F Security, medical, emergency i. fire protection plans 


7906220328 Comments on fire protection safety evaluation 
Recommendations of consultants are adequadely reflected 
Proposed fire protection will give reasonable assurance 
that health it safety of public will not be endangered 
KALL.R E. Brookhaven National Laboratory. 79/06/05 4pp, 


P Operating license stage documents U correspondence 


7906040400 Forwards safety evaluation of proposed design mod to plant 
125 volt dc sys, 

LAINASi 0. Plant Byi terns Branch 79/04/30 2pp 


—7906040409 Safety evaluation of proposed design mod of plant 125 volt 
dc sys Accepts propoied change 
* Plant Systems Branch 79/04/30, 6pp 


7906250151 Summary of 790517 meitlng w/utll in Bstheida.MO re auzlliary 
feedwater tys 6 related areas 

CONNER. E L Operating Reactors Branch 4 (Pre 790629). 79/05/24 

4pp 


7906010247 Forwards revision to Section 10 of fourth cycle reload amend 
application Rsvisloit covers startup ii hot functional 
testing. Initial criticality, low power physics testing It 
acceptance criteria 

LWDVALL.A E Baltimore Oat it Electric Co 79/05/29 5pp 
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^^040248 Foruiariis pcopriotary «/ rtonpropr ietary versions of 
vtN'iiKBJ, ‘’Sleeved Fuel Asaambly Insp Results at Calvert 
''‘llfM Unit 1 " H/a^fidavlt raituastlng wl thha Iding of 
^T-opriatary version 

LUWiiVAt.«_i A E fialtimore Oas fr Electric Co 79/05/31 5 pp 

“'7904040230 ’'Sleeved Fuel Assembly Insp Results at Calvert Cllffi 
Unit I,”" nanpropr iotary version 

* C-E Pouer Systems CEN-'l 1 1 <B 1-NP 79/05/31 sapp 

20245 Acic receipt of MRC 790S24 comments re util actions in 
^«*poniB to IE Bulletin 79-060 Clarifies actions re 
P**"*<inTiel training* void format ion. conta inment isolation. 

•■■tactar coolant jump operation 4- sys operability 
1-WQVALL+A E Baltimore Oas Electric Co 79/06/03 6pp 

‘*06150141 Submits responses to NRC 790607 questions re gaseous 
monitoring sys 

'^VLlErH G Baltimore Gas «< Electric Co 79/06/12 6pp 

904310203 01 sc ussos agreement oi/util to provide care for patients 
ffom facility Contnitment does not include radiation accident 
victims Requests info re physician training requirements* 
radiation, tfrills t< accident guidelines 

JACOB Bj J! P Calvert Kemorlal Hosp FR* Mary land 79/06/13 tp 

tS62j2023l Forurards Amend 37 to application for QL. re site emergeneyf 
M4r>. 

t.UNllf^ALL. A E Baltimore Gas V Electric Co 79/06/15 7pp 


Submits addl info re manual bypasses of actuation sys 
in response to NRC telcon request Clarifies items 
fdtmtified during investigation of safety actuation circuits 
incorporating manual override features 

LiiNDVALL. A £ Baltimore Gas U Electric Co 79/06/21 2pp 


7906360093 Forwards IE Info Notice 79-12, "Attempted Damage to Neu Fuel 
Assemblies “ 

ORIERiB H Region 1, Philadelphia, Office of the Director 
79/05/11 Ip 


7906030066 Feruards IE Circular 79-08, "Attempted Eitortian - Low 
Enriched 0 " 

0R1ER,8 K Region 1* Phi lade iph la* Office of the Director 
79/05/ IB Ip 


7906150366 Notifies that ASCO solenoid valve used to operate 
containment purge valves does not meet post-accident environ 
qual if Lcation per IE Bulletins 79-01 U 79-OlA 
LUNOVALL.A E Baltimore Gas Electric Co 79/06/13 Ip 


— -7906150368 Responds to IE Bulletins 79-01 4. 79-OlA Forwards r*pt 
summaritlng environ qualif icatlon data ASCO solenoids are 
used for containment purge valves Uill prohibit operation 
until solenoid valves replaced H/o end 

LUNDVALL^A E Baltimore Gas 6 Electric Co 79/06/13 2pp 


R Periodic operating reports L related correspondence 


7906250262 Foruards monthly operating repts far ffay 1979 
MERSOM. S 0 Baltimore Gas 6 Electric Co 79/06/15 Ip 


--7906250263 Monthly operating repts for May 1979 

MERSQN.S S Baltimore Oss 4. Electric Co 79/06/lS I3pp 


S Reportable occurrences, LERs h related correspondence 


7906040191 Forwards LER 76-001 /03L-0 

DOUGLASS, R M Baltimore Gas t. Electric Co 78/01/09 Ip 


Iritp^ection reports* IE Bulletins &i correspondence 


f060aDl99 Responds to IE Oullotin 79-03 re ASME 8A-312 stainless steel 
lip* spools Forwards info on application of Youngstown 
Welrfinfl St Enginoering Co pipe matl supplied to facility 
LUNOVALL.A E Baltimore Gas U Electric Co 79/04/16 3pp 


10007 Forwards IE Bulletin 79-03Bi "Nuclear Incident at 
rnt-Suppl “ No writtsn response required 

CRIER. B H Region 1. Philadelphia. Office of the Director 

79/04/23 Ip 


'G612O305 Forwards repontes to IE Bulletin 79-07* "Seismic Stress 
Anaigsis of Saf oty-Rolated Piping '* None of methods 
tpf'elPted uere used in design of facility Lists computer 
cotfvs ti verification methods 

LUNDVALL.O £ Baltimore Gas Electric Co 79/04/24 2pp 


06150215 Ack receipt of 790419 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/79-02 U 
53-310/79-03 

nAHTlN>H O. Region 1* Philadelphia* Safeguards Branch 79/04/30 

Ip 

7906rl 5021a Responds to NRC 790330 Itr re violations noted in IE Insp 
n*pt% 50-317/79-03 30-310/79-03 Corrective actions 

withheld Iref lOCFRS 7901 

EVAM5.V R Baltimore Gas tx Electric Co 79/04/19 Ip 


790*150219 Forwards IE Insp Repts 30-317/79-03 6 50-318/79-03 on 
790206-0S Notice of violation withheld (ref 10CFfi2 7901 
MARTINitnl O Region i. Ph I lade Iph la* Safeguards Branch 

79/03/30 2pp 


— 7906040202 LER 7a-OOl/O3L-0 on 771210 aitmuthal power tilt exceeded 
Tech Specs Limits Caused by posstive bias being estimated 
slightly below value of 0 020 Proposed Tech Spec change 
submitted to permit use of addl incore detector segments 
RUSSEL. L D Baltimore Gas t« Electric Co 7B/01/09 2pp 


7906070296 Forwards LER 79-018/041-0 

RUSSELL* L B BaUimoro Gas t« Electric Co 79/03/31 Ip 


— 7906070301 LER 79-013/041-0 on 790517 oyster samples showed Ag-l lOm at 
88 plus or minus 57. pcl/kg decreasing May be caused by 
depuration No corrective action required 

EHEBTS.R f Baltimore Gas 4« Electric Co 79/05/31 2pp 


7906080247 Forwards LER 79-01 5/03L-O 

RUSSELL* L ® Baltimore Oaa 6 Electric Co 79/06/04 Ip 


— 7906080240 LER 79-01 S/03L-0 on 790507 low pressure safety injection 
pump stopped for 15 minutes due to spurious recirculation 
actuation signal Caused by voltage transient Test procedures 
revised * 

DAVIS, M , MIERNICKl.H J Baltimore Oas 6 Electric Co 79/06/04 
3pp 

7906140348 Forwards LF 
RUSSELL. L B Baltir 


790 Al»Oa»Z le Insp Repts 50-317/79-03 5. 50-318/79-03 on 790206-08 
Laince noted detection aids Inadequate Details 
Cref I0CFR2 790 h 

flO&ERa^M 4 DEULINiJ * MARTIN* W 0 Region I. Phlladelph la* 

S^feguarde Branch 79/03/29 Ip 


7614045S Reepondi to IE Bulletin 79-09 re failure of GE Type AK-2 
brmafcers in safety— related sys Breaker used in 
ter switch gear 

.UWDVALLrA £ Baltimore Gas U Electric Co 79/05/05 2pp 

)6iaOi90 Forwards IE Info Notice 79-11* "Lower Reactor Vessel Head 
[ria u La t Ion Su-pport Problem '* No action required 
;r{£R< B K Region I* Phi ladelphia* Office of the Director 

r9/09/O7 2PP 

Forwards lE Bulletin 79-10. "Requal if icatlon Training 
ifogran Statistics " Written response required. 

^[CRiB K Region I, Ph I lad elph ia* Office of the Director 

*9/0-9/ II. tp 


^w/feeJwater "piping Forwards isometric drawings ot teeDwacin 
Lines in containment 6 all pipe supports S* results of stress 


analyses for feedwater lines 

LUNDVALL*A E Baltimore Gas 6 Electric Co 


79/06/19 


6jp 


DOCKET 30-310 CALVERT CLIFFS NUCLEAR _POWER PLANT. 

F Security* medscal. emergency tf. fire p rotect Ion plans 


7906220320 Comments on fire protection safety evaluation 
Recommendations of consultants are adsquadely reflected 
Proposed firs protection wlU give reasonable assurance 
that health & safety of Public will not be •ndarigered 
HALLrH E Brookhaven National Laboratory. 79/06/05 4pp 
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P Operating liceneft docun!tents & correap ondenc e 


7906040400 Foruiard-s i-afeti^ cv-aluatlon prapoied daaign mod to ptanb 
1S3 volt dc ige 

LAtNAB. 0 Plant Branch 79/04/30 2pp 


— 7906040405 Safetij evalitation of proposed design mod of plant 123 volt 
dc Accepts proposed change 

* Plant Systems Branch 79/04/30 6pp 


7906330151 Summary of 790517 meeting w/util «n SethesdaiMD re auxiliary 
feedwater sys related areas 

CONNER. E L Operating Reactors Oranch 4 <Prfl 7906S5) 79/03/24 

4pp 


7906120265 Ack receipt of NRC 790524 comrflents re litil actions in 
response to IE Bulletin 79-06B Clarifies actions re 
personnel tra in Ing. void format i on. contaitiment isolationi 
reactor coolant pump operation ^ sys operatulltg 
LUNDVALt4 A E, Baltimore Gas Electric Co 79/06/05 App 


7906150141 Submits responses to NRC 790607 questions re gaseous 
affluent monitoring sys 

WYLIE. H B Baltimore Gas & Electric Co 79/06/12 6pp 


790621-0295 Discusses agreement ur/util to provide care for patients 
from facility Commitment does not include radiation accident 
victims R«q.uests info re physician tTaining requirements, 
radiation drills t. accident guidelines 

jrACOBS. J P Calvert Memorial Hosp FR.ilaryland 79/06/15 Ip 


7906220^31 Feru/ards Amend 57 to application for QL. re site emergency 
p Ian 

LUNDVALL.A E Baltimore Gas t< Electric Co 79/06/15 7pp 


79062B013S Submits addl info re manual bypasses of actuation sys 
signals. in response to NRC telcon request Clarifies items 
identified during investigation of safety actuation circuits 
incorporating manual override features 

Ll/NDVALL. A E Baltimore Gas V Electric Co 79/06/31 2pp 


Q Inspection reports. IE Bulletins V correspondence 


7906020199 Responds to IE Bulletin 79-03 re ASME 8A-312 stainless steel 
pipe spools Forwards info on application of Youngst-own 
Welding li Engineering Co pipe matl supplied to facility 
LUNOVALL . A/ E Baltimore Gas U Electric Co 79/04/16 3pp 


7906110007 Forwards IE Bulletin 79-OSBf ''Nuclear Incident at 
Tfil-Suppl " No written response required 

ORlERtB H Region t* PMladeLphta. Office of the Director 


7906110116 Forti/ardi IE fluUotin 79^10, "Requa I if icatlon Training 
Program Statistics " Written response required 
ORIER. B H Region 1. Philadelphia. Office of the Director 
79/03/It Ip 


7906260093 Foruards IE info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

CRIER, BH Region 1. Philadelphia. Office of the Director 
79/05/ it Ip 


7906030066 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched U " 

GRIER, B H Region 1. Philadelphia, Office of the Director 
79/05/18 Ip 


7906150366 Notifies that A5C0 solenoid valve used to operate 
containment purge valves does not meet post-accident environ 
qual if ication per IE Bulletins 79-Ot & 79-OlA 
LUNDVALL.A E Baltimore Gas «* Electric Co 79/06/13 ip 


—7906190368 Responds to IE Bulletins 79-01 ^ 79-OlA Forwards rept 
summariiing environ qualification data, ASCO solenoids are 
used for containment purge valves Will prohibit uperatlon 
until solenoid valves replaced W/o end 

LUNDVALL.A £ Baltimore Gas Electric Co 79/06/13 2pp 


R Periodic operating reports related correspondence 


7906250262 Forwards monthly operating repts for May 1979 
MER80N, S D Baltimore Gas Electric Co 79/06/15 Ip 


—7906250263 Monthly operating repts for Hay 1979 

MERS0N,S D Baltimore Oas ?i Electric Co 79/06/13 I3pp 


8 Reportable occurrences, LERs ^ related correspondence 


7906040334 Forwards LER 70-030/031.-0 

DOUGLASS, R M Baltimore Gas U Electric Co 78/09/26 Ip 


—7906040337 LER 7B-030/03L-0 on 780026 discovered control element 
assembly motion inhibit not operable for position deviation 
Caused by bad i<2 relay on relay card Relay replaced ^ motion 
Inhibit returned to svc 

CARROLL, J T . MIERNICK. M J Daltimore Gas 6 Electric Co 
70/09/26 Ip 


7906010200 Forwards LER 79-016 /03L-0 

RUSBELL.L R Baltimore Gas It Electric Co 79/05/25 Ip 


—7906010207 LER 79-0t6/03L-0 on 790520 while inserting Group 5 control 
element assembl i es, C£A 36 dropped to bottom of core Caused 
by spike in 15 volt power supply Design ii>od to be installed 
during next refueling outage 

DAVIS, 8 M , MIERNICKI.M J Baltimore Gas Electric Co 79/05/29 
IP 


7906050263 Forwards LER 79-01 3/03L-0 

RUSSELL, L B Baltimore Gas Electric Co 79/05/25 Ip 


-7906050263 LER 79-013/03L-0 on 790519 containment air lock outer door 
air leakage discovered to be in excess of Tech Spec limits 
Caused by failed door gasket New gaskets installed door 
latch rollers adjusted 

LAGIEWSKI.J 8 , MIERNICKI.H U Baltimore Oas Electric Co 
79/03/25 tp 


.060209 Forwards LER 79-017/0aL-O 

ISSELL.L B Baltimore Oas Electric Co 79/05/31 Ip 


'06060288 LER 79-Ot 7/03L-0 on 790320’ during surveillance testing, 
diesel generator 21 failed to start upon actuation of remote 
start switch Caused by normelly de-energlzed low speed relay 
being energlied during initial test 

CARR8LL, J T. Baltimore Gas ^ Electric Co 79/03/31 2pp 


070296 Forwards LER 79-01 0/O4T-O 

8BELL, L B Baltimore Oas ti Electric Co 79/05/31 Ip 


06070301 LER 79-018/04T-0 on 790517 oyster samples showed Ag-IlOm at 
88 plus or minus 3^ pci/kg decreasing Nay be caused by 
depuration, No corrective action required 

EHERTBiR F Baltimore Oas h Electric Co 79/03/31 2pp 


220315 Responds to V Etello 790525 Itr re possible design problem 
feedwater piping Forwards isometric drawings of feedwater 
nes in containment \t all pipe supports & results of streSi 
alysei for feedwater lines 

NOVALL.A E Baltimore Gas h Electric Co 79/06/19 6pp 
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7‘?0&as-0a7l For ward » LER Z^-Oao/OSL-O 

RUSSELL* L B Baltimore Oa« ^ Electric Co 79/06/19 Ip ^ ^Securit^^r madlcal, em«r9enci)4 it fire protiction pldn« 


"7906250273 LER 79-020/03L-0 trn 790603 during 
injection tank 220 decreased 
1730 Caused bg scat leakage on 320 safety 
exceeding leaking expectations Valve will 
CARROLLiJ T DaJtimare Oas & Eloetric Co 


safety injection 
to tBA inches at 
injection tank 
be repaired 
79/06/19 Ip 


tank. 


7^062603313 Forwards LER 79-O10/O3L-O 
RVSBELL* L D Baltimore Oas 8t Elertric Go 79/06/21 Ip 


790^100012 Notifies that fire test of full scale vertical cable tray 
array was conducted on 780915 at UL Hods to certain NRC fire 
protection criteria may be necessary 

DENTONi H R Office of tiuclaar Reactor Regulation 70/09/29 2pp 


790&220192 Forwards info re emergency planning insps 

8T0HR,J P Region I, Philadelphia* Office of the Director 
79/09/09 2pp 


79-Oie/03L-0 on 790527 4 kV feedwater breaker 192-2401 
tripped open causing loss of poujer to 4 kV biis S4 Caused 
by ipwrious signal or momentary loss of power to ESFAS ZB 
cabinet 2C68L No further action required 
DAVIS. 6 M , HlERNlCKIrH J Baltimore Oas t* Electric Co 79/06/21 


7906260439 I Forwards LER 79-019/03L-0 
RUSSELL* l|, ft Baltimore Oas t- Electric Co 79/06/21 Ip 


7906220149 Discusses removal of matl from uithin TMI-protec t id area 
Hatl can only be removed under health physics personnel 
etcor t 

LIMflOTH.D F Metropolitan Edison Co 79/05/17 4p p 


7706260204 Responds to 79051S Itr ro **tra precautionary measures for 
area transmission sys Adequate sources of power are 
available for operation of unit 

VDLLMERi R H Assistant Director for Site Analysis 79/05/19 ip 


-7906260442 LER 79-Ol9/0aL-0 on /90525 during performance of 
s urve 1 1 I anco tos t ing# eng Ineered safety features actuation 
ly* mofigle filAS D-B failed to actuate at 1*730 Cause 
unstated Module replaced 

79/06/kl'^ ^1* ^ ^ Baltlmare Oas It Electric Co 


DOCKET 30-320 THREE MILE ISLAND NUCLEAR STATION* UNIT 2 

^ ^^^9® documents f* correspondence 


7906290109 Discusses end BVW responses to NRG request for info re 
generic issues identified In answers to I3SAR-241 first 
roundl questions 

TEDESCQ.fi L Assistant Director for Plant Systems 76/04/08 Ip 


— 7906290227 Requests that submit detailed responses re generic Items 
applicable to BtiW plants currently in GP t* post-CP stage 
of review 

IPPOLiTOfT A Eloctrtci Instrumentation ^ Control Systems 

Branch. 73/02/24 4pp 


—7906290233 Requests addl generic info re DiiW's integrated ccontrol sys 
i> Steam line break inside containment 

UOHNENCERiA Division of Reactor Licensing {NRR-1975 only). 
75/Q4/04 3pp 


--79O629O240 Responds to NRG 750404 Itr re generic Qt-W design info 
Olocusses each requested item V parameters employed in 
compledns response to NRG request 
BUHRKE:. H E Babcock Hi Wilcox Co 73/05/23 Spp 


-“7906290859 Discusses Item 3 in NRC 750404 Itr re main steam line break 
Inside containment i( engineered safety features actuation 

• ys, 

SUHRKEfK E Babcock Wilcox Co 75/07/29 2pp 


—7906290873 Discusses Item 6 in NRC 750404 Itr re ECCB actuation prior 
to raactor trip 

K e Babcock ^ Wilcox Go 75/00/13 4pp 


■7906260209 Requests end of extra pre caut lonary measures taken to assure 
adequate power to plants 

ARNOLD. R c General Public Utilities 79/05/10 Ip 


— 7906260211 Notifies that precautionary measures taken to maintain power 
supply are no longer necessary Personnel on standby at 
switching station are needed elsuhere Forwards outline of 
electrical sys 

WERTSfR W Oensral Public Utilities 79/05/03 3pp 


7906290432 Forwards memo re fire protection i. security deficiencies at 
THI Requests scheduling of necessary insp effort 
QRlERiS H Region 1, Ph i. lade Iphlai Office of the Director 
79/05/21 Jp 


--790629044D Forwards memo raising questions re fire protection 6 
security deficiencies at THI-S Requests action 
MQSELEYi N C Division of Reactor Operations Inspections 
79/05/16 Ip 


7906220095 Special operating procedures 6 emergency procedure s* for 
790430-0604 

* Office of Nuclear Reactor Regulation 79/06/04 8D0pp 


0 Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB-509 

3CINT0.JF Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790383 request for info re status of rulemaking 
proceeding to develop value for radon in Table S-3 Rept 
proposed rule uiill be sent to NRC by 790406 
CHRISTENBURY.E Hearings Division 79/03/26 34pp 


790514001B Board tiotif i cation semiscale experiment 6-A7''6 Unanticipated 
results re cladding temp require further study to determine 
safety significance Certificate of Sve end 
* Kearings Division 79/04/05 54pp 


--7906890807 Discusses Items 1,2 t- 5 in NRC 750523 Ur re integrated 
control sys< safety-s elated sys protection against loss qf 
reACtor coolant flow due to electrical grid frequency 
trans 1 bh ts 

BUHRK^iK E Babcock & Wilcox Co 75/12/30 llpp 


--7906890898 Confirms 740419 telcon that 88rW will incorporate automatic 
Auxiliary feedwater initiation sys into design to meet 
r equ ir-emanti of IEEE-279v 

KAtLAV^J F Babcock Wilcox Go 74/04/24 Ip 


--7906890309 Discusses 730131 telcon u»/R Edwards re secondary sys 
equipment which Bt‘W assumes to b« available during LQCA. 

DAVIQj D. K Atomic Energy Commission (Pre 1975) 73/02/08 Ip 


-“7906890310 Minute* of 700225 meeting m/B*(W re systematic failure* of 
B6M reactor protection sys ^ 

IPPOLlTOi T. A Atomic Energy Commission <Prs 1975) 70/04/16 

lOpp 


C gtlitty Environmental Report <ER)f amends 6 corriifondence 

7906830149 Draft "B1«W a05-Decay Meet Removal After Bmalli Break,'* 
* Babcock 6 Wilcox Co 77/04/30 124pp 
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790&2200&G Plaintiff 'c firit itt of Intorrogatariai (n Civil Acttvn 
79“ll09»ua Dliferict Court for Entorn Dlftrict^PA 
JQHNSRUDi J H Affiliation U'nknoun 79/OS/ia 17pp 


790&2900?! Complaint for Injunctive rallaf In City of Lancattir v NRC 
filed In DC Dietrlct Court 5ftet« •njoiftment of 
radioactlva discharpa^ 

UEFEVERi D E t MATTSQN^C U Barl«v« Snydar* Cooper it Barbar 
WILHARTH,A E Arenti Fox, Kintner, Plotlln U Kahn 79/05/20 SOpp 


7906060142 Order raqulring praearvatlon of all racprde re THI by all 
partial directly involved u/util Racordi are to be preiervad 
intact until released by NRC auttoritici or order 
CHILK, 8 J Office of the Secretary of the Commieilon 79/09/22, 
3pp 


7906260297 Oummary of meeting u/NRC eoUcitor to dlecuie action of City 
of Lancatteri PA 

KNIGHTON, 0 K Engineering Branch 79/05/22 2pp 


7906260304 Aneware to Interrogator lai lubmltted bg City of Lancastari 
PAr Including activity level it iiotopic content of uater 
KNIOHTONjO Engineering Branch 79/05/24 33pp 


— 7906260309 Interrogatories f-or NRC Affidavit! art requested to answer 
questions on activity level isotopic content of uatert how 
quantities are es tabll thed^ moni tor ing sgi ^ history of 
discharges 

* Lancaster, PA 79/09/22 2pp 


7906290206 Affidavit re THI‘'2 health V safety impact Util not prepared 
to respond promptly to ac cldent, eiposur e info Is 
inconsistent & exposure increases u/dlstance front plant, 

KEPFOROfC Citixens for Safa Environnent 79/05/24 6pp 


790621O09S iKRC motion for summary disposition re radon issue was in 
error j ALAB-S40 consolidated only 5 of 16 cases Denies NRC 
motion re parties In other proc tedings, i^/Gertif icate of Sve 
OUFLO, H E Atomic Safety and Licensing Appaal Panel 79/05/25. 
3pp 


7906230107 Request by utils that A8LAB grant summary disposition of all 
issues in consolidated radon proceeding. Utils seek decision 
as (natter of lawj no genuine issue ei to metl facts 
aiLBERG, J A Ghawi Pittman, Potts, (< Trowbridge VOIOHT, H K 
LeBoeufj Lemb« Leiby U MacRac CONHERfT. B Conner, Moore h Corber 
79/05/23. 4pp. 


”-7906230110 Statement of matl facts ra radon proceedings* for which there 
is no genuine issue to be heard. Ot scusi ts alleged 
Deficiencies 1-7.9-18,20-24 V 26 Affidavit of Ml Goldman h 
supporting documentation end, 

81LDER0. J A ahau, Pittman, Potts, SiTrowbridga VOICHTiH K 
LeBoeufj Lamb, Laity it MacRae CONNER,! B Conner, Moore It 
79/05/29. 36pp 


7906190402 Confirne verbel request for PA Energy Dept to continue to 
collect Sc donate all TMI environ senpling data from all 
fedaral agencies Sc PA Dept of Environ Resources 
OERU&KY.T H Pannsylvanla, State of 79/04/06 tp 


7906290240 Discusses problems encountered w/overheating of low & high 
pressure injection pumps when auxiliary feedwater sys Is 
started 

MARTIN, R E Division of Systems Safety 79/04/08 Ip 


7906070001 Requests arrangements be made for medical sves required 
during TMI Info partially withheld social security number of 
individual (ref FOIA Exemption 61 

BEARD. J T Plant Systems Branch. DENTON, H R Office of Nuclear 

Reactor Regulation 79/04/09 Ip 


7906060137 Responds to Itr re TMI Info partially withheld name & 
address of recipient (ref FQIA Exemption 6) 

BRADFORD,? A Commission 79/04/11 Ip 


7906010109 FQIA request for trenscrlpts of investigatory interviews 
w/centrfll room personnel Involved in TMI incident 
HINARCIN, P Pennsylvania Illustrated, Inc . 79/04/12 Ip 


7906060163 Responds to Itr re TMI Info partially withheld name & 
address of recipient (ref FOIA Exemption 6). 

BRADFORD,? A Commlesion 79/04/12 ip 


7906060167 Responds to 790328 Itr re TMI Info partially wi thheld, name 
6 address of recipient 6 portion of document unrelated to 
TMI (ref FOIA Exemption 6) 

BRADFORD,? A Commits ion 79/04/12 2pp 


7906130469 Responds to 790316 Itr to R Ryan which expressed concern for 
difficulty in trying to obtain info re facility shutdown 
GRIER, B H Region 1, Phi ladelphla. Office of the Director 
79/04/12 2pp 


7906060202 Comments on test lor radiation exposure performed at request 
of Individual who traveled by train past TMI on 790320 Info 
partially withheld name 6 address of person (ref FOIA 
Exemption 6) 

OUAIFEiH A Nebraska, Unlv of, Radiation Health Center 79/04/13 

2pp 


7906200439 Provides info re activities while at TMl-2, f or 790330-0407 
Critical of leek of coordination between procedure writers, 

BbU tc util support personnel 

VERDERY, E K Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/13 2pp, 


790606022S Forwards names to be added to 790413 lift for* radiation work 
permit training list of individuals qualified for uneecorted 
badges Info perttelly wl thheld* Social Security numbers (ref 
FOIA Exemption 6) 

SMITH, 0 H Office of Inspection it Enforcement 79/04/14, 3pp. 


7906220209 Requests that end notice be published in 790423 FR, 
FRALEY, R F. ACR8 - Advisory Committoe on Reactor Safeguards 
79/04/19 2pp 


7906070379 Act receipt of 790413 Itr commenting on financial 
rsspontlbil Ity of nuclear facility owner* re TMI-2 incident 
8NYDER,0L Region 1, Ph lladelphie, Office of the Director 
79/04/20 Ip 


— 7906070300 Requests financial respons Ibi I ity for TMl-2 incident be 
placed on Metropolitan Edison 6 stockholders 
EEITLlNiK Affiliation Unknown. 79/04/13 2pp 


7706130009 Acks receipt of 790416 Itr commenting on inadequate supply 
of water 

SNYDER, 0 L. Region 1, Phi ladelphla, Office of the Director, 
79/04/20. Ip 


—7906130095 Comments on plant Licensing It inadequate water supply. 
BALDASSARliU. A Affiliation Unknown 79/04/16 2pp 


7906120009 Ltrs from citlieni exprasslng opinions re nuclear power. 
GORDON, 0 Affiliation Unknown 79/04/24 83pp. 


7906220129 Accepts proposal of periodic briefing sessions between 
involved agencies Group must first dssignate responsibility 
for routins 6 emergency environ activities 
HENDRIE, J M, Commission. 79/05/02 ip. 
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W4220063 Confirms 
fur FMI aerial mo 
SVIHH^Q H Reg 

T?/os/cya ip 


i*e«iuest for PA Natlona 
nitor Ing 

ion I, Philadelphia, Of 


I 

f 


Guard 
ice of 


helicopter U pilot 
the Director 


7906120419 
JOflEiS. T 


Eipres^e« concern re 
Affiliation Unkncuo 


fabotage of 
79/06/05 


nuclear pousr plants 
ip 


906730131 Oi 
BTiler nampl 
H 

7^/09/11 


^cusees NflC health phgaici 
Ing h soil waste shipments 
Region 1. Philadelphia, 

app 


staffing M/info re 
Office of the Director 


I Financial information 


7906120372 Forwards "Annual Financial ftept 1 97B " 

HERBEIN. J C rtetrqpoHtan Edison Co 79/06/07 Ip 


905250395 Of 
«/4cuablon 
r«1ccabien 
WiffllK, A A 


fops conducting studies re emergency 

plans Discusses prior experience in crisis 
Field Forwards prof qualifications of staff 
Contingency Planning Associates 79/05/14 


7pp 


— 7906120300 "Annual Financial ftep t 1978 " 

■» Metropolitan Edison Co * GPU Service Corp 78/12/31 119pp 


J Insurance 4 indemnity information 


^906010107 Denies FQIA request for 
control room pa.rsonnel (ref FOIA 
FELTON,. J K Division of Rules 


transcripts of interviews w/TMl 
Exemption 71 

and Records 79/05/21 ip 


r90672007a 
Asts whe 
ferj i I or 
FAB[AN« B 


Fopuiarda naire of contractor from uihom trailer uras rented 
thep f(RC Intends to pay rental for location of 

F Metropolitan Edison Co 79/03/23 Ip 


790629036B Discusses effect of classifying TMl-2 incident as 
extraordinary nuclear occurr encor uh ich would trigger waiver 
of defenses under Price“Andetson Act 

€KAPARiK K Office of the Executive Legal Director 79/03/29 Ip 


7906290177 Discusses record of Tttl-releted action re insurance for 
790329-0401 

SALTZMAN, J Antitrust 6 Indemnity Croup 79/04/27 llpp 


706260492 
PDuar h c 
plant mod 
DENTON , M 


Responds to clfciien Itrs expressing views on nuclear 
losing of BttI reactors Describes NRC actions re 
StprocQdure revisions & addl personnel training 
R Office of Nuclear Reactor Regulation 79/05/23 


2APP 


7906010193 Discusses facility Policies t(F-*2ao 6 hF-73i Sec ondary 
Financial Binders EB-65 & EX-65 reliability limits as result 
of TMI incident 

CARRIERjW C American Nuclear Insurers 79/05/29 2pp 


^906260322 Responds to Citlien Itrs expressing views on nuclear 
power <( closing of reactors Describes NRC actions re 

procedure revisions 6 addl personnel training 
UEMTONiKR Office of Nuclear Reactor Regulation 79/05/25 Blpp 


7906(90258 Provides updated info re wage lots clams I- evacuation 
claims from 790521 - 0606 Forwards form “Final Settlement 
Resume^* for use in connection ui/wage loss evaluation 
CARftlERiM C American Nuclear Insurers 79/06/12 2pp 


^906260328 Resp^onds to citixen Itrs to JM Hendrie expressing 
vleui or> nuclear ppmor closing of Q^W reactors Describes 
NRC actions re pracadure revisions tt addl personnel 
irainl ng 

DCNTQN.H R. Office of Nuclear Reactor Regulation 79/09/25 37pp 


r9062700'06 Responds to citixen Itrs to JM Hendrie re nuclear 
power it closing of BirW i^eactors Describes NRC actions re 
reviling operating procedures, p lant mods U addl personnel 
training 

I^EHTaM, H R Office of Nuclear Reactor Regulation 79/05/25 29pp 


7906310204 Forwards Endorsement 34 to HAELU Policy Hr*'73 
CERETYiH F CPU Service Corp 79/06/15 2pp 


7906260136 Addresses reinstatement of Pools' liability policy for 
Metropolitan Edison Co Matter still under consideration 
u/carrier to supply current claim expense figures 
PROOK, B C Amortcan Nuclear Insurers 79/06/22 Ip 


O Advisory Committee on Reactor Safeguards reports & correspondence 


7906270009 Responds to citizen telegrams expressing opinion on 
fiuelei^r power C< closing of BS^Vf reactors Decribes NRC actions 
r* revising aperating procedures, p lant mods fc addl pervonnei 
Iraining 

DENTON) H R. Office of Nuclear Reactor Regulation 79/05/29 t2pp 


7906270019 Responds to citizen postcards expressing opinions on 
nuclear pouisr tf closing of B?(N reactors Describes NRC 
actions re revising operating procedures & plant mods 
DENTON. H R Office of Nuclear Reactor Regulation 79/09/29 14pp 


7906290016 Responds to citizen Itrs expressing views on nuclear power 
4 THI incident Results of NRC investigation will be 
di I teml na t ed to public when completed 

DENTON. K R Off lea of Nuclear Reactor Regulation 79/05/29 7epp 


7906390138 Responds to citizen Itrf to President Carter re nuclear 
power 4h closing of B4i.M reactors Describes NRC actions re 
revising operating pr acedures, p lant mods 6 addl personnel 
DENTON. H,R Office ©.f Nuclear Reactor Regulation 79/05/25 21pp 


7906220434 Requests publication, by 790403, of end FR notice re ACRS 
790405-07 meeting 

FRALEVi R F Office of the Executive Director for Operations 
79/03/29 ip 


— 7906220439 Notification of 770405-09 meeting w/ACRS in Washington, DC 
to discuss TMI Incident 

CHlLKiS J Office of the Secretary of the Commission 79/03/29 

Ip 


7906250237 Forwards list of reclpiEtits of 790320 FR notice re ACRB 
subcommittee 790404 meeting oh THI 

* Division of Operating Reactors 79/03/30 2pp 


— 7906220274 Forwards F8AR Chapter 5, Reactor Coolant Sys,6 Chapter 6. 
Contingency Safety Features, W/o enc I 

WEI6SBERG,8. Office of State Programs 79/04/04 Ip 


7906260500 Supports continued operation of nuclear plants, in spite of 
THI-2 Incident Past record of safe operation does not 
varrant negative actions 

LAZZARlrA Affiliation Unknown 79/03/29 2pp 

7906290770 Ack receipt of 790412 Itr to JM Hendrie supporting nuclear 
power plant operation As result of TMI, emergency planning 
will take on greater emphasis 

RYAN. R,0. Office of State Programs 79/03/57 3pp 


-^7906at907a5 Comments on JM Hendrie testlrnony before O Kart committee re 
TMI Smaller towns than Harrisburg could not bo evacuated in 
osi* hour. 

SAlMDALLrW.a Af ft 1 iatton Unknown 79/04/12 2pp 


7906130205 Lists preliminary thoughts an lessons learned From TrtI-2 
PALLADINO. N J, ACRS - Advisory Committee on Reactor Safeguards 
79/04/00 Ip 


7906130452 Forwards <|uesttons 1. answers for hearing backup hook to ba 
provided for chairman. W/ACR8 concerns re TMI 

MIRAGLIA, F. J Office of Nuclear Reactor Regulation 79/04/09 

aapp. 


7906250058 Requests pub 1 icatlon, by 790412, of end FR notice re ACRB A.«t 
Mac Subcommittee 790423'-24 meeting 

FRALEY, R F ACRB - Advisory Committee on Reactor Safeguards 
79/04/09 Ip 


7906D6O2S4 ^-xprsasas appreciation for tuggestions to help Improve 
conditions at TMI 

DENTCm. H R Office of Nuclear Reactor Regulation 79/05/30. Ip 


— 790606026S Offers suggestion* to release gas bubble pressure. Info 
partially wlthhol d , home telephone number (ref FOIA Exemption 
6K 

ALtEMrR. Affiliation Unknown 79/03/31 Ip 


— 79062S0066 Notification of 790423-24 meeting u/ACRS Ad Hoc 
In Los Angeles, CA ta discuss TMI accident. 

CHlLKtS J Office of the Secretary of the Commission 

2pp 

7906130451 Forwards highlights of 790405-07 22ath ACRS meet! 
St other facilities 

CRgcKER.L, P. Division of Project Management 79/04/10 


Subcomfn I. 
79/04/10, 


ng re Tm i 
App 


t 
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7?0623D071 R9que«t& pub I lea t i att. b 7<?0^12* of enct PR notice r« ACR& 
790<H6“17 (Dseting 

FRALEYfR F, Office of the EKccuttve Qtrector for Operations 
79/04710 Ip 


— 79O62SOO05 Not 1 f 1 cat 1 o ri Of 79041A-17 ACCRB nteetln^ in Wash Inston, DC 
to ifiscuss TMI incident 

CHILKiS J Office of the Becretarv of th« Cofnfliission 79/04/10 
3pp 


790A250127 Faru/ards FR notice of aCRS meetings on 7904l6'-17 h 
790423-24 meetings to ditcuss TMI Incident 

• ACR8 ~ Advteortj Committee on Reactor Safeguards 79/04/11 3pp 


790Aia064A Submits draft trip rept of RF Fraley 790412 visit to Ttir~2 
PTellminary primary coolant analysis for 7904(t sample & 
preliminary description of events at TNI end 
FRALEViR F ACRS - Advisory Committee on Reactor Safeguards 
79/04/1& 36pp 


7906270001 Discusses ACRS recommendations contained In 790407,10 ?- 20 
Itrs re TMI 1 nvest 1 gat i on 

HEl.TEMEe. C J Standardliatlon Branch 79/04/20 Bpp 


7906130262 Confirms 790403 telcan t* resource impact assessment in 
light of TMI incident Details FY79 immediate 6 falloiijup 
effort 8* FY80 follo^i^up effort 

MCKINNEYift E ACRS - Advisory Committee on Reactor Safeguards 
79/04/26 Ip 


7906130270 Requests copy of normal shutdoun procedures* i nc luding going 
to natural cir-culat Ipn t/ chronology of events re TMI 
inc 1 dent 

MCCREL£BB( T C ACRS - Advisory Committee on Reactor Safeguards 
79/04/26 Ip 


7906130274 Describes differences in B?iW piping arrangements connecting 
pressurlzer to hot leg Level piping may cause problem 
similar to that at TMT 

PLE8BET, M 8 ACRS - Advisory Committee on Reactor Safeguards 
79/04/26 ip 


7906130283 Notifies that repts by industrial Advisory Group on Recovery 
Operations at TNI are available for ref 

MCCRELESQ* T 0 ACRS - Advisory Committee on Reactor Safeguards 
79/04/26 Ip 


7906180600 Forwards preliminary sequence of events at TMI for first 
22-h of incident Describes distribution of NetropoUtan 
Edison Go shutdoun procedures 

MCCRELESS*T 0 ACRS - Advisory Committee on Reactor Safeguards 
79/04/26 1 p 


— 7906180600 Forwards preliminary sequence of events et TMI for first 
2S-’ti of incident Sequence reconstructed from available 
data sources 

LONG, R L GPU Service Corp 79/04/16 ISpp 


7906130213 Forwards (4PPS8 presentation pac kage* '*TMI Incident U Its 
Impact on SPP88 Projects,'' 

NCKINLEYt J C ACRS ~ Advisory Committee an Reactor Safeguards 
79/03/01 Ip 


—7906130230 WPPaS presentation pactag e« ’'TiHI Incident U Its Impact an 
MPPaS Projects 

CaCKRCtLiR 0 Washington Public Power Supply Bystan 79/04/13 
lOpp 


79061302S4 Compares Chinese bomb test t-IGl fallout In PA to that from 
TMI“2 Highest 1-131 In milk from TrtI-2 was 42 plcocories 
HULLER^R ACRS - Advisory Committee oi» Reactor Safeguards 79/03/01 
ip 


7906130199 Forward® PU Perslanl 790301 memo r* TMI, presenting model for 
•stlmeting fuel assembly damage 

UIP1N9KI*W C Argonne National Laboratory 79/03/02 tp 


— 7906130205 Summarizes vleus an sequence of events re fuel element 
behavior 4t consequent core conditions to be expected^ 

Preiints model of probable core damage Testimony end 
PER6tANl*P J Argonne National Laboratory 79/05/01 4pp 


‘-7906130211 Testimony before Senate Subcommittee on Nuclear Regulation 
on 790430 re PA Public Util Commission actions fol lowing TMI 
inc 1 dent. 

OOODErH-W Penney Ivanlei State of. 79/04/30 23pp 


7906180592 Highlight of Senate Subcommittee on Nuclear Regulation 
790430 third hearing on TMl-2 Witness list end 
ALDERMAN,H ACRS - Advisory Committee an Reactor Safeguards 
79/03/02 20pp 


7906190617 Summary of 790501 meeting w/C“E in Oethesda,MD re effect af 
Trtl transients on C-E plants Vugraphs end 

QUITTSCHREIBER ACRS - Advisory Committee on Reactor Safeguards 
79/05/02 J5pp 


7906180622 Forwards addl info items received during Ad Hoc Subcommittee 
on TMI Incident 790430-0501 meeting 

HA JOfti R K ACRS - Advisory Committee on Reactor Safeguards 
79/05/02 ip 


— 7906180627 Summary of 790411-12 meeting u/C-E in OethesdarfiD re 
corrective actions for C-E NS53 plant® as result of TMI 
i nc Ident 

R08B«D F Division of Project Management 79/04/12 3pp 


— 7906180631 Summary of 790418 meeting u/B8<W in Dethesda,MD re natural 
circulation in 8S>U reactors 

RDS8, D F Division of Project Management 79/04/24 13pp 


— 7906180637 Summary of 790411 meeting w/Nest inghouse in Bethesda, MO re 
short-term corrective actions for Uestinghause N5SS plants 
as result of TMI incident 

RCSS, D F Division of Project Management 79/04/12 6pp 


7906260103 Forwards tentative schedule for continuation of 790430-0501 
THI-2 Accident Implications Subcommittee meeting on 790309 
MAJ0R,R K ACRS - Advisory Committee on Reactor Safeguards 
79/05/03 , 3pp 


7906270084 Forwards final agenda for ACRS 229th meeting on 790510-12 
CROCKER, L P Division of Project Management 79/05/04 Ip 


— 7906270145 Final agenda for ACRS 229th meeting on 790510-12 
a Division of Project Management 79/03/02 4pp 


7906130259 Forwards two NRC repts re ACRS activities related to TMI 
tf/o enc 1 

V0RE6S, K E ACR6 - Advisory Committee on Reactor Safoguards 
79/05/07 tp 


7906160006 Forwards presentation slides shown at KRC 790303 briefing 
re personnel azposures Reading of li200 mllllrem/h reported 
600 feet over site Adjacent island had 900 millirems 
MULLER/R ACRS - Advisory Committee on Reactor Safeguards 
79/05/07 IBpp 


7906190649 Forwards H Ether ingfcon ' s preliminary appraisal of TMI 
incident 

ETHER INOTON, H ACRS - Advisory Committee on Reactor Safeguards 
79/03/07 9pp 


7906130266 Summary of 229th ACRS (neetlng on 790309 re TMI -2 
major, R.K ACRS - Advisory Committee on Reactor Safeguards 
79/03/09 2pp 


7906220096 Forwards notice of meeting f.or publication in FR by 790316 
CHIUK. B J Office of the Secretary of the Commission 79/05/10 
If 


—7906220103 Notification of 790331-0601 meeting w/ACRB in Wash Ing ton, DC 
to discuss implications of TMI 

HOYLE, J C ACR8 - Advisory Committee on Reactor Safeguards 
79/03/10 2pp 


7906220322 Lists proposed assignments priorities re implications of 
TMI incident 

e ACRS “ Advisory Committee on Reactor Safeguards 79/05/10 23[»Ph 


7906220329 Summarizes recommendations comments of ACRS subcommittee 
re long-term effects of TMI incident, as presented by Okront 
on 790310 

a ACRS - Advisory Committee on Reactor Safeguards 79/03/10 2pp 


7906270044 Discusses 790514 meeting ui/D Major of ACRS r# review of BtiM 
operating plants 

HELT£ME8,C j Standardization Branch 79/03/14 Ip 


7906220169 Summary of 790510 maeting w/Ofc af Esecutive Director for 
Operations Director of NRC Program Ofci re TMI“2 
actl vl ties 

BATES, A. ACRS - Advisory Committee on Reactor Safeguards 79/05/13 

26 pp. 
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-~7?Ofiffaoi74 
but will 
FRALEY. R 
77 / 03/13 


lndic4te« that R Pollard uitl 
respond to 790427 1 tr. 

F ACRS - Advisory Committee 
Ip 


not attend 229th ACRS meeting, 
on Reactor Safeguards 


7‘?060SQ07-0 tntarlm Rapt 3 on Till-a submits recommendations re reactor 
pressure vessel level Indicat ion, operator training, LER 
eva 1 ua 1 1 a n, Qperat 1 rig procedures & eletric power supply 
CAROON, H W ACRS - Advisory Comniittee on Reactor Safeguards 
79/OS/lA 6pp 


7906HOQ39 Reiiuests comment by 790539 on end 
recommendations re THl'-2 incident 
RDSS, D F Division of Project Kanagement 


790A1 10092 Req.uests comment by 790929 on end 
recommendations re THl-2 incident 
ROSS, 0 F Division of Project Management 


addl ACRS 790516 
79/05/33 I3pp 

addl ACnS 790516 
79/05/23 4pp 


P Operating license stage documents & correspondence 


7906070136 Interim Rept 2 on TMI supplements response to V Gillnsky 
790410 request re natural circulation procedures, pressurt ler 
heaters, saturation conditions t, core erttt thermocouples 
CARDQNiH W ACRS - Advisory Committee an Reactor Safeguards 

T9/0a/16 4pp 


7906270070 Forwards summary of ACRS 229th meeting on 790510-'12 re TMI 
THOHAS, C O Light Uater Reactors Branch 1 79/09/16 2pp 


7906290176 Revised uneiecuted draft of notice of incident on 790329 
CHtLK. 5 J Office of the Secretary of the Commission 79/03/28 
13pp 


7906J30441 Incident «gt ctr morning rept for 790329 Info includes dose 
rates 

MARTINrJ Division of Site Safety ?, Environmental Analysis 
79/03/29 14pp 


--7906270104 Summary of ACRS 229th meoting on 790510-12 re implications 
of THT accident 

Light Water Reactors Rranch I 79/05/12 4pp 


7906070053 Requests comments re ACRS 790407. 18 20 Itrs containing 

rac ommendatlons on TMI incident Response requested by 
790323 

RQSB, D F Division of Project Management 79/05/17 3pp 


7906070059 Requests comments ACRS 790407-19 V 20 Itrs containing 
recommendations on TMI Incident Response requested by 
790923 

HQ9S, |> F Division of Project Management 79/05/17 3pp 


7906070096 Requests comments re ACRS 790407,18 4- 20 Itrs containing 
recommendations on TMI-2 incident Response requested by 
790523 

RDSSf 0 F Division of Project Management 79/03/17 3pp 


7906070061 Requests comments re ACRS 790407,18 6 20 Itrs containing 
recoffinven dot ions on TMI'*2 incident Response requested by 
790923, 

RGBS, D F Division of Project Management 79/05/17 3pp 


7906130197 Summary of NRC 790917 meeting re preliminary chronology 
of TMI event chronology end 

TAM, P ACRS ** Advisory Committee on Reactor Safeguards 79/09/17 
49pp 


7906180702 Notice of ACRS 790606-07 meeting in Middletown, PA to 
dltcuse technical details of TNI incident 

HOYLE, J C ACRS - Advisory Committee on Reactor Safeguards 
79/05/17 3pp 


7906250316 Submits IE mgt ctr morning rept at 6 30 AM Discusses 
radioactivity distribution Info partially withheld home 
telephone numbers (ref FOIA Eiemption 6> 

MARTIN, J Division of Site Safety U Environmental Analysis 
79/03/29 I6pp 


7906260486 Requests status rept Forwards questions r* design 
similarities to THI 

AHEARNE, J F Commission 79/03/29 2pp 


7906200462 Forwards compilation of TMI-a sequence of events, 
background info 6 history 

CREWS, J L Region 3, San Francisco. Reactor Operations Nuclear 

Support Branch 79/03/3i lOpp 


7906210103 Notifies of NRC request that mobile Rawinsondt be deployed 
to Harrisburg airport as soon as possible 

BARNEY, W 8 Commerce, Dept of, National Oceanographic 6 Atmospheric 
Admtnstratlon 79/03/31 ip 


7906210104 Requests one mobile Rawlnsonde station u/eipendab les for 
sis days at sijt runs per day be alerted for movement to 
notice Harrisburg airport 

BARNEY, W a Commerce, Dept of. National Oceanographic ft Atmospheric 
Admins trat ion 79/03/31 Ip 


7906060242 Summary of 790401 meeting w/Oeneral Public Utils It others re 
status of TIH-2 incident Info partially withheld home 
telephone numbers (ref FOIA Eitemptlon 61 
* Office of Nuclear Reactor Regulation 79/04/01 7pp 


7906130496 Forwards summary Info re calculations of TMI gas bubble 
voL 

BEROER,D W Babcock 6 Utlcoi Co 79/04/02 9pp 


7906270022 Discusses Mlcholson 7909J0 4, 11 comments at ACRS meeting re 
bremk 4 nalysls L transient sequences 

HELTEMEa.CJ Btandardtiation Branch 79/03/17 I3pp 


7906300029 Summary of ACRS 790910-12 meeting re c Ircumstances relating 
to eccident at TMI 

CAR&ONiM, W ACRB - Advisory Committee on Reactor Safeguards 
79/0B/16 4pp. 


--7906200033 Summary of ACRE 790310-12 meeting re review of accident at 
TMI 

CARBON, M W Office of Public Affairs 79/05/16 6pp 


--’7906200050 ACRS recommendation that NRC consider establishing 
quantitative safety goals for overall safety of nuclear 
raac tors, Congress 4» public should comment on plan 
CARBONtM W Office of Public Affairs 79/03/16 Ip, 


7906070062 Requests comment re ACRS 790407, 18 U 20 Itrs containing 
Tatoeunandatloni on TMl-a incident Response requested by 
7909 Sl9 

RG88, D F Division of Project Management 79/03/23 3pp 

7906110018 Requests cgmment by 790329 on end addl ACRS 790916 
raconendations re tHi-S incident n-n 

8088,0. P Division of Project Henagement 79/03/23 IJpP 

79061 10025 Requests comment by 790329 on end addl ACRS 790316 
recaftweendations re TMI-S Incident 

ROQBrO. F Division of Project Management 79/03/23 I3pp 


7906110028 Requests comment by 790929 on end addl ACRS 790316 
r tcommendatlons re TMl-2 Incident. 13 bd 

RGSSrO.r Division of Project Management 79/03/23 13pp 


7906200097 Notifies that task group has been established to evaluate 
generic Implications of feedwater transients in BtW-des Igned 

DAVIB, D K Systematic Evaluation Programs Branch (Pre 7906251 

79/04/02 Ip 


7906200430 Lists iodine 6 carbon levels of milt 
OROVErW R Health, Education tt Welfare, Dept 


samples 
of 79/04,02 


I4pp 


06210127 Forwards description of IE enforcement actions r# BttW 
reactors other than TMI Inspectors must assure that 
licensees fulfill NRC bulletin provisions 


7906270010 Forwards draft reply to J Callfano 790401 memo re registry 
of workers at TMI , , _ 

DAVIS, J 0 Office of the Eietutive Director for Operations 

79/04/02 2pp 


790613039? Provides info on sample results 
WEN8LAWSKI.F Region 5, San Francisco, 
79/04/03, ip 


from waste storage tanks 
Office of the Director 


06130413 Forwards recommendations sent by Mestlnghousi to owners of 
Westlnghouse PMRs in light of TMI incident 






7906130419 Notifies that Susquehanna 790402 h 

been reanalyitd V previously reported value could not be 
confirmed 1-131 not present in river at that time 


conf trned 
MARTIN, A 


Health, Education ti Helfart, Dept of 79/Q4/03 Ip 
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79061304G6 Analyiia of Gusqu«h«nna River <jjat«r for 1-131 on 

790402 No r-iai foi/nd 

MARTlNiA Hcalt4i< Edutation h Uelfarei Dapt of 79/04/03 Ip 


790^130491 Forwarda itatui of operating plantt 

BRUNNERtE J Region I, Phi ladalphlai Reactor Operations Nuclear 

Support Branch 79/04/03 Spp 


790/il30492 Data r« background levels of Sr Sc Cs in raillc for 
Philadelphia it Pittsburgh 

REGMiERf J Environmental Protection Agencg 79/04/03 Ip 


7906210207 Provides info re man-rem eiposure from TMI-2 incident Lists 
addl data required to complete analgsii Draft request for 
data end 

OPSSrCKfL V Office of the Executive Director for Operations 
79/04/03 Spp 


7906130430 Provide* guidanco re procurement support for TMI 
CQBB/ L I. Office of I&E* Executive Officer for Management & 
Analijsis 79/04/04 2pp 


7906210135 Faruards recent FBI communication to be dlsseminatad to 
direct NRC employees only W/o end 
BRADViR J. Office Of Administration 79/04/04 ip 


7906130483 Notifies that bulletins are being sent to all licensees of 
nuclear pouer plants incorporating steam supply sys designs 
Identical to that of TMI facility 
HENDRlEiJ H Comnisslon 79/04/05 2pp 


7906'130497 Provides rough estimate of source term from all data 
collected to date 

LEE< J. Division of Site Safety (t Environmental Analysis 79/04/05 

Ip 


79062101S4 Discusses logistical support for personnel assigned to TMI-2 
site, 

OOSSrCKfL */, Office of the Executive Director for Operations 
79/04/05 Ip 


790626006? Discusses questions re Nucleonics Neele 790405 article^ 
''Persistent NRC Inspector Had Already Raised TMl-Related 
Safety Issues " Answers needed for Hart subcommittee 
f Office of Inspection it Enforcement RC 79/04/05 Spp 


7906070030 Farwardi 790320*^0406 note* re handling of TMI accident Info 
partially withheld home telephone number (ref FOIA Exemption 
6) 

tt Office of Nuclear Reactor Regulation 79/04/06 57pp 


7906130301 Forwards data re operation of reactor coolant pump motors at 
reduced speed<which is applicable to THI 
TAVLORrJ H Babcock 6 t/llcox Co, 79/04/06 3pp 


7906130368 Requests radiation monitor recorder charts to establish time 
sequence for escape of radiation 

KtRKPATfllCKi D Office of Inspection 6 Enforcement 79/04/06 0pp 


7906130427 Requests arrangements to airlift four safety filters from 
State of NA to Harr isburgi PA airport U then truck filters to 
TMI 

KEONERi J Office of Inspection U Enforcement. 79/04/06 Ip 


7906210136 Lists weekend schedule for manning operations ctr 
THDHPSDNrD Office of I & E Executive Officer for Operations 
support, 79/04/06, Ip. 


7906210420 Second round of util Interviews r« TMI incident, 
« Metropolitan Edison Co 79/04/06 iOSpp 


7906220093 Discusses use it specs of hydrogen high pressure storage 
tank* It hydrogen Corblin compressors requested by NRC for 
TMI-2 Matl available for immediate delivery, 

KCCLURErL L Consumer Fuelsj Inc 79/04/06 Ip 


7906210133 Discusses NRC request to airlift filters from state of NA to 
TMr-2,slt*, 

OOSSICKjL. V, Office of the Executive Director for Operations, 
79/04/07, ip. 

7906250097 Forwards Info re notification sys for TMI Incident. 

HUFHAM^J, H Region 2r Atlanta, Office of the Director 79/04/07 
3pp 


7906070007 Provides procedure* to assure coordination of natl lab 
support for NRC activities at THl-2fper 790407 discussions. 
Forwards N Bixby^e log of actlva It completed lab inputs. 
HATTSONiR.J, Division of 9ys terns Safety 79/04 /OB. Ip, 


790613046? Summary of 790407 site visit to obtain better understanding 
of situation, overall response to eventronsite capabilities U 
activitif s 

BNIEZEK, J H Division of Fuel Facility b Materials Safety 
79/04/00 2pp 


7906210194 Confirms request to transfer radioactive samples from TMI-2 
to Oak Ridge. TN it Aiken, BC 

OOSSICKrL 'J Office of the Executive Director for Operations 
79/04/00 Ip 


7906130495 Responds tu 8 Conver telcon request for info re 
Region III initial notification of licensees & govt 
officials re THI Incident 

KEPPLER«J 0 Region 3, Chicago, Office of the Director 79/04/09 

Ip 


7906130401 Requests comments on review of action items from 790409 
technical mgt meeting 

0TELLO, V Division of Operating Reactors 79/04/09 26pp 


7906270014 Dlscussee manning of NRC operations ctr during controllfd 
preparation for natural convection cooling 

DAV16,J 0 Office of Inspection Enforcement 79/04/10 Ip 


7906210029 Provides info re activities while at TMl-2 for 790331-0409 
Critical of NRC intra agency conflicts & util indacisl veness 
on corporate perionnot level 

SEYFRIT,K V Region 4, Dallas. Office of the Director 79/04/11 
3pp 


7906210191 Confirms request to locate tc arrange for railway cars to 
store low level waste from TMI-8 

OOSSICK.L V Office of the Executive Director for Operations 
79/04/11 ip 


7904270001 Recommends that all Boards be provided info contained in OB 
Vassallo 790403 & 040? meffloi re TMI incident. 

BTELLQiV Division of Operating Reactors 79/04/12 Ip 


7904270234 Forwards Bethesda, KD duty roster for TMI, to support site 
operations coverage for Easter weekend 

CA8E,E 0 Office of Nuclear Reactor Regulation 79/04/12. 2pp, 


7906070054 Forwards handwritten notes re boron concentration at TMI^2, 
for 790331-0412 Info partially withheld* home telephone 
numbers (ref FOIA Exemption 6) 

e Office of Nucleer Reactor Regulation 79/04/12, 14pp 


7906200413 Tabulates NRC personnel exposures at TMI to 790411 Info 
partially withheld namee of individuals (ref FOIA Exemption 
6 ). 

SLOBODIEN.M J Region 1. PhiUdelphla, Office of the Director 
79/04/12, ip. 


7906210265 Forwards chart of tasks psrformed by Dlv of Technical Info 
it Document Control, in response to THI Incident, 

SEBAUrW. J Technical Information it Document Control 79/04/12 
4pp. 


7906210267 Responds to 790305 request for inf o *re emergency 
preparedness NRC engaged in study of products containing 
radioactive metis. 

8CHWARTZ1B A Assistant Director for Program Development. 
79/04/12 8pp 


7904270044 Forwards info on TMI incident followup actions by NRC« in 
response to 790412 memo 

MILLER/ K □ License Fee Management Branch. 79/04/13. 3pp 


7906070234 Confirms NRC request to transport radioactive sample by air 
to Idaho Falls, Idaho from TMI Info partially withheld 
contractor contact home phone number(ref FOIA Exemption 61 
00S8tCK,L, V Office of the Eieeutive Director for Operation* 
79/04/13. ip. 


7906130342 Provides alternativeb to duplicating master recording tapes 
of TMI Incident, 

VfE!68,B H Office of Inspection fc Enforcement, 79/04/13. 2pp 


7906210869 Expresses gratitude to Univ for metoorologlcal data provided 
during TMI incident 

FAIRQBENT/J E, Hydrology Meteorology Branch, 79/04/13 2pp 


7906250100 Forwards rept on pepotratlon availability using instrument 
outside containment, 

MIRAOLIAiF ^}, Affistant DJtrector for Engineori it projects (Pre 
7906251. 79/04/13, 6pp, 
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790&a30t07 Forwat<J« analytical results far priir^rq caolant. incliiflino 
Settl* analysis, for 790329 tf 04io 

MIRAGLI^^.F J Assistant Director for Englrieers & Projects <Fre 
790633 > 79/04/13 2pp j s r 

7W6&60469 Discusses mechanical condition of TUI core pod talloo/iins 
to rupture expected in highest pouer areas of many 
or ai-l fuel rods 

MAFIRIQTT.P W Industry Advisory Group 7^/04/iO Spg 


790607001^ Comments on existing situation re FOIA TMf requests 
retajnmends hiRC response to requests info partially uiithheld 
tentative reconimondat 1 ons (ref FOIA Exemption 5> 
afCHUIT.U Office of the General Counsel 79/04/14 7pp 


7'?06aaO226 Forwards \IQ Herbein 790411 Itr 6 Rj Mattson 790411 memo 
r» criteria for use of steam generator for short-tarm S< 
long-term cooldown 

WiRAOLlAi F O Assistant Director for Engineers U. Projects (Pre 
7906S31 79/04/14 Ip 


/906070006 Submits NRC personnel exposures at IMl.to 790413 Info 
partially withheld identification of individuals (rof FOIA 
Exemption 6) 

SLODOdIENiM J Office of Inspection S' Enforcement 79/04/16 Ip 

770613049& B^ampling summary for "Operation Ivory Purpose" for 790411. i2 
^ 16 

» Environmental Protection Agency 79/04/16 7pp 


7906200400 Tabulates NRC personnel exposures at Thl to 790415 
Ihfq partially withheld names op individuals (ref FOfA 
Exemption 61 

SUOBOQIEN.M J Region 1. Philadelphia, Office of the Director 
79/04/16 Ip 


/906300445 Describes personnel understanding of role of Ofc of Mgt 
Prograrti Analysis in organizing TMl documents 

CCJNVERtB Office of Management and Program Analysis 79/04/16 Ip 


7904260513 Forwards article re TMI Inc Idcnt. race ived from F Von Hippel 
□d 790412 W/o end 

EIGCNHUT. D G Assistant Director for Systems Engineering 79/04/17 

ip 


7904270331 Forwards summary of 790417 planning 'Beeling 
MlflAOLrAiF J Office of Nuclear Reactor Regulation 79/04/17 
15pp 


7906060220 Forwards list of remaining Special Instrumentation Group 
tasks IhfD partially withheld home telephone numbers (ref 
FOIA Exffjnp lion 6> 

ACKERMANNifi J Special Instrument Group 79/04/17 2pp 


7906210376 Forwards FR notice re change of meeting of ACRE Ad Hoc 
subCDinmJ ttee on TNI 

• ACRS - Advisory Committee on Reactor Safeguards 79/04/17 2pp 


—7906210279 Notice of meeting of 790423-24 meeting of ACRS Ad Hoc 
Subcammi ttee on TMI in Los AngetesrCA 

CHILK»S J Office of the Secretary of the Commission 79/04/13 

Ip. 


7906210077 Responds to request for summary of experiences at Incident 
Response Ctr after THI-2 incident Forwards selected 
conversations from 790330 telephona tapes 

BASSETT.H S Office of Management and Program Analysis 79/04/19 
9pp 


7906210100 Forwards informal notes re TMl incidents includ mg milk 
monitoring data 

LUBENAUi J 0 Office of State Programs 79/04/10 94pp 


790621020S Discusses dischaige water sample analysis procedures for 
PQRT.S Porter-Oerti Consultants. Inc 79/04/10 Ip 


7906210270 Forwards FR notice re corrected schedules of ACRS meetings 
* Office of Nuclear Reactor Regulation 79/04/10 Spf> 


— 7906210272 Notice of proposed meetings of ACRS 

CHILKcS J Office of the Secretary of the Commission 79/04/17 
5pp 


7905040321 Forwards info requested by 0 Chtpman re dose rate at top of 
containment 

MIRAGLIA.F J Technical 6 Administrative Support Branch 

79/04/19 2pp 


7906060191 Forwards four labs' results of boron measurement of 790411 
primary sys sample (non-pressur i ted } Info partially 
withheld home telephone numbers (ref FQIA Exemption 6) 

TELFORD, J T Division of Operating Reactors 79/04/19 Spp 


7906070004 Forward* status of natl labs work requests made since 79040 
Info partially withheld home telephone numbers of contractoi 
contacts (ref FOlA Exemption 6) 

LANNINO.U D Division of Reactor Safety Research 79/04/19 llpp 


7906200421 Provides info r« activities whiU at TMl-2. for 790330-0406 
Region II response to crisis was excel lecitj critical of Ctr 
for Disease Control 6 NfOSH personnel exceeding HEN mandate 
GIBSON. 0,T Region 2. Atlanta. Office Of the Director 79/04/19 
2pp 


79062J0016 Provides info re activities while at TMl-2, for 790329-'04Il 
Util radwaste operations very good under circumstances 
Commends liquid radwaste supervisot 

ZAVAOOSKI.R W Region 2. Atlanta. Fuel Facility 6 Materials 

Safety Branch 79/04/19 2pp 


7906210114 Forwards list of background matl for President's Commission 
on TMl 

CORNELUrE K Office of the Executive Director for Operations 
79/04/19 2pp 


7905040311 Discusses Uhits House memo 6 dual roles assigned to NRC t 
EPA In mohltorlng long-term radiation at TMI-^2 

SHAPAR.H K Office of the Executive Legal Director 79/04/20 3pp 


7906200300 Provides info re activities while at TMl-2. f or 790330-0412 
Observed licensee resentment towards NRCi doubts NRC ability 
to make snap decisions during fast moving events 
HINCKLEY' D 0 Region 2, Atlanta, Reactor Construction h 

Engineering Support Branch 79/04/20 Ip 


7906130465 Forwards revised 790410 work schedule for Incident Response 
Ctr 

MOSELEY^iN C Division of Reactor Operations Inspoctipns 79/04/18 
5pp. 


7906200426 Provides info ra activities while at THl-S. for 790403-17 
Duties Included monitoring of plant status *< operator 
actlonq _ . u,. 

BETTENHAOSEN. L Region 1. Philadelphia; Office of the Director 
79/04/20 Ip 


7906200392 Provide* Info re activities while at TMJ-2. for 790330-0406 
Environ survey team limited by lack of proper equipment 
ANDREtfe. D L, Region 2i Atlanta. Fuel Facility U Materials Safety 

BrmncA 79/04/18 2pp 


7906200434 Provides info re activities while at TMI-2 j for 790330-0412 
All NRC personnel were dedicated tt prof 

WE0SMAN. R K Region 2. Atlanta) Office of the Director 79/04/20 

tp 


7906200402 Provides info re activities while at TMI-2, for 790330-0409, 
Llcanfteo control of radwaste was effective for liquids 
JACKSDNiU L. Region 2, Atlanta. Fuel Facility «. Materials Safety 

Branch 79/04/18 2pp 


7906200440 Forwards environ monitoring notes re TMl-2 event 
MERft^W Office of Otata Programs 79/04/18, 20pp 


7906200453 Submits outline notes for TMl-2 iodine rept 
KERR I U O. Office of State Programs 79/04/18 3pp 


7906210026 Provide* info re activities while at TMI-2r f or 790330-04X3 
Nat InvoLved w/llcensaa or in-plant operations „ - ^ 

NdODRUFFi R L Region 2. Atlanta. Fuel Facility 4t Materials Safety 

Branch. 79/04/18. 2pp. 


7906210067 Summary of 790412 meeting w/PA Health Dept in Harrisburg, 
PA to discuss strategy for evaluation of TMl-2 health 

goldsmith. R Radiological Health Standards Branch 79/04/20 

6pp 

7906210075 Submits record of actions re TMl-2 event W/summary of 
operations ctr audio tape for 790410 ?c preliminary 

CONVeRfsf^ Office of Management and Program Analysis 79/04/20 
20pp, 

7906210113 Atk receipt of NRC bulletins re TMl incident Priority info 
needed to alert Italian public of possible consequences 6 
impact on nuclear power In Italy 
ZAFFIRO.C Italy 79/04/20 ip. 
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7906210Z33 Provide* sumfflary of actlvltios at T«I~2. f or 790404-16 

Qfieratlons at stts uere veil or^aniied U coordinated 
FFllCOKANiC Region ti Ph i lad«lphla« Gfllce of the Director 
79/04/20 ip 


7906290399 Provides summary of activities while assigned to TMl-~2 site 
BI&SETTfP H Region l> Phi ladelph ia. Office of the Director 
79/04/20 ip 


7906220086 Forwards handhook* of govt acronyms which may be useful in 
efforts u/Pre* idontlal Investigating Committee U/a end 
SAVOLAINENrA U Technical Information (c Document Control 
79/04/23 ip 


7905040336 Ppovl'cJa* cost for reproduction of TMI-2 FSAR Lists 
recipients who requested copies since incident 

BED'AMjU J Technical Information 6 Document Control 79/04/24 

Ip 


7905D40639 Farwards calculated dose rate from condensate polisher 
dcminera 1 tier * 

MIRAGLIAi F vl Technical S< Administrative Support Branch 

79/04/24 2pp 


7903070029 Forwards reciuested updated primary coolant sample analyses 
MIRAGLIA^F x} Technical (t Administrative Support Branch 

79/04/24 4pp 


7906070037 Forwards C Sfcoiber draft testimony fop President's 
CQmralsslon on THT Roguests comments Info partially 
withheld draft testimony (ref FQIA Exemption 9) 

BlCKHITrL. Office of the General Counsel 79/04/24 tp 


7906220067 Responds to 790409 & 11 Itrs to J» Hendrie Investigation of 
TMI IS in initial stages Response to editorials must await 
uutcexne a# review 

INGHAM. F L Office of Public Affairs 79/04/24 Ip 


—7906220069 Forwards CBS editorial re nuclear power In CA Invites NRC 
to prepare repiv statement for broadcast 
MAROALITH. ^ CDS News. CDS. Inc 79/04/11 4pp 


— 7906230073 Forwards CBS new* editorial re nuclear power plants in CA 
Invite* NRC to prepare reply statement for broadcast 
MAROALITH, J CBS New*. CBS. Inc 79/04/09 4pp 


— 79062200S3 Forward* CBS news editorial re economics of nuclear power 
Invite* NRC to prepare replay statement for broadcast 
MAROALITH.J CBS New*. CBS. Inc, 79/04/13 4pp 


7906260056 Requests personnel engaged In TMI to Log 790326-0401 
aetionsiif already logged in incident response ctr 
DENTOM^H R, Office of Nuclear Reactor Regulation 79/04/24 Ip 


7906290022 Describes major draubacts to locating sampling sinks for 
both units in sarne room Unit 2 sink must be moved It all 
existing lines flushed before Unit I can h* 


790907008B Comments on discussions w/S Benjamin of AP it Attg General 
of NY re clarif icatlon of 790413 core damage assessment U 
basic tutorial Info on fission products 
HEYERtR 0 Core Parformanco Branch 79/04/26 Ip 


7906020166 Summarltes 790420 visit to DNL to discuss progress on 
D3S-FY79 reactor physics technical assistance program 
Purwards results of study of boron calculations 
OUNEFELDiH Division of Systems Safety 79/04/26 Spp 


7906200428 Provides info re activities while at TMl-2, for 790330-0411 
Critical of duplication of effort between IE tt Ofc of 
Nuclear Reator Regulation 

OYERi J A Region 2. Atlanta. Reactor Construction Engineering 

Support Branch 79/04/26 2pp 


7906210006 Provides info re activities while at TMI-2. for 790330-0418 
Raises questions re rellabilttg of licensee health physics 
operations 

TROUP.C L Region 2. Atlanta, Fuel Facility Sc Materials Safety 

Branch 79/04/26 Gpp 


7906210009 Provides info re activities while at TMl-2. for 790330-0413 
Critical of poor communications between util employee t* 

NRC in-plant health physics inspectors 

PERROTTI/D J Region 2, Atlanta, Fuel Facility it Materials Safety 

Branch 79/04/26 2pp 


7906210021 Provides info re activities while at TMI-2, for 790330-0413 
Contact w/ilcensee was minimal 

YOUNG, H M Region 2^ Atlanta, Fuel Facility ^ Material* Safety 

Branch 79/04/26 2pp 


7906280130 Notifies Of reduction of routine changeout frequency of 
Eberllne HPn-219 f i om once every 4-h to once every 24-h, 
effective midnight on 790426 

PORTER, S Partor-Oertt Consul tants. Inc 79/04/26 Ip 


7906290025 Forwards suppl to 790423 memo establishing task force for 
natural circulation initiation New member* are added to 
task force 

ARNOLD. R C Metropolitan Edison Co 79/04/26 Ip 


7906290226 Discusses decontamination work inside plant Was cautioned by 
Waste Management Group not to use Inorganic solvents 
because of possible impact to activated charcoal filters 
COOEAN, W R Metropolitan Edison Co 79/04/26 ip 


7906290321 Discusses Interim procedure for notifying states of planned 
shipments of radwaste from TMI 

KERR/G W Assistant Director for State Agreements Programs 
79/04/26 tp 


7906130390 Forwards personal records re TMI Info include* 790329 
morning rept, ca tculat ion* of man-rems beta dose rate at 
surface of equipment in contact w/primarv cooling water 
MARTIN. J A Accident Analysis Branch 79/04/27 3Spp 


7906130394 Provides personal log of communications re TMI as requested 
in HR Denton 790424 memo 

COFFMAN.F 0 Division of Operating Reactors 79/04/27 Ip 


7906S100B1 Responds to 790416 memo Notifies that only NRC actions 
performed for TMl-2 event were LER file searches 

KIRKt I A Office of Management and Program Analysis 79/04/27 Ip 


7906210223 Provides summary of activities while at TMl-G, for 
790427-0504 Contact W/licensee was minimal 

HOLODY, D J Office of Inspection 4^ Enforcement 79/04/27 ip 


'06250110 Discusses President'll Commission on TMI 4 Rept to President 
by Interagency Review Group on Nuclear Waste MgtrMar 1979 
Requests info from Manitoba Bar 

LAFLEUR. J, D Office of international Programs 79/04/27 2pp 


79062S0116 Request by Manitoba Bar Association for terms of ref 
for President's Commission 4 Rept to President by Intergency 
Review Group on Nuclear Waste MgtiMar 1979 
BEHGH, B G Canada 79/04/12 ip 


06260474 Submits items of possible concern for Inclusion in orders to 
94W plant licensees Forwards 780330 PNO re reactor trip 4 
subsequent blowdown at TMI-2 
AHEARNE.J F Commission 79/04/27 ip 


7906260478 PNO 7B0329 reactor trip 4 subsequent blowdown w/emergency 
sys actuation Caused by loss of vital bus Power eventually 
restored to bus 

STERNBERT.D M Region 2, Atlanta, gfflce of the Director, 
78/03/30, Ip 
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79i3^Sa01S9 Submit It parallel uaste praceGsing strategy as part of 
recov^ery plan 

W^AFTi S Gilbert Aasociatesi Inc 79/04/27 lOpp 


790&2903Q1 Comments an proposed specs provided on 790423 Although specs 
are directed to current plant status. comments are directed 
for use in long-term cooling mode 
acmro. J F Hearings Division 79/04/27 lOpp 


7*706290307 Discusses analysis of charcoal from TMI-2 auxiliary bldg 
filters Indication of transuranics detected Addl counting 
'vlll. resolve questions re isotopes present 

VOULMEfliR H Assistant Direciot far Systems Engineering 79/04/27 
Ip 


7^06280123 Recommends that Metropolitan Edison Co continue to ship 
raduaste to State of i4A Dill before state legislature 
prohibiting shipments will probably not pass 

COLINS. J T Effluent Treatment Systems Dranch 79/04/20 Ip 


7‘?0fi060241 Forwards updated lists of NRC personnel who require access 
to TUI site Info partially withheld Social Security numbers 
{ref FQfA Exemption 6> 

SMITHiOH . HCOSCAR.J J Office of Inspection b Enforcement 
79/04/29 8pp 


7*706070049 Forwards notes on TMI-relatod telcons.for 790320-0439 
Info partially withheld home telephone numbers <ref FOIA 
'Eiecnption 6> 

VOUNOrF Office of State Programs 79/04/29 flpp 


7-*i0629t>D91 Forwards analysis of charcoal from auxiliary bldg filters 
as followup to R Vollmes 790427 memo 

COLLiNBiJ T Effluent Treatment Systems Branch 79/04/39 Ip 


7*706290296 Discusses reanalysls of charcoal adsorbers from TMF Charcoal 
contaminated M/Pu-239 possibly as result of Chinese bomb 
tests Presence of Cr-51 confirmed 

CCLLlNSiJ T Effluent Treatment Systems Branch 79/04/29 Ip 


7906200073 Forwards notes prepared in conjunction w/early TMI actions 
Info includes notes on emergency procedures Info partially 
vithbeld home telephone numbers (ref FOIA Exemption 6) 

TeOESCa.R L Assistant Director for Reactor Safety 79/04/30 

^6pp 


7'906200454 Provides info re activities while at THI-2ifor 790403-19 
Critical of pioblems in communication 6 long delay in 
obtaining analyses of samples 

EWALD.S C Region 2. Atlanta. Fuel Facility b Materials Safety 

Branch 79/04/30 2pp 


7906300494 Discusses restrictions on use of masts w/matl surveillance 
assembly &3102 cartridges during decontamination of 
auxiliary ISel bldg 

6MI1H. 0 H Office of Inspection 8- Enforcement 79/04/30 ip 


7906310071 Discusses staff response to 790413 UV Ooislclc memo re 
THI-2 incident record of actions Memos have been prepared 6 
will be forwarded 

MALLERiN Office of Management and Program Analysis 79/04/30 Ip 


7906220124 Forwards analysis of licensee dosimetry data for 
790401-30 Total man-rem for period was 131 7 

SLOBODIENrM J Region 1. Ph 1 ladelphla. Office of the Director 
79/04/30 ip 

7906330207 Forwards calibr procedures ti setpoints re TIII-2 alternate 
vent radiation monitors 1-S 

PGRTERfS U Porter-Oerti Consultants. Inc 79/04/30 9pp 


79O62OO4S0 Provides info re activities while at T(1I-2. f or 79'04l2-2:4 
Critical of util health physics operations 

KAHLE.J B Region 2. Atlanta. Fuel Facility Materials Safety 

Branch 79/05/01 3pp 


7906220229 Forwards news releases re TMI V shutdown of five plants Info 
re TMI was made available to press at press ctr in 
Midd letoun. PA U/o end 

MILES. C Office of Public Affairs 79/05/01 Ip 


--7906220232 Requests list of news releases re TMI incident b shutdown o 
five power plants Forwards copy of article intended for 
Manchester Onion Leader ro TMI 6 nuclear accidents 
OILMANiL Affiliation Unknown 79/04/10 6pp 


7906260327 Recammendt changes In TMI-2 operating paint 
WILSON. R F CPU Service Corp 79/05/01 2pp 


7906270141 Forwards info re 790328 exposures of personnel investigating 
leakage of radwaste Info partially withheld names, social 
security numbers. blrthdates (ref FOIA Exemption 61 
HERBEIN. J 0 Motropdlltan Edison Co 79/05/01 5p p 


7906200173 Forwards "Plant Mods for Achieving Cold Shutdown. May 1979 " 
prepared by Technical Review Group. as app to safety 
evatuat ion 

NOVAK. T M Office of Nuclear Reactor Regulation 79/05/01 ip 

4 

— 7906280176 "Plant Modi for Achieving Cold Shutdown May. 1979" prepared 
by Technical Review Group 

* Office of Nuclear Reactor Regulation 79/03/31 66pp 


7906290320 Discusses TMl-2 "Criteria for Loss of Offsite Datance of 
Plant Electrical Power. Revls ion 1 " 

CRONEBEROER, D K GPU Service Corp 79/05/01 Spp 


7906050067 Discusses adequacy of station electric distribution ays 
voltages In light of NRC 770602 generic Itr 6: 7B0916 event 
at AR Nuclear One Requests plant electric sys review 
VASSALLO. 0 0 Assistant Director for Light Water Reactors 
79/03/02 Bpp 


7906200037 Summariies info obtained from DLW re TMI incident, in 
response to HR Denton 790424 memo Info partially withheld 
home telephone number (ref FQIA Exemption 6) 

CHERNY.F C Mechanical Engineering Branch 79/03/02 tSpp 


7906200390 Provides Info re activities while at TMI-2. for 790412-26 
Weakness exists in area of sample coordination 

ALLEN.J R Region 2, Atlanta. Fuel Facility 6 Matorials Safety 

Branch 79/05/02 2pp 


7906200473 Provides info re TMl-2 activities on 790413 6 25. par Region 
I Announcement 79/20 Licensee making effort to apply QA V QC 
to ongoing mods 

TRIPPiLE Region I. Philadelphia. Reactor Construction 8< 

Engineering Support Branch 79/03/02 2pp 

7906210203 Provides summary of activities while at TMI-a.for 790420—23 
Contact w/llcensee was minimal 

BHAOD.E T Office of Inspection Enforcement 79/03/02 3pp 


7906210219 Provides summary of activities while at T 
0410 Critical of breakdown in administrative prace 
health physics during initial phase of incident 
NIMITZiR L Region 1. Philadelphia. Office of 1 
79/08/02 3pp 

7906260329 Revises RF Wilson 790501 recommendations i 
operating point 

KEATEN. R W (JPU Service Corp. 79/03/02 Ip 


7906260260 Submits ERA environ data from 790423-29 

BOREB.R Region 1. Philadelphia. Office of the Director 
79/04/30, ip 


7906290033 Ooscrlbes organixatlon of dept to impleme 
in response to TMI 

» Office of Inspection tn Enforcement, 79/03/02 


7906280143 "Coating Test Rept " 

KPVACHrS U Nuclear Consulting Services. Inq NUCDN 61C616/01 
79/04/30 Spp 


7906200242 Agendas It notes taken during various meetings on 790430 
to discuss plant status 

• Office of Nuclear Reactor Regulation 79/04/30 5pp 


7906290413 Forwards info re calibr procedures 6 tetp 
alternate vent radiation monitors Data is to be ca 
hourly Point source calibr complete 
PORTER. 8 W Metropolitan Edison Co 79/05/02 S 


— 7906290423 Discoesei TMl-2 Effluent Monitors 1.2.C 
PORTER. 8 W Porter-Gert* Consultants. Inc 79/ 


7906130392 Forwards personal records of TMI act! vl tits, as requested in 
HR Denton 790424 memo. 

READ. J Division of Site Safety 8t Environmental Analysis 
79/05/01 3tpp. 


— 7906290428 Discusses setpoints for Victoreen 5 mor 
duct) Forwards setpoints 

8LABACK.L A Metropolitan Edison Co 79/05/01, 
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790fe2003?3 Provide* info re actlvitie* uhtli; at TMr~2, for 790412-27 
Procedures I* coiculatian* should be eromioed before usin^ 
sample results for health physics activities 

SROl^Ni R A Region 2i Atlanta/ Fuel Fac 11 1 ty ^ Hatertals Safety 

Branch 79/05/03 ip 


790^210024 Ack receipt of EPA 790502 I tr re submission to ERA af NRC 
environ data rhrough 790415 Info requested is delayed until 
790525. due to heavy uorirload 

SMITH. O H Region 1# Ph 1 lade Iph ia. Fuel Facility Materials 

Safety Branch 79/09/03 Ip 


-—790621002a Req.ueBfcs info re monitoring activities in support of TMI, in 
areas of at r i mi I k. uater, dos imetrg . biho i e body or thyroid 
counting soil t vegatation samples 

DRETTHAUERiE Environmental Protection Agency 79/05/02 Ip 


7906210143 Oescribes i equired periodic instrument readings U 
transmission of readings 

STREETER. J Region 1/ Phi ladeLph ia. Office of the Director 

79/05/03 2pp 


7906210277 Accepts position Of investigator for Region llias offered m 
790411 Itr 

MARSH, R J Region 3, Chicago, Office of the Director 79/05/03 

i? 


7906220212 FoTuiard* JM Hendrie it DG Eisetihut 790410 testimbhy before 
Senate Nuclear Regulation Subcommittee ^ General Public 
Util's 790416 memo re sequence of events W/o end 
CORNELL, E K Office of the Executive Director for Operations 
79/05/03 2pp 


—7906220217 Forwards NRC testimony if transcript of ACRS hearing on 
Contention 8 Also forwards 790430 Itr to TH Pigford listing 
records on Tlit JG Davis 790420 memo W/o end 
CORNELL, E K Office of the Executive Director for Operations 
79/05/04 Ip 


—7906220221 Notification of NRC 790503 meeting in Uash i ngton, OC to 
discuss plans for TMI investigation Forwards general counsel 
7904t4 draft policy statement N/o encl 

CORNELL, E K Office of the Executive Director for Qperatlo-ns 
FITZGERALD, J Office of the General Counsel 79/05/03 Ip 


79062G0182 Forwards '‘Transition to Natural Circulation at TMI-^E " Rept 
is intended to document discussions on natural circulation 
KLILYNVCH, 0 E Babcock *a UiUot Co 79/05/03 I9pp 


79062900 H Summary of 790302 meeting w/Wasfce Mgt Group & NRC re 
charcoal filter tray storage plan 

MCCONNELL, J F Metropolitan Edison Co 79/05/03 2pp 


7906290106 Submits chart illustrating alipuable operating envelope for 
reactor vessel NDT limits 

NEWTON, 0 G Office of Inspection Enforcement 79/05/03 fp 


’resents primary coolant analysis results from ORNL sample 
790411 Pu content is 0 24 parts per billion tr 
is 110 parts per billlan 

T Effluent Treatment Systems Branch 79/05/03 Ip 


orwards calculations by Out 1 er, Mi Is tead tn ahapaker, b 
or 790323-0415 

Containment Systems Branch (Pre 790101) 79/09/04 


7906210226 Provides summary of activities whUe at TMI -2. for 
790329-0405 fe 0416“0501 Critical of confusion surrounding 
approval of efliergency it operating procedures 

JOHNSON I d R Region 2, Atlanta. Reactor Oparatians Nuclear 

Support Branch 79/05/04 3pp 


790621022G Provides summary qf activities uhila at THI-2, for 790504-11 
Contact ^/licensee was minimal 

DELLA RATTAf A Office of Inspection V Enforcement 79/05/04 Ip 


7706210261 Forwards Jil Hendrie Itr to JP Sued of Radio Info Ctr for 
Blind, in response to 790420 Itr W/o end 
INORAHrF Office of Public Affairs 79/05/04 Ip 


— 7906210292 Comments on JM Hendrie quotation In 790423 issue qf 
Newsweek Fo-ruiards J Koch 790420 Itr to Newsweek editors, 
addressing identical concern 

fiOCH, J Affiliation IUnknown 79/04/20 Spp 


7906220099 Fowards cqmponont histories 

BECMAN, R P ftetropal i tan Edison Co 7?/05/04 3pp 


7906220236 Responds to encl JH Smylle 790419 Itr to JH Hendrie Forwards 
JM Hendrie Itr to American Newspaper Publishers Association 
6 description of nuclear liability insurance W/o end 
INGRAM, F Office of Public Affairs 79/05/04 Ip 


— 7906220240 Requests explanation of JM Hendrie statement of opposition 
to freedom of press, as quoted In NV Times Also requests info 
• re liability for nuclear accidents 

SHYLIE, J H Affiliation Unknown 79/04/19 Ip 


7906220276 Responds to encl TP Henry 790416 Itr to JM Hendrie Forwards 
JM Hendrie Itr to American Newspaper Publishers Association 
re Hartford Courant article W/O end 
INGRAM, F Office of Public Affairs 79/05/04 Ip 


— 7906220279 Forwards editorial from 790416 edition of Hartford Cdurant 
which cnticiies JM Hendrie Urges response to various 
charges 6 insinuation's 

HENPy, T P Affiliation Unknown 79/04/16 2pp 


7906270148 Summary of 790426 meeting w/D6W re analytical methods used 
for analysis of small break accidents 6 loss of -feedwater 
transients 

JENSEN, W L Analysis Branch 79/05/04 42pp 


7906290391 Provides summary of activities while assigned to TMI-2 site 
COHEN, I Region 1. Ph 1 ladelph la, Dffice of the Director 
79/05/04 Ip 


7906210017 Discusses concerns re const planned around auxiliary decay 
heat removal sys Questions ability of const to withstand 
aircraft impact 

HCCABE.E C Region I, Ph I lade Iph ia. Office of the Director 
79/05/05 ip 


7906210243 Estimates TMI-2 release for 790328-0430 at 16 cubic inches 
U/T Jackson calculations 

STOHR.J P Region t, Phi ladelph la. Office of the Director 
79/05/05 2pp 


7906220311 Lists NRC Health Physicists who arc qualified instructors 
per 790413 memo Requests notification of security personnel 
SM!TH,G H Region 1, Ph 1 ladelphla. Office of the Director 
79/05/05 Ip 


— 7906220317 Forwards list of NRC personnel who have completed radiation 
work permit training or equivalent U have been instructed in 
TMi site-specific procedures 

8MITH.0 H Office of Inspection It Enforcement 79/04/13 Lp 


7906280216 Presents design criteria for temporary onsite staging area 
for solid radioactive waste 

COLLINS, J T Effluent Treatment Systems Branch 79/05/05 3pp 


7906210144 Suggests steps be taken to ensure that hourly readings are 
taken t> transmitted in timely manner to IE Environ Group 
Recommends readings every half-hour 

PERRQTTI, D Region 1. Phi ladelph ia. Office of the Director 
79/05/06 ip 


7906210282 Notifies that hourly readings t< alerts from TMI are not 
being tranmsmitted in acccordance ui/J Streeter memo 
Steps should be taken to insure hourly readings 
PERRDTTI, D J Region 1, Phi ladelph la. Office of the Director 
79/05/06 I p 


7906080019 Notice of ACRS 790416-17 meeting In Wash ington, DC to discuss 
TMI incident 

CHILK^S J Office of the Secretary of the Commission 79/05/07 
5pp 


7906130376 Forwards two memos re branch involvement w/lncident 
JACKSON, R e Geosciences Branch 79/05/07 Ip 


7906210145 Discusses anticipated irregularity of periodic effluent 
monitor readings duo to readout lacation, reading conversion 
effort It personnel task priority conflicts 

e Region I, Phi 1 ade Iph ia. Office of the Director 79/05/07 lp 


7906310212 Providas summary of activities while at TMl-2r for 
790328-0421 Critical of breakdown in communicattoni re 
health activities 

SLOBDDIENiM J Region 1. Phi lad e Iph £a. Office of the Director 
79/03/07 2pp 


7906210215 Provides summary of activities while at TMl-2i for 
790328-0409 Contact w/licansee was minimal 

SMITH, R K. Region 1, Phi ladelph la. Office of the Diroctor 
79/03/07 app 
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7?062lO224 Prrfvidas nummary of actWitUg uihile at TMI'2. for 
790329-0412 Critical of llccnsoo's Initial reaction to 
tner'ganc y I par t i cu lar 1 y re samplo collection 

JACKSON* T J Office of Inspection Enforcerient 79/05/07 2pp 


7?0A2tO28O Notifies of delays In readouts for airborne effluent 
monitor Delays mill cease mhen noij local readouts are 
installed 4i operative 

* Office of Inspection & Enforceotent 79/05/07 Ip 


790fi23QlS? Forwards update of health physics status of facility Info 
uas sent to LV Oossick for use in memo to NRC 
KINNEY I Id Vi Region Philadelphia* Office of the Director 
79/05/0'7 app 


790&2G0I64 Forwards supplemental recommendation to Step B of 0 Kunder 
790307 momc re changes In operating point 
NlLSONrR F OPU Service Corp 77/05/07 Ip 


7906-a80'l67 Notifies that level in tl steam generator should be 957. 
setpoint generator should remain isolated Procedure EP-34 
g eve ms use of D genoT'ator 

MlLBONi R, F CPU Service Corp 79/03/07 tp 


790&2{10t70 Feruards rovlston t additions to RF Wilson 790501 memo 
re rscommendod changes in operating point Items raploco or 
modify Steps l^'S in memo 

W[lSQNi.Ft F GPU Servico Corp 79/03/07 3pp 


7906<2703&3 Discusses Change 1 to interim procedure for notifying state 
agencies of shipments of TMI redwaste 

KERRtO K T^ssistant Director for State Agreements Programs 
79/05/07 3pp 


7906390403 Torwai ds 790503 “Technical Kept on Reactor Coolant Letdoun 
Sys Pept bAsed on Dl'W 790422 "Letdown Sys Design 
Eta tome nt '* 

CftaiMEBEGGER* D K OPU aervice Corp 79/05/07 33pp 


7906200447 Provides info re activities while at TMI''2* for 790417-0501 
Critical of emphasis placed on individual's ofcjmore NRC 
team effort needed 

VELLDOOiP J Region 2i Atlanta* Reactor Construction ^ 

Ergineering Support Hranch 79/05/00 Ip 


7906S1O1 1 I Forwards ececutlvo summary re Tm-2 liquid t- gas releases 
for 790323 incident 

PORTER* 8 M Porter-Oerti Consultants. Int 79/03/0B 7pp 


—7906220173 Notifies of delivery of matl requested on TKl Lists 
category broekdouin of documents Complete listing of all 
documents will be available by 7906D1 Draft of Itr end 
CORNELL.E K Office of the Eiecutive Director for Operations 
79/04/30 4pp 


7906220214 Forwards addl copies of PNDs re TMI Incident 

COLLlNSrHE Assistant Director for Emergency Preparedness 
79/05/09 Ip 


7906270153 Submits daily digest for 790509 

ROSS. D F Di/ision of Project Management 79/05/09 2pp 


7906280160 Forwards 56W memo summariiing Calculations re starting 
natural circulation in Q steam generator Adequate head is 
available to drive B loop on 95*/. range 
WILSON. R F GPU Service Corp 79/05/09 t9pp 


7906290023 Responds to TMI special operating procedure 2-79-073 which 
recommended respirator program Offers guidelines for 
determining “work area “ 

HURRI.E L Metropolitan Edison Co 79/05/09 Ip 


7906290383 Provides summary of activities while assigned to TliI-2 site 
RUHLMAN.W A Region 3. Atlanta. Reactor Dperatlons Nuclear 

Support Branch 79/05/09 Ip 


7906130301 Provides possible method 6 time required to reduce hydrogen 
concentration inside containment from I S'/, to I OV, or less, 
per H Denton request 

8CHIERLING.H Accident Analysts Branch 79/03/10 2pp 


7906200076 Forwards B Haoauer 790331-0428 logs h notebooks for TMI 
Info partially withheld home telephone numbers iraf FOIA 
Eiemption 6) 

HANAUER.S H Assistant Director for Plant Systems 79/03/10 
853PP 


7906210001 Summarltes Radiation Hgt Corp contract to perform whole body 
counts on each NRC employee leaving TMI site definitively, 
after tour of duty 

BORES. R Region 1. Philadelphia. Office of the Director 
79/05/10 7pp 

7906220170 Submits recommendations re small break transients U 
acc Idents. natural c irculation. ons I te power distribution, 
determination of core status. research 6 engineered safety 
feature equipment status 

e ACftS - Advisory Committee on Reactor Safeguards 79/05/10 4pp 


790627*149 Status rept for 790507 

HQSSiD F Division of Project Management 79/03/00 5pp 


7906280162 Forwards complete compilation of emergency 6 special 
eperatirtg procedures 79O329*‘OSO0 Procedures are categorlied 
by presani status 

MiLeOM. R, F OPU Service Corp 79/05/00 6pp 


7906280239 Forwards results of electrical methods to measure water 
level In reactor bldg 

MENZEL.T C OPU Service Corp 79/05/00 Ip 

7906200240 Describes method 4i procedure of determining water level 
between 8 fb 4 inches 10 ft 8 Inches by meggoring 
electrical penetrations 

MEN2ELrT C OPU Service Corp 79/05/00 Ip 

7906280241 Forwards chart of megger loads to motor operated valves 
Info to be used to determine watei’ level In reactor bldg 
HEKlELfT C. OPU Gervico Corp 79/05/00 2pp 


7906290403 Provides summary of activities while assigned to TMl-2 site 


Comments on licensee U NRC operations 

MADDEN* N J » ROGERS. M E Region 1. Philadelphia, 


Safeguards 


Branch. 79/03/00 4pp 


7906200310 '*Toch Spec Furnishing Placing Nonshrlnk Portland Cement 
Oraut**’ by Oilbert Associates. Inc 
* Metropolitan Edison Co 79/05/09 t7pp 


7906210009 Confirms results of NRC measurements of EPA milk cross-check 
samples based on 3 79 liters of milk received corrected to 
2,*00-h on 790420 ^ ^ 

SMITH,*. H Region 1. Philadelphia. Fuel Facility fc Materials 

Safety Branch 79/05/09 Ip 


7906220166 Forwards 790430 Ur to TH Plgford re TMI J^cuments Lists 
TMI documents that have not been forwarded to President s 


Commission U/790430 Ur 

CORNELL.E K, Office of the Executive Director 
79/09/09 Ip 


for Operations 


7906260240 Notifies of operations w/Reglon I news ctr while 
vacationing Forwards procedure for independent measurements 
on radwaste liquid discharges 

ADRAHAM.K Region 1. Phlladelph la. Office of the Director 
79/05/10 3pp 


7906260372 Submits topics for discussion at 790510 meeting u/uti I 
mgt Propounds questions re health physics organt lation. 
new plant stack treatment sys t/ compactor use 
OREOER.R Region 1. Philadelphia. Office of the Director 
79/05/tO 2pp 


7906270108 Discusses deferring administration of eiams at eiyht 
operating power reactors 

COLLINS. P F Operator Licensing Branch 79/03/lQ ip 


7906290233 Recommends near-term sampling frequencies Samples are only 
means to assure criticality control, d issoived gas 
concentration measurement tt chemistry status 
NIL0ON. R F GPU Service Corp 79/05/10 2pp 


7906290274 Discusses long-term RCS pressure control Current plan is to 
take primary sys down to 300 lb pressure for long-term 
natural circulation Discusses other options 
WILSON. R F OPU Service Corp 79/05/10 3pp 


79062<?0431 Pr.vl... of actlvlti.. ‘J"!? *' 

UOLTNERiE Region !• Phlla.elphiOf Offic. of tho Ojre 
79/09/10 Ip 

7906210106 BUtui... otflclenc* t.stinj of emrtool 

TMI-E Sp. o,,. tor re.octlon of redioodln. effluent, .hould 

I''*'"' a... tee,. Breneh 79/OS/tl tp 


7906210202 Forwards corrected X6-133 t< 
inclusion w/790S0a graphs 
PORTER. 3 W Metropolitan Edison Co 


1-131 release graphs for 
79/09/ n 3pp 
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7906210205 ifwagr ^ •nviron «ir tanpU min dotpctaOle 

limits for 1-131 itr parttcul4t«t 

POftTER^S W Ketropolltan EdUon Co 79/05/^11 Ip 


7906210221 Prov>«lt» summary/ of activltlei whlU at TMl-2. 
for 790413-2B Critical of llcansea'S Inability to provide 
accurate time estimates 

flOTHc J Office of Inspection 6 Enforcement 79/05/U 2pp 


7906220332 Forward* li»t of health physiti itaffias of 790912 
SHITH.O K Region 1. Philadelphia. Office of the Director 
79/09/11 ip 


7906250325 Forward! Amends 3B 43 to Licenses DPR-34 DPR-*27. 
resp ec t i ve sa f e ty evaluation & notice of issuance t< 

aval lab lU ty 

SCHWEWCER, /i Operating Reactors Branch 1 (Pre 790625J 7' 

2pp 


— 7906250326 Amends 30 U 43 to Licenses DPR-a4 6 OPft-27, respectively . 
requiring actuation of safety injection. revi s inj opening 
logic for pressuriier power operated relief valves & 
nnodifqing power supplies 

SCHWENCEft.A Operating Reactor* Branch l (Pre 790625) 

79/05/11 I4pp 


790621014B Disct'^^es actions required re TMI liquid discharges & 
reviews in-plant instrwc tions, record keeping ti weekly 
samotino of tanks it sumps being dlscharBod 

3T0HR/ J P Region 1. Philadelphia. Office of the Director 
79/09/14 3pp 


7906310192 Discusses discovery of radioactive mat I at TMI landfill Area 
is off limits i^ will bo surveyed Lists actions required to 
resolve situation ^ 

STOHRi v/ P Region 1. Philadelphia. Office of the Director 
79/05/14 2pp 

7906210236 Assigns staff for IE Resident Ofc at TMI-2 Discusses 
schedule for assignments by other IE regions 
GRItR.B H Region t* Philadelphia. Office of the Director 
79/09/14 4pp 


7906260310 Responds to 790910 query Part 30 licenses npply to 
possession 6 use rather than implementation or manipulation 
of waste sys 

WILLIAMS, R L GPU Service Corp 79/03/14 Ip 


7906270154 Submits dally digest for 79D509 

ROSS, P F Division of Project Management 79/03/14 3pp 


—7906250327 Safety evaluation supporting Amends 30 t 43 to Licenses 
I)PR-24 i DPR-27, respectively 

SCHWEWCERiA Dptrating Reactor* Branch 1 <Pro 790625) 

79/09/11 9pp 


—7906250320 Notice of issuance i availability of Amends 30 i 43 to 
Licenses DPR'^aq i DPR-27i respect! veiy 

aCHWENCER.A Operating Reactors Branch 1 <Pre 790625) 

79/OS/tl 2pp 


7906290032 Request* end to dumping of water from plant into Susquehanna 
River Physical & mental well-being of populace Is In 
jeopardy 

WOHLSEN A B Lancaster. PA 79/05/14 Ip 


79062903S9 Provides requested summary of activities while assigned to 
T«I-a site 

MONTOOHERY, D M Region 2. Atlanta. Fuel Facility «i Materials 

Safety Branch 79/05/14 Ip 


7906860251 Notifies of format for repti of analytical data for 
AMl-5 samples Forwards summary of radionuclides released in 
Susquehanna River 790328-0311 

PORTER. 8 Porter-Oerti Consultants, Inc 79/05/11 2pp 


7906070150 Confirms 790515 telcon w/J Holman It M Poors THI training 
dept intends to resume licensed operator roqual 1 f ic tlon 
program on 790921 

MILLER, 0 P Metropolitan Edison Co 79/05/19 Ip 


7906270109 Discusses concern re vessel fracture in older operating 
plants following small break UOCA 

KELLEY. 0 Reactor Systems Branch 79/05/11 Ip 


7906270172 Discusses qualitative evaluation of failure potential of 
TMl-2 reactor vessel, made for week ending 790512 No 
Indication of cracking or ettenslon 

SEftpAN, C Z Metallurgy 6 Material* Branch 79/09/11 Ip 


7906200127 Forwards "Preliminary Annotated Sequence of Events, Acc Idont 
of 790320, Prepared by Data Mgt Reduction Croup ” 

ZOOIACO, V P OPU Service Corp 79/05/11 2pp 


7906200210 Forwards TMl-2 charcoal filtration sys data fop use in 
evaluating charcoal efficency data 

/'n, , j -j- Effluent Treatment Systems Branch 79/03/11 7pp 


7906200303 Discusses procedures for handling radwaste shipments from 
facility Info partially withheld homo telephone number 
fref FDIA Exemption 6) 

8T0HR, J P Region I, Philadelphia, Office of the Director 
79/05/19 2pp 


7906200477 Provides info re activities while at THI-2 site, per PH Orier 
790409 memo Critical of health physics function during 
early stages of incident 

white, J R Region 1. Philadelphia. Fuel Facility U Materials 

Safety Branch 77/05/19 3pp 


7906210158 Discusses Insp of TMI radioactive waste shipments Requests 
specific info for each shipment contents, package type, 
transport company, dost ination i shlpmanl coordinator 
dTQHR,J P Region 1, Philadelphia, Office of the Director 
79/05/13 Spp 


7906860286 Lists info needed for Wednesday meeting summary table of 
water releasosf estimate of total curies released ^ Increase 
in river water gross activity as result of TMl-2 evont 
VOLLMEft, R H Assistant Director for Systems Engineering 79/05/19 
Spp 


56870170 Discusses end Dt-W 700009 Itr indicating that B&W advised 
iwners several months ago of need to observe both 
jressurlxer level i RCa pressure to ensure RC8 is filled 
lATTSONrR J Division of Project Management 79/05/13 3pp 


>6290170 Forwards revisions to schedule for Wfstinghouie 1* C-E repti 
‘o scope of work, current licensing cons ideratlons, 
bindings i recommendations 

rHADANl,A C Reactor Systems Branch 79/05/15 4pp 


)6290326 Oiscusves request for TMl-related actions by Ofc of Ifvclear 
legulatory Research Forwards form to bo completed i returned 
y 790517 

iCRdOOINS, R M Administrative and Resource Control Staff. 

'9/05/13 Ip 


►6290386 Provides summary of activities while assigned to TMl-2 site 
iomments on licensee it NRC operations 

eeRY.M W Region 2, Atlanta, Fuel Facility i Material* Safety 

iranch 79/05/15 2pp 


■6290401 Provide* summary of activltiei while aisigned to TMI-2 eite 
Ommetits on licensee ?i NRC operations 

ILLSAP.M.J Region 2, Atlanta, Fuel Facility it MaterlaU flafoty 

ranch 79/03/15 2pp 
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79{5&20002-a Dtscuctes 790^01 Relcom ra potential for hydrogan 
«>plo9ion.s in environ of high humiditg Info partially 
withheld home telephone number (ref FOIA Eicemptlon 
SCmtRLIMQi H Accident Analysis Branch 79/05/16 ip 


790«^005BO Notification of 790510 meeting u/NRL & BNL in Bethesda.MD to 
discuss further wort related to shield tank neutron damage 
SHAIDER^R P Systematic Evaluation Programs Branch (Pre 790625) 

79/03/16 2pp 


790'fi2eO-227 Discusses hydrologic criteria foi proposed interim solid 
waste storage area 

COLLINSpU T Effluent Treatment Systems Branch 79/05/16 tp 


7906290379 Provides summary of activities while assigned to THI-2 
site Comments re licensee t lE/NRC operations 
ZAVADQSKr^R W Region 2. Atlanta. Fuel FaclUty Materials 

Safety Branch 77/05/16 app 


7906290406 Provides summary of activities while assigned to TMl-a site 
Cemments on NRC operations 

vlAPE.F Region 2, Atlanta, Office of the Director 79/05/16 
3PP 


7906130500 Forwards TMI activities inventory forms re security items 
BRADY. R J Division of Security 79/04/17 7pp 


7906210160 Discusses failure of health physics personnel to monitor use 
cf special operating procedure 7-93 reactor bldg sump level 
measurement Area activity levels elevated 

MCOAUGHY, R N Region 1, Philadelphia. Office of the Director 
79/05/17 Ip 


7906220150 Discusses conducting operation in acccordance w/llcensee 
me-moi «<■ directives rather than special procedures 
HCOAUOHV. II W Office of Inspection Enforcement 79/05/17 3pp 


790A22O1B2 Bummary of 790511 15 meeting w/NRC Oenerat Public 

UtJli to discuss design criteria layout tt plot plan 
CQSTQMIRIB,0 H Gilbert Associates, Inc 79/05/17 bogers,r 


7906220304 Discusses shift operation of NRC mobile lab Forwards lab 
schedule U list of personnel qualified to operate lab 
KOTTAN, J J Region 1, Phi lade Iphia, Office of the Director 
79/05/17 app 


7906260310 Discusses resolved issues re alternate decay heat removal 
S9» during 790316-17 site visit Total sys analyied by 
tr«st log house Penetration study being prepared 
ClPINSKliFI Division of Systems Safety 79/05/17 2pp 


79D6270063 Forwards 790514 inspector findings re changes to plant 
procaduras resulting from NRC 790507 order Procedures of 
order tt operator understanding deemed adequate 
KasELEYrN, C Office of Inspection t- Enforcement 79/05/17 Ip 


-"■790627006B Confirms procedural changes resulting from NRC 790307 order 
& operator understanding of changes 

JAPE. F Region 2, Atlanta. Office of the Director 79/03/14 
Ip 

79062701B7 Notification of 790521 meeting u/Exkon to discuss 
transient tt small break analysis in C-E Westinghause 
plants containing Exxon fuel Distribution list encl 
KANEiy F Standardization Branch 79/05/17 2pp 


7906270190 Requests receipt of all TMI-related documents generated by 
Ofc «>f Wuclear Regulatory Research All Till documents will be 
foruarded to FOIA ofc 

SCROOOlNSiR M Admtnistrat Ive and Resource Control Staff 
79/03/17. Ip 


7906260149 Recommends heating colls not be Installed in filter tracks 
serving auiiliary ^ feed bldgs 

HCCONNELL. J F (}PU Service Corp 79/05/17 3pp 


7906260239 Suggasts experiments to measure radioactive levels of 
< antani i noted water Results of experiments will facilitate 
s«t«<tlon of processes to clean up water 
BROOKQBANKrR E GPU Service Corp 79/05/17 Ip 


7906010213 Forwards "DfcW 177 Fuel Assembly Owners^ Group Asymmetric 
LQCA Loads Evaluation Program* Phase 2'* "Bt<W 177 Owners' 

Oroup . Rept for Asymmetric LOGA Loads Eva luatlon* Phase 2 *' 
KERBEJN.JO. Metropolitan Edison Co. 79/05/10 ip 


—7906010210 ^B6W 177 Fuel Assembly Owners Group Asymmetric LOCA Loads 
Evaluations Program* Phase 2,” dtd 790410 
e Metropolitan Edison Co 79/04/10 9pp 


■7906010229 "HtW 177-Fuel Assembly Owners Group Assump t i ons, Me th odo 1 ogg 
Acceptance Criteria Rept for Asymmetric LOCA Loads 
Evaluation, Phase 2 " 

» Metropolitan Edison Co BAH-lSSe 79/04/30 37pp 


7906200499 Discusses shift operation of NRC mobile lab Forwards RW 
McGaughy 790518 draft memo to reactor operations inspectors 
assigned to Till control room watch 

KOTTAN, J J Region 1. Ph i lade iphia. Office of the Director 
79/05/10 6pp 


7906210239 Discusses insp of mine safety equipment prior to return 
B Ueiss requests insp for contamination 

MCOAUGHV.R U Region 1, Phi ladelph la. Office of the Director 
79/05/10 ip 


7906220132 Forwards util position re spent resin solidification for 
shipping & burial, in anticipation of new NRC requirement 
Three process vessels of EPICQR 2 will be designed 
MCGQEV, R General Public Utilities 79/OS/tB Ip 


7906360079 Authorizes use of INEL personnel 6 equipment for TMI source 
term measurement project Forwards amended project brief, 
specifying no increase in funding 

ARSENAULTrF J Division of Safeguards, Fuel Cycle 6 Environmental 
Research 79/05/18 7pp 


7906270063 Requests addi info ra TMt saf ety-related equuipment 
performance fy exposure data, in support of ongoing 
qua I if ication testing evaluation research program 
LEUINEtS Office of Nuclear Regulatory Research 79/05/10 2pp 


7906270103 Submits dally digest for 79D517 

ROSS. 0 F Division of Project Management 79/03/10 4pp 


7906370142 Discusses results of preliminary review of data on 5NR 
pressure relief valve failure rate 

TEDESCQiR L Assistant Director for Reactor Safety 79/05/16 

2pp 


7706200150 Recommends changes in plant operating conditions in order to 
reach further primary pressure level for long-term 
operation 

ELAM, B D GPU Service Corp 79/05/10 3pp 


7906200154 Requests returning combustion turbine generators to normal 
economic dispatch Precautionary measures not needed due to 
inetallatlon of two emergency diesel generators 
ARNOLD. R C GPU Service Corp 79/05/10 Ip 


7906280236 Notifies of new criteria for design of process vessels for 
EPICOR 2 Solidification vessels will be mfg in anticipation 
of potential NRC requirement 
MCGOEY, R GPU Service Corp 79/05/18 Ip 


7906290410 Provides summary of activities while assigned to TMi-2 site 
GLENN, J e Region 1. Philadelphia, Fuel Facility U Materials 

Safety Branch 79/05/18 ip 


7906220097 Discusses DOT safety insp of vehicles transporting TMI 
radioactive waste 

KINNEMAN,J Region 1, Philadelphia, Office of the Director 
79/03/19 Ip 

7906220103 Concurs U/79031B Itr suggesting relaxation nf extra 
precautionary measures for area transmission ays 
VDLLMER.R H Division of Operating Reactors 79/03/19 Ip 

7906270040 Responds to 790510 Itr re extra precaut lonary measures for 
area transmission sys re TMI Concurs w/relaxatlon of 

VOLLMERiR H Assistant Director for Systems Engineering 79/05/19 

Ip 


— 7906270043 Requests concurrence w/relaxatlon of extra precautionary 
measures taken to assure reliable power supply to TMI W/ 
encl 790503 RM Herts memo 

ARNOLD, R C GPU Service Corp 79/05/18 2pp 


7906200132 Recommends addl changes to current RCS pressure reduction 
ELAM, B D GPU Service Corp 79/03/19 Ip 


7906290110 Notifies of agreement to loan govt automobiles to DOT 
inspectors , . 

KINNEMAN,J D Region 1, Philadelphia, Office of the Director 
79/05/19 Ip 
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79O6120Q09 Foruardi requested info re i^USS participation in TMI 
Incident 

CUlJNlNCliAM.R E [)ivi«ioti alP Fuel Circle L Hafcerial Safetq 
79/05/21 t2pp 


790*130389 Fdrcifards per-ao-nal record of TMI-related activities for 
790328-0401 f in response to H Denton 790424 nemo 
MA2ETIS,<? n Reactor Sqstatns Branch 79/05/21 lOpp 


7<^062IQOD2 Forwards i ns tr lic 1 1 one for transcribing TMI intervieus ?< 
mi scellaneous in^o for investigation procedures 
OlBSaPl.A . MARTIN. 8 Region 1. Philadelphia^ Office of the 
Director 79/03/21 tlpp 


790*27015* Submits dailq digest for 790521 

ROSSi D F Division of Project Managernent 79/05/21 3pp 


790*29037* Provides requested summary of activities while assigned to 
TMr-2 site Comments on licensee NRC operations 
ENOELKElfj R H Region 5^ San Francisco. Office of the Director 
79/05/21 2pp 


790*2101*4 Forwards min environ, surveg t<am routine schedule Routine 
surveys will be made only on dag sh if tj beg innt ng 79052* 

STOKRi J P Region 1> Fh i latfelph la. Office of the Director 

79/05/22 2pp 


7906210169 Discusses off-hour environ surveys u/reduced aianpouer 
Environ survey teams available during off-hour shifts on 
callout basis onlg 

STOHR.J P -Region 1. Phi ladelph i a. Office of the Director 
79/05/22 3pp 


790*210176 Requests six beeper/pagers needed to implefflent reduced 
manpower phase ensure full coverage 

STOHRiJ P Region 1. Phi ladeiph ia. Office of the Director 
79/05/22 Ip 


790*220205 Forwards latest readings on equipment hatch b containment 
dome Requests evaluation of data 

COLUINS^J T Effluent Treatment agstems Branch 79/05/22 4pp 


79062*0090 Forwards update of preliminary annotated sequence of events 
of 790320 incident 

MOSELETiN C Region 1. Ph 1 ladelph ia< Office of the Oirector 
79/05/22 40pp 


7906270071 Discusses end lE memo re surveillance test procedures for 
auxiliary or emergency feedwater test Ik actions resulting 
from TKt incident 

ROSSiD F Division of Project Management 79/03/22 2pp 


—7906270072 Discusses Isolation nf auxiliary or emergency feedwater 
during test Requests confirmation by 790530 re test 
procedures of PURs u/redundant auxiliary or emergency 
feedwater sys 

MOSELEYfN C Division of Reactor Operations Inspections 
79/05/10 ip 


—7906270073 Discusses tentative ACRS schedules & interests thro tJune 
1979 full committee meeting 

CROCKERr L P Division of Project Kanagement 79/03/21 3pp 


790*200399 Summariies suit by City of LancastartPA seeltlng injunction 
against const of water decontamination facility & dumping 
Info partially withheld litigation options (r»f FQIA 
Exemption 3} 

ElLPERIMi 0 F Office of the Oeneral Counsel 79/05/23 3pp 


790*210101 Describes continuing manpower needs for Tfil Environ Group 
Environ survey coord Inatorr environ surveyor h survey 
assistant required 

STOHRf J P Region Ir Phi ladclph lar Office of the Director 

79/05/23 2p p 


'90*220062 Notifies of form for repts of analytical data for HPR St 
AHI-5 samp les. Ac tlvi ties of radlonuc I ides Identified on 
different filters will be reported 

PORTEflj S Porter-Gertz Consul tantir Inc 79/05/23 app 


7906220085 Recommends purchase of automatic TLO sys for environ 6 
personnel dosimetry at Tfil 

GRIER. D H Region !• Philadelphlar Office of the Director. 
79/03/23 4pp 


7906220195 FoTuards items for discussion during ASHE raduaste course 
COLLINS. J T. Effluent Treatment Syetaais Branch. 79/05/23 2pp 


7906260324 Discusses containment in-leakage rate Average pressure decay 
is 08/ per day 

KERRIGAN. J Office of Nuclsar Reactor Regulation 79/05/23 2pp 


7906270139 Forwards completed TMI activities inventory for both 
completed 6 ongoing Ofc of Nuclear Regulatory 
Reseach-related THI actions 

SCROGGINS. R M Administrative and Resource Control Staff 
79/05/33 6app 


7906280155 Forwards Revision 2 of procedure 2-*3> solid plant 
operations Revision reflects current plant operation 
BOUCHER. P CPU Service Corp 79/05/23 14pp 


79062801S7 Forwards summary of 790516 meeting w/NRC ^ govt officials 
in Hershey.PA re discharge of contaminated water into 
Susquehanaa River 

ESTEVES. R « CPU Service Corp 79/05/23 Ip 


7906280159 Forwards liquid release info 790323-30 
KCGOEY, R J CPU Service C irp 79/05/23 2pp 


7906040231 Notifies of discharge of 7. dOO gallons of water on 790514 6 
7.100 gallons of water on 790515 Hater released to influent 
of mechanical draft cooling tower d i schargop bypass ing waste 
treatment sys 

TROFFER.O J Metropolitan Edison Co 79/05/24 2pp 


7906060137 List of officials to contact re TMI Info partially withheld 
home telephone numbers iref FQIA Exemption 6) 
a Commission 79/03/24 Ip 


7906210192 Summary of 790521 meeting w/PA Bureau of Mater Quality 
Agenda 6 THI radiological environ monitoiing program 
organ! lational chart end 

PORTER, e M Metropolitan Edison Co 79/05/24 3pp 


790621019* Summary of 790921 meeting w/EPA to discuss TMI environ 
monitoring data. as requested by President's Commission 
PORTER. 6 W Metropolitan Edison Co 79/05/24 Ip 


7906220072 Forwards ME Wallace ttr re chemical explosive hazard at THI 
Info partially withheld address and telephone numbers <ref 
FQIA Exemption 6) 

JONES. C L Pennsylvania. State of 79/05/24 3pp 


7906060203 Forwards names to be added to 790413 list for radiation work 
permit training Info partially withheld Social Security 
numbers (ref FQIA Exemption 6) 

SMITH.G H Office of Inspection 6 Enforcement 79/03/25 tp 


7906120002 Forwards recommendations for possible changes to nuclear 
power plants in light of TMI incident 

KNIGHTON. 0 W Division of Operating Reactors 79/03/23 7pp 


7906200410 Discusses wholu body count of exposed individual Skin dose 
provided for beta & gamma radiation Info partially withheld 
name 6 social security nomb-er (ref FOIA Exemption 61 
6LOBODIEN.H J Region 1. Philadelphia. Office of the Director 
79/05/29 Ip 


7906210033 Provides Info re activities while at THl-2. for 790409-20 
Many tasks could be perfomed by less qualified or 
experienced personnel 

EVERETT, R J Region 4. Dallas. Office of the Director 79/05/25 

Ip 


7906210173 Forwards projected TMI liquid release info for 790323-30 
COLLINB, J T Effluent Treatment Systems Branch. 79/05/25 2pp 


7906210241 Discusses manning of IE Resident Dfc at TMI-2 during 
nonroutlne hours 

KEtMIO.R n Region 1. Philadelphia, afflco of the Director 
79/05/25 4pp 


7906320397 Informs 790324 talcons re Norton Landfill Best souce of Info 
is D Slg of NRC Environ studies by Brown Unlv students vary 
greatly from NRC data 

8T0HR. J.P Region 1. Pht ladel phia. Office of the Director 
79/05/29 3pp 


7906270019 Submits daily digest for 790525 Forwards order re THI 
records. 

ROSS, 0 F Division of Project Management 79/03/25, 2pp 


— 7906270017 Drderi preservation of all potential sources of data related 
to TMI incident. 

CK1LK,8 J Docheting i< Services Branch 79/09/22 3pp 
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T^’Ji^90393 Provide* sumrnarg of activities while assigned to TMl-a site 
Ccufueents on licensee L KRC operations 

FRieCHA^J, L Region 1, Philadelphia, Office of th* ttlpsctor 

?9^05/23 2p p 


7'70&200^3t Subnnts outline of radiological tnvas t igat i on rept 
OIDSON>A Region 1, Philadelphia- Office of the Director 
79/03/31 ip 


Provides summary of activities while assigned tq TMl-3 site 
firfoTaied environ surveys 

STEARKSiC r Region 1. Philadelphia, Office of the Director 

79/C5/25 Ip 


7f0i.07016t Forwards NRC 770523 statement re use of EPICORE-IT sgs at 
TNI Directs util not operate sys ur/contaminated water 

stream 

^tXLliERiR H Assistant Director for Bystems Engineering 77/05/26 

Ip 


—77060701*^3 Directs NRC to prepare environ assessment re proposals to 
decontaminate & dispose of contamminated waste water 
Ptndin'j} review, I icenseo should not operate EPtCORE~II Sys 
CN(LKk 6 J Office of the Bocrctary of the Commission 79/03/17 

2pp 


7^06370134 Provides guidance re priority in notifying individuals in 
<a«f of significant gaseous or liquid release Info partially 
withhold home telephone numbers (ref FQIA Eiemptlon 61 
STOilR. J P Office of Inspection h. Enforcement 79/03/26 4pp 


?W6070157 Recommends monitoring of Ttil-2 equipment to measure effects 
of abnortnal environ Info would be invaluable in equipment 
qualification effort 

CHIRAPALi H Plant Systems Branch 79/05/29 Ip 


7t 0621OL19 Forwards repbs on oiygen U hydrogen production 6 
re c omb i nat 1 on re flammability ^ detonation limits in 
eoniainmant 

PELHCRi C H, Assistani Director for Advanced Reactor Safety 
Research 79/09/29 tp 


— 79063101SI Respond* to NRC Info request re flammability h detonation 
ILntts for hydrogen oxygen steam mixtures at elevated 
temps U pressures 

RCBiL M Assistant Director for Advanced Reactor Safety 

Research LARKINS, J T Experimental Oas-Cooled Reactor Safety 

Rtaearch Oranch 79/09/29 3pp 


'•7906210183 Responds to NRC Info request re potential for oxygen 
accumulation in reactor vessel during TMl*-2 accident 
flI3,L N Assistant Director for Advanced Reactor Safety 

Research 79/09/29 2pp 


— T906210139 ‘'Evaluation of Radiolysi* Associated W/TMI-2 Incident 
CONTNEtJ C Knolls Atomic Power Laboratory kROMKENUDEK, 0 
tQ0AN«E Dal Ridge National Laboratory 79/09/31 10pp. 


79062201*2 Submits list of topics that Accident Analysis Branch 
recommends for inclusion in "lessons learned** activity 
HOUSTON, R W Accident Analysis Branch 79/05/31 3pp 


7906220299 Discusses replacement of Metropolitan Edison dosinetrist at 
T«l 

BLOBODIEN.M J Region t, Ph 1 Udcjph va. Office of the Director 
79/05/31 Ip 


7906260127 Summary of 790530 briefing in Hash tng ton. DC r# TMI-2 
incident response program it status of impro /ements at 
facility 

CHILK^S J Office of the Secretary of the Commission 79/05/31 

ip 


— 7906260413 Summary of 790403 meeting w/ACRS in Hash I ng ton, DC re scope 6 
timing of ACR3 annual rept on NRC safety research program 
CHICK, 8 J Office of tha Secretary of the Commission 79/04/05 
IP 


7906290457 “1-131 Removal Efficiency Determination of Adsorbent 
Samples " 

aCOTTIE.C D , KOVACH, JC Nuclear Consulting Services, fnc 
79/09/31 6pp 

790607O126 Requests meeting to identify engineering evaluations of TrtI 
inc id ei>t 

MATTSON. R J Oivisioft of Systems Safety 79/06/01 2pp 


7906210107 AuthoTiies waiver of har.ds-on search for members of 
Congressional Subcommittee on Natural Resources Environ 
during 790601 plant tour 

VOLLMER.R H Assistant Director for Systems Engineering 79/06/gi 
Ip 


7906220073 Agendas for technical working 
T«l-2rfor 790428-0*01 

e Office of Nuclear Reactor Regulation 


group b planning meeting* 
79/06/01 400pp 


7906220157 Makes recommendations for reestablishing natural 
circulation at facility in event of loss of natural 
circulation Oives results of calculations performed 
HOLAHAN, O M Analysis Branch 79/06/01 5pp 


7906220203 Forward* 
dosimetry b whole 
review 
HILLIARD* C L 


invoice from Radiation Mgt Corp for environ 
body counting for 790331-0430 Requests 

Division of Accounting 79/06/01 2pp 


r90&270169 Uiscuiies ACR8 TMI Subcommittee 790531-0*01 meeting agenda 
T* “Pr 1 1 iminary Discusion on Implications of TMI-2 for OWR '* 
Forwards vtigraphi to be used in presentation 
HELTEHee#C J Btandardi lation Branch 79/05/29. 19pp 


79062*0086 Requests complete copies of 
util Data Reduction 6 Mgt Croup 
CORNELL, E K Office of the Executive 
79/06/01 tp 


TMI data collected to da 
Director for Operation* 


te 


by 


790622007E) Discusses radiation b coritamlnat ion survey of Drager 
eespiretors b associated equipment No excessive direct 
radiation or transferable contaminatl on found 

SLOaODlEfl. M J. Region 1, Philadelphia# Office of the Director 
79/05/3D Ip 


7906290244 •Comments on proposed TMI radiation protection plan Licensee 
should provide organliatlon chart to relect change of 
command $c commitment to ALARA program AKaiii«.,a 

MURPHY, T D «f aito Safety b Environmental Analysis 

79/r 


7 


79D626D270 Forwards procedure for adjusting reactor bldg sump water 
ptitsure gauge to suppl procedure-2-93 Column of water must 
not exift in instrumentation line during lero adjustment. 

MOORE, J P CPU Service Corp 79/05/30. 3pp 


794*270110 Forwards 790522 memo b Apr 1979 monthly rept on TMI 
*• jionrad lol og lea I aquatic S' water quality data for 
Susquehanna River ^ -.rt/nn/nn 

HICKEY. C R Environmental Specialists Branch 79/05/ao 


itud ies 
Ipp 


—7906270118 Forwards Apr 1979 monthly pragress rept of TMI aquatic 


HARDACCtiOA Ichthyological Associates, Inc, 79/04/30 Ip 


-7906270113 Monthly rept of TMI aquatic study for 

KAnOACCI.O A Ichthyological A*sdc iatei, Inc 79/04/3Q -s-Pf 

7906180704 **Populatlfln Dose b Health Impact of 

StatloniPreliminary Estimates Preparad by Ad Hod Interagency 
Dose Aeeaeement Group, ” for 790328-0407. m H.alfch, 

NELSON, C Environmental Protection Agency. off Food b 

Education «c Me If are. Dept of ^^tnSlS Available At 

Drug Adaiinlstration. NURE0/CR-055B 79/05/31. t05pp Available 

HTI8 
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79OA130405 Confirms s«curity arrangements for East-Weit Towers 
due to raund-th«-c loc t manning of NRC operations ctr in 
support of activities at THI 

THOMPSON. D Office of I & E Executive Officer for Operations 
Support 79/06/06 2pp 


7906l304d6 Provides interim guidance for TMI investigators 

THOMPSON. D Office of Inspection U Enforcement 79/06/06 3pp 


7906360496 Discusses lessons learned from TMI~2 incident re releases 
of Iodine 6 hgdrogen oxide from containment Elements more 
easilg released than previouslg thought 
READ. J B Accident Analysis Branch 79/06/07 Bpp 


«,-7.gQ^2800l9 Responds to 790608 memo T*e TMI “2 activities Naval Research 
Lab analyilng characteristics of acctivated charcoal INEL 
staffs mobile lab 

80LBERG/ D Division of Safeguards 79/06/08 Ip 

— 7906280021 Advises E Berdeguei performed clerical duties 790'I30“'OS07 
HULOENtR Division of Safeguardsi Fuel Cycle Environmental 
Research 79/06/14 ip 


— 7906200022 Responds to 790614 memo re TMl-2 activities Sobmtti 
description of clerical duties performed 790314-0391 
ROBERTSON. D D Assistant Director for Operations it Evaluations 
79/06/14 Ip 


7906360435 Forwards "Supplementary Startup Rept " 
HERBEIN. J G Metropolitan Edison Co 79/06/11 Ip 


-•*7906260453 “Supplementary Startup Rept “ 

e Metropolitan Edison Co 79/06/15 iOpp 


7906190452 Forwards update of commitments resulting from THt Incldentr 
made by Q6N on behalf of operating plant customers 
TAYLOR. J H Babcock 6 Uilcox Co 79/06/13 6pp 


7906200623 Contract "Conduct of Special Inguiry Into TMI Incident." 
awarded to Rogovin. Stern & Huge 

BICKMIT.L Division of Contracts FIN fl-l560 79/06/13 40pp 


7906260507 Forwards Sandia Lab 790308 Itr i end re contingency 
vent-filter for TMI-2 reactor 

DlSALVO. R Probabilistic Analysis Branch 79/06/13 Ip 


— 7906260510 Submits addl info to 790413 presentation re contingency 
vent-filter for TMI-2 reactor 

BENJAMIN. A S Sandia Laboratories 79/05/08 27pp 


7906290003 Lists goals of TMI-2 investigation discussed 7904l3f 
establish facts surrounding incident i evaluate performance 
of Licensee as basis for corrective action 

OAVtS. J 0 Office of Inspection Enforcement 79/04/20 Bpp 


79062B0033 Comments on Lessons Learned Task Force Itam 13 protection 
of containment should not be inhibited by any "legal 
constraints" of DBA theology 

SPEI8. T Reactor Systems Branch 79/06/13 Ip 


7906270234 Forwards "Second Interim Rapt on TMI-a Accident " 
HERBEIN. J 0 Metropolitan Edison Co 79/06/lQ Ip 


—7906270235 "Second Interim Rept on TMI-2 Accident " 
e Metropolitan Edison Co 79/06/15 98pp 


7906980265 Summary of 790612 meeting u/EPRI.ECI 6 Qfc of NucUar 
Reactor Regulation re actions now being taken by industry 
in response to THr-2 incident 

TEDE3CO. R L Assistant Director for Reactor Safety 79/06/lB 

Ip 


7906210012 Discusses need to determine adequacy of portable radiation 
survey instruments as indicator of gamma exposure rates, due 
to ambient cloud of Ke-133 resulting from TMI 
ALLAN.J H Region I. Philadelphia. Office of the Director 
79/06/19 Ip 


7906220082 Discusses new personnel badglng requlromonts for TMI 
Badge exchange will begin 790620 

SLOBODIEN.M J Region 1. Phi tadelph la. Office of the Dlrnctor 
79/06/19 Ip 


—7906290004 Mod 1. revising accounting fc appropriation data to 
NHC-17-79-4SI Contract number is hereafter changed to 
NRC-10-79-6S9 

01CKW1T.L Division of Contracts B-I560 79/06/20 Ip 


7906200003 Forwards input to 790606 request for info re TMI-2 
activities 

LARKINS. J Program Coordination Branch 79/06/13 Ip 


79062B0077 Notifies info requested by 790302 Itr re adequacy of station 
electric distribution sys voltage will be provided by 
790801 

HERBEIN. J G Metropolitan Edison Co 79/06/23 tp 


Q Inspection reports. IE Bulletins It correspondence 


--7906280004 Advises of 790331 incoming calls at Incident Response 
Center 

BROWN, k M Division of Safeguards 79/06/15 Ip 


—7906280005 Forwards input to 790606 request re TMI-2 activities 
MCORATHiP E Probabilistic Analysis Branch 79/06/13 Ip 


’7906280007 Submits 790401 record of action in determining requirements 
for emergency response action assuming core melt accident 
would occur 

BLOND. R M Probabilistic Analysis Branch 79/05/31 13pp 


7906130478 Forwards insp plan. IP-i. "Insp Requirements to Review 
Licensee Actions Taken in Response to Nuclear Incident at 
TMI " Plan to be Implemented immediately in State of PA 
BRUNNER. E J Region 1. Phi ladelph la. Reactor Operations Nuclear 

Support Branch 79/04/tl 7pp 


7906290154 Responds to IB Bulletin 79-03A. Forwards info re review of 
operating procedures 

KATTIMOEiJ J Sacramento Municipal Utility District 79/04/16 
7pp 


■7906260009 Responds to 790315 request for addl Info re TMI activities 
Discusses decay heat fission product inventory, core melt 
analysis it containment venting conceptual design 
MCGRATH. P E Probabi listic Analysis Branch 79/03/21 3pp 


7906200334 Forwards IE Insp Repts 30-289/79-08 it 30-320/79-07 on 
790319-23 i. 26 No noncompliance noted. 

BRUNNER, E.J Region i. Ph 1 lad • 1 ph la, Reactor Operations Nuclear 

Support Branch 79/04/20 2pp 


■7906280010 Responds to 790423 request re record of actions In THI 
incident Advises no involvement 

EDISON. 0 E Probabilistic Analysis Branch 79/04/30 Ip 


7906280012 Responds to 790413 memo from LV Gossick re recording actions 
taken on TMI Incident Submits questions raised re sys 
operations tt bac kup/conttng ency evaluations 

BARANQWSKY. P H Probabilistic Analysis Branch 79/05/02 Ip, 


■7906260014 Advises involvement w/TMI incident included meltdoiun 
analysis. natural clrculation/debrls bed cooling analysis It 
containment vent-filtering assessment 

CUNNINGHAM. M Probab i listic Analysis Branch 79/05/02 2pp 


7906280018 Responds to 790608 memo re TMI-2 activities Involved as 
reeearch project manager tt coordinator of info between 
NRC personnel tt external groups 

REEDrP R Environmental Effects Research Branch 79/06/13 


-7906200339 IE Insp Rapts 30-289/79-00 U 30-320/79-07 on 790319-23 26 

No noncompl lance noted Major areas Inspected previous insp 
findings, selected licensee events & licensee followup to 
prompt RQ 

HAVER K AMP . D R , KEIMlOiR R Region 1, Ph i lade Iph la. Reactor 

Operations Nuclear Support Branch, 79/04/19. tOpp 


7906260041 flae ponds to IE Bulletin 79-06D Operating procedurae have 
been reviewed to provide that automatic actions of 
engineered safety features will not be overriddan 
e Combustion Engineering, Inc 79/04/20 24pp. 


nesponqs so lE Bulletins 79-06 79-06A. Revision 1. 

Forwards jojo re TMI inc Ident, Proposed design It Tech Spec 
changes will be submitted by 790314, 

CLAYTONiF L Alabama Powar Co 79/04/24. 21 pp. 

“> 'E BulUtin 79-08. ForM.d. o. 

epyational errors «< sys misalignments 
Identified during TMI Incident. 

OILLELANO.J E Tennessee Valley Authority 79/04/24 14pp, 
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790629034I Responds to IE Bulletin 79-08 Forwards results of review of 
si^s designs U operational procedures 
PILANTj J H Nebraska Public Power District 79/04/55 4pp 


790>&27009-B Re^iuests clarification of r«<iuir eeient for "Verification of 
Dparab I uty*’ from IE Bulletin 79-06B 

NELLlAKSiF J Division of Project Management 79/04/27 Ip 


7906290493 Responds to IE Bulletin 79-08 Forwards info re review of TMI 
incident Eiisting line Isolation not important to ECCS 
in jec tion 

REED, C Commonwealth Edison Co 77/04/57 22pp 


7906590123 Responds to IE Bulletin 79-08 re events relevant to 
identified during TMI incident 

CRANE, P A Pacific Oas Electric Co 79/03/01 5pp 


7906290132 Responds to IE Bulletin 79-03D Forwards info re procedures 
Xc methods for maintaining natural circulation 

WATTIMOE. J J Sacramento Municipal Utility District 79/05/02 
4pp 


79-06240332 OC procedure OCP-M-012 for final acceptance insp 
» CPU Service Corp 79/03/04 20pp 


7906120169 Forwards IE Info Notice 79-1 li "Lower Reactor Vessel Head 
Iniulation Support Problem '* No action required 
GRIER, D H Region Ir Ph 1 lade Iph ia, Office of the Director 
79/05/07 2pp 


7906270101 Urges more conservative S-loop requirement bq keeping onlq 
o-ne reactor coolant pump in operation, IE Bulletin 79-060 
WILLIAMS, F J Division of Project Management 79/03/07 Ip 


7906270032 Requests review of end C-E 790420 response to IE Bulletin 
79-06B re TMI-relatod matters 

ROSS, D-F Division of Project Management 79/03/08 a7pp 


7906270140 Requests criteria for continued aporatlon of charging pump 
per IE Bui Utin 79-06D 

WILLIAMS, F J Division of Project Management 79/05/00 Ip 


7906270126 Recommends that NRC study potential use of nuclear 
Instrumentation (source & intermediate! to determine 
ailstence of voids re IE Bulletin 79-06A, Rcvl s ion I 
WILLIAna, F J Division of Project Management 79/03/09 Ip 


—7906270137 Requests establishing requirement for core thermocouples per 
IE Bulletin 79-06. 

WILLIAMS, F J Division of Project Management 79/03/07 ip 


7906270131 Requests info re cons ideration given to possible pressure 
spikes in ice condenser containment plants per IE DuUetln 
79-06A* Revision I 

WILLIAMS, F J Division of Project Management 79/03/09 Ip 


790629033S Discueses Licensee response to IE Bulletin 79-06A. Revl s ion 
1 Recommends mgt consider assesssrg current licensee 
operator understanding of TMI incident 

WILLIAMS, F J Divisitin of Project Management 79/05/15 Ip 


7906500361 Discusses procedure for coordinating DOT safety i-nsp of 
vehicles transporting TMI raduaste Info partially 
withheld home telephone numbors (ref FOIA Exemption 6) 

STOHRtJ P Region 1, Philadelphia, Office of the Director 

79/05/16 5pp 


7906270002 Forwards licensee response to IE Bulletin 79-06A, ’^Review of 
Operational Errors & Bgs Misalignments Identified During TMI 
Incident “ 

VAROA.B A Light Water Reactors Branch 4 79/05/16 Ip 


— 7906270005 Submits update to 790424 response to IE Bulletin 79-06A, 
Revision 1 ro tripping of presauriier water level bistables 
resetting of containment isolation 
COODWINjC Portland General Electric Co 79/03/04 2pp 


7906260360 Not! f 1 es qf lE procedut es for hondling Metropolitan Edison 
Co correspondence 

* Office uf Inspection ft Enforcement 79/05/17 2pp 


7906270023 Forwards licensee responses to IE Bulletin 79-06A 
VARGA, S A Light Water Reactors Branch 4 79/05/17 Ip 


—7906270029 Responds to IE Bulletin 77-06Ai Rev i s Ion I re revision of 
emergency procedures for coping w/trans i ents fy accidents 
WACHTERiL J Northern States Power Co 79/04/30 7pp 


7906080097 Forwards IE Circular 79-08, "Attempted Extortion - Lou 
Enriched U " 

GRIER, 0 H Region 1, Philadelphia, Office of the DlrecfeOT 

79/05/ia Ip 


7906500305 Discusses duties of reactor operations inspectors assigned 
to THl control room watch Delineates requirements of 
operation plan 

MCOAUGKY. R W Region 1, Philadelphia, Office of the Director 
79/03/18 2pp 


7906260367 Forwards draft IE circular clarification of r equ Irometits for 
procurement processing U distribution of 
rad iopharmac eutleals for human use 

a Office of Inspection Enforcement 79/05/10 2pp 


7906270120 Requests info re manual trip on low presturlier level«as 
stated in Item 4F of IE Bulletin 79-03B 

WiLLIAMSiF 3 Division of Project Managoment 79/05/18 3pp 


7906220141 Forwards modified "Schedule for Personnel Assignments, 
Regions Il-tV" re !E Resident Ofc at TMI-2 

GRIER, B H Region I, Philadelphia. Office of the Director 
79/05/29 3pp 


7906200307 Forwards ‘'Operation Plan for IE Resl-dent Ofc at TMI-2 " 
GftlERiB H Region 1, Philadelphia# Office of the Dlroctop 
79/05/11 5pp 


7906260119 Forwards IE Info Notice 79-12, “Attempted Damage to New Fuel 
AsiembUei " 

GRIER# B K Region 1, Phi ladelp h ia# Office of the Director 
79/05/ 11 Ip 


7906270034 Forwards IE Region IV evaluation of licensee response to 
[E Bulletin 79-OSB 

VAROAiS A. Light Water Reactors Branch 4 79/05/U Ip 


7906260222 Reviews malnt activities U equipment likely to have affected 
790320 event 

FA8AN0,A N Region I, Philadelphia. Office of the Director 
79/05/31 Bpp 


7906270011 Lists IE bulletins Issued since TMI Incident which have 
been withheld due to lack of available util resaurces 
GRIER, B H Region 1, Philadelphia# Office of the Director 
79/06/Oa. 2pp 


R Periodic operating reports related corrospondence 


—7906270038 Evaluates licensee 790304 response to IE Bulletin 79-03B 
re revision df procedures for natural circulation 8< 
engineered safety feeturei actuation 

KADBEN, O, U Region 4# Dallas, Reactor Operations Nuclear 

Support Branch 79/03/10. 2pp 


--7906270041 Forward* response to IE Bulletin 79-05B r* revision* of 
procedure* treinlng operation personnel on establishing It 
meinteining natural circulation 

TRIMBLE, D C Arkansas Power k Light Cd< 79/03/04 Ip 


7906290146 Respond* to IE Bulletin 79-03A Forwards info relevant to 
design of BVIR* 6 event^s surrounding TMI incident 
BTEMART, WP Florida Power Corp. 79/OS/ia IBpp, 


7906120003 Discusses loTtg-term environ radiation monitoring at TMI 
designates EPA as lead agency Forwards exposure ostimetes 
from DOE 6 Drookhaven Natl Lab*, 

WATSON, J President of US V Executive affCces. 79/04/13 18pp 


79062900D6 Forwards *'TMI Aquatic Study," monthly repts for UaurFeb 6 
March 1979, received In response to requests for 
nonradlologtcal aquatic 6 water quality data 

HiCKEYiC R Environmental BpocUlists Branch 79/03/03 Ip. 


— 7906290007 Forward* “TMI Aquatic Study#" monthly rapt* for Van, Feb 6 
Mar per NRC 790416 request Forwarding Itr from 
Ichthyological Associates dtd 790301 end. 

HUDOE,«l. E Metropolitan Edlion Co 79/04/16 2pp 


7906260232 Notifies of licensee procedures far radweste shipments 
STOHRi J P Regiqn I, Philadelphia, Office of the Director 
79/03/13 Ip 


— 7906290008 “TMI Aquatic Study," monthly rept for Jan 1979 by 
Ichthyological Associates# Inc 
a Metropolitan Edison Co. 79/01/31 t4pp 
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— 7‘?O6a900l0 "THT Stmdgi" monthly rept for Feb 1979 by 

Ichthy oLog i ral As soc ta t:es.r I nc 
-* Metropolitan E'disoti Co 79/02/28 17pp 


7906270031 PN0'*79~/i7AS tutnniary of info re nuclear 
790611 Describes plant U environ status Highest 
thermocouple reaillng is 230 F 

PAULlfSjR C Office of Inspection t> Enforcement 


incident as of 
incore 

79/06/11 2PP 


— 7906290011 "TMI Aquatic Study#” monthly rept for Mar 1979 by 
Ichthy oi oglca i As sociat esi Inc 

KAHDACOI^G A Metropolitan Edison Co 79/03/31 2ipp 


7906260473 Update of TMf-a cralcu lations re 790423-26 damage to Zircoloy 
fuel rod cladding in core 

PiCKLESIhERi K Division of Reactor Safety Research 79/05/04 
t4pp 


7906270027 pN0-79~67AT summary of info re nuclear incident as 
79061B Describes plant 6 environ status Highest incore 
thermocouple leading 273 F 

PALFLUStfl C Office of Inspection Enforcement 79/06/18 


of 


2pp 


7906230043 Requests Info re hydrogen explosion at TMl-2 
MILSTEAD, W C Division of Systems Safety 79/06/18 Ip 


7906200254 "TMI Dosimetry Project Rapt for Data Collected 790331-0413 
* HEWiDept of I Food 6 Drug Administration 79/05/07 2app 


7906260314 Poruiards daily key word in context index from Data Reduction 
6( Mgt Group 

WE18EII. J L GPU Service Corp 79/03/16 2pp 

7906260J43 Fariaards graph depicting containment in-leakage rate 
790402-0520 

KERRIGAN. 5 CommLssian 79/05/23 2pp 


7906230045 Comments on constructive changes to regulatory requirements 
for nuclear pouer plants knoti<ledge of reactor vessel water 
teval it gas bubble dispersion need addressing 

WENZINOER. EC Reactor Systems Standards Branch 79/06/16 Ip 


T Hearing transcripts on non-anti trust matters 


7906070012 Forwards transcript of 7904 OS. 06 ^ 09 closed meetings Info 
partially withheld staff and scape of Commission sponsored 
investigation (ref FOIA Exemption 6) 

BICKMIT, L Office Of the General Counsel 79/04/17 Spp 


7906220121 Forwards preliminary soils data soil boring logs 
WINTERHALTER. J Gilbert AssociateSr Inc 79/05/35 23pp 


7906200429 ’'Status of TMI Offsite Emergency Radiological Environ 
Manitorlng Program. " 790303-30 

QERTZfS M Porter-Ger t 1 Consultants. Inc 79/05/30 73pp 


8 Reportable occurrences/ LERs & related correspondence 


/ 

7906220202 Submits summary of events 790320-790410 within Middletown 
Poloce Dept dealing w/incident at TMI 
MILLER. OM Middletown. PA 79/04/10 6pp 


7906290026 Forwards noncomp 1 iante rept re pneumatic actuators 
solenoid accessories which may not comfarm to specs 
invest ( nation undor way to determine similar values 
KRAUSSiR U OH Bettis Corp 79/04/11 4pp 


7903040359 Forwards P M0-79-67A I , A J ^ AK per NRC 790401 Itr transmitting 
IE Bulletin 79-05 

ENOELKENrR M Region 5. 8an Francisco. Office of the Director 
79/04/30 Ip 


7906220199 Unexecuted draft of notice of 790328 nuclear incident at 
TMI 

CHILK. B J Office of the Secretary of the Commission 79/05/02 
lOpp 


7906060170 P«0-79-67AN{ correc ted 1 sumniari| of Info re nuclear incident 
as of 790514 Doscribes plant status ^ environ status 
PAULUS.R C I THDKPSON. 0 Office of Inspection Enforcement 
79/05/14 2pp 


7906190331 Forwards "Interim Rept on TMI -2 Accident " 
HERBEIN. J 0 Metropolitan Edison Co 79/05/13 Ip 


— 770619<)533 "Interim Rept on TMl-2 Accident " 
e Metropolitan Edison Co 79/03/15 SOOpp 


7906220161 Bummary of 790417 meeting w/ACRS In Wash mg ton. DC re TMf Pp 
335-466 

•» ACR3 - Advisory Committee on Reactor Safeguards 79/04/17 
f33pp 


7906D70027 Forwards draft cover sheet explaining legal tt factual 
background of TMI meeting transciipts Info partially 
oilthheld draft cover sheet (ref FQIA Exemption 51 
DICKWIT/L Office of the General Counsel 79/04/18 ip 


79061101(4 Transcript of 790517 public meeting in Wash ington. DC re 
briefing on facts of TMT operational sequence Pp 1-108 
Interim operational sequence of events as of 79050B end 
HENDRIE.JM. GILINSKY.V, KENNEDY. R T Commission 79/03/17 
163pp 


7906210014 Forwards site procedures for handling transcript files at 
TMI 

BINTON, T Office of Inspector i Auditor 79/05/24 Spp 


7906120076 Transcript of ACRS Ad Hoc Bubcoimmlttee on TMI-2 Accident 
Implications 790531 meeting in Wash ing ton, DC Pp t-3S0 
OKRENT. D , CARBON, M W , ETHERINOTON. H ACRS ► Advisory Committee on 
Reactor Safeguards 79/05/31 351pp 


7906150224 Transcript of Ad Hoc Subcommittee on TMI-2 Accident 
Implications /9060( meeting in Washing ton. DC Pp 3S1-70D 
Supporting documentation end 

OKRENT, D . CARBON. M W . ETHERINOTON. H ACRS - Advisory Committee on 
Reactor Safeguards 79/06/01 400pp 


7906150214 Transcripts of ACRS Subcommittee on TMI-2 790606 meeting 
In Kiddleiown.PA Pp 1-192 

CARBON. M W . LAWRQSKI.S , BENDER. M ACRS - Advisory Committee on 
Reactor Safeguards 79/06/06 t93pp 


7906150234 Transcript of ACRB Subcommittee on TMI-2 790607 meeting 
in Middletown. PA Pp L93-405 

CARBON. K W « LAWR08KI.S . BENDER. M ACRS - Advisory Committee on 
Reactor Safeguards 79/06/07 SlOpp 


79060601^1 PN0-79-67A0 summary of info re nuclear Incident as of 
790521. Descr 1 boff plant status environ status Highest 
Incore temp reading was 301 F Leaks identified S. are being 
corrected in Loog A 

PAWLUS.ft C , THaMPSaN.D Office of Inspection 5. Enforcement 
79/05/a 1 Spp 


7906060197 PNQ-79-67AP summary of irfo re nudear incident as of 
790322, JJaicr 1 b as plant h environ status Investigation under 
way to determine if death of cows was caused by radiation 
FLAGK.E. 0, . CUNMINGHAHrL J , HIGGINBOTHAM. L Office of Inspection it 
Enforcement 79/05/22. 2pp. 


7706050061 PNQ-79-67AQ summary of Info re nuclear incident as of 
790529. Describes plant it environ status environ 
radiation levels consistent w/natural levels. 

PAWLUBrR C . THOMPSON. D Office of Inspection lx Enforcement 
79/05/29, 2pp 


7906220153 FNa-79-67AR summary of Info re nuclear incident as of 
790604 Describes plant status b environ status. Average 
coolant tamp- 137 F 

PAULU8.R. C . THOMPSON. D Office of Inspection 6 Enforcement 
79/06/04. 2pp 


7906180575 Statement by WK Davis, vice-president of Natl Academy of 
Engineering, re TMf incident 

OAVia.M K National Academy of Engineering 79/06/13 6pp 


U Congressianal/Execut ivc Correspondence 


7906060196 Forwards Resolution of Inquiry by Representative J Weaver 
directing NRC to provide Congress w/complcte info on TMI 
Incident. Weaver 's press release re resolution end 
KAMMERER.C Office of Congressional Affairs 79/04/02 3p p 


79062600BS Forwards draft interim response to Congress re TMI Incid'ent 
KENNEKE. A Office of Policy Evaluations. 79/04/04 2pp 


7906060144 Forwards TMl-related LERs 2. montly operating repts per 
790405 tel con re Senator Hart 790403 Itr 

HIRAGLIA.F J Office of Nuclear Reactor Regulation 79/04/05 Ip 


7906060174 Forwards draft of JM Hendrie 790410 statement for 
Subcommittea on Nudear Regulation of Senate Committee on 
Environ I. Public (forks Requests comments. W/o end 
KAMMERER.C Office of Congressional Affairs 79/04/06 Ip 
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9D&1S0231 Transcript? of 790^10 hearing before Senate Subcomtnitbee on 
f^jclear Regulation re TMI incident Pp l-isa 

Het^onXEiJ ti Commission HART, 0 . MOVNtHAN. D Senate, Environment 
Public Harks 79/04/10 I24pp 


— 7906230i4S Draft *’Decaij Meat Removal Problem AssociJled 

From Verg Small Break LDCA for Combustion Engineering Sjs 
00 PWR '• 

* Babcock Wilcoi Co 77/05/31 57pp 


906070003 Lists congressmen to bo notified in case of unexpected T«l 
events Info partially taithhold home telephony nirnbor* (ref 
FOIA Exemption 6l 

KAHMERERfC Office of Congressional Affairs 79/04/11 app 


"9062L0360 Forwards Issue brUf I»79035 "Noclear Power rWI Accident ^ 
its I nvea t 1 gafcioA “ 

DUNNELLViW H Llbrarg of Congress 79/04/36 Ip 


7906060198 Not 1 f les that transcripts of RRC discussion are not 
ready 6 ul fl be sent uhen available 

KArtttEREn,C Office of Congressional Affairs 79/05/29 Ip 


7906200138 Statement of RH Vollmer before House Subcommittee on 
Natural Resources 6 Environ 

VOLLhERiR H Assistant Director for Site Analysis 79/06/03 

6pp 


7906210363 Issue fat lof ID7903S> "Nuclear Poiucr TMI Accident t Its 
Invest Igat Ion " 

pONNELLVi W M t KRAMER, D S Uibrarg of Congress 79/04/19 30pp 


79062B0140 Statement of RC Clusen before House Sobcomiti t te e on 
Natural Resources 6 Environ 

CLUSEN, R C Energg.Dept of 79/06/03 Hpp 


'906130490 Torwarda projected 19Q0 population distribution for O-IO 
milffs from TMI, In response to 790416 telcon reqiiest 
CUNNINOHAH. 6- J Division of Fuel Facilitg U Hatertals Safetg 
79/04/30 7gp. 


'906360062 Discusses congress ionol task forte created to investigate 
Tm-2 Incident Hearings will address TMI, US nuclear polieg 6 
'waat'O storage Prets release end 

KAMHEflER, C Office of Congressional Affairs 79/05/04 3pp 


'9O6La’0OlO Transcript of Task Force on TMI Accident hearing before 
Commit toe on interior (i Insular Affairs on 790309 in 
Washing ton.- DC Pp 1-90 

NEAUERr CARRi MARKEY House of Rep , Interior t' Insular Affairs 
79/03/09 9lpp 


•-7906120013 Transtrlpt of task force on TMI accident hearing before 
Corninlttoo on interior Insular Affairs on morning of 790511 
in Masli iTigton/ DC Pp i-ai6 

HEAVER, CARR, MARKCY House of Rop / Interior 6 Insular Affairs 
79/05/11 217PP 


■-7906120D13 Transcript of task force on TMI accident bearing before 
CotPifnitteo on Interior fii Insular Affairs on afternoon of 
790311 in Wash Ingtohi DC Pp 1-190 

HBAVERj VCNTDr HARRIOTT Houso of Rep . Interior 6 Insular Affairs 
79/05/11 I91pp 


"-7906I200P1 Tfanscripi of task force on TMI accident hearing before 
Commlttoo on Interior ^ Insularr Affairs on 790515 In 
Washing tani DC Pp 1-146 

VlEAVERi CARR. HARKCV House of Rep - Interior t Insular Affairs 
/9/05/13 147PP 


79063S0141 Statement of EW Bretthauer before House Subcommittee on 
Science 6 Technology 

DRETTHAUER.E Environmental Protection Agency 79/06/02 lOpp 


7906290097 Forwards names of witnesses 6 panelists for Subcommittee on 
Natural Resources 6 Environ 790602 meeting 
* House of Rep , Science 6 Technology 79/06/03 3pp 


7906290194 Testimony before Subcommittee on Natural Resources 6 gnviroi 
of House Science V Technology Committee on 790603 
W/supporting mapsiCharts 6 tables 

KuDUEr U E Metropolitan Edison Co 77/06'02 20pp 


7906210175 Responds to end 790535 itr DOI ts willing to cooperate 
w/NRC to evaluate impact of proposed discharge of treated 
radwaste wastewater from TMI on Chesapeake Bay wildlife 
ANDRUS, C D Interior, Dept of 79/06/13 2pp 


7906220107 Responds to 790507 Itr re liquiu i eleases from TMI No water 
from within TMI-2 containment has been rrleased Release of 
low level liquid wastes t« permitted 

s Office of Inspection 6 Enforcement 79/06/19 2pp 


DOCKET 50-331 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 
F Security, medlcali emergency !< fire protection plans 


7906030274 Forwards proposed amends to fire protection Tech Specs 
covering addl fire detection Instrumontat ton 6 water 
suppression sys * „ 

WHITHER, C F Oeorgia Pow#i* Co 79/05/29 I3pp 


--7906X20037 Transcript of ACRB Ad Hoc Subcommittee on TMl-2 Accident 
ImpUtatiohs 790601 meeting in Wash ington. DC Pp 3gi“700 
QHRENT, D i CARDON, H W , ETHER INOTON, H ACRS - Advisory Committee 
CIS Reactor Safeguards 79/06/01 330pp 


7906260465 Forwards list of upcoming Congressional hearings 6 calendar 
of number assigned to TMI hearing 

KAMMERER, C Office of Congressional Affairs 79/03/14 Bpp 


7906260470 Discusses agenda of Udall committee 
into TMf incuent nuclear policy iseuos 
ktAHMERCRrC Office of Congressional Affairs 


Investigation/hearings 
79/05/16 3pp 


7906260301 Summary of 790316 
PA to discuss discharge of 
Into- Susquehanna RWer 
WRlOHTrJ U Pennsylvania, 


meeting w/NRC 6 goVt officials 
contaminated water from plant 

State of 79/03/17 4pp 


in Hershey, 


7906210197 Responds to 790403 Itr re NRC actions following TMt-2 
inc Ment, Initial actions included review of possible generic 
prot> tems^ 

TIENORIE. 0 M Commission 79/05/10, 4pp 


— 7906210200 Forwards proposed response to 
local capabilities to cope w/clvilUn 
COLLINS, H E Office of Qtafce Programs 


G Hart 790310 Itr re state 
nuclear accident 
79/04/03 9pp 


6 


J Insurance f/ Indemnity information 


7906190307 Forwards Endorsements 40 U 41 to ANI Policy MF-7a 

OUCK.J R Marsh 6 McLenan, H & M Nuclear Consultants, Inc Div 
79/06/12 3pp 


P Operating license stage documents 6 correspondence 


7906040004 Forwards "Nonrootine Radiological Environ Operating Rept, 
Anomalous Measurement Rept " 

MANftV, rt Oeorgia Power Co 79/03/28 tp 


--7904040010 "Nimriiutin, Radlolostcl environ OparoUn, R«pt, AnoiMlou, 
R.|.t " Corr,cls ..ror. contain., in (.r.v.ou.l, 
submitted rept 

e Oeorgia Power Co 79/03/26 3pp 


06 oaoz 4 A Forward. ,„l mfo ■'.‘■•'P "‘O?*";;*' 

power supply, requested at 790110 NRC meeting of NRC & util 
in Bath«sda,MD. 


7906080295 Submits requested Info comparing plant design w/NRC-app roved 

Browns Ferry design -,oy«t/r,A OnA 

WHITMER,C F Georgia Power Co 79/06/04 3pp 


Q Inspection reports. IE 


79062301^)1 Biibmltt summary of Info re G 

K«mt Removal During Very Bmall Break LDCA for BW 205 Fuel 


Asftwmbly PWR 
MATTSON, R, J. 


Forwards related documents 
OWlsion of Systems Safety 


79/03/24 7pp 


7906070031 Forwards IE Bulletin 79-00, "Events Relevant J* J^Rs 
Identified During TMI Incident - Licensee action f« 4 «lred 
O'REILLV, J P Region 2, Atlanta, Office of the rec 


— 7906230135 Forwards C MUheltPn Van 1970 summary of Removal 

Durlnti vary Small Break LOCA for 0^W 205-Fuel Assembly 

e iSENHDTi D 0 Division of Operating Reactors, 79/04/17, Ip 


7906050003 Ack receipt of IE fnsp Rspts 30-321/79-09 6 50-366/79-11 
STAFFArRlw'^'-n-i- flower Co 79/04/19 Ip 
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7906140001 Ack receipt af IE Inap Repti SO-321/79-lO U 30'-366/79-ia on. 
790314-0316 No proprlatary info 
STAFFA, R W Georgia Power Co 79/04/23 Ip 


Q Inapectian report^j 1^ Bullettni & correapond ence 


— 7906140085 Forwards IE Itisp Rept* 50'32l/79-10 & SO-366/79-12 on 
790314-031& No none oirp 1 lanc e noted 

LEWIS. R C Region 2. Atlanta. Reactor Operatiotia Nuclear 

Support Branch 79/04/03 2pp 

— 7906140093 IE Insp Repts 50-321/79-10 6 30-366/79-12 on 790314-16 No 
noncpmp 1 lance noted Major areas inspected IE circulars 6 
bu Metlns. LERs 6 /ollowup of previous insp fijiefings 
HlNKLEViD G Region 2. Atlanta. Office of the Director 
DAfICEi H C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/03 5pp 


7906140436 Responds to IE flgUetin 79-07 Discusses computer programs 
used in stess analysis of safety-related piping 
STAFFA. R M Georgia Power Co 79/04/25 2pp 


7906130141 Forwards IE Circular 79-07. "Unexpected Spaed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No uritfcer response required 

O'^REILLY. J P Region 2. Atlanta. Office of the Director 

79/05/02 Ip 


7906250433 Forwards IE Info Notice 79-12. ♦‘Attempted Damage to New Fuel 
Asiambliei “ 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/05/10 Ip 


7906110065 Forwards IE Bulletin 79-10. ♦■fteauali f i cat ion Training 
Program Statistics " Written response required 
0 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/11 Ip 


7906200522 Act receipt of 790410 0508 Itfs informing NRC of steps 

taken to correct violations noted in IE Insp Repts 
SO-32J/79-OB 6 50-366/79-10 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/05/15 Ip 


— 7 9 06200527 Responds to NRC 790306 Hr re violations noted in IE Insp 
Repts 30-321/79-0B L 50-366/79-10 Corrective actions n«ur 
policy re definition of aperabilitg has been established 6 
test results will be reported 
STAFFA. R W Georgia Power Co 79/04/10 2pp 


“-7906200932 Respond to NRC 790424 telcon re violations noted in IE Insp 
Repts 50-321/79-08 & 50-366/79-10 Corrective actions Tech 
Specs re inoperab 1 1 i tg reporting will be followed 6 test 
acceptance criteria will be followed 
STAFFA.R W Georgia Rawer Co 79/03/08 Ip 


— 7906200940 Forwards IE Insp Repts 30-321/79-08 U 50-366/79-10 on 
701216-19.790101-03 L 0129-0209 notice of violation 
O^REILLY.U P Region 2. Atlanta. Office of the Director 
79/03/16 2pp 


44 Notice of violation from insp on 790216-19,790101-03 
209 

igion 2. Atlanta. Office of the Director 79/03/08 Ip 


nsp Repts 50-321/79-08 L 50-366/79-10 on 781216-194 
1129-0209 Noncompliance noted failure to rapt 
)r core isolation cooling inoperable failure 
culation flow caastdaun test results 

Region 2. Atlanta. Office of the Director 
Region 3i Atlanta. Reactor Operations Nuclear 
Support Branch 79/03/08 4pp 


7906080268 Forwards Amstid I to 700803 inservUe imp program, in 
response to 790528 request 

VHITMER. C F Georgia Power Co 79/06/06 Ip 


-"7906080269 Amend 1 to 780803 insarvice insp program 
If Georgia Power Go 79/06/06 62pp 


R Periodic operating reports 6 related correspondence 


7906070377 rorwards‘'Nonroutlni Radiological Environ Operating Rap tr 
Anomalous Measurement Rapt '♦ 

MANRYi M Georgia Power Co 79/03/26 ip 


7706130021 Forwards monthly operating rept for Mag 1979 
MANRYiH Georgia Power Co 79/06/06 Ip 


— 7906130023 Monthly operating rept for May 1979 
5TANCIL. R Oeargia Power Co 79/06/02 6pp 


S Reportable occurrences. LERs related correspondenc o 


7906040299 Forwards LER 79-030/03T-0 

MANRV. H Georgia Power Co 79/03/24 Ip 


— 7906040304 LER 79-030/03T-0 on 790500 poastblllty eslsts for 
unnecessary trip nf plant sve water pumps during LDCA Logic 
schemes will be modified to distinguish between loss of sys 
pressure 6 die«el test condition 
GREENE, T V Georgia Power Co 79/05/24 Ip 


7906140358 RO 50-3? 1/79-36 on 790333 during review of Class IE 
equipment In drywel 1 . Dech tel noted solenoid on sample 
isolation valve did not have qual i f icat ion document for 
accident conditions No safety hazards 
MANRY. M Georgia Power Cn 79/05/24 ip 


7906060210 Toward LER 77-0 13/01 X-1 

MANRY, M Georgia Power Co 79/05/25 ip 


— 7906060213 LER 79-0l3/0tX-I on 790131 scram received on intermediate 
range monitor Hi-Hl trip at notch 26 of rod 42-15 Caused 
by notches being withdrawn past point required to achieve 
criticality Procedures revised 
GREENE, T V Georgia Power Co 79/05/25 2pp 


7906060221 Fowards LER 79-033/01 T-0 

MANRY, M Georgia Power Co 78/05/25 Ip 


— 7906060222 LER 79-033/01 T-0 on 790518 RHR return valves Cll-FOlSB L 
E11-F017D 6 RHR pump suction valves leaked during local leak 
rate testing Cause unknown Corrective malnt will be 
performed to allow satisfactory leakage rate 
GREENE, T V Georgia Power Co 79/05/34 3pp ■ 


7906060215 Fewer d LER 79-032 /Oi T-0 

MANRY, M Georgia Power Co 79/05/30 Ip 


—7906060210 LER 79-032/01 T-0 on 790516 sprlnkiar hanger mods Indicated 
seismic design deficiency cable spreading room 
sprinkler Caused by lack of detailed seismic 
analysis Analysis & mods have begun 
GREENE, T V Georgia Power Co 79/03/30 4pp 


7906140342 Forwards LER 79- 036/01 T-0 

flANRYiM Georgia Power Co 79/03/30 ip 


— 7906140551 LER 79-036/017-0 on 790523 review of Class IE electrical 
equipment in drywell indicated that solenoid on reactor 
sample Isolation valve Q31-F019 was not dacumGnted as able 
to perform under accident condition New model ordorod 
GREENE. T V Georgia Power Co 79/05/30 3pp 


7906190324 forwards LER 79-03 5/03L-0 

MANRY. M Georgia Power Co 79/06/07 Ip 


—7906190334 LER 79-035/0aL-0 on 790521 dlosel genarator lA found able to 
carry less than SOI*! of rated load Caused by improper 
alignment of synchronlier gear Gear realigned 
GREENE, T V Georgia Power Co 79/06/07 Ip 


7906190451 Forwards LER 79-032/OlT-l 

MANRY, M Georgia Power Co 79/06/07 Ip 


— 7906190461 LER 79-032/01 T-l on 790516 mods indicated seismic de*lB*^ 
deficiency for cable spreading room sprinkler sys. Caueed 
by failure to perform detailed seismic analysis on tfetigno 
GREENE. T V Georgia Power Co 79/06/07 app 


7906210165 LER 79-034 has been voided 

MANRY. M Georgia Power Co 79/06/12 Ip 


7906220179 LER 79-034 has been voided 

MANRY, M Georgia Power Co 79/06/12 tp 


7906150330 LER 79-016 has been voided 
* Georgia Power Co 79/06/14 ip 


7906290297 Forwards LER 79-037/01 T-0 

MANRY, M Georgia Power Cp 79/06/18 Ip 
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■7?0&a90306 Left 79~037/01T-0 tjn 7906t2 GE rffvleiu of Class IE druuell 
imuipfliant per IC bulletin 79-Oj. found iticompioto 
documentatian of limit sujifcches on KSIV B21-P022 A, D, C U D 
Caused by changod requirements Neij switch ordered 
<fi7ECNEi T Geargla Pawcr Co 79/06/lB 3pp 


KJCrFT 50-332 SHORCHaM NuCUeAR PQWCR STATION 
* Ap p 1 1 ca t ( on/cQ ns tr uc 1 1 on stage docuirients correspandence 


T?&ifcOaoD01 Notification of 790516-17 meeting w/util in Wading Rl/er,HY 
for assessment of plant vital ai oas V to discuss security 
f rograra 

irIl.SQN.J H Lli^ht Water Reactors Branch 4 79/05/03 2 pp 


rfOiiJ^OOOI Responds to 790330 itr requesting formal guidance on type of 
loose ports inanltoring sijs that tuould bo acceptable tq NRC 
Poruardfi draft Reg Guido 1 133 

VAftCA- 8 A Light Wator Reactars Branch 4 79/05/03 14pp 


7906110^21 Rapends ta NrtC rocueoi for analgsis re dry storage under 
optimum maejerator coiiditians pry storage under such 
tondltlons Is feasible U k-eff will be Jess than 0 75 for 
*) 1 values of iriaderaior density 

MWARBQi J P Lonsi Island Lighting Co 79/05/09 4pp 


?706OAiO3Q'5 Notifies that spray nociloa spray hoitlo attachment welds 
ma^ not have been hydrostatically tested by invoking Code 
Cata 1614 to ASME Sectian III Change will be incorporated 
(rtQ appropriate design specs 

riOVARRa, J P Long Island Lighting Co 79/05/23 tp 


7^04060290 Notifies of use of adtll matls for component supports 6 
alternate design roqu i remonts for bolted joints by invoking 
Code Case 1644-5 to ASME faction III Change will be 
incorporatod into appropriate design specs 
KOVAfinO. J P Long uiarid Lighting Co 79/03/29 Ip 


7906)20210 Notiflos that util has Invoked Code Case N192 to ASHE 
Qattlon III pormltUng use of floible metal hose In const of 
Class I te 3 piping Change to bo incorporated into 
appropriate design specs t> Inatal la t i on documentation 
tiTQVARRCI. J P Long Island Lighting Co 79/03/29 Ip 


7906010201 Forwards /70S13 ropt* "Addl Info on justification of Mai'k H 
Lead Plant Hafotij Relief Valve Load Doflnitlon" by 5bW. In 
raspohsa to NRC 790427 request 

fJOVARRO, J P Long Island Lighting Co 79/03/30 Ip 


— 7906010203 "AddI Info on Justification of Mark If Lead Plant Safety 
Relief Valvp Load Doflnitloti " 

• Stone JU We-listefi Inc 79/05/19 I4pp 


Q Adjrud I ca tary c arTtfsp ondence 


7943210^25 Answers applicant 7902O9 request for summary disposition 
of certain contentions Asks that response time as to tuo 
edsiissible content Ions* be holt) in obey ance* pond ing 8ER 
issuance Certificate of Qvc one I 
HOEPLINQ^ R fl flranch 4 79/02/02 3pp 


7903214397 Forward* aoiand to NRC rogulattons for physical protection of 
nuclear pousr plants (iOCFR7a) . of f octlve 790220 
UPEFLINO. RH Branch 4 79/03/07 6pp 


7946440361 Responds to 790327 request Forward* documents on behalf of 
Suffolk Counfcyr NV, W/o oncl 
HQCFLIND 4 R K Branch 4 79 / 04/02 2pp 


H Ceneral correspondence 


7906070365 Responds to 790403 request for CAQ rept EHD- 7 Q-I 1 O discussed 
in 790401 NY Tines Rept nay be obtained at GAQ Uashlngton 
DC Nk emergency response plan has concurrence 
HOEFLIMG.R K Branch 3 79/04/13 Ip 


0 Inspection roporia. IE Bulletins b carr sf pendenct 


7906100394 Foruards IE Info Notice 79-lO< “Nonconforming Pipe Support 
Struts " No uritten response tiecessarg 

GRlERfS H Region I, Phi ladei ph la/ Office of the Director 

79/04/16 Ip 


79061)0015 Roruards IE Bulletin 79-05B, "Rgclear Incident at 
THI-Suppl " Ntj written response required 

ORtERiQ H Region 1 , Philadelphia! Office of the Director 
79/04/23 Ip 


7906040169 Ach receipt of 790353 Ur inforning NRC of ttfps taken to 
correct violation noted m IE losp RePt 60-322/79-02 
CARLSON.R T Region 1. Philadelphia, Reactor Construction t 

Engineering Support Branch 79/04/27 Ip 


— 7946040176 Responds to NRC 790220 lti re violation noted m IE Insp 
Rept 54-322/79-02 Corrective actions records of all veld* 
previously heat treated have been revieued t engiheerirg 
evaloation iniHated whore pates ha-^e been eiteeded 
MOFFORO, A M Long Island Lighting Co 79/03/23 2pp 


— 7906040182 Forwards IE Insp Rept SO-322/79-02 on 790122-26 6 notice of 
Vida t Ion 

CARLSONiR T Region 1. Ph » ladelph la. Reactor Construction b 

Engineering Support Branch 79/02/20 2pp 


— 7906040186 Notice of violation from Insp on 790122-26 

a tiegton 1. Philadelphia. Reactor Construction 6 Engineeririg 

Support Branch 79/02/20 Ip 


— 7906040180 le Insp Rept 30-322/79-02 on 790122-26 None emp I lane a noted 
failure to control post weld heat treatment pet applicable 
ASfTE in code raquiremant* 

T0TH»A D ' DURR. J P Region 1. Philadelphia. Office of the 

Director MC4AU0HY<R W Region I, Philadelphia. Reactor 

Construction t« Engineering Support Branch 79/02/15 iSpp 


7906130163 Forwards IE Circular 79-07, 
Reactor Motor Generator Set Resulted 
Increase " No written response requir 
0RIER«B H Region !< Philadelphia. 

^^f/os/oa tp 


"UneipeCted Speed Increase 
in Reactor Pou.er 
ed 

Office of the Director 


of 


7906120166 Forwarils IE Info Notice 79-U. "Louer Reactor Vessel Head 
Insulation Support Problom '■ No action required 
ORlERi B H Rogion 1. Ph I ladelph la* Office of the Director 
79/05/0? app 


7906260115 Forwards IE 
Ass«mbl3es '* 

GRIER. B H Region 
79/05/11 Ip 


Info Nofcico 79-12. ’’Attempted Damage to New Fuel 
I, Philadelphia. Office of the Director 


C 


f 


7906020223 Forwards IF OuUotin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Exphnelon Anchor Bolts 
BORDEN KH I n M arancli 4 79/04/26, Ip 


—7906020226 ft«*p€ind» to 701205 Ur re 

base Plata* WRC stU! waiting for a<tW evaluation of bath 
ptpinS ii electrical fcyp* support* Info will be evaluated 
as part of continuing safety , 

BORDENtCK^B M Branch 4 79/01/18 ip 


7906130144 Forwards InfP re provisions 
spent fuel stcraga b« disposal of rad 
reipQfiS* to 79 Q 403 Ltr 
VAQSALLPrD.O Assistant Director 

79 / 05/09 I 2 pi> 


insuring safe plant deslgi'' 
ioactiva waste, in 

for Light Water Reactors 


79061301,92 Oppose* 
accldont &i lack 

wastes, 

MONTANA- BURN, B 


licensing 
of anS<*fors 


of feciltty because of possibility of 
re itorago ^ disposal of 


Affiliafcian Unknown 79/04/03 2pp 
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-“79061 S04ao ''Ouai if ic^t ion Tifpe Test Rapt Llmitorque Valve Actuators for 
Class IE Svc Outside Primary Containment " 

HESS, T , PE^^KOWSK^-W . FORMICA. C Lim i torque Corp 79/05/02 

66pp 


— 7906150432 "Rept of Seismic Test on SMC'04 Valve Control (Std) 
* Pacific Oas I Electric Co 79/03/30 72pp 


— 7906130424 "Qua 1 1 f 1 ca t ion Rapt for Conductor Modules for AK Nuclear One 
Unit a “ 

FEDERIGK. NC Linitorque Corp IPS-409 79/03/09 37pp 


7906190493 Submits addl info re environ qualification of Qarton 
pressure U differential pressure transmitters 
CRANE.P A Pacific Oas «. Electric Co 79/06/14 ip 


7906200464 Forwards response to 790314 laquast for addl info re main 
steam line break inside containment W/propr I e tary t/ 
nonpropr 1 e tary versions of “Equipment Qualification" U 
applications for withholding proprtatarg info 
CRANEiP A Pacific Oas Electric Co 79/06/14 Ip 


--7906200472 App 1 I ca t i on for withholding proprietary info from public 
disclosure Forwards proprietaiy & nonpropr i etary versions 
of West i nghouse rept« “Equipment Qualification “ 

CRANE. P A Pacific Ca s Electric Co 79/06/14 2pp 


— 79062004B0 Nonprapr i e tary version of "Equipment Qualification 
« Uestinqhouse Electric Carp 79/06/20 23pp 


7906IBOS21 Forwards changes to input paiameters to correct logic error 
reported in Nes t i nghou'Se App K ECCS model Change accounts 
for hoating effect of z irca lay-water reaction 
•CRANE. P A Pacific Oas « Electric Co 79/06/15 3pp 


0 Adjudicatory correspondence 


7906020063 Requests status of DL 

BROWN. J P Northern California Ecumenical Council 79/03/31 Ip 


>7906020067 Requests alternate power sources conservation measures in 
CA. in lieu of issuing CP 

D-ROWN. J P Northern California Ecumenical Council 79/02/16 tp 


79061B0253 Requests halt to nuclear plant const 
« Affiliation Unknown 79/04/02 Ip 


—7906180239 Recommends postponement of QL issuance until earthquake 
safety factor is guaranteed 

BATES. T H . KAPILOFF. L . GAQH. H California. State of 79/04/09 
3PP 


— 7906180267 Forwards constituent I tr re facility const near geologic 
fault Requests any info dealing w/matter 
ANDREWBiM House of Rep 79/03/23 ip 


—7906100274 Espresses concern re reactor const near active geologic 

fault 

LENABUROrS D Affiliation Unknown 79/03/18 Ip 


—7906180234 Opposes nuclear facility const 

PETER8.M Affiliation Unknown 79/04/02 Ip 


— 7906180293 Opposes const of facility near active geologic fault 
SILDER.R Affiliation Unknown 79/04/02 Ip 


— 7906180309 Requests facility const cease due to possible health 
ha zards 

REVNQLOS. J I REVNOLDS^P Aff ilia t Loti Unknoiwn 79/03/31 Ip 


— 7906180317 Requests facility const cease 

WEBSTER Affiliation Unknown 79/04/02 If 


— 7906180328 Requests facility const cease due to radiation hazards. 
KAMERERrO J Affiliation Unknown 79/04/03 tp 


— 7906180333 Expresses concern over const of facility 

KCCARTHY^K J i CAROTHERS.J Affiliation Unknown 79/0 4/Q2 2pp 


7906070327 Motion by joint interveners Scenic Shoreline Preservation 
Conf erence. San Uuis Obispo Mothers for Peace. 6 Silver. 

Ecology Action Club ^ JU Forster for withholding of CP 
Certificate of Sve end 

FLEISCHAKER.D a Fleischakor. D S PHILLIPS.J R . KR ISTOVICH, S 
Center for Law in the Public Interest 79/04/12 Spp 


7906010039 Responds to 790331 Itr concerning unresolved questions about 
low level radiation 6 nuclear waste disposal Util will 
submit plans for increasing spent fuel pool storage capacity 
in near future 

VAS6ALLQ, D D Assistant Director for Light Water Reactors 
79/03/02 2pp 


7906020118 Responds to Itr expressing opposition to plant operation 
because of proximity to active earthquake fault & problem 
of disposal of wastes Hoard is in process of preparing 
decision re plant licensing 

BOYO.R S Division of Project Management 79/05/04 2pp 


7906010341 Request by joint intervenors that A5LD reopen evidentiary 
hearings to address Class 9 accidents V emergency planning 
In a Iternativei seeks directed certification on related 
questions Certificate of Sve enc I 

FLEISCHAKER.D S Fleischaker. D S PHILLIPS.J R . KRISTOVICH, S 
Center for Law in the Public Interest 79/05/09 llpp 


7906260013 Forwards attachments & errata sheet to joint intervenors 
790309 request to reopen or. in a 1 ternat ive. request for 
directed certif i cat ion Certificate of Sve end 
FLEISCHAKER. D S Fleischaker, D S 79/05/i0 tOpp 


— 7906280015 Errata sheet to joint intervenors 790509 request to reopen 
or. in al ternat ive. T equest for directed certification 
FLEISCHAKER, D 8 Fleischaker. D S 79/05/10 Spp 


790620023S Comments on Oovernor EG Brown 790304 Itr to JM Hendrio 
Request for extraordinary action of singling out plant for 
suspension of licensing proceedings is unsubs tan t lated 
BONNER, J F Pacific Oas Si Electric Co 79/05/1 1 2pp 


7906220491 Responds to 790425 6 26 Itrs re opposition to facility 
const near Hosgri fault No evidence generated in 
ASLO hearings foi earthquakes at Hosgri greater than 7 5 
DENTON, H R Office of Nuclear Reactor Regulation 79/05/14 2pp 


7906260067 Defers ruling on reopening evidentiary hearings until NRC 
completes rept on effects of TMI on proceeding Other parties 
will be provided opportunity to respond to rept 
BOWERS. £ S Atomic Safety and Licensing Board Panel 79/06/05 
Spp 

H General correspondence 


7906060039 Requests that earthquake potential be considered before 
granting CP 

GREEVERiR Affiliation Unknown 79/03/17 Spp 


79O601O277 Discusses reasons for delays In facility const completlofii 
in response to 790320 Itr of concern Ver if Icati on of ability 
of plant to withstand possible earthquake is main cause of 
delay 

BENTDN.H R Office of Nuclear Reactor Regulation 79/04/20 2pp 


—7906010299 Requests info re delays in completion of const of facility 
Continued delays only preclude use of alternate energy 
sources to conserve oil 

WADEKAMPER. D Af fl 1 ia tion Unknown 79/03/20 tp 

7906040101 Objects TH Dates 790405 Itr supporting postponement of CL 
issuance Supports development of nuclear power 
CASTALOQ.U F Affiliation Unknown 79/04/26 Ip. 


— 7906040111 Requests OL be denied due to pioxlmity to earthquake zone 
KLINE. J , WATERHOUSE, H . WATERHOUSE, E Affiliation Unknown 
79/04/26 3pp 

7906070401 Responds to 790320 Itr re potential for delays in 
issuance of OL decision, in order to sati«fy antinuclear 
minority groups concerned re plant ability to withstand 
effect of earthquakes 

80YD; R 8 Division of Project Management 79/04/27 Spp 


— 7906070405 Comments on granting of DL operation of plant should not be 
further postponed to satisfy anti-nuclcar minority 
MILLER, P C Affiliation Unknown 79/03/28 Ip 


7905140010 Board notification semiscaia experiment 8-A7-6 Unanticipated 
results re cladding temp require further study to determine 
«af«ty significance Certificate of Sve enc 1 
« Hearings Division 79/04/05 54pp 


79061S0252 Requests that GA Public Utils Commission withhold issuance 
of "certificate pf necessity" for plant until Santa Barbara 
County can devise emergency evacuation plan 
MCDERMOTT, D, Affiliation Unknown 79/05/01 Ip 
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fa-taipt of 790323 Itr to S Lonaburq c orre^pan^ence 
F^rwatija Info Jiving brief Kistory lU status of licensing 
>-v«iiee«s W/o encl 

Office of Congfess ional Affairs 79/0S/02 Ip 

Discusses potential for delays in Issuance of decision on 
OL.»tn order to satisfy antinuclear minority groups 
ECYDj-H 8 Division of Project Management 79/05/04 2pp 


Responds to 790413 1 tr re safety considerations involved in 
Ci, Isfuenco 

VASSALLOj 0 D Assistant Director for Light Mater fleactors 

r9/05/lO 2pp 


7'9i>fiit90|23 Responds to 790317 Itr re issuance of CP Forwards info re 
itructural d esign. inflat ion allouances for decominlss toning 
ta»tei waste storage, low level radiation effluents ^ 
transport of spent fuel 

9 Division of Project Management 79/05/lS 6pp 


vJ Insurance indemnity Information 


T9Oit270241 Forwards Endorsements 59 U 60 to MELlA Policy MF— 173 
SEQERjti n Northeast Nuclear Energy Co iNortheast Utilities! 
T9/06/ai 3pp 


3 fntpecfcion reports, IE Bulletins /r correspondence 


^'90'6 120047 Faruiartfs IE Info Notice 79-1 1, "Lower Reactor i/osset Head 
Insulation Support Problem '* No action required 

EMSELKEN, R M Region 5. San FranciscOi Office of the Director 
79 /<J 3/07 ip 


79-06100479 Forwards IE Info Notice 79-iai "Attempted Damage to New Fuel 
Assemblies " No written responso necessary 

ENCELKEM, a H Region 5, San Francisco* Office of the Director 
79/<i5/l0 Ip 


79060S0341 Forwards IF Circular 79'"08, "Attempted Cittartion - Low 
Snniched U " 

EffSELKENfR H Region 5r San Francisco* Office of the Director 
79/05/16 Ip 


TSD&lGQOdi Forwards lE Bulletin 79-11* "Pault'y Qvercurront Trip Device 
In Circuit Breakers for Engineered Safety Bye " Licensee 
action ret^uired 

ENCELKEN*R H Region 5* San Francisco* Office of the Director 
79/05/22 Ip 


7906160374 Forwards IE Bulletin 79-12. "Short Period Scram at DWR 
Facilities tie written response rtecessary 

ENOELKENi R M Region 5, San Francisco* Office of the Director 
79/OS/ai ip 


S fteportable occurrences. LCRs i- related correspondence 


7903040359 Forwards FNa-79-67AI* AJ fi* AK per NRC 790401 Itr transmittlog 
IE Bulletin 79-05 

EHOELHEN.R.H Region 5* San Francisco, Office of the Director 
79/04/30 ip 


—*7905040360 PNQ-79-67AI summary of info re nuclear incident as of 
790428, Baser i has plant 6 environ status 
* Office of Inspection Enforcement 79/04/2S 2pp 


7906180219 Forwards PN0-79-67AN 

EMOeLKEN* R H Region 5. San Francisco* Office of the Director. 
79/05/14 ip 


7906180265 Forwards PN0-79-67A0 

ENGELKEN.R H Region 5, 8an Francisco* Office of the Director. 
79/03/21. Ip 


790618033B Forwards PN0-79-67AP 

EMOELKEMr R H Region 5* San Francisco, Office of the Director 
79/05/22 ip 


790&160364 Forwards PNa-79-67AQ 

ENOELKENfR H Region 3* 8an Francisco# Office of the Director 
79/03/30. tp. 


79061303S3 Responds to 790301 Itr Detail* corrective actions for two 
items of noncomp 1 lance re bolting of unistrut saddle 
brackets (i non-Claes I conduit crossing aver Class I 
equipment 

CRANE* F A. Pacific Oa* & Electric Co 79/06/04 3pp 


U Cohgt essional/Esec utive Correspondence 


79^0608D199 Forwards Itr from constituent containing Santa Barbara* CA 
Board of Supervisors resolution that NRC defer final action 
re license application untii adequate safety checks have 
been completed 

LAGaMARSINO*R J House of Rep 79/04/34 2p p 


790629022B Rasponds to 790424 Itr forwarding J Schlosinger 790410 Itr 
re Santa RarbararCA Board of Supervisors resolution- urging 
NRC to defer final licensing action on facility until safety 
can ba assured 

GQ56ICK;L V Office of thr Executive Director for Operations 
79/03/23 2pp 


DOCKET 30-324 DBUNSUICK STEAM ELECTRIC PLANT, UNIT 2 


P Operating license stage documents t> correspondence 


79060S0147 Summary of 790424 meeting w/utll Jl* GE In Oethesda.MD re 
resolution of questions or end-of-c ijc I b r ec ire ula t inn 
pump trip feature Request for addl info encl 

HANNON. JN Operating Reactors Branch □ «Pre 7906251 79/04/30 

4pp 


79060703B6 Forwards Amends 24 b 4S to Licenses DPR-71 8* DPR-62. 
respectively, safety evaluation 8. notice of issuance C* 
ava i lab 1 1 ity 

IPPQLITO.TA Operating Reactors Brandi 3 IPrc 7906251 

79/05/02 3pp 


—7906070391 Amends 24 1* 48 to Licenses DPR-71 t- DPR-6a. rasp ec ti ve ly * 
providing Tech Specs for pratoctlve instrumentation 
associated w/ATWS rec irculat ton pump trip 

iPPOLlTQiT A Dperating Reactors Branch □ iPre 790625) 

79/03/02 6Bpp 


—7906070400 Safety oval uat ion supporting Amends 24 8* 48 to Licenses 
OPR-71 tf DPR-62* respect I v« ly 

ft Operating Reactors Branch 3 IPre 7906251 79/03/02 lOpp 


— 7906070404 Notice of Issuance 6 availability of Amends 24 L 40 to 
Licenses DPR'-7l h DPR-62r respec t i VO 1 y 

IPPGLITQ.A Operating Reactors Branch 3 (Pro 790625) 

79/05/02 2|jp 


7906250201 Notification of 790321 mealing w/util in ftofche«da,Mn to 
discuss status of seismic reanalysis 

HANNON# J N Operating Reactors Branch 3 IPve 790625) 79/05/17 

IP 


7906120190 Responds to NRO 790312 I tv ra I irp i ementatim schedule for 
mods required as result of Mart I program Vent header 
deflector is only major mod required Schedule end 
UTLEY. E E Carolina Power 8* Light Co 79/05/21 4pp 


7906010240 Requests written confirmation re revlaw of recirculation 
pump trip mod 

UTLEY#E C Carolina Power U Light Co 79/QS/29 Ip 


79 O6O0O-263 Requests revisions bn radiological effluent Tech Specs 
Requests implementation of Tech Specs after 791201 
UTLEY. E E Carolina Power t Light Co 79/03/31 67pp 


7906120137 Fprwaipds HG Kreldor affidavit requesting that computer 
listings for ADLP IPE-2. lerg » JU small verstoni.bo withhold 
from public disclostire Cref IOCFR2 790) 

UTLEY, E E Carolina Power 6, Light Co 79/OS/Ol, ip 


— 7906120164 Affidavit i^equesting computer listings for ADLPIPE-3i large 
small vorstons.ba withheld fram public disclosure <ref 
I0CFR2 790) 

KREIDERrH 0 i/nlted Engineers Constructors# Inc (sub* of 
Raytheon Co > 79/05/23 3p p 


7906080315 Notlflss that control ft* instTument termlnat 1 ans nylon 
insulating sleeve did not pass environ testing by Engineer's 
6 Contractors, Justification Info for continued operation 
unnecessary 

UTLEY, E E Carolina Power ft. Light Co 79/03/29. Ip 


7906000278 Discusses seismic anelgsis of am f ety-relatad piplnp Stress 
verification completed for all Categog I ftt 2 lines inside 
containment Stress reanalysis of Catagory 3 V 4 lines to be 
camplatsd by 790615 

FURR* B y) Carolina Power 6 Light Co 79/D6/04 lOpp 
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7906120393 of rfi 5 Cov«ry that nylon insolatinji portions 

of c omp re< » i on-typ ® teroiioation lug* mfg by AMP» Inc had 
failed Investigation initiated t permanent solution lulU be 
implemented during neit refueling outage 
UTUEY. E E Carolina Power 6 Light Co 79/06/06 3pp 

790620034B Discusses results of feedwater U control rod drive return 
line nozile insp 

UTLEY. E E Carolina Power ti Light Co 79/06/14 7pp 


a Inspection reports. IE Bulletins 6 correspondence^ 

7906180013 forwards IE Insp Repts 30-324/79-09 «. 30-325/79-09 on 
790226-0301 ffo noncompliance noted 

LEWIS.fi C Region 2, Atlanta, fieactpr Operations Ni/clear Support 

Branch 79/03/26 2pp 


— 7906180018 IE Insp Repts 30-324/79-09 fc 30-323/79-09 on 790326-0301 No 
noncampl lance noted Major areas Inspected periodic 
refueling tests 6 preparation for refueling 
JULIAN. C . ORAHAM. M J Region 2. Atlanta. Office of the 
Director «ARTIN.R D Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 79/03/23 6pp 


7906230440 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 

Assemlilies 

O'REILLY. J P Region 3. Atlanta. Office of the Director 

79/05/10 Ip 

7906U00S9 Forwards IE Bulletin 79-10, "Roqual If Ication Training 
Program Statistics " Written response required 
O'REILLY. JP Region 3. Atlanta. Office of the Director 
79/03/11 Ip 


7906080146 Act locaipt of 790420 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-02 6 
50-323/79-02 

LEWI8.R C Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 79/09/14 Ip 

—7906080131 Responds to NRC 790221 Ur re violations noted in IE Insp 
Repts 30-324/79-02 6 50-329/79-02 Corrective actions rovieu 
of saf efcy-related sys will be made h QA manual revised 
FORR.D J Carolina Power Light Co 79/04/20 3pp 


7906140491 Responds to IE Bulletin 79-08 re implications of TMI 
Incident on BWRs No Tech Bpet. changes required 
FURR. B J Carolina Power 6 Light Co 79/03/15 Ip 


7906200534 Forwards lE Insp Repts 50-324/79-11 6 50-325/79-11 on 
790313-16 No noncamp 1 lance noted 

LEWIE. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/04/09 2pp 


— 7906200541 IE Insp fiept 50-324/79-11 6 90-323/79’-t 1 on 790313-16 No 
noncompl lane e noted Major areas inspected refueling malnt. 
fire protection mods. conformance w/Tech Spec operating 
I i mi ts , neutron source removal tf IE bulletins 6 circulars 
RILEY. B W Region 2. Atlanta. Office of the Director 
DANCE.H C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/06 4pp 


7906070030 Forwards IE Insp Repts 50-324/79-12 U 30-323/79-12 on 
790310-22 No none omp 1 ianc e noted 

8UTHERLAND.J T Region 2. Atlanta. Fuel Facility 6 Materials 

Safety Branch 79/04/10 2pp 


—7906070058 IE Insp Repts 50-324/79-12 6 50-325/79-12 on 790318-22 No 
noricomp 1 iance noted Major areas inspected ref uel ing/maint 
health physics program 6 radioactive waste mgt program 
GIBSON. A F Region 2. Atlanta. Fuel Facility 6 Materials Safety 

Branch TROUP. <3 L Region 2. Atlanta. Office of the Director 
79/04/09 6pp 


7906230361 Forwards IE Insp Repts 30-324/79-13 6 30-325/79-13 on 
790337-30 No noncomp Uance noted 

LEWIS* R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/04/20 2pp 


7906250300 Notification of 790316 meeting w/utlls in DetbesiJaiMO tyo 
discuss status of seismic reanalysls per IE Bulletin 79-07 
KANNDN. J Operating Reactors Branch 3 (Pre 790625) 79/03/19 

Ip 


7906290719 Responds to IE Bulletin 79-09 No OE type AK-2 circuit 
breakers used in safety-related sys 

UTLEY, E E Carolina Power 4- Light Co 79/05/18 Ip 


7906230017 Responds to IE Bulletin 79-10 re operating requa 1 If ica t Ion 
training programs W/Tabie 1 containing info roquestod in 
Items 1-5 

UTLEY. E E Carolina Power V Light Co 79/03/24 3pp 


7906040221 Forwards addl info in i esponse to IE Bulletin 79-07 re 
seismmic pipe stress analysis. as requested by NRC at 790321 
meeting W/supporting documentation 

UTLEY. E E Carolina Power Light Co 79/05/29 23pp 


R Periodic operating reports L related correspondence 


7906140444 Forwards monthly operating rapt for May 1979 
QANKSrK R Carolina Power 6 Light Co 79/06/11 Ip 


—7906140449 Monthly operating rept for May 1979 

WILLIS. E Carolina Power 6 Light Co 79/06/04 10pp 


S Reportable occurrences. LERs 6 related correspondence 


—7906230365 IE Insp Repts 30-324/79-13 << 50-323/79-13 on 790327-30 No 
noncaopl iance noted Major areas inspected fire protection It 
safe shutdoun sys mods 

dance. H C . 0U2TS. J E . RILEY. B W Region 2, Atlanta. Reactor 

Operations Nuclear Support Branch 79/04/20 3pp 


7906250367 Forwards IE Insp Repts 50-324/79-13 6 50-325/79-13 on 
790402-03 No noncompl lance noted 

LEWiSfR.C Region 2. Atlanta. Raactof Operations Nuclear Support 

Branch 79/04/20 2pp 


—7906250370 IE Insp Repts 50-324/79-15 L 50-323/79-15 on 790402-05 No 
noncomplianctt noted Major areas inspected complex Tech Spec 
surveillance tests L pipe support L restraint sys 
MARTIN. R D r BROOKS. E K Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 79/04/19 3pp 


7906020181 Responds to IF Bulletin 79-08 re events relevant to BWRe 
identified during TMI investigative team has been 
established to review util's nuclear plant designs be 
operating procedures to ensure continued safety 
FURR, B. J Carolina Power Light Co 79/04/23 17pp 


7906130340 Forwards LER 79-006/03L-0 

FURR.B J Carolina Power f. Light Co 79/02/27 Ip 


—7906150341 LER 79-006/03L-0 gn 790131 while performing high dry uel I 
pressure functional check of core spray HPCI 4. LpCI A 
loop RHR logic failure alarm received Caused by blown fuse 
in P6I7 

TOLLISON. A C Carolina Power Light Co 79/02/27 Ip 


7906040133 Forwards 14~day radiological environ event rept on 
790308-09 event reulted from valve left open after tank 
transfer, causing release into reactor bldg through loose 
access cover Tank transfer procedure revised 
BANKS. H R Carolina Power ^ Light Co 79/03/22 4pp 


7906140277 Confirms 790523 telcon w/EH Verdenj re deficient nylon 
insulating sleeve reported per IE Bulletin 79-01. "Environ 
Gualificatlon of Class IE Equipment," LER to be submitted 
within 14 days 

TOLLISON, A C Carolina Power 4- Light Co 79/05/29 Ip 


7906130154 Forwards IE Circular 79-07. "Unexpected Speed Increase of 
Reactor Motor Qenerator Set Resulted in Reactor Power 
Increase " No written response required 

O'REILLY, J P. Region 2, AtlantA' Office of the Director 
79/05/02. Ip 


7906210096 Forwards affidavit* for withholding Info required in 
response to IE Bulletin 79-07. Requests that computer 
listings designated as Attachment 1 of 790424 Itr be 
withheld <ref I0CFR2 790). 

UTLEY. E E. Carolina Power Light Go 79/05/04 Spp 


7906140331 Confirms 790525 telcon u/WT Cottle re hanger supports in 
main steam safety relief 4( HPCI sys not meeting requirements 
of IE Bulletin 79-07 re seismic stress analysis LER to be 
submitted within 14 days 

TOLLISQN, A C Carolina Power U Light Co 79/05/29 Ip. 


7906140391 Confirms 790523 telcon w/NRC re Immediately reportable event 
per IE Bulletin 79-01 re Class IE equipment Inadequate ny Lfln 
insulating sleeves may have been used LER will be lubmittad 
within 14 days 

TOLLISON, A C Carolina Power L Light Co, 79/03/29, Ip 
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T9060Q0316 Bubmil® l4-day radiological environ evsn^ i*opt «uppl 
ahipmant of radwasto loft site bg sole-use vehicle on 
7*?0303. w/radiation levels op to 20 milUrems/h 
frcident to be reviouod 

BiftNKSiH R Carolina Pouier 4- Light Co 79/06/01 2pp 


—7906220409 LER 79-039/03L~0 on 790521 ohen dtesci ganeratar 3 speed uas 
louered to 60 herti per second, eng me “failed to start" 
alarm energ i ledi mak mg generator inoperable Caused by upuard 
drift in airpOK tachometer switches Sjitchrs recalibr 
T0LLIS0N»A C Carolina Power b Light Co 79/06/15 Ip 


7906070279 Toriuards LER 79-036/03L-0 
BAtJKQi H R Carolina Powor b Light Co 79/06/04 Ip 


7906320413 Forwards LER 79-037/03L-0 

BAWS.H R Carolina Pouer b Light Co 79/06/15 Ip 


— 7906070202 LER 79-036/03L**0 on 790507 while performing visual Insp of 
in^ccossible snubbers«slx snubber failed Caused bg low fluid 
level All snubbers d I sassenib Udi inspected & rebuilt 
TQlLtOQN.A C Carolina Power b Light Co 79/06/04 Ip 


7906070203 Forwards LER 79-027/03U-0 
OAm&tK R CaroUnA Power b Light Cq 79/06/04 Ip 


--7906070291 LER 79-0a7/03L-O on 790307 while performing switch callbr, 
limit switches found out of tolerance Caused by incorrect 
Initial adjustment Switches readjusted b checked 
TaLLiaON^A C Carolina Power b Light Co 79/06/04 Ip 


79060Q0249 Forwards LER 79-026/03L-0 

BANKBi M R Carolina Power Light Co 79/06/03 Ip 


--7906000230 LER 79-026/03L-0 on 790307 analyier 02 was l-CAC-ATH-i259) 2 
warn reading upscale on 0-3T scaleiwhen actual reading was 
la S‘/. on 0-237. stale Caused bg split rubber hose leading 
from air sample inlet fitting Tube repaired 
TOLLl&ONf A C Carolina Power b Light Co 79/06/04 Ip 


—7906220420 LER 79-037/03L-0 on 790519 control panel instrurent 
3-CAC-ATH- 1263-2 gave downscale reading b 2~CAC~ATK-l259-2 
was out of callbr Caused by being out of callbr Doth 
instruments recalibr b returned to sve 

TOLLISOR.A C Carolina Power b Light Co 79/06/ 13 Ip 


7906220393 Forwards LER 79-039/ 03L-0 

banks. H R Carolina Power b Light Co 79/06/lQ kp 


— 7906220400 LER 79-039/03L-0 on 790519 leak rate test an airlock not 
completed within 72-h Caused bg administrative oversight 
Test completed satis f actori Ig 

TQLLIBDN.A C Carolina Power b Light Co 79/06/13 Ip 


7906270167 Forwards LER 79-023/011-0 

FARR. D J Carolina Power b Light Co 79/06/22 ip 


—7906270169 LER 79-023/01 T-0 on 790608 failure Of any electrical 
components in bypass circuitry could prevent isolation 
signal from closing containment isolation valves Wiring 
removed between override logic circuit b isolation valves 
toll I SON. A C Carolina Power b Light Co 79/06/22 2pp 


7906120422 Forwards LER 79-031/03L-0 

DANKSi H R Carolina Power b Light Co 79/06/07 Ip 


—7906120424 LER 79-031 /03L-0 on 790310 while performing leak rate test. 
dlicGvorod four haiVs exceeded leakage rate Caused by 
crack# In stellite Disks replaced Valves reassembled b 
tested satlifactori ly 

TOLLiaON, A C Carolina Power b Light Co 79/06/07 Ip 


7906270199 Forward’S LER 79-043/03U-0 

FURR.B J Carolina Power b Light Co 79/0h/2S Ip 


— 7906270201 LER 79-043/03L-0 on 790525 dry we 11 floor dram integrator 
2016-FT-N013 discovered out of callbr Caused by warter in 
transmitter Transmitter drained. cal ibr b returned to sv« 

TDLL180N. A C Carolina Power b Light Co 79/06/22 Ip 


7906110220 Forwards LTR 79-020 /03U-0 

OANKQ. H R Carolina Power Light Co 79/06/08 Ip 


7906290336 Forwards LER 79-041/01 T-0 

BANKS. H R Carolina Power b Light Co 79/06/26 Ip 


-7906110232 LER 79''02Q/03L-0 on 790310 south torus hatch was open during 
roactor startup for physics testing following refueling 
outage Caused by operating procedure deficiency Procedures 
90 be roviserf to roaulre visual Insp ^ 

TOLLISQN.A C Carolina Power b Light Co 79/06/03 2pp 


7906290362 LER 79-041/OlT-O on 790612 during normal operation, reactor 

ecrammed due to hSW problem b after scram M5IV indications 
were de-energited Caused by power lead to dc solenoid of 
2B21-F0220 terminating at ac solenoid Wiring corrected 

. _ j« a 0. I /* as vOVAAVvA 


7706120392 Forwards LER 79-034/03U-0 
OANKe.H n Carolina Power b Light Co 


79/06/08 Ip 


— 79061203BQ LCR 79-034/03L-0 on 790510 while performing PT 20 3. primary 
conbaln^ont isolation valve local leak rate tost containment 
isolation valves would not seat b hold pressure Caused by 
valve bushing uear.Valvei dlssassembled b ’'*P 

TOLLISONj A C Carolina Power b Light Co. 79/06/08 Ip 


DOCKET 50-323 BRUNSWICK STEAM ELECTRIC PLANT. UNIT I 
P Operating license stage documents b correspondence 


7906070306 Forwards Amends 24 b 40 to Licenses DPR-71 b DPR-62i 
respectively, safety evaluation b notice of issuance b 

aperat<«n Reactors Branch 3 (Pre 790623) 


respe 
aval lab ILity 
IPPOLITO, T A 
79/05/02 3pp 


7906150177 Forwards LER 79-024/03L-0 
DANKa. H R Carolina Power b Light Co 


79/06/08 tp 


906180183 LER 79-024/03L-0 on 790310 drywell equipment drain recordei 
was driving downscale b Integrator was driving backward 
Caused by air trapped in transmitter bellows b sensing 
lines Halloui b lines vented , , ^ -To/nA/on lo 

TOLLiaONtA C Carolina Power b Light Co 79/06/08 Ip 


7906180309 Tor wards LER 79-033/03L-0 
BANKerM R. Carolina Power b Light Co 


79/06/13 Ip 


-7906190314 LER 79~033/03L-0 on 790310 HPCI turbine Gripped on 
mtchanical overspeed' at 3.300 rpm ^-uied by spring adjusting 
screw being approx five turns out of ^ 

securihfl spring adjusting screw J**®* 79/06/13 2pp 

TOLUlBONfA C Carolina Power 6t Light Co 7V/06/U PP 


106220370 Forwards LER 79-033/03U-0 
BANKQrH R Carolina Powar b Light CO. 


79/06/18 Ip 


■906220379 LER 79-033/03L-0 on 790321 ‘ dor Ing startup 

being urlttan to prevent recurrence 70/06/15 2pp 

T0LL180N. A C. Carolina Power b Light Co 79/06/13 pp 


06220406 Forwards LER 79-038/03^-0 
OANKB.H. R, Carolina Power b Light Co 


79/06/15 Ip. 
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—'-7906120164 Affidavit requestlns computer listirtgt for ADLPiPE-2* large tt 
small verslonsibe uithheld from public disclosure (ref 
lOCFfi2 790) 

KREIDERfH 0 United Engineer* it Constructors. Inc (subs of 
Raytheon Co I 79/05/23 3pp 


79060B0315 Ratifies that control t instrument terminations nylon 
Insulating sleeve did not pass environ testing by Engineers 
& Contractors Justification info for continued operation 
unnecessary 

UTLEV.E E Carolina Power h Light Co 79/0^/29 Ip 


7906080278 Oiscasse* seismic analysis of safety-related piping Stress 
verification completed for all Categoy 1 & 2 lines inside 
containment Etres* reanalysis of Category 3 & 4 lines to be 
completed by 790613 

FURR p 8 Carolina Poiuer fit Light Co 79/06/04 iOpp 


7906120393 l^otifies of discovery that nylon Insulating portions 
of compression-type termination lugs mfg by AMF. Inc had 
failed Investigation initiated U permanent solution uill be 
Implemented during nert refueling outage 
UTLEY. E E Carolina Poiuer & Light Co 79/06/06 Spp 


7906200'348 Discusses results of feedwater & control rod drive return 
line noizle insp 

UTLEY. E E Carolina Power tt Light Co 79/06/14 7pp 


O Inspection reportsi IE Bulletins & correspondence 


7906100013 Forwards IE Insp Repts 90-324/79-09 fic 50-325/79-09 on 
790226-0301 flo non comp 1 iance noted 

LEUl8,iR C Region 2. Atlanta^ Reactor Operations Nuclear Support 

Branch 79/03/26 2p p 


— 7906160010 le Insp Hepts 90-324/79-09 I 5O“325/79-'09 on 790226-0301 No 
noncompl iancQ noted Hador areas Inspected periodic 
refueling tests i preparation for refueling 
JULIAN. C » ORAHAM. N J Region S. Atlanta. Office of the 
Director MARTIN. R 0 Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 79/03/23 6pp 


7906200534 Forwards IE Insp Repts 30-324/79-11 * 50-329/79-11 on 
790313-16 No noncomp 1 lane e noted 

LENI&iR C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/04/09 2pp 


—7906200941 IE Insp Rept 50-324/79-11 U 50-325/79-11 on 790313-16 No 
noncomp I lance noted Major areas inspected refueling maint. 
fire protection mods, conformance u/Tech Spec operating 
I imt ts« neutron source removal 4. I£ bulletins it circulars 
RILEY. 0 If Region 2* Atlanta. Office of the Director 
DANCE. H C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/06 4pp 


7906070050 Forwards IE Insp Repts 50-324/79-12 S. 90-329/79-12 on 
790318-22 No none omp I i anc e noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility h Materials 

Safety Branch 79/04/10 2pp 


79060201Q1 Responds to IE Bulletin 79-Oa re events relevant to BURs 
identified during TMI Investigative team has bean 
established to review util's nuclear plant designs & 
operating procedures to ensure continued safety 
FURR. D J Carolina Power 4- Light Co 79/04/23 I7pp 


7906130154 Forwards IE Circular 79-07. "Unorpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase '* No written response required 

O'REIULY.J P Region 3. Atlanta. Office of the Director 
79/05/02 ip 


7906210076 Forwards affidavits for withholding info required in 
response to IE Bulletin 79-07 Requests that computer 
listings designated as Attachment 1 of 790424 Itr bo 
withhold (ref lOCrR2 790> 

UTLEY, E E Carolina Power & Light Co 79/05/04 Bpp 


7906230440 Forwards lE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies '* 

□ 'REILLY.J P Region 2. Atlanta, Office of the Director 
79/05/10 ip 


79061 10059 Forwards IE Bulletin 79-10, "Requalification Training 
Program Statistics *' Written responeo required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/05/11 Ip 


7906000146 Ack receipt of 790420 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-324/79-02 fr 
50-325/79-02 

LENtS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/05/14 ip 


— 7906080191 Responds to NRC 790221 Itr re violations noted In IE Insp 
Repts 50-324/79-02 Jfc 50-325/79-02 Corrective actions review 
of safety-related sys will be made 6 OA manual revised 
FURR.B J Carolina Power 4 Light Co 79/04/20 3pp 


7906140491 Responds to IE Bulletin 79-00 po implications of TMI 
Incident on DNRs Mo Tech Spec changes required 
FURR, 6 J Carolina Power V Light Cn 79/05/15 Ip 


7906250300 Notification of 790316 meeting w/utils In Dethesda.MD to 
discuss status of seismic reanalysi* per IE Bulletin 79-07 
MANNQN. J Operating Reactors Branch 3 <Pre 790623) 79/05/15 

19 


7906290719 Responds to lE Bulletin 79-09 No OE type AK-2 circuit 
breakers used in safe ty-r e lated sys 
UTLEY. £ E Carolina Power Zt Light Co 79/05/10 Ip 


7906230017 Responds to IE Bulletin 79-10 re operating roqua I If icatl on 
training programs U/Table 1 containing info requested in 
Items 1-3 

UTLEY.e e Carolina Power U Light Co 79/05/24 3pp 


7906040221 Forwards addl info In response to IE Bulletin 79-07 re 
eeismmic pipe stress analysis, as requested by NRC at 790521 
meeting W/supporting documentation 

UTLEY.E E Carolina Power fit Light Co 79/05/29 23pp 


R Periodic operating reports & related correspondence 


7906140444 Forwards monthly operating rept for May 1979 
BANKS. H R Carolina Power fi. Light Co 79/06/11 Ip 

—7906140449 Monthly operating r*pt for May 1979 

WILLIS, E Carolina power Light Co 79/06/04, IBpp 


9 Reportable occurrences. LEHs le related correspondence 


7906040133 Forwards U-day radiological environ event rept on 
790308-09’ event reulted from valve left open after tank 
transfer J caus ing release into reactor bldg through loose 
access cover Tank transfer procedure revised 
BANKS, H R Carolina Power & Light Co 79/03/22 4pp 


790603023? Forwards LER 79-024 /oaL-0, 

BANKS. H l4 Carolina Power & Light Co 79/05/29 Ip 


—7906030262 LER 79-024 /OOL-O on 790430 while performing chloride 
Intrusion monitor calibr 6 functional check. 1-CDD-CJR8-1 
would not provide alarm function Caused by break in contact 
wiper asiemblv from mechanical wear 

TQLLtSON.A C, Carolina Power It Light Co. 79/05/29 ip 
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7‘?0tl40297 Confirms 790323 telcon iw/EM Verdery re deficient nglon 
Insulating sleeve reported per IG Bulletin 79-01, '‘Environ 
’Olto I if Uation of Class IE Equipment '* LER to be submitted 
vithin U dags 

TOLLiaoN^A C Carolina Power Light Co 79/05/29 Ip 


79^A140331 Confirms 790325 telcon w/WT Cottle re hanger supports in 
ftaln steam safet«j relief St HPC 1 sgs not meeting requirements 
of IE Bulletin 79-07 re seismic stress analysis LER to be 
sc^bmitted within 14 days 

TQLLISON, A C Carolina Power Light Co 79/03/29 Ip 


7?D614039t Confirms 790325 telcon w/NRG re immediately reportable event 
p-*r IG Bulletin 79-01 re Class IC equipment Inadequate nylon 
insulating sleeves may have been used LER will be submitted 
Mithin 14 days 

TOLLISON, A C Carolina Power Light Co 79/03/29 Ip 


7'906050305 Forwards LER 79-028/03L-0 

BANKS, H R Carolina Power h Light Co 79/06/01 Ip 


'*■“7906050308 LER 79-028/03L-D on 790504 during reactor startup, operator 
had neither “full in" nor "full out" indications on rod 
22-47 "Out" Indication now works U no problem found Rod can 
not presently be driven In to chock "In" indication 
T0LLI60N, A C Carolina Power fy Light Co 79/06/01 Ip 


— 7906190230 LER 79-033/03L-0 on 790513 unable to perform daily 
sur N/e i ^ ^ to verify that power ratio & peaking factor do 
not eicc:-Ood specified values Caused by computer analog 
scanning «ys Sys caiibr V returned to svc 
TOLLISOW'A C Carolina Power & Light Co 79/06/08 3pp 


7906140312 Forwards LER 79-037/03L-0 

BANK^^ H Carolina Power Light Co 79/06/12 Ip 


— 79061 4031 'I LER 79-037/03U-0 on 790313 average poujer range monitor A 
upficorld rod block alarm out of spec high Caused by 
ins- 1 ru'-misnt drift Instrument setpoint lowered 
TOLUieON.A C Carolina Power Jk Light Co 79/06/12 2pp 


790 * 1 40!9-27 Forwards LER 79-032/03U-0 

BANKS ^ H Carolina Power U Light Co 79/06/12 lp> 


-._ 79 (j£, 1^^0333 LER 79-035/03L-O on 790314 while performing Penetrant Test 
lO 1 l-«i reactor core isolation cooling component test, IE 
5l'-Fa4il steam supply did not work Caused by motor burning up 
for- unknown reason 

TOUL.IGON 1 A C Carolina Power f/ Light Co 79/06/12 2pp 


7906200366 Forwards LER 79-033 /03L-0 

banks, H ft Carolina Power t Light Co 79/06/lS Ip 


790*050328 Forwards LER 79-0S7/03L-0 

BANKS, H R Carolina Power V Light Co 79/06/01 Ip 


— 7906030332 LER 79-027/03L-0 on 790303 reactor core isolation cooling 
inboard steam isolation valve 1-EB1-F007 failed to open 
Cause undetermined Valve was c leaned, strokad Si returned to 
o-peratioh 

T0ULI8QN.A C Carolina Power U Light Co 79/06/01 Ip 


7906080316 Submits 14-day radiological environ event rept suppl 
Ghipment of radwaste left site by sole-use vehicle on 
790303, w/rad iat ion levels op to 20 milliroms/h 
Incident to be reviewed 

BANKQ.H R Carolina Power S, Light Co 79/06/01 2pp 


7706110176 Forwards LER 79-040/01T-0 

BANK 81 H R Carolina Power S, Light Co 79/06/08 ip 


790*110188 LER 79-040/01T-0 on 790525 during reanalysis of 

safety-related piping sysrSB hanger supports did not have 
required seismic capacity 8ome 46 hangers supports have been 
strengthened to required capacity Further rept to follow 
TOLLISQN, A C, Carolina Power U Light Co 79/06/00 2pp 


— 790620036/ LER 79-033/03L*0 on 790517 coolant sample line isolation 
valves uiould not close Caused by solenoids sttrek in open 
po-aitlon It control switches of samplo station shorted 
Balenoids ware cloanod it returned to svc 
TOL.L1SON, A C Carolina Power t. Light Co 79/06/13 2pp 


790622 031a- Forwards LER 79-019/03L-0 

BANKQ^ II R Carolina Power t/ Light Co 79/06/19 Ip 


— 7906920330 LCR 79-019/03L-0 on 790520 operator noted recorder 
I— C AC-T(T-123B for printing containment pressure was not 
u^arVing Caused by burned Gould part TF233-C-C & stuck 
corit-acts in K-3 relay Relay replaced 

TDL.Ut60N,A C Carolina Power t< Light Co 79/06/15 Ip 


7906220316 Forwards LER 79-026/03L-1 

hanks, H R Carolina Power 6 Light Co 79/06/13 Ip 


— 7<?062203a7 LFR 79-026/03L-1 on 790307 during normal op erat ion, o lygen 
analvier indicated high osygen concentration Caused by split 
ho««i- from air sample inlot fitting Tubing repaired 
p e>p l«c ed 

a Carolina Pouor 6 Light Co 79/06/15 Ip 


790*1 1 01 B? Forwards LER 79-034 /03L-0 

BANKS, H R Carolina Power Light Co 79/06/08 Ip 


7906220204 Forwards LER 79-01-1/03L-0 

BANKS, H R Carolina Power Light Co 79/06/lQ IP. 


7906110193 LER 79-034/03L'-0 on 790310 dryuell equipment drain recorder 

was driving downscale It Integrator was inoperative during 
performance of normal operator surveillance on control 
panel. Caused by motor drive amplifier transistor failure 
TQLLI80N, A C Carolina Power 4i Light Co 79/06/00 ip 


— 7906220294 LER 79-01d/03L-0 on 790319 operator noted containment 
at-mosphere dilution lest than 4i 330 Caused by froion 
pT'«ft«ure control valve Regulator an pressure control valve 
ad JUS. ted ^ _ 

TOUUIQON, A C Carolina Power U Light Co 79/06/lQ 9PP 


7906130167 Forwards LER 79-030/03L-0 

BANKS, H R Carolina Power & Light Co 79/06/08 Ip 


7906200129 Forwards LER 79-027 /03L- 1 

BAMKS, H fl Carolina Power tf. Light Co 79/06/25 Ip 


— 7906150174 LER 79-Oao/03L-0 on 790508 while returning mein steam line 
flow switch back to svc, switch indication pegged high, 
indicating nonesistant excessive steam flow Caused by 
plugged line Line reopened 1, instrument returned to svc 
TOLLiaONiA C. Carolina Power S' Light Cq 79/06/08 3pp 


— 7906200131 LCn 79-027 /03L- 1 on 790503 reactor core isolation cooling 
inboArd steam lioUtion valve 1-ES1-F007 would not open 
C«u«e not ascertained Breaker for FOO? valvo cycled several 
timvt locally A auxiliary contacts cleaned 
TOUUlaON, A c Carolina Power It Light Co 79/06/23 Ip 


7906180197 Forwards LGR 79-031/03L-0 

BANKS, H R Consumers Power Co 79/06/08. Ip. 


7906200004 Forwards LER 79-01B/03X-1 

BAMKB. H n Carolina Power I' Light Co 79/06/26 ip 


— 790*150201 LER 79-031/03L-0 on 790312 while performing normal 
survel I lance, oxygen level In drywell found greater than 4X 
Caused by CAC-ATH-12S9 out of caiibr Instruments recallbr 
It returned to svc. 

TOLLtaON, A C Cerolina Power S< Light Co 79/06/08 Ip 


—7906200088 LER 79-0ie/03X-i on 790414; main steam relief valve 
tB2l-*F013J opened at 320 psi during plant s tar tup, Valve 
lmnt«dUtely reseated. Possible cause may be excessive pilot 
or »econd stage seat leakage 

TQUI-IHON.A C Carolina Power l« Light Co 79/06/2* Cpp 


790*130237 Forwards LER 79-041 /OlT-0 

BANKS, K R Carolina Power b Light Co 79/06/00, ip 


7906200098 Forwards LER 79-0t9/03>:”i 

8ANK0tflt R Caroline Power * Light Co 79/06/26 Ip, 


— 7906150241 LER 79-04l/OiT-0 Oh 790329, certain nylon Insulation sleeve 
portions of compression type termination lugs did not meet 
environ qual i f Ication tests Each drywell termination will bo 
checked for deterioration * safety assurance 
TOLL I SON, A C Carolina Power * Light Go. 79/06/08 2pp 


— 79062001.01 LER 79-019/03X-1 on 790320 during normal operation! recorder 
1’-CAC“TR“1255 •’ot working Caused by burnt K’'3 relay N 
■ebuck contacts Relay replaced * recorder returned to 

TOLLlBONr A. C Carolina Power * Light Co 79/06/26. Ip. 


7*^06 1 50249 Forwards LER 79-033/03L-0. 

BANKS, H R Cerolina Power S' Light Co. 79/06/08 Ip. 
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-'-790A290333 LER 79'043/03L-0 om 790609 during nortti 4 l reactor startup! 
control nod drive 16-‘23 had no ini^Ccatlan at notch 30 Logic 
checked correctly Dr^uell i ni trLiiTienta ti on will be checked 
during next outage 

TOULieON-A C Carolina Power Light Co 79/06/37 IP 


7906290366 Forwards LER 79--039/03L-0 

BAMKS. H R Carolina Power Light Co 79/06/^7 Ip 


— 7906290371 LER 79-039/03L“-0 on 790613 during normal operation, IB 
standbg gas tram <}e><-energ i zed lor apprpi 40 minutes Caused 
bg hat spot breaker for IQ reactor water cleanup pump 
causing feeder from £-6 to IXF to trip breaker removed 
TOLL r SON. A C Carolina Power & Light Co 79/06/27 


DOCKET 90-326 UNIV GF CALIFORNIA AT IRVINE RES REACTOR 


J Insurance ^ indemnlti/ In-Formation 


7906260393 Forwards erecutad Amend 8 to Indemnity Agreement E- 16, Amend 
4 to Indemnitg Agreement E-SO, Amend 0 to Indemnity Agreement 
E-SD 6 Amend 13 to Indemnity Agreement €-i5 

DENESS.S J Call forma, Univ of. Berkeley 79/06/21 5pp 


O Inspection reports,! IE O-ulletlns & cdrrespandente 


7906010164 Aci receipt ol 790416 Itr informing NRC of step# taken to 
correct vloiations noted in IE Insp 

NORDERMAUOi L R Region 5. San Franc Iscoj Safeguards Sraach 

79/04/27 ip 


7906180450 Forwards IE Info Notice 79-12, "Attempted Damage to Naw Fuel 
Assemhlies " No written response necessary 

ENGELKEN.R H Region S, San Francisco, Office of the Director 
79/05/10 ip 


7906090234 Forwards IE Circular 79-00, "At temp ted Extortion ~ Low 
Enriched U •' 

ENOEUKEN.R H Region 5, San Franc! sea. Office of the Director 
79/05/18 Ap 


DOCKET 50-327 SEQUaVAH NUCLEAR PLANT, UNIT 1 


A Applicdti pn/cuTistruc tl cin stage documents b corresp andence 


7904100243 Forwards ti discusses proposed agenda for 79 0402^04 *U« 
visit to trace representative protection sys channels Early 
stage of const prevented tracings during last visit 
LASHER, D R Electric, I nstrumenta tion -b Control Systems Branch 

79703/19 4pp 


7904130347 Suggests camparison of "insp*' '^'licending review*” facets of 
visit proposed in Lasher 790319 memo Requests brief analysis 
of agenda items re time spent on r evf eui, sultab i 1 1 ty of uork 
for Inspector it, expected resultant "Insp rept ‘* 

HANAUER.S FI Assistant Director for Plant Syctemi 79/03/21. Ip 


(quests approval of flexible metal hose for use as 
ited piping by 79D615 Forwards date demons t rating 
w/Reg Guide I 04 U ASNE code applications 
n Case Code N-192 

f E Tennessee Valley Authority 79/05/21 300pp 


tlflei that responses to five geolschnical engineering 
ransmitted in 790322 Itr are included in A<rend 61 

E Tenneisoe Valley Authority 79/09/30 Ip 


'906260463 Faruiards add 1 info re seismic gua I if ica tion dele package In 
response to 79042S teUon request 

OlLLELANOrJ E Tennessee Valley Authority. 79/06/32 72pp 


eecurity, medical, emergency U fire protection plant 


FO6D0O261 Forwards revisions to radlolaglcal emergency plan 
O I LLELAND, J E, Tennessee Valley Authority. 79/<iW<th. 200pp 


Insurance b indemnity Information 


Dfi0tO27S Forwards executed Amends 12 & 3 to Indmltilty Agreements B-92 
I* H~ 0 - 2 , respectively* 

MRRi0,H 0. Tennessee Valley Authority. 79/09/29. 2pp 


7906120274 Forwards HAELU Dinder XB -661 inc 1 uding declarations I- bond 
for payment of retrospective premiums 

DUCK, J R Harsh 6 McLenon, M It H Nuclear Consultants. Inc Div 
79/06/06 6 pp 


K Utility Final Safety Analysis Report IFSAR) b amends 


7906220339 Forwards affidavit certifying that copies of Amend 61 to 
rSAR were mailed to intended individuals on 790613 
KILLS, U M Tennessee Valley Authority 79/06/10 2 pp 


Q Inspection reports, IE Oulletins U correspondence 


79061 50DS0 Forwards lE Insp Rept 50-397/79-10 on 790306-00 No 
noncomp 1 lanca noted 

LEUI 8 , R C Region 2, Atlanta, Roactor Operations Nuclear Support 

Branch 79/03/26 2pp 


—7906150052 IE Insp Rapt 50-327/79-10 on 790306-00 No noncomp Uance 
noted Major areas inspected fire protection t- prevention 
procedur as 

BRADFORD, N H . KELLOOO. P J Region 2, Atlanta, Reactor 

Oparations Nuclear Support Branch 79/03/22 4pp 


7906IG0720 Forwards IE Insp Rapts 50-327/79- J 2 6 30-320/79-07 on 
790205-07 No noncompliance noted 

IIURPKV 1 C E Region 2, Atlanta, Reactor Operaliona Nuclear Support 

Branch 79/03/26 2pp 


— 790618O73I IE Insp Repots 30-327/79-12 «< 30-320/79-07 on 790205-07 No 
noncomp 1 lane e noted Major areas Inspected deficient areas 
noted in previous ln«p , inc tudi ng concrete cells in pumping 
station access roadway 

MCFARLAND, C R Region 2, Atlanta, Office of the Director 
HERDT,A H flegion 2, Atlanta, Reactor Operations Nuclear 

Support Branch 77/03/23 6 pp 


7906010029 Forwards IE Insp Repts 30-32//79-17 it 50-320/79-10 on 
790309-12 No noncompl ianco noted 

MURPHY, C E Region 2 , Atlanta, Reactor Construction it Engineering 

Support Branch 79/04/02 2pp 


—7906010034 IE Insp Ropts 50-327/79-17 It 30-320/79-10 on 790309-12 No 
noncompliance noted Major areas inspected test surveillance 
it progress of msta I latlon of saf ety-re latod major 
mechanical compotients in reactor bldgs, 

VALLI 6 H,E J Region 2, Atlanta, Office of the Director 

BRYANT, J C Region 2 , Atlanta, Reactor donetruction ^ 

Engineering Support Branch 79/04/02 3 pp 


7906070156 Forwards IE Insp Repts 50-327/79-20 & 50-328/79-11 on 
790326-29 No non comp 1 iance noted 

MURPHY, C £ Region 2 , Atlanta, Reactor Construction it Engineering 

Support Branch 79/04/10 2pp 


—7906070162 IE fnsp Repts 50-327/79-20 it 50-320/79-11 on 790326-29 No 
noncomp I ianco noted Major areas inspected inspector 
followup items it QA audits by TVA Const Div 
HEROTiA R Region 2 r Atlanta, Reactor Construction 

Engineering Support Branch MACFARLANDtC R. Region 2, Atlanta, 
Office of the Director 79/04/10 0pp 

7906210299 Forwards IE Insp Rept 50-327/79-19 oi> 790313-16 No 
noncompliance noted 

LEMlBi R C Reglnn 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/04/17 2 pp 


—7906210304 IE Insp Rept 30-327/79-19 on 770313-16 No noncompliance 
noted Major areas inspec ted. preoperational test witnessing, 
containment integrated leak rate test observation 6 
independent verification of test data 

DONAT, T , WHlTeNER,H Region 2, Atlanta, Office of the Director 
DANGEiH C Region 2# Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/12 12pp 


7906040370 Ad racalpt of 790403 Ur informing NRC of Steps taken to 
correct violations noted in IE Insp Repts 50-327/79-00 S< 

30-320/79-04 

MURPHY, C E Region 2« Atlanta, Reactor Construction it Engineering 

Support Branch 77/04/25, 2pp 


—7706040375 Responds to NRC 770314 Itr re violations noted In IE Insp 
Repts 50-327/79-08 t, 30-328/79-04, Corf active actions missing 
pipe caps replaced, in uncovered carbon itael ropas 6 standi 
covered u/tape 

OILLELANO, J C Tannassae Valley Authority. 79/04/05. 3pp 


—7706040377 Forwards IE Itisp Repts 50-327/79“0fl it 50-320/77-04 on 
770130-0201 8 ( notice of violation 

MURPHYrC £ Region 2, Atlanta, Reactor Construction in 
EnglnaerlJig Support Branch, 79/03/14, 3pp 
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7^0.fi0403Q2 Notice of violation from 
* Region 3i Atlanta, Office of 


lns{> on 790130-0201 
tHe Director 79/03/14 


Ip 


— 7 9 0*040357 
Nisne omp 1 i 
KancJ Ling 
VANDOORNr 
CONUON. r 
Er« g i n e B r 1 


IE Inep Rept^ 50'327/79-0a V SO-328/79-04 on 790130-0201 
ance noted failure to follou procedure for 
^ protection of stainless flteel piping 
P K Region 2, AtUntai Office of the Director 
E Region 2i Atlantai Reactor Construction 

ng Support Branch 79/03/09, Spp 


7906250269 Foruarde final deficiencv rept re pipe restraint itPuctural 
strand temp 

OILUELAMOtJ E Tennessee Valley Authority 79/06/18 Ip 


— 79062S0272 Final deficiency rept pipe restraint structural strand 
tedip Pipe thermal Insulation being redesigned to provide 
horiiontal V-~notch configuration in areas uhere strands are 
in close proiimlty to pipe 

* Tennessee Valley Authority 79/06/iB 3pp 


T90*0703B4 Forwards IE 
^ o-nc om^i 1 1 B nc e noted 
KETMNA.W 13 Rog 

ion 


Insp Rept 30-327/79-24 on 79041 
Atlantaj Safeguards Branch 


1-13 No 
79/04/23 


2pp 


7906270224 Fortiiards revised 
valve control circuit fai 
OILLELAND/ d E Tennessee 


final deficiency 
lures 

Valley Authority 


rept re notor operated 
79/06/20 Ip 


7*70*070390 IE Insp Rept 50-327/79-24 on 7904U-13 No noncomp liance 
nacBd Major areas inspected security p lani secur ity 
or i fa 1 1 om barr ierSf access controls, lock S- key controli ti 
dQtection aids Details withheld <ref 10CFR2 790> 

TOD IN* J Region 2, Atlanta, Safeguards Branch BE6ECKER, K H 

Region 2, Atlanta, Office of the Director 79/04/aS Ip 


— 7906270226 Revised final deficiency rept motor operated valve 
control circuit failure Relay failure could have triggered 
events deactivating part of one train of safety sys Relays 
will be subjected to burn-in period 
* Tennessee Valley Authority 79/06/20 2pp 


790*370131 Roquosts Info re consideration given to possible pressure 
condenser containment plants per IE Bulletin 
79-0*A, Revision 1 

tflt^LJAMG^F J Division of Project Management 79/05/09 Ip 


790*210095 Responds to IE Bulletin 79-03 Investigation shows no piping 
In uso or planned for use In safety-related sys Effort in 
ps-ogr«ss to locate any A8ME SA-3iai Type 304 piping supplied 
fry Voungstown Welding i* Engineering Co 

Olt-LCLAND, J E Tennessee Valley Authority 79/05/14 Ip 


790*2*0267 Roquests response to IE Bulletin 79-06A ^ 79-06A, Revision 1 
Also requests assessment 8, response to ACRB Itrs re 
r ec ommonda t Ions resulting from THl-2 

VAROA* a A Light Water Reactors Branch 4 79/06/01 2pp 


7906290394 Forwards first interim deficiency lept re fleiible bellows 
penetrations of steel containment vessel misaligned during 
instal lation 

CtLLELANDiJ E Tennessee Valley Authority 79/06/25 Ip 


— 7906290316 First Interim deficiency rept during hot functional 
pr eaperatlooal testing, removal of bellows restraints 
revealed mlsal ignment Caused by faulty installation 
sequence Bellows reinstalled 

s Tennessee Valley Authority 79/06/23 2pp 


DOCKET 30-328 SEQVOVAH NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents V correspondence 


790'*'SB0094 First interim deficiency rept incorrect Velan valve weights 
u««dl in seismic piping analysis Final response to IE 
£lul latln 79-04 will be submitted before fuel load In 
Unit? i 

Oll-i.ELAND, J E Tennessee Valley Authority 79/06/22 ip 


3- R«$fartotile occurrences, LBRs Jk related correspondence 


790*-]. 4044S Final deficiency rept bistable contacts in auxiliary 
room loops of pretsuriier power relief valves failed in 
uisd *r s t rab 1 e position Valve wiring corrected No other 
d i scrapanc ies found 

* Tannossee Valley Authority 79/05/10 fp 


^90*1 40364 Submits second Interim deficiency rept tensile anchor 
c^pAcltias lower than assumed in design al lowab L«s, Inltia 1 ly 
ropartvd on 790212 Stud anchor testing underway* complete 
aiTiialijele to be submitted before Unit 1 fuel load 
O It-t-eLAND, J E Tennessee Valley Authority 79/05/14 Ip 


r90*aS027S Forwards revised corrective action section to 
d m f i. c i »ncy rept re failure of control loop bistable on 
of power 

Q lt-L,eLAND, J E Tennessee Valley Authority 79/05/31 


790310 final 
loss 

ip 


7904100243 
visit to 
stage of 
LASHER, D 
79/03/19 


Forwards 6 discusses proposed agenda for 790402-04 
trace representative protection sys channels Early 
const prevented tracings during last visit 
R Electric, Instrumentation Control Systems 

4pp 


site 


Branch 


7904130347 Suggests comparison of ‘’insp'‘ 6 “licensing review" facets nf 
visit proposed In Lasher 790319 memo Requesta brief analysis 
of agenda items re time spent on review, sultah i 1 Ity Of work 
for inspector 6 expected resultant "insp rept “ 

HANAUER.S H Assistant Director for Plant Systems 79/03/21 tp 


7906040204 Requests approval of flexible metal hose for use as 
safety-related piping by 790615 Forwards data demonstrating 
compliance w/Reg Ouide 1 84 8, A5ME code applications 
addressed in Case Code N-t92 

OILLELAND.J E Tennessee Valley Authority 79/05/21 300pp 


7906060293 Notifies that responses to five geotechnical engineering 
questions transmitted In 790322 Itr are Included in Amend 61 
of FSAR 

OILLELAND, J E Tennessee Valley Authority 79/05/30 Ip 


7906260463 Forwards addl info re seismic qualificatian data package in 
response to 790423 telcon request 
OILLELAND, je Tonnes*-' "" * 


^T*?a*0a02ei Revised 790S10 final deficiency rept re control loop 
blmtable failure on loss of power Revision specifies that 
itflrinfl diagrams for bistable have been corrected 6 physical 
urlririg will be corrected 

-»* Tonnessee Valley Authority 79/03/31 ip 


'^,6200342 Forwards interim rept re 
of ttb«aL contaiment not properly 
ac fr mpt will be made by 790109 
Of L. ICELAND, J E Tenneeiae Valley 


design basis accident movements 
accounted for in design 

Authority 79/06/11 4pp 


■90*»St00435 Submit* third interim deficiency rept re vibration in RHR 
P IP trig initially reported 790208 Possible to avoid 
op«r«ti<3nai modes that result in unacceptable cavitation 

valves Qparatlng mode recommendations being developed 
O I UL-ETLAKD, J. F Tanneseee Valley Authority 79/06/11 Ip 


'■»0*»«003B2 Forwards final deficiency rapt re overstressed penetrations 

iTi c artta inmant shell t- 

qj t UL-ECAND, J E Tennessee Valley Authority 79/06/iS Ip 


^7^0*200303 Final deficiency rept* over stressed penetrations In 
canfraitTHhont shell. Design drawings are being 
sinobbors «< secure them between piping fr steel 
Made Will be performed prior to respqctlve fuel load dates 
as Tmnhessee Valley Authority. , 79/06/lS. Ip 
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7906010029 Forwiapjs IE In^p Rep (:« 50-327/79-17 & 30-32B/79-10 on 
790309-12 No fi oncocnp 1 lane e noted 

Ml/RPHViC E Region 2i Atlantai Reactor Construction L Engineering 

Support Branch 79/04/02 2pp 


—7906010034 !E In«p «ept^ 50-327/79-17 & 50-320/79-10 on 790309-12 Wo 
noncamp 1 lance noted Major areas inspected test survel I iance 
A. progress qp installation of saf ety-r elated major 
nvechanical components in reactor bldgs 

VALLlSHrE J Region 2» Afclantar Office of the Director 

BRYANTi J C Region 2r Atlantai Reactor Construction St 

Engineering Support Dranch 79/04/02 3pp 


7906070136 Forwards IE Insp Repts 50-327/79-20 «r 50-328/79-11 on 
790-326-29 No noncornp 1 lane e noted 

Ml/RPHYiC E Region 2f Atlanta* Reactor Construction U Engineering 

Support Branch 79/04/10 2pp 


—7906070162 IE Insp ftepts 30-327/79-20 6 50-328/79-11 on 790326-29 No 
noncomp 1 latic e noted Major arras inspected inspector 
followup (tens f* OA audits by TVA Const Div 
HERDTvA R Region 2* Atlantai Reactor Construction 4> 

Engineering Support Branch MACrARLAND. C R Region 2* Atlanta* 
Office of the Director 79/04/10 Bp p 


7906040370 Act receipt of 790405 Itr informing NRC of steps talen to 
correct violations noted In IE Insp Repts 30-327/79-00 J5< 

30-320/79-04 

MURPHVrC £ Region Si Atlanta* Reactor Construction U Engineering 

Support Drench 79/04/23 2pp 


--790604Q375 Responds to NRC 790314 Itr re vtoletions noted in IE Insp 
Repts 50- 327/79-OS ft/ 30-320/79-04 Corrective actions missing 
pipe caps replacedi U. uncovered carbon steel ropes & stands 
covered u/tape 

CILLELANDrJ E Tennessee Valley Authority 79/04/05 3pp 


—7906040377 Forwards IE Insp Repts 30-327/79-08 & 50-328/79-04 on 
790130-0201 ftc notice of violation 

KURPHVi C E Region 2i Atlanta* Reactor Construction ftc 

Engineering Support Branch 79/03/14 3pp 


'79060403G2 Notice of violation from Insp an 790130-0201 

» Region 2* Atlanta* Office of the Director 79/03/14 Ip 


--79060403B7 IE Insp Repts 50-327/79-00 5- 30-320/79-04 on 790130-0201 
Nancomp 1 iance noted Failure to foilaui procedure for 
handling V protection of stainless Steel piping 
VANDGQRNfP K Region 2* Atkanta* Office of the Director 
CONLQN* T E Region 2* Atlanta* Reactor Construction -S' 

Engineering Support Branch 79/03/09 Spp 


7906270131 Req^uests info re consideration given to possible pressure 
spites in ice condenser containment plants per IE Bulletin 
79-06A* Revision 1 

WILLIAMS* F J Division of Project hfanagement 79/05/09 tp 


79Q621009S Responds to IE Bulletin 79-03 Investigation shows no piping 
in use or planned for use In safety-related sys Effort in 
progress to locate any ASliE SA-3121 Type 304 piping supplied 
by Youngstaun Welding U Engineering Co 

OlLLELANDi J E Tennessee Valley Authority 79/0S/J4 Ip 


7906260267 Reijuasts response to IE Bulletin 79-06A it 79”06A, Revision J 
Also requests assessment & response to ACR9 Itrs re 
recommendations resulting from TllI-2 

VARGArS A Light Water Reactors Branch 4 79/06/01 2pp 


7906260094 First interim deficiency rept incorrect Velan valve weights 
used in seismic piping analysis Final response to IE 
Bulletin 79-04 will be submitted before fuel load in 
Unit 1 

OILLELANDjJE Tennessee Valley Authority 79/06/22, Ip 


S Reportable occurrences* LERs ^ related correspondence 


7906L40443 Final defUieitcy rept bistable contacts in auxiliary 
room loops of pressuriiar po-hier relief valves failed In 
undersirable posi t ion* Va 1 ve uLring corrected No other 
d 1 screpanc les found 

* Tennessee Valley Authority 79/05/lD tp 


7906140364 Submits second Interim deficiency rapt tensile anchor 
capacities louer than assumed In design al 1 auiables* in 1 tial ly 
reported on 790212 Stud anchor testing underuayi comple te 
analysis to be submitted before Vnlt 1 fuel load 
OILLELAND/JE Te nnesse e Va 1 1 ey Author I ty. 79/0S/14. Ip 


7906080275 Forwards revised corrective action section to 790510 final 
deficiency rept re failure of control loop bistable on loss 
oF power 

OILLELAND, d E Tennessee Valley Authority 79/05/31 Ip 


"7906080281 Revised 790510 final deficiency rept re control loop 
bistable failure on lass of power Revisio-ti specifies that 
wiring diagrams for bistable have been corrected ft> physical 
wiring wilt be corrected 

« Tennessee Valley Authority 79/05/31 Ip 


7906200342 Forwards interim rept re design basis accident movements 
of steel contaiment not properly accounted for in design 
Next rept will be made by 790109 

OILLELAND. JC Tennessee Valley Authority 79/06/11 4pp 


7906200438 Submits third interim deficiency rept re vibration in RHR 
piping initially reported 790208 Possible to avoid 
Operational modes that result in unacceptable cavitation 
across valves Operating mode recommendations being developed 
OILLELAND, J F Tennessee Valley Authority 79/06/11 Ip 


7906200332 Forwards final deficiency rept re overstressed penetrations 
in containment shell 

OILLELAND, J E Tennessee Valley Authority 79/06/13 Ip 


— 7906200383 Final deficiency rept overstressed penetrations in 
containment shall Design drawings are being revised to move 
snubbers ftc secure them between piping ft* steel containment 
Mods will bo performed prior to respective fuel load dates 
» Tennessee Valley Authority 79/06/15 Ip 


7906230269 Forwards final deficiency rept re pipe restraint structural 
strand temp 

OILLELAND. J £ Tennessee Valley Authority 79/06/10 tp 


—7906250272 Final deficiency rept pipe restraint structural strand 
temp Pipe thermal insulation being redesigned to provide 
horiiontal V-notch conf Igura t ion in areas where strands are 
in close proximity to pipe 

* Tennessee Valley Authority 79/06/lS 3pp 


7906270224 Forwards revised final deficiency rept re motor operated 
valve control circuit failures 

OILLELAND, J E Tennessee Valley Authority 79/06/20 Ip 


—7906270226 Revised final deficiency rept motor operated valve 
control circuit failure Relay failure could have triggered 
events deactivating part of one train of safety sgs Relays 
will be subjected to burn-in period 
* Tennessee Valley Authority 79/06/20 2pp 


7906290294 Forwards first interim deficiency rept re flexible bellows 
penetrations of steel containment vessel misaligned during 
Ins tal latlon 

OILLELAND, V E Tennessee Valley Authority 79/06/25 Ip 


‘7906290316 First interim deficiency rept during hot functional 
p reoperatlona l testing, removal of bellows restraints 
revealed misalignment Caused by faulty Installation 
sequence Oelloius reinstalled 

* Tennessee Valley Authority 79/06/23 2pp 


DOCKET 50-329 MIDLAND PLANT, UNIT I 


A App 1 Ication/construction stage documents 6 correspondence 


7904210346 Forwards second round questions re FSAR review Major areas 
covered are environ qualification o-f saf ety-ra lated 
equipment* response time testing ft, post-accident monitoring 
equipment requirements 

SATTERFIELD, R M Electric, Instrumentation 4i Control Systems 
Branch 79/03/20 13pp 


7906140623 Cancel^ 790509 meeting w/utll in Bethesda, HD re status of 
safety S' environ review schedule 

MOOD, D 8 la^lght Mater Reactors Branch 4 79/03/23 Ip 


79060100B5 Notification of OL application Requests advice re addl 
certifying action 

REOAN, W H Environmental Projects Branch 2 79/05/0! 4pp 


7906070185 Forwards util positions re implementation of Reg Guides t 1, 
t 4,1 7.1 13,1 23,1 42,1 82*1 54 h 1 70, scheduled to be 
discussed in NRC 751219 meeting Reg Ovid* 1 4 end 
BAUMAN. R C Consumers Power Co 78/11/07 3pp 
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S!S<K)a36 SuintTidT»| of 7?04t9-2O nieetlng w/utll Bechtel V B-8^M in 
»thasde<KD re open items in revleu of FSAR 

QaCi □ Liqht Water Reactors Branch 4 79/05/JS 30PP 


±SlQt 40 Requests tuo controlled copies of site emergenci^ plan 
eplcaentlng procedures* s ite maps shotjing location h arid 
tatlon numbers of onsite ^ offsite environ monitoring 
tailors & maps used for offsite dose determination 

tPPLERrJ fl Region 3i Ch i cagoj < Of f ice of the Director 79/05/17 

If 


1070077 Requests review of possibility of requiring banks of 
reisuriier heaters to be classified as safety sqs 
AlNASrO Plant Systems Branch 79/05/39 3pp 


1070363 Fariujards Revision 1 to 790424 response to 10CFR5O 54 request 
4 ^ lant fill 

OWE L Li 3 H Consumers Power Co 79/05/31 22pp 


filSOSaS Describes statu of efforts bq BtW fc*’ Bechtel to upgrade 
eater banks 5 6 6 of each pressuriier to Class IE 
QUELLi 8 H Consumers Power Co 79/0^/03 2p p 


6190333 Requests that sect i ons/chapters of PSAR be ovonlq 
cd i str i b u t e-d to camp 1(^ w/Revision 21 

ASTLEBURVi R L Bechtel Power Corp (sobs of Dechtol Corp J 
9/06/12 ip 


6230161 Submits quarterly rapt per ALAO-lOi V Amend I to CP 
Licusiei const work performed on sitoiQA qual i f 1 ca t i ons of 
It* tupervisors S* changes in personnel 
CiWELLfS H Consumers Power Co 79/06/23 I2pp 


KKC Sefety Evaluation Report <SER)» suppls correspondence 


4I603D6 Fo-ruiards Plant Sys QER input Protection against dynamic 
ffects of piping r up ture* spent fuel storageifuel handling 
isichinlcal li vol control sysi aus i I iary 4 area ventilation 
is lire protection sys still unresolved 

AKALrEfth& H Assistant Director for Plant Systems 79/03/20 
SfF 


Adjudicatory correspondence 


'4010372 Responds to 790409 order scheduling 790SOI as date for 
rehearing conference U argument re applicant's motion 
ar euftnary disposition Supports applicant's motion 
ertlficate af 6vc end 

PJTEi L F I DAVIS* R L Dow Chemical Co 79/04/25 5pp 


16050030 Request by i ntervenors# other than Dow Chemical Coi to 
iichcdule prehearing conference U briefing due to 
qnlllctlng obligations 

LVKW.P Affiliation Unknown 79/04/27 Ip 


6050160 Forwards tnotioniby all intervenors other than Dow Chemical 
g-lop retchaduling of prehearing conference IP motion i« 
iriiedfulll appeal to A8LAB for emergency relief 
Vfm,? Cherry r M M /Cherry# Flynn k Kanter 79/04/27 2pp 


6140276 Motion by intervenors other than Dow Chemical Co for 
(iihedoUng of 790501 prehearing conference Requests later 
late & rejocation of conference to Chicagoi IL Certificate of 
r-^e end 

EYWidP Cherry* M M /Cherry# Flynn it Kanter 79/04/27 4pp 


'9O61402B6 Motion by intervenors other than Oow Chemical Co for ASLAD 
Isswi order directing A8LB to reschedule & relocate 790501 
prehearing conference< Car tif i cate of 8vc end 
e Cherry# f1 M /Cherry, Flynn fy Kanter 79/04/24 4pp 


6050394 Confirms evente of 790430 V 790SOI fe request for 
atcAedullng of prehearing conference Blnce ABLE conference 
lad begunmot possible for ABLAB to act on request for 
laergency relief, 

/jn.Q#M.£ Atomic Safety and Licensing Appeal Panel 79/03/03 


6C40426 Defers 79033Q motion for summary dlepositlon by util 
■ tiding further if tscovery# adnp ts five itsues defining 
6tt«ri in contraversyi requests NRC rcvlfU tt report on 
filcrv-inors ' contentions L ordevi preservation of evidence 

e Atomic Safety and LUaniing Board Panel 79/03/03 
rif* 


Requests second extension of time for filing rep t of former 
is»rd in special proceeding in util hearing on possible 
igvLaioru imprsveme-nts for handling disciplinary mattert 
CAtErV B Valentine B Deale 79/05/04 Ip 


7906140460 Motlce of appearance in remand p r o c eed i ng# on behalf of Oatu 
Chemical Co Certifitate of Sve «ncl 

POTTER* W C Fischeri Frankl In* Ford, Simon h Hogg 79/03/03 3pp 


7906230016 Notifies of taking of d ep os i t i ana < re 790503 order* of J 
HonesiPF OrreficsiOA Duran, A Klomparens*L K|ute,M WesseLJ 
Templet R RenfrowiiJ FalaheoiJ Bacon* AH Aymond & D Ros«o 
Certificate of Sve end 

QLMSrEAD#W J Branch 4 79/03/10 4pp 


**-7906230021 Requests addl review of record by 79060B to identify all 
items within scope of 790303 order directing NRC to 
re-examine Intervenar c antent ions* char ges 6 allegations 
OLMSTEADrM J Branch 3 79/05/10 2 pp 


* — 7906230026 Requests addi review of record by 790600 to identify ail 
items within scope of 790303 order directing NRC to 
re-examine intervenor c ontent i ons* char ges % allegations 
QLMBTEADrW J Branch 4 79/03/10 2pp 


--7906230029 Requests addl review of record to identify all 
items within scope of 790S03 order directing NRC to 
re-examine intervenor content lansi char gas tt allegations 
OUMSTEAD,H J Branch 4 79/05/10 2pp, 


7906210253 Orders extension of time until 790600 for NRC 
consideration of ALAD-34i 

CKfLK>& J Office of the Secretary of the Commission 79/0S/2S 

tp 


790629067B Opposes delay in OL review process 
DEMLOVliO J Michigan* State of 79/0S/30 Ip 


79D629O604 Requests meeting to resolve differences over const schedule 
4* completion date Opposes delay in licensing proceedings 
CALDtiELUBG Dow Chemical Co 79/05/30 Ip 


I Financial information 


7906010160 Ack receipt of 790320 itr re possible sale of shares in 
facility Action is recommended by A8LB 6 currenbly pending 
No formal application has been received to date 
aRAtFCRD*P A Commission 79/04/23 2pp 


K Utility Final Safety Analysis Report (FSAR) 6. amends 


7706030214 FoTwards Amend 65 for application for CP t* OL* c onsls t ing ef 
Revision 81 to FBAR 

KOMELL* 8 H Consumors Power Co 79/05/31 2pp 


--7906030220 Amend 65 to application for CP & OLi cons i st ing of Revision 
2t to F3AR 

• Consumers Power Co 79/05/31 lOOOpp 


7906190440 Forwards Certificate of 8vc for Amend 65 to util application 
for CF L pLi cons isting of Revision 21 to F8AR 
OACQNi J U Consumars Power Co 79/06/13 2pp 


Q Inspection reports* IE Dutletlns L c orr espandence 


7906040404 Fori* 
701201-20 No 
FlOReLLIi.0 
Support 


—7906040411 IL insp wepcs Wv-wist# yo-a-o wu* ,w «i.w -n .wi»— . 
noncompl iance noted Major areas inspec ted. e 1 evatl on mismatch 
In core flood svs*dlesel generator hldgimakeup feed pumps 
% reactor coolant pump motors 

COOK* R J t KNOPiR C Region 3i Chlcagoi Office of the Director 
79/03/22 3pp. 


7906130123 Forwapdi IE Insp Repts SO-329/79-05 4 50-330/79-03 on 
790405 No noncoixipUance noted 

FIOReLLr*G Region 3* Chicago# Office of the Director 79/04/19 
2pp 


—7906130127 IE Insp Repts 50-329/79-05 it 50-030/79-05 on 770405, Mo 
noneampUanco noted Major areas Inspec ted' review of licensee 
corrective aettons related to repts on undersized welds 
YlNi 1 T, Region 3* Chicago# Office of the D£r;ectar 79/04/10 
3pp 


79(16250150 Forwards IE Insp Rapt 50-329/79-00 & 30-330/79-00 on 

790102-31 No noncompliance noted, * , , 

FIORELLliO Region 3 p Chicago# Reactor Construction U Engineering 

Support Branch 79/04/27. 2pp 
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—7906290153 IE Irup Rsp t 50''aa9/79-0a tn 30-330/79-’08 on 790102-31 No 
noncomp I ianpo noted Kajar areas inspected site condltion-s 
if inadequate rev^leu of seismic & environ component 
Hual If icatton t«*t data 

KNOPrR C . COGKi R J Region 3. Chicago. Qlflce of the Director 

79/04/23 6pp 


7906120100 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem " No action, required 

KEPPLERfJ 0 Region 3# ChicafiOr Office of the Director 79/03/07 

Ip 


7906190087 Forwards IE Info Notice 79-13. ^-‘Attempted Damage to Neu Fuel 
Assemblies " 

KEPPLER.J <J Region 3, Chicago. Office of the Director 79/05/11 

IP 


7906200021 Responds to IE Bulletin 79-03* ''Longitudinal Meld Defects in 
A5KE 8A-312 Type 304 Stainless Steel Pipe Spools Kfg bg 
Youngstown Welding & Engineering Co " Spools mag be in use 
Final rept to be subrkitted by 790710 
HQWELLrS H Consumers Power Co 79/05/14 Ip 


7906130093 Forwards IE Bulletin 79-11. "Faulty Overcurront Trip Device 
In Circuit Breakers for Enfflneereii Safety Sys ” Licensee 
action required 

KEPPtERt<J G Region 3. Chicago^ Office of the Director 79/03/22 
IP 


7906250149 Requests page 2 of Insp ftepts 50 -329/ 7 9-09 4« 50-330/79-D9 be 
replaced w/en( I 

FIORELLI.D Region 3» Chscagot Reactor Construction ti Engineering 

Support Branch 79/0S/23 Ip 


7906200109 Forwards IE Info Notice 79-13* "Indication of Low Water 
Level in Oyster Creek Reactor " 

KEPPLSR. J 0 Region 3» Chicago* Office of the Director 79/03/29 
Ip 


S Reportable occurrences* LERs & related correspondence 


7906190232 Not I f Itts of receipt of 790430 Interim rept re settlement 
of diesel generator foundations ^ bldg Will review matter 
upon receipt of final rept 

FIORELLI.O Region 3. Chicago* Office of the Director 79/05/17 
If 


7906220176 Ack receipt of 790504 interim rept re component testing Will 
complete review upon receipt of final rept 

FIDRELLI.O Region 3, Chicago* Office of the Director 79/03/18 
If 


7906230067 Ack receipt of util 790501 rept concerning reactor bldg 
spray piping supports Telcon repts of installed hangers at 
variance u/deslgn drawings will necessitate further review 
FIORELLlrD Region 3« Chicagor Reactor Construction U Engineering 

Support Branch 79/03/23 Ip 


7906220353 Forwards 790607 interim deficiency rept re discrepancies 
found in soldered components of J2Dl main control panel GA 
program ngt corrective action rept end 
HOWELL* S H Consumers Power Co 79/06/20 2pp 


'7906220363 Interim deficiency rept on 790529 five loose wire 
terminations found on status display panel modules of 
main control panel Caused by insufficient mfg & Insp 
procedures Insp procedures being upgraded 

Bechtel Power Corp <subs of Qechtel Cnrp ) 
'P 


90613 interim deficiency rept re unacceptable 

in feadline pipe spools 

ers R-ower Co 79/06/20 4pp 


—7906220377 Inter in Deficiency Rept 1 from 790226-0301 audit, nine pipe 
spools failed to meet A&ME physical impact requirements 
Caused by failure to follow ASHE Charpy impact procedures 
Next interim rapt scheduled for 790719 

ANOERBONrv/ M Bechtel Power Corp <subs of Bechtel Corp ) 

79/06/13 3pp- 


T, Hearing transcripts on non-anti trust matters 


7906290522 Deposition of AM Aymand on 79'0S30 in Jackson. MI Pp 1-86 
AYMDNOrA H Cons Umars Power Co 79/09/30 e6pp 


7906290517 Deposltlan of JL Bacon on 790S3I in Jaclsen.fll Pp 1-244 
BACGNi J, L Consumers Power Co 79/05/31 244pp 


7906290333 Deposition of RC Youngdahl on 790611 tn Washington. DC 
Pp 1-147 

YQUNOOAHL* R C Consumers Power Co 79/06/11 147pp 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A App 1 tcation/constructlon stage documents h corresp ond enc a 


7904210346 Forwards second round questions re F8AR review Major areas 
covered are environ qual i f icat i on of safety-re 1 atod 
equ 1 pment* response time testing 6 post-accident monitoring 
equipment requirements 

SATTERFIELD, R M Electric. Instrumentation 6 Control Systems 
Branch 79/03/20 13pp 


7906140623 Cancels 790309 meeting w/util in Dothcada.MD re status of 
safety ^ environ review schedule 

HQQDr D S Light Water Reactors Branch 4 79/03/23 Ip 

7706010085 Notification of QL application Requests advice re addi 
certifying action 

REGAN. U H Environmental Projects Branch 2 79/03/01 4pp 


7906070103 Forwards util positions re implementation of Reg Guidos 1 1, 
t 4, t 7*1 13.1 2S. 1 42,1 52,1 34 A 1 70, schoduUd to be 
discussed in NRC 751219 meeting Reg Guide 1 4 end 
BAUMAN, R C Consumers Power Co 79/11/07 3pp 


7906290626 Summary of 790419-20 meeting w/utll Bechtel L DLW in 
Sethesda,KD re open items in review of FSAR 
HOOD, D Light Water Reactors Branch 4 79/05/15 30PP 


7906310140 Requests two controlled copies of site emergency plan 6 
Implementing procedures, si to maps showing location 6 grid 
station numbers of onsite 6 offsite environ monitoring 
stations ^ maps used for offsite dose determination 

KEPPLERi J 0 Region 3, Chicago, Office of the Director 79/05/17 

Ip 


7906070077 Requests review of possibility of requiring banks of 
pressurlier heaters to be classified as safety sys 
LAINAS. C Plant Systems Branch 79/03/29 2pp 


7906070263 Forwards Revision 1 to 790424 response to 10CFR50 54 request 
re plant fill 

HOWELL, 8 H Consumers Power Co 79/05/31 22pp 


7906150285 Describes statu of efforts by ntrW lb*' Bechtel to upgrade 
heater banks 5 6 6 of each preasorlter to Class IE 
HOWELL, S H Consumers Power Co 79/06/0B 2pp 


7906190235 Requests that secfclons/chapters of FBAR bo evenly 
redistributed to comply w/Revision 21 

CASTLEBURV. R L Bechtel Power Corp isubs of Bechtel Corp > 
79/06/12 Ip 


7906280161 Submits quarterly rept per ALAB-106 & Amend I to CP 
Discusses const work performed on siterQA qual I f icatlons of 
site supervisors & changes In personnel 
HOWELL. a H Consumers Power Co 79/06/25 I2pp 


E NRC Safety Evaluation Report tSER), suppis U correspondence 


7904160286 Forwards Plant Sys 8 ER input Protection against dynamic 
effects of piping rup bur e, spent fuel storage, fuel handling 
sys, chemical I 4 vot control sy s, auxl I lary ^ area ventilation 
sys fire protection sys still unresolved 

HANAUER ,8 H Assistant Director for Plant Systems 79/03/20 
5lpp 


0 Adjudicatory correspondence 


/906010272 Responds to 790409 order scheduling 790SOI as date for 
prehearing conference k argument re applicant's motion 
for eummary disposition Supports applicant's motion 
Certificate of Sve end 

NUTEiU F , DAVIS. R L Dow Chemical Co 79/04/25 Spp 


7906D9003Q Request by Interveners, other than Dow Chemical Co, to 
reschedule prehearing conference & briefing due to 
conflicting obligations 

FLYNN, P Affiliation Unknown 79/04/27 Ip 


7906050160 Forwards motion, by all intervanors other than Dow Chemical 
Co, for rescheduling of prehearing conference IF motion Is 
denied, will appeal to A9LAB for emergency relief 
FLYNN, P Cherry, M M /Cherry, Flynn 4, Kanter 79/04/27 2pp 
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Motion by intervenars other than Dou ChemLcal Co for 
''‘^cKedliJl ing of 790501 prehearing conference Request) lat«r 
b. relocation of conference to ChicagoilL Certificate of 
*'C *ricl 

Chcrrtfj 11 M /Cherry. Flynn S< Kanter 79/04/27 4pp 


"’^^*'*140206 Hottqn by intervenors other than Dou Chemical Co for ASLAB 
order directing ASLB to reschedule V relocate 790501 
irelvearing conference Certificate of Svc end 
♦ Cherry. M M /Cherry. Flynn Kanter 79/04/24 4pp 


'^-i0SO394 Confirms events of 790430 8- 790501 re reqiiast for 
dul Ing of prehearing conference Since ASLB conference 
begun.not possiblB for ASLAD to act on request for 
*^Crf|«ncy relief 

E Atomic Safety and Licensing Appeal Panel 79/05/02 


Defers 790330 motion for summary disposition by util 
Pt'jiTig further d iscover y . adop ts five issues defining 
■tatters in c ontroversy. requests NRC levieu report on 
I'^lcr vcrers ' contentions & orders preservation of evldecice 
"tLLES.M E Atomic Safety and Licensing Board Panel 79/05/03 


Requests second extension of time for filing ropt of former 
in special proceeding in util hearing on possible 
rtjglatory improvements for handling disciplinary mabtei s 
[Sale.V a Valentine B Dealc 79/05/04 ip 


Notice of appearance in remand proceed ing. on behalf of Dcu 
C-tceiial Co Certificate of Svc end 

PJTTeR.M C Fise her f Front 1 in. Fqrd« Simon i' Hogg 79/05/0B 3pp 


'>Iia3O014) Notifies of taking of dopos 1 1 ions, re 790S03 ardar^of J 
Orreflce.DA Duran. A Klomparens.L Nute.M Hessol. J 
Teazle, R Renfrou. .J Palahee.J Bacon. AH Aymond U D Rosso 
{fptjficats of Svc end 

3LM3TEAD<VI J Branch 4 79/09/10 4pp 


-^Tr-ZiTSOOSl Requests addl revieu of record by 790600 to identify all 
ItCBS within scope of 790503 order directing NRC to 
rioeiamine Intervenor content ions, charges tt allegations 
OjKSTEAD.H j Branch 3 79/05/10 2pp 


■-T906a3>0024 Requests addl review of record by 790600 bo identify all 
htCAf uithin scope of 790503 order directing NHC bo 
re-^ecanlne Intervenor contentions, charges b allegations 
□UttSTEAO.W J Branch 4 79/09/10 2pp 


— fiCiSaCOa? Requests addl review of record to identify all 
lt«Jii within scope of 790503 order directing NRC in 
ri-rranlne intervenor contentions. charges b allegations 
CL-tt3TEAD.M J Branch 4 79/05/10 Spp 


7Y■^6S|0255 Orders extension of time until 790608 for NIIC 
te-slderatlon of ALAB-54t 

i^lLHjSii Office of the Secretary of the Commission 79/09/25 

If 


'90629^0679 Opposes delay in OL review process 
DDVDW.D J Michigan, State of 79/05/30 Ip 


r?J6290694 Requests meeting to resolve differences over const schedule 
I completion date Opposes delay in licensing proceedings 
CALDWELL. fl 0 Dow Chemical Co 79/05/30 Ip 


I Finarclal Information 


Act receipt of 790328 Itr re passible sale of shares In 
ficillty Action is recommended by ASLB b currently pending 
No ferasl application has been received to date 
fAADTORD.P A Commission 79/04/23 2pp 


n Otllity Final Safety Analysis Report (F8ARJ b amends 


7P»>6050aH Forwards Amend 69 for application for CP b OL. conslstlno of 
Revision 21 to F6AR 

HCMELLiG H Consumers Power Go 79/05/31. 2pp 

*-7906050230 Amend 65 to application for CP 6 0L« cons i sttng of Revision 
21 to F8AR 

s Consvneri Power Co. 79/05/31 lOOOpp, 


Forwards Certificate of 8vc for Amend 69 to util application 
far CP b PL. consisting of Revision 21 to F9AR 
lACOff..! L Consumers Powar Co. 79/06/13, 2pp 


Q Inspection repoi bs. IE Bulletins b corrosp ondenc o 


7906040404 Forward i IE In*p Repts 50-329/78-23 b 50-330/79-23 on 
781201-20 No noncompl lance noted 

FlORELLIiO Region 3. Chicago. Reactor Construction b Engineering 

Support Branch 79/03/26 2pp 


— 7706040411 IE Insp Repts 50-3a9/7a“a3 b 50-330/79-23 on 761201-28 No 
noncomp 1 iance noted Major areas Inspected elovablDti mismatch 
in core flood sys.dlesol generator bldg. makeup feed pump? 
tpi reactor coolant pomp motors 

COOKi. R J . KflOP. R C Region 3. Chicago, Office of the Director 

79/03/23 3pp 


7906L30123 Forwards IE Insp Repts 50-329/79-05 b 50-330/79-05 on 
790405 No none omplianc e noted 

FIORELLI.O Region 3, Chicago, Office of the Diroctar 79/04/19 

2pp 


—7906130127 IE Insp Repts 50-329/79-09 b 50-330/79-05 On 790409 No 
noncampi lane e noted Major area* inspected i eview of licensee 
corrective actions related to repts on undersliad welds 
YIN. I r Region 3, Chicago, Office of the Director 79/04/10 
5pp 


7906250150 Forwards IE Insp Ropt 50-329/79-00 fj 50-330/79-00 on 
790102-31 No noncompliance noted 

FtORELLl, 0 Region 3. Chicago, Reactor Construction t Engineering 

Support Branch 79/04/27 2pp 


—7906250199 lE Insp Rapt 50-329/79-09 b 50-330/79-08 on 790102-31 No 
none omp I iance noted Major area? inspected site conditions 
b inadequate review of seismic b environ component 
qualification teet data 

KNOP.R C . COOKiR J Region 3. Chicago, Office of the Diroctor 
79/04/25 6pp 


7906120100 Forwards IE Info Notice 79-11, ‘'Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER, J 0 Region 3i Chicago. Office of the Director 79/05/07 

Ip 


7906190007 Forwards IE Info Notice 79-12, "Abtorapted Damage to How Fuel 
Assemblies “ 

KEPPLERrJ 0 Region 3. Ghicago. Office of the Oiractor 79/05/11 

ip 


7906200021 Responds to IE Dulletin 79-03. ‘'Longitudinal Held Defects irv 
A9ME BA-312 Type 304 Skainlesg Steel Pipe Spool b Mfg by 
Youngstown Haldliig b Engineering Co " Spools may be in use 
Final rept to b« submitted by 790719 
HGilEUL^S H Consumers Power Co 79/05/14 Ip 


7906130093 Forwards IE Dulletin 79-U, ^'Faulty Overcurront Trip Device 
In Circuit Oreakers for Englnoored Safety Sys “ Llconsee 
action esquired 

KEPPLFR*^f 0 Region 3. Chicago, Office of the Director 79/05/22 

Ip 
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>^220353 Earuards 790&07 interim de^iciencq rapt ra ditcrapatic les 
>auTid in loldcrad coinpanenta of J201 cnain control panel QA 
urogram mgt cotrectiva action rept end 
iOUEUUrS H Conaunyqrs Pouar Co 79/06/20 2pp 


^906220363 Interim deficiency rept on 790529 five looie uvre 
terminations found on status displaij panel modules of 
main control panel Caused by insufficient mfg 6 insp 
procedures Insp procedures being upgraded 

AHOERSONiJ H Oechtel Pgujct Corp (subs of Bechtel Corp ) 
79/06/07 app 


)6220371 Forwards 790613 interim deficiency rept re unacceptable 
Impact values of mam feedline pipe spools 
IOWELLjS H Consumers Pouer Co 79/06/20 4pp 


^906220377 Interim Deficiency Rept 1 from 790226-0301 audit nine pipe 
spools failed to meet A6ME physical impact requirements 
Caused by failure to fallou ASKE Charpy impact procedures 
Neit interim rept scheduled for 790713 

AKOERSOMi J M Dechtel Potusr Corp (subs of Bechtel Corp ) 
7^/06/13 3pp 


Hearing transcripts on non-anti trust matters 


}6290522 Deposition of AH Aymond on 790330 in Jackson. Ml Pp 1-86 
WMONDfA H Consumers Power Co 79/0S/30 a6pp 


7906290317 Deposition of JL Bacon on 790531 in Jackson. Ml Pp 1-2A4 
BACOM. J L Consumers Power Co 79/03/31 244pp 


7906290333 Deposition of flC Youngdahl on 790611 in Washington. DC 
Pp 1-147 

yoUNODAHL. R C Consumers Power Co 79/06/11 147pp 


DOCKET 50-33 J DUAIfE ARKOLD ENERGY CENTER 


F Security, medical, emergency & fire protection plans 


7906150199 Forwards “Fire Hatards Analysis *' 

LIU. L loua Electric Light 4t Power Co 79/06/07 ip 


— 79061S0204 "Fire Haiards Analysis" prepared by Bechtel 
* Iowa Electric Light V Power Co 79/06/30 IBOpp 


7906290150 Forwards modified physical security plan Plan withheld 
(ref 10CFfi2 790> 

ROOT.L, D Iowa Electric Light U Power Co 79/06/22 Ip 


J Insurance indemnity information 


06130316 Forwards executed Amend 6 to Indemnity Agreement D-68 
8ECKMAN.P E loua Electric Light Power Co 79/06/11 3pp 


ndarsements 41 & 42 to NELIA Policy NF-2i4 S. 

5 to MAELU Policy MF-73 

in. Newman. Re isi Axelrad ?< Toll 79/06/11 3pp 


documents correspondence 


7906S10333 "Rept Of Metallurgical Examination & Stress Evaluation of 
Reclrculat ion Inlet Noiile Safe-End Cracking." Rept IE-116 
MEI88.8 . DEAN.R S . FOLEY. W J Parameter. Inc NRC“0S-77“ia6 
79/03/16 35pp 


— 7906810339 "Final Rept on Examination of Inconel Safe-End From Duane 
Arnold '* 

PA9UPATHI.V f SMITH. G P . FARMEL(3i D fi flat telle Memorial 
Institute. Columbus Laboratories BCL-583-9 79/01/31 43pp 


7906020171 Requests schedule for submittal of addl Info re App 0 
operating curves 

iPPDLlTOfT A Operating Reactors Branch 3 (Pre 790625) 

79/04/25 2pp 


7906140539 Requests addl Info re util 761227 proposal to use actual 
control rod drive scram insertion times rather than timos 
used in plant safety analyses, 

IPPOLITOrT A Operating Reactors Branch 3 (Pre 790625) 

79/03/01 3pp 


790620D2S0 Requests two controlled copies of sike emergency plans U 
implementing procedures, site maps showing location it grid 
station numbers of onsite Zt offsite environ monitoring 
stations U site maps used for offsite dose determination 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/05/17 
ip 


7906010204 Forwards description of statistical analysis & compilation 
of data used in NEDa-24067-3 submittal W/scram time data. 

SWR/3 4 scram time data, dull core partial core tests t 
means of fastest 3 of 4 scram times 

LIU.L Iowa Electric Light & Power Co 79/05/23 li7pp 


7906120272 Forwards Revision t to Mark I project schedule which 
corrects 790317 submittal 

LIU.L Iowa Electric Light 4. Power Co 79/06/04 6pp 


Q Inspection reports. lE Bulletins & correspondence 


7906050033 Forwards IE Insp Rept 30-331/79-11 on 790227-28. 0301. 06-08 U 
13-14 No noncompl iancB noted 

HEISHMANi R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/04/04 Spp 


—7906050040 IE Insp Rept SO-331/79-ll an 790227-26.0301,06-08 8. 13-14 No 
noncompliance noted Major areas inspected plant operations, 
startup testing. I icensee action on previous insp findings f/ 

LER followup 

JACKIN. I N , NALKER.R D . KEY. U J Region 3. Chicago. Office of 
the Director 79/04/03 14pp 


7906130130 Forwards IE Insp Rept 30-331/79-12 on 790112,18,0222 0326 

No noncompliance noted 

FlORELLtiO Region 3. Chicago. Office of the Director 79/04/19 

2pp 


—7906130133 IE Insp Rept 50-331/79-12 on 790112,10,0202 4. 0326 No 
noncompliance noted Major areas inspected allegations 
relative to weld radiographs N/supportlng documentation 
FOSTER. J E . UILLIAHS.C C . KEY. N J Region 3. Chicago. Office 
of the Director 7<}/0A/l7 iSpp 


7906020232 Responds to IE Bulletin 79-04 Forwards info re incorrect 
weights for swing check valves 

HU.L Iowa Electric Light 4. Power Co 77/05/01 3pp 


7906120109 Forwards IE Info Notice 77-11. “Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/05/07 

tp 


7906110104 Forwards IE Bulletin 79-10, "Requa 1 1 f icatlon Training 
Program Statistics " Written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/11 
IP 


7906190094 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/11 
ip 


7906260606 Responds to IE Qulletin 79-09 No OE AK-2 circuit breakers 
are in use or are planned to be used in safety-related sys 
LIU.L Iowa Electric Light 4. Power Co 79/03/11 Ip 


79060B0202 Forwards IE Circular 79-06. "Attempted Extortion - Low 
Enriched u " 

KEPPLER.J 0 Region 3. Chicago. Dfflce of the Director 79/05/18 

Ip 


7906230018 Faruards revision to page 2 of response to IE Bulletin 
79-08 

WALLACE, J A Iowa Electric Light 4t Power Co 79/05/21 2pp 


7906130100 Forwards IE Bulletin 79-11, "Faulty Overcurrent Trip Devtco 
lr\ Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/03/22 

Ip 


7906220432 Responds to Item li of IE Bulletin 79-06 re TMt effect on 
BWRs Tech Spec changes are required based on presently 
available info 

WALLACE, J A Iowa Electric Light 4t Power Co 79/05/22 Ip 


7906260036 Ack receipt of 790313 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-331/78-12, 

HEI8HMAN.R F Region 3. Chicago, Reactor Operations Nuclear 
Support Branch 79/05/23 ip 
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ftaspotnl^ to NRC 790706 Itr re violations noted jn le tnsp 
Regt 3a~33l /78''ia Corrective action* a*f etf^-reUted parts 
have been aagregated in their owrt aroa in uarehoo^a 
TUTHlULrS J Iowa CUctrU Light t> Pother Co 79/03/13 Ip 


— 7906230050 Expresses coacern re *hutdC)i.n o/ fw# resctsrs tor selstnic 
raasons Suggests action assures energy crjtis 6 tf\at plant 
overhaul more appropriate during refueling irijta;:^n Se^efir* 

Qf nuclear power outweigh seisolc risks 
SIHPSDN.R £ Affiliation Unknown '"7/03/15 3^t 


Act vocoipt of 790427 Itr Informing NRC of steps taken to 
corrocL violations noteil in IE Insp Rept 30-331/79-09 

KFPPi Cn< j o flegton 3. Chicago/ Office of the Director 79/03/23 
app 


.-7906260094 Responds to MRC Itr re violation noted in IE Insp Rept 
90-331 779- 09 Corrective actions qualitti dept r eorgani tat ion 
has been camploted to onswre OA program effectively 
atac u to4 

n/rilTLL, a J loua Electric Light 6 Power Co 79/04/37 3pp 


7'706^0I>J ai FofWards ZC* info Notice 79'‘13i ’'Indication of Low Mater 
Level In Dyetef C) eok noactor '* 

f.ErPLGfl* O 0 Rollon 3/ Chicasj 0 ‘ Office of tKe Director 79/03729 
If 


79062906219 Atk receipt of 790426 lii Infor/ning NRC of steps taken to 
correct violation noted in IC Insp Kept 30-331/78-33 
KEPPLCR/ j 0 Pogion 3i Chicago, Office of the Director 79/03/29 
ip 


-“7906*290637 Responds to NRC 790323 Ur re violation noted in IE Insp 
ftept 30^33i/7B^33 Corrocltvo actions malnt dept directive 
descrftiing waliiev n,un U f icati on document control issued 

TUTMIUL*8 J loWfl Cioctric Light tt Power Co 79/04/26 3pp 


n Perladlc opeiating reports t» related correspondence 


7706200246 Porwards monthly operating rapt for ^79 
iWMilOND.e L Iowa Electric Light ti Power Co 79/06/14 


— 7906200239 MontKly operating rept for May 1979 
VAN BlCKELi'J lew* Electric light Power Co 


79/06/14 7pp 


B Reportable occurrences* UER* 4i related 


7906210416 Responds to 79031V Jtr rr UnC 790313 crdtrk lo shut duun 
five nuclear power plants HRC preferc to review situatico tr> 
expedited 6 disciplined manner^ to return plants tc CperatLcn 
w/no threat to publjc health 6 safety 

DENTONiH ft Office of Nuclear Reactor Reg^laticr 77/|g5/l6 2 pp 


— 7906210424 Comments on NftC capricious 6 caTilier acts Peiiuests 
immediate reversal of unwise decision to shut dow"' fiMt 
plants Suggests more rational approach to improbable tafcti^ 
concerns in future 

MARCUS. 0 H Affiliation Unknown 79/03/19 2pp 


7906270000 Responds to 790314 Ur re 790313 ar^tr shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-re lated piping Faps of 
northeastern US earthquake zoues end 

DENTQNiH R Office of Uuclear Reactor Regulation >9/35/J7 Opp 


7906370020 Responds to 790331 Uh re 7903l3 order shutting doun 
nuclear power plants pending review of anetysis techniques 
used in seismic design of safety-related piping Maps of 
ncrthaestern US earthquake lones end 

0£WTQ«,f< R Office of Nuclear Reactor Regulation 77/05/17 


five 


3pp 


—7906270020 Comments on 790313 orders shutting down Uve northeastern US 
nuclear power plants Requests investigation into actual 
orobabilltH of major seismic activity this region 
HERRIMAN, C P Affiliation Unknown 79/03/31 2pp 


7906270035 Responds to 790403 Itr re 790313 orders shutting down five 
nuclear pUnt* pending review of analysis techniques used in 
seismic design of safety-related piping Nape of northeastern 
US earthquake tones enel _ _ _ 


-79042?004a C«»n,.nK on 7'J03»a order. .hutUnj do».i Mv. nOrU.e.tern US 
isucleer cower plants Actions poorly reasoned 

A^^7Vi,f,/sn Unlno^iH 79/04/03 3pP 


/9062!lOa99 rorwards LKrt 79-0ia/03L-0 
HAliMONDrE L luwa Electric tight 6 Power Co 


79/06/21 


ip 


-zwiasoaoi ued 79-D1S/03U-0 on 7V0322 durija 

leak noted at threaded be»e of diefel oil 

alarm C.Mod Dv .witch whlrt hni ' 

tockat afloultu lubricant to o.cap. switch 

VlkM^fCKELiU V Iowa CVecUlc Light U Power Co 79/0 ? 


HUCKEf 30-332 DARNWCUL REPROCPSaiNO 

r^iniprctur^oportsi ic Duiidtins 5;^^ 


/90629O433 Forwurds IE Info Notice /9-ta* “Attempted Damage 
Q'ReTLUvfj P Region 8( Atlanta* Office of the Director 
79/03/10 tp 


to New Poel 


DOCUCT SO-333 JAMES A FIT2PATIlICjt_NUCl.EAB_P0HEfl_^l^T 
H Oun«r«l correspondence 


7906130-469 Responds to 
difficulty in trying 
OnrerRiB.H Region 

79/04/12. 2pp 


10316 Itr to R Ryan which expressed concern for 
M-ct.r 


7««9070. Ra.pbbd. to 79031S Ur to ““ 

WRC 790313 order* due to iiU he 

piping syi to withstand ^aon a» possible 

revi«wad ^ plant returned to S-nulatlon. 79/05/04. Ip 

D6NTON*H.R Office of Nuclear Reactor Regulation. 


—7906290706 Expresses concjrli* re shutdown of facili^V^ 
uf plant emplQVeas could have adverse atrecvi v 
n.isjeao.NV 


Prolonged layoff 


Ocuego, HV 
FITZOIBBONBi J E 


riatiiaaiir NYi 


7906230047 Reeponds 790313 Ur r# ijo'^was not In 

plmeits because of seismic f**”***^D palled piping could 

iccord w/accepted engineering ^ 

^«u«a LOCA. Plant review is being 79/09/09 Ip 

^ENTQMiH R. Office of Nuclear Reactor Regulation 


rJ*^270oS3 ftesoonds to 790321 Itr r« 790313 orders shutting down f We 
nucUar gowirjlants pending review of analysis ychmques 

tb .Ju».c d..Un of «».Vb-,«UtU .U.rt "‘U «< 

ire ..A.tKni.aSa lOnes end _ ^ 


•7906270056 Comments on 790313 orders ^ 

Plants should be reopened '.ama/at lo 

SULLIVAN. J E Affiliation Unknown 79/03/Zl IP 

>06270060 to 

r.i'u «... .* 

^M:r:r5“urs.:cur s.,uut..n 7,70*717 opp 

-”Sr‘pS::?*?un?; tu''.u:-r"«ui:'r"‘*" 

OUlMAVu’ APPlIibtiPb Unknown 7,700727 Ip 
,0427004, "•.O-'J* nn??n,'r'.v'lJ’?^ln.^'t"t»bnU«L'‘°“'' 

r.u-rn r.r,;/c‘r.tu^’n p.p*.., -a. - 

SE"M^ssf^‘r" a.,,!.*.., 

-7,06270070 

nucl.T P»»«c pt.nU PUnt. 


. » -.omM Itr to Pr.tU.nt c» 7W1I3 orjor. 
6270076 Responds to 790322 U sending review of 

hutting down five design of ,jf ety-reUted 


6270000 Responds to " 

utiaar oj .Jfety~r*late4 piping Haps of 




79/05/i7 3fP 
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7906270087 Re*ponds to 790313 Itr re 790313 order* shotting doujn Mve 
nuclear pouer plants pending reavieu of analgsl* techniques 
used in seismic dosing of saf e tg-ra lated piping Haps of 
northeastern US earthquate lones end 

DENTONjH R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270091 Comments on 790313 orders shutting down five northeastern US 
nuclear pauer plants Decision was extremelg 1 1 ("conceived 
HCGONAGLEiH F Affiliation Unknown 79/03/15 Ip 


7906270093 Responds to 790317 Ur re 790313 orders shutting down five 
nuclear power plants pending review of anaigsis techniques 
used in seismic design of saf etg-related piping Maps of 
northeastern US earthqualce zones end 

DENTONfH R Office of Nuclear Reactor Regulation 79/03/17 3pp 


— 7906270099 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was extremelg Ill-conceived 
MARPLEiW W Affiliation Unknown <79/03/17 Ip 


7906270109 Respond* to 790314 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analgsls techniques 
used in seismic deslngn of saf etg-related piping Haps of 
northeastern US earthquake zones end 

DENTON<H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270119 Responds to 790322 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analgsls techniques 
used in seismic deslng of saf etg-related piping Maps of 
northeastern US earthquake lone* end 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


7906270124 Responds to 790324 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analgsls techniques 
used in seismic design of saf etg-related piping Maps of 
northeastern U8 earthquake zones end 

OENTON.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270132 Roipond* to 790317 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analgsls techniques 
used in seismic design of saf etg-related piping Maps of 
northeastern US earthquake zones end 

DENTONjH R Office of Nuclear Reactor Regulation 79/03/17 3pp 


— 7906270133 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was poorlg timed & 
economlcallg ill-conceived 

KOVLOVRISiG E Affiliation Unknown 79/03/17 Ip 


7906270143 Respond* to 790313 Itr re 790313 orders shotting down five 
nuclear power plants pending review of analgsis techniques 
used in seismic design of safetg-relatod piping Haps of 
northeastern US earthquake zones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


7906270131 Responds to 790322 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analgsls techniques 
used in seismic design of saf etg-related piping Maps of 
northeastern U8 earthquake zones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/17 3pp 

— 7906270135 Comments on 790313 order* shutting down five northeastern US 
nuclear power plants Decision was i 1 1-conceivodi considering 
current energy -crisis 

KRETZSCHMARf W Affiliation Unknown 79/03/22 Ip 


7906270263 Retpond* to 790323 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used In seismic design of safety-related piping. Maps of 
northeastern US earthquake zones encl 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270264 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Oadslon was economlcailg 
i 1 l-conce 1 v«d 

OEHEULLEiE H Affiliation Unknown 79/03/23. 4pp 


7906270263 Responds to 790313 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in selso^ic design of saf ety-related piping Haps of 
northeastern US earthquake zones encl 

DENTON. M.R Office of Nuclear Reactor Regulation 79/03/17 3pp 


—7906270266 Comments on 790313 orders shutting down five northeastern U8 
nuclear power plant* Decision was overprotectlve act 
KATZENSTElNiR L Affiliation Unknown 79/03/13. 3pp 


7906270267 Respond* to 790323 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used In set«m.ic design of saf etg-related piping Maps of 
northeastern US earthquake zones end 

DENTONjH R. Office of Nuclear Reactor Regulation 79/03/17 3pp 


7906210433 Responds to 790314 Itr re NRC 790313 orders to shut down 
five nuclear power plants NRC prefers to review situation In 
eipedited U disciplined manner. to return plants to 
operation w/no threat to public health & safety 

DENTQNiH R Office of Nuclear Reactor Regulation 79/03/21 3pp 


—7906210441 States that NRC overreacted in closing five nuclear plants 
Comments on impact of NRC action W/790315 forwarding Ur to 
JM Hendrte re shutdown of plants 
HENRY.TP Affiliation Unknown 79/03/14 2pp 


7906130233 Requests that distribution list be updated bg deleting LR 
Bennett as counsel U substituting VJ Cassan 

EARLVjF J Power Authority State of New York 79/06/12 Ip 


J Insurance 6 indemnltg information 


7906070234 Forwards Endorsements 41-43 to NELIA Policy NF-20fl l> 
Endorsements 33 S' 36 to MALEU Policy MF-77 

DEEGiF H Power Authority State of New York 79/05/31 7pp 


P Operating license stage documents & correspondence 


7906010279 FOIA request for all records t communications re shutdown of 
five nuclear plants 

CASSANiV J Power Authority State of New York 79/03/16 2pp 


7906130026 Delineates criterion to develop plant-specific info 
packages on site visits 

RU&SELLiH T Office ef Nuclear Reactor Regulation 79/04/11 2pp 


7906U0032 Forwards attendance list of 790423-26 meeting at plant site 
re inservice testing program 

POLK. P J Operating Reactors Branch 3 <Pre 790625) 79/04/30 

2pp 


7906130227 Forwards listing of docketed info describing QA program 
EARLVjP j Power Authority State of New York 79/04/30 3pp 


7906030109 Notification of 790304 meeting u/utilrGE & In Dethesda. 
MO to discuss schedule ^ plan of action for interim 
approval 

POLK. P J Oporating Reactors Branch 3 (Pre 790623) 79/03/01 

if 


7906230091 Forwards memos discussing D McDermott concerns re shutdown 
of D&W plants 

R088iD F Division of Project Management 79/03/17. Ip 


— 7906230101 Requests assessment of safety of continued operation of DhVI 
reactor based on performance of relief & safety valves, 
performance of HPl pumps, rel iabi 1 i ty of auxiliary feedwater 
tn core cooling in natural circulation 

ROSS. D Division of Project Management 79/03/0B 2pp 


—7906230106 Discusses safety assessment of plants, in response to 
790308 memo plants should be shut down until reanalysls 
has been completed re core cooling in natural circulation, 
small break LOCAs It ECC5 

MCDERMOTT. ft J Quality Assurance Branch, 79/03/14 7pp 


— 7906230U2 Discusses D McDermott 790514 memo re safety of Dt-W plants 
Disagrees w/B McDermott position favoring shutdown 
HAA88. U P Quality Assurance Branch 79/03/13 Spp 


— 7906230114 Discusses B McDermott 790514 memo re safety of BItH planks. 
Disagrees w/S McDermott position favoring shutdown 
aKQVHOLTiD <J Assistant Director for Quality Assurance It 

Operations 79/03/13 2pp 


7906230377 Forwards Amend 46 to License DPR-39 jEIA It notice of Issuance 
S' availability 

IPPOLITO.T A, Operating Reactors Branch 3 IPro 790623) 

79/03/17 3pp 

— 79062303B0 Amend 46 to License DPft-39 approving deletion of limiting 
conditions of operation from ET8 It mods to environ 
nonradiolog ical aquatic biological monitoring program 
IPPQLITQ. T A Operating Reactors Branch 3 <Pre 790623) 

79/03/17 23pp 


— 7906280384 ElA supporting Amend 46 to License OPR-39 

e Operating Reactors Branch 3 (Pre 790623), 79/03/17 t7pp 


— 7906230388 Notice of issuance & availability of Amend 46 to License 
DPR-S9, 

ROONEY. VL Operating Reactors Branch 3 (Pre 790625) 

79/03/17 2pp 
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7906010273 Denies TOtA requo^t for Gibbon 79031A Thompson 790313 
menvoi fco Commio^ t onor Dratif ord i uh Ich contain NRC opinions t* 
recommendations re five shutdown plants Info withheld 
(ref FQIA Exemption 3) 

FELTON* J M Division of Rules and Records 79/05/21 App 


7906290830 Responds ta IE Bulletin 79-11 re faulty overcurrent trip 
device in circuit breakere for engineered safety sys 
Breakers not in use at facility 

LEONARD, J D Power Authority State of New York 79/05/29 tp 


7906190A17 Requests author i latlan to restart p lent, contingent upon 
piping stress ro~evaluatlon i> necessary mods of constraints 
in inacessible ai eas Forwards rept on re-evaluation status 
of safety-related piping sys 

EARLYi P J Power Authority State of New York 79/06/08 Bpp 


7906200A63 Informs that interpretive repti "Nino Mile Point Aquatic 
Ecology Studies 1978, which includes matl for Fitzpatrick 
Unit Irhas been submitted under 79Q529 cover Itr from 
RR Schneider 

ELAKErJ W Power Authority State of Now York 79/06/11 Ip 


7906300378 Corrects several editorial errors in Tech Spec Amend A6 
■CHILDS. U Power Authority State of New York 79/06/14 4pp 


7906260423 Forwards addl info ro spent fuel storage expansion in 
response to NRC 790315 U 21 requests 

EARLVtP J Power Authority State of New York 79/06/22 I9pp 


7906280121 Forwards application for amend to Licence OPR-59 

EARLY I P x} Power Authority State of New York 79/06/26 2pp 


7906260445 Forwards responses to questions re inservice insp program 
contained in MRC 790523 Itr 

EARLY, P J Power Authority State of New York 79/06/20 3pp 


7906260535 Responds to lE Bulletin 79~01A Plant staff has reviewed 
application of ASCO solenoid valves utilised within primary 
containmont Replacement parts ordered to replace acetal 
plastic It Quma N matl containing parts 

LEQNARDiO D Power Authority State of New York 79/06/22 Ip 


R Periodic operating reports L related correspondence 


7906120365 Forwards monthly operating ropt for May 1979 

LEONARD, J D Power Authority State of New York 79/06/07 Ip 


—7906120371 Monthly operating rept for May 1977 

2UFELT,£ Power Authority State of Now York 79/06/30 9pp 


7906130374 Submits weekly rept of status of piping reanalysis 

effort, as of 7903^3 

EARLYiP J Power Authority State of New York 79/06/07 2pp 


--7906230124 Application for amond to License DPR-S4 to modify Tech Specs 
re emergency sve water pump test acceptance criteria 
Proposed changes U safety evaluation end 
* Power Authority State of New York 79/06/26 5pp 


0 Inspection reports. IE Dulletins it correspondence 


7906080095 Responds to IE Bulletin 79-04 re incorrect weights for suing 
check valves mfg by Velan Engineering Corp Results of 
investigation will be available w/completlon of pipe stress 
analysis 

LEONARD. J D Power Authority State of New York 79/04/16 Ip 


7906110027 Forwards IE Bulletin 79-058, "Nuclear Incident at 
TMI-Suppl No written response required 

CRIER, B H Region 1. Philadelphia, Office of the Director 
79/04/23 Ip. 


7906290037 Forwards IE Insp Rept S0-a33/79-05 on 790315 No 
noncomp 1 lance noted 

SMITH.© H Region 1, Philadelphia. Fuel Facility 6 Materials 

Safety Branch 79/04/24 2pp 


—7906290842 IE Insp Rept 50-333/79‘*03 on 790315 No noncompliance noted 
Major areas inspected rosuits of effluent sample split 
between licensee ^ NRG during previous insp on 780927-29 
KDTTON, J J Region 1. Philadelphia. Office of the Director 

8T0HR. J P Region i. Ph i ladelph ia. Fuel Facility ti Materials 

Safety Branch 79/04/20 4pp 


790613016B Forwards lE Circular 79-07. "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

ORIER.B H Rcgioti 1. Phi lodelph ia. Office of the Director 
79/05/02 Ip 


7906120185 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem '* No action required 
ORIER.B H Region 1. Phi lade Iph ia. Office of the Director 
79/05/07. 2pp, 


S Reportable occurrences, LERs 6 related correspondence 


7906040225 RO 7Q-01 on 7B0105 inlet piping to safety relief valves was 
6-inch double extra strong. caus Ing inside diameter to be 
slightly smaller than throat diameter of valve Vendor 
evaluation rept due In Feb 

PAaiERNAKi R J Power Authority State of New York 78/01/05 Ip 


7906040222 Forwards LFft 78-008/03U-0 
LEONARD, J D Power Authority State of New York 70/03/08 Ip 


— 7906040237 LER 7Q-OO0/O3L-O on 780210 during normal plant operation* 
smoke emanated from supply breaker for 13HQV13i reactor care 
overload Caused fay electrical overload Damaged parts 
replaced 

P0DUTKIEWICZ,B Power Authority State of New York 78/03/09 Ip 
Available at NRC nrc 


7906040305 Provides OE analysis & safety revieu results concerning 
potential RQ 78-01 ro nuclear boiler safety reliof valve 
p Ip ing. Analys is concludes that piping does not compiomise 
safe operation of facility 

LEONARD, J a Power Authority State of New York 70/03/29 2pp, 


7906040276 Forwards LER 70-059 /03U 

LEONARD, J D Pooer Authority State of New York 78/08/30 ip 


— 7906040380 tER 7B-039/03L-0 on 780005 primary containment pressure 
suppressi-on pool level exceeded Tech Specs limit by two 
inches Caused by operator failure to Isolate RHR sys 
from keep-full subsys 

CHILDa.W V Power Authority Stake of New York 78/08/30 Ip 


7906040313 LER 78-040, numb er not used 

* Power Authority State of New York 79/03/29 Ip 


7906080231 Forwards LER 79-026/03L-0 

LEONARDf J D Power Authority State of New York 79/06/05 tp 


7906110143 Forwards IE Bulletin 79-10, "Requal I f icatlon Training 
Program Statistic* " Written response required 
ORIERrB H Region t. Ph I ladelph ia, Office of the Director 
79/05/11 ip 


7906260136 Forwards IE Info Notice 79“t2. "Attempted Damage to New Fuel 
Aseemb I l«s, " 

ORiCRrB H Region 1. Ph 1 ladelph ia, Office of the Director 
79/05/U ip 


7906000098 Forwards IE Circular 79-00, "Attempted Extortion - tow 
Enr iched u, " 

ORIERiB H Region 1, Philadelphia. Offtes of the Director 
79/08/18. Ip 


7906290743 Retpqndp to IE Bulletin 79-09 re GE Type AK-2 circuit 
breakers. Four AK-2A-308 it fifteen AK-2A-25 braakers 
Installed In 600 Volt emergency power sys. Provides specific 
functions of breaker*, 

LEONARD, J. D Power Authority State of New York 79/03/18 4pp, 


—7906080233 LER 79-026/03L-0 on 790507 radwasbe bldg exhaust fan 
69-FN-3A did not trip per Hl-Hi radiation signal Caused by 
eiisadjustad position switch associated w/discharg* damper 
Switch linkage adjusted 

CKlLDSi Irl V Pouer Authority State of New York 79/06/05. 2pp 


7906150273 Forwards LER 79 t*027/03L-0 

LEONARD. J.D Power Authority State of New York 79/06/12 Ip. 


—7906150270 LER 79-027 /03L-0 On 790514 instrument 02-3-LI8-72D trlppsd 
minus 47 3 inches, Instrument retal Ibr. than replaced Nsekl-y 
testing uilU continue to assure good performance 
CHlLDSibl </ Power Authority State of New York 79/06/12 2pp 


7906180363 Forwards LER 79-023/03L-0 

LEONARD, -J. D. Power Authority State of New York 79/06/13 tp 
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-7^061008*7 LEH 7‘?-02a/03t.-0 on 790817 durlnj cold ihotdoun. Uvel 
Instrument of carbon dtoxide storage sgs uas out of callbr 
Caused bg procedural error Instrument racallbr ^ 
satlsf ac tor 1 Ig tested 

CHILDSrU V Power Authoritg State of New York 79/03/17 2pp 


9Obl0O474 Forwards LEfi 79-032/OaL-O 
LEDNARD, J D Power Authority State of New York 79/06/15 Ip 


-7906180482 LER 79-032/03L-0 on 790519 sequencing timer associated 
u/total flooding carbon dioxide sgs not functioning 
properly Cause not stated Sequencing timer cams adjusted 
CHILDSi N V Power Authority State of Now York 79/06/13 2pp < 


'906180574 Forwards LER 79-030/03L-0 
LEGNARDdJ 0 Power Authoritg State of New York 79/06/15 Ip 


-7906180580 LER 79-oaO/03L-0 on 790518 during cold shutdowni test point 
was discovered in error Caused bg deviations (n conduction 
of surveillance test procedures F-I8P-89 Procedure was 
immediately correted 6 surveillance complete 

CHILDS. W V Power Authoritg State of New York 79/06/15 2pp 


906190271 Forwards LER 79-029/03L-0 
LEONARD. J 0 Power Authoritg State of New York 79/06/15 Ip 


-7906190273 LER 79-029/03L-0 on 790318 during snubber Insp. 14 snubbers 
required same work 6 six snubbers were determined to be 
potentially inoperable Snubbers removed ^ tested Two 
snubbers failed test were declared inoperable 
CHILDS, H V Power Authoritg State of New York 79/06/15 2pp 


906190410 Forwards LES 79-031 /03L-0 
LEONARD,!^ D Power Authoritg State of New York 79/06/15 Ip 


-7906190414 LER 79-031 /03L-0 on 790319 fire door between north fc south 
emergency switch gear rooms failed to close on automatic 
signal Door & closing mechanism lubricated adjusted 
CHILDS. N V Power Authoritg State of New York 79/06/15 2pp 


906250274 Forwards UER 79-033 /03L-0 
LEONARD, J L Power Authority State of New York 79/06/20 ip 


-7906230277 LER 79-033/03L-0 on 790524 during review of plant sys, 
determined that reactor bldg cooling sgs supply return 
lines to drgwell equipment drain sump did not have seismic 
stress analysis performed Uncertain if it is required 
CHILDS, W U Power Authoritg State of New York 79/06/20 2pp 


906250260 Forwards LER 79-034/03L-0 
LEONARD, U D Power Authoritg State of New York 79/06/21 Ip 


-7906230270 LER 79-034/03L-0 on 790331 data sheets associated 
w/instrument surveillance procedures F-ISP-4 3 had not been 
revised as part of procedure revision which changed 
instruments calibr range Personnel reinstructed 
CHILDSiW V Power Authority State of New York 79/06/21 2pp 


906250273 Forwards LER 79-035/03L-0 
LEONARD, J D Power Authority State of New York 79/06/21 ip 


-7906250276 LER 79-035/03L-0 on 790607 suction pressure switch 
13P8-67A found to trip at 15 7 Inches of mercury Pressure 
switch recallbr Sc operations verified bg completing 
surveillance procedure F-I8P-14-1 

CHILDS, N V Power Authority State of New York 79/06/21 2pp 


OCKET 50-334 HEAVER VALLEY POWER STATION, UNIT I 


Adjudicatory correspondence 


906070330 Amend to PA Public Utils Commission 790402 petition to 
Intervene U request for hearing Certificate of Svc end 
LEVIN, J A Pennsylvania, State of 79/04/10 5pp 


General corresponif ence 


706230047 Responds to 790313 Itr re shutdown of five nuclear power 
plants because of seismic concerns Seismic design was not in 
accord w/accepted engineering practice Failed piping could 
cause LQGA Plant review 1% being expedited 

DENTON, H R Qfflca of Nuclear Reactor Regulation 79/05/09 Ip 


'79Q62300S0 Expresses concern re shutdown of five reactors for seismic 
reasons Suggests action assures energy crisis U. that plant 
overhaul more appropriate during refueling shutdown Benefits 
of nuclear power outweigh seismic risks 
aiHpaON,R E Affiliation Unknown 79/03/13, 2pp 


7906210418 Responds to 790319 Itr re NRC 790313 orders to shut down 
five nuclear power plants NRC prefers to review situation in 
expedited disciplined manner, to return plants to operation 
w/no threat to public health t safety 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/16 2pp 


— 7906210424 Comments on NRC capricious & cavalier acts Requests 
immediate reversal of unwise decision to shut down five 
plants Suggests more rational approach to improbable safety 
concerns In future 

MARCUS. OH Affiliation Unknown 79/03/19 2pp 


7906270008 Responds to 790314 Itr re 790313 order shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake lones end 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


/906270020 Responds to 790331 Itr re 790313 order shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-i elated piping Maps of 
northeastern US earthquake tones end 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270028 Comments on 790313 orders shutting down five northeastern U3 
nuclear power plants Requests investigation into actual 
probability of major seismic activity in this region 
HERRIMAN.C P Affiliation Unknown 79/03/31 2pp 


7906270035 Responds to 790403 Itr re 790313 orders shutting down five 
nuclear plants pending review of analysis techniques used in 
seismic design of saf etg-re lated piping Maps of northeastern 
US earthquake tones ancl 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


— 7906270042 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Actions poorly reasoned 
FULLER. MR Af f 1 1 i a 1 1 on Unk nowri 79/04/03 3pp 


7906270053 Responds to 790321 Itr re 790313 orders shotting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of saf etg-rolated piping Maps of 
northeastern US earthquake tunes end 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


—7906270036 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Economic consequences for Maine, as well 
as power shortages, overr Ide slim prospect of earthquakes 
Plants should be reopened ■ 

SULLIVAN, J F Affiliation Unknown 79/03/21 tp 


7906270060 Responds to 790327 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techlquos 
used in seismic design of saf e tg-related piping Maps of 
northeastern US earthquake tones end 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270066 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants NRC should re-avaluato Its anti-nuclear 
attitudes 

QUIMBYiL Affiliation Unknown 79/03/27 Ip 


7906270069 Responds to 790323 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of saf ety-re lated piping Maps of 
northeastern US earthquake tones end 

DENTON.H R Office of Nuclear Reactor Regulation 79/03/17 3pp 


--7906270073 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Plants should be reopened Immediately, 
due to economic prospects of plant closings 
SAUNDERS. J A Affiliation Unknown 79/03/23 Ip 


7906270076 Responds to 790322 Itr to President re 790313 orders 
shutting down five nuclear power plants pending review of 
analysis techniques used in seismic design of saf ety-related 
piping Maps of northeastern U8 earthquake zones end 
DENTON, H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270080 Responds to 790320 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used In seismic design of safety-related piping Maps of 
northeastern U8 earthquake zones end 

DENTQNrH R Office of Nuclear Reactor Regulation 79/03/17 3pp 


7906270067 Responds to 790315 Ifcr re 790313 orders shutting down five 
nuclear power plants pending reaview of analysis techniques 
used in seismic deting of safety-related piping Maps of 
northeastern U8 earthquake zones end 

DENTQNrH R Office of Nuclear Reactor Regulation 79/03/17 3pp 
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•7906270091 Comments on 790313 orders shutting doun five northeastern US 
nuclear pouer plants Decision was extremely i I l-concelvod 
MCOONAGLEf W F Affiliation Unknown 79/03/13 ip 


7906270093 Responds to 790317 Itr re 790313 orders shutting down five 
nuclear pouer plants pending review of analysis techniques 
used in seismic design of safety-related piping Haps of 
northeastern US earthquake zones end 

1>ENT0N#H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270099 Commants on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was extremely lU-conceived 
MAR RLE f M W Affiliation Unknown 79/03/17 ip 


7906310433 Responds to 790314 Itr re NRC 790313 orders to shut down 
five nuclear power plants NRC prefers to review situation in 
expedited t disciplined manneri to return plants to 
operation u/no threat to public health & safety 

DENTONtH R Office of Nuclear Reactor Regulation 79/03/21 5pp 


— 7906210441 States that NRC overreacted In closing five nuclear plants 
Comments on impact of NRC action W/79031S forwarding Itr tp 
JH Hendrie re shutdown of plants 
HENRY, T P Affiliation Unknown 79/03/14 2pp 


J Insurance & indemnity Information 


79060102S3 Forwards executed Amend 5 to Indemnity Agreement 0-73 

7906270109 Responds to 790314 Itr re 790313 orders shutting down five CHRI3TNERiR 8 Duquesne Light Co 79/05/29 3pp 

nuclear power plants pending review of analysis techniques 
used in seismic destngn of safety-related piping Haps of 

northeastern US earthquake zones end P Operating license stage documents & correspondence 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/17 Gpp — 


7906270119 Responds to 790322 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic desing of safety-related piping Maps of 
northeastern US earthquake zones end 

DENTON, M R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7904130312 Discusses 790301 tslcon ui/utiL 6 StiU NRC requested copy of 
PIPESTRES8 computer code to compare u/NUPIPE SLW stated 
policy of not releasing codes or calculations Meeting on 
790300 for GMt to bring PIPESTRESS to NRC for review 
NtGOtNTON, D Operating Reactors Branch 1 (Pre 790625) 79/03/26 

Ip 


7906270124 Responds to 790324 Itr re 790313 orders shutting down five 
nuclear powei plants ponding review of analysis techniques 
used in seismic design of safety-related piping Haps of 
northeastern US earthquake lonos end 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270132 Responds to 79031/ lti re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeaitern U8 eai thquake zones end 

DENTDNiH R Office of Nuclear Reactor Regulation 79/05/17 Gpp 


— 7906270135 Comments on 790313 orders shutting down five northeastern U3 
nuclear power plants Decision was poorly timed 
economically ill-conceived 

KQVLQVRIS, 0 E Affiliation Unknown 79/03/17 Ip 


79Q6270143 Responds to 790313 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Haps of 
northeastern US earthquake zones end 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906270151 Responds to 790322 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used In seismic design of safety-related piping Maps of 
northeastern US earthquake zones enct 

DENTON. M R Office of Nuclear Reactor Regulation 79/05/17 3pp 


— 7906270155 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was i ll-concelved, considering 
current energy crisis 

KRETZBCHMARi W Affiliation Unknown 79/03/22 Ip 


7906270263 Responds to 790323 Ur re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of safety-related piping Maps of 
northeastern US earthquake zones end 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/17 Gpp 


7906130026 Delineates criterion to develop plant-specific info 
packages on site visits 

RUSSELL, U T Office of Nuclear Reactor Regulation 79/04/11 2pp 


7906010280 Summary of 790411-12 meeting w/util in Boston. HA re 

status of reanaiysls efforts ii review of packages completed 
to date 

NIOOINTDN, D Operating Reactors Branch I (Pre 790625) 79/04/20 

6pp 


7906160060 Requests withdrawal of solid radioactive waste packaging QA 
program, submi tted 790216 Approves operational OA program 
DUNN, C N Ouquesne Light Co 79/06/07 Ip 


7906260176 Summary of 790512 meeting w/util re auxiliary feedwater sys 
U related areas 

0LGHAN,L N Operating Reactors Branch t (Prs 790625) 79/05/15 

5pp 


7906250091 Forwards memos discussing B McDermott concerns re shutdown 
of 0&N plants 

ROSS, D F Division of Project Management 79/05/17 Ip 


— 7906250101 Requests assessment of safety of continued operation of 
reactor based on performance of relief safety valves, 
performance of HPl pumps, re 1 iab i 1 Ity of auxiliary feedwater 
core cooling In natural circulation 
ROSS, D Division of Project Management 79/05/0B 2pp 


— 7906250106 Discusses safety assessment of Bt'N plants, in response to 
790508 memo B^W plants should be shut down until reanalysU 
has been completed re core cooling in natural circulation, 
small break LOCAs 6 ECCS 

MCDERMOTT, R J Quality Assurance Branch 79/05/14 7pp 


— 7906250112 Discusses B McDermott 790514 memo re eafety of S&VJ plants 
Disagrees w/0 McDermott position favoring shutdown 
HAASS, WP Quality Assurance Branch 79/05/15 2pp 


— 7906270264 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was economically 
i n-concei vfld, 

DEHEULLE, E H Affiliation Unknown 79/03/23 4pp 


—7906250114 Discusses B McDermott 790514 memo re safety of BWf plants 
Disagrees w/0 McDermott position favoring shutdown. 

8K0VH0LT, D J Assistant Director for Quality Assurance & 

Operations 79/05/15 2pp 


7906270265 Rasponds to 790315 Itr re 790313 orders shutting down five 
nuclear power plants pending review of analysis techniques 
used in seismic design of saf «ty-r e lated piping Maps of 
northeastern U3 earthquake zones enc I 

DENTQN,H R Office of Nuclear Reactor Regulation 79/05/17 3pp 


7906060069 Response to FOIA request for documents re discrepancy 
between results of original piping analysis for seismic 
stresses llnfo partially denied documents w/NRC opinions 
^ recommendations (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 79/05/21 3pp. 


— 7906270266 Comments on 790313 orders shutting down five northeastern US 
nuclear power plants Decision was overprotect Ive act 
KATZENSTEIN, R L Affiliation Unknown 79/03/15 2pp 


7906270267 Responds to 790325 Itr re 790313 orders shotting down 
nuclear power plants pending review of analysis techniques 
used in seismic design of saf ety-re lated piping Maps of 
northeastern US earthquake zones end 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/17 


five 


3pp 


— 7906060109 Requests info re history of plant water hammer 4< pipe 
vibration problems 

OILIN8KY, V Commission 79/03/13 Ip 


— 7906060118 Discusses plant water hammer & pipe vibration history, in 
response to Commissioner Oillnsky 790313 memo 

DENTQN, K R Office of Nuclear Reactor Regulation 79/03/15 ip 


7906060127 Discusses discovery of error in plant seismic design i 

subsequent NRC decision to shutdown five nuclear power 
plants 

01LIN8KY, V Commission 79/03/19 3pp 
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706D90292 Responds to NSC 790516 Itr Foruards amplified response 
spectra based an soil structure interaction Details result 
of analysis of small strain valves of plus or minus 50'A 
DUNN.C N Dunuesne Light Co 79/05/23 45pp 


— 7906070239 Notice of violation from map on 790212-16 

« Region t» Ph i ladel ph ia» Office of the Director 79/03/14 

Ip 


906290550 Notification of 790524 meeting u/utll S«<W to discuss 
response spectra to be used in facility pipestress 
reanaly sis 

WIGOINTON^ D Operating Reactors Branch 1 (Pre 790623) 79/05/23 

2pp 


— 7906070244 1£ Insp Ropt 30-344/79-04 on 790212-16 None omp 1 lane c noted 
failure to maintain records of surveillance testing 
BECKKANfDA Region I, Ph i ladelph la# Office of the Director 

KEIHlO.R R Region 1. Ph i ladelph ia^ Reactor Operations Nuclear 

Support Branch 79/03/13 2Ipp 


706250070 Discusses use of soil structure interaction for seismic 
pipe stress analysis being performed Methodology may 
be used provided seismic stresses calculated are increased 
by factor of 1 2 

ElSENHUTrD O Assistant Director for Systems Engineering 79/05/23 
2pp 


706150312 Discusses present status of piping sys reanalysts Reanalysia 
complete be tuo hydraulic snubbers installed No pipe is 
Qverstressed in event of safe shutdouin earthquake Rept 
supporting 790706 request to be submitted by 790616 
WOOLEVER^E J Duquesne Light Co 79/06/11 3pp 


906200155 Feruards SbW rept on "Boll-Structure Interaction in 
Development of Amplified Response Spectra." In response to 
NRC 790313 order to show cause 

WOOLEVER.E J Duquesne Light Co 79/06/M ip 


7906120156 Forwards IE Info Notice 79-11. "’Lower Reactor Vessel Head 
Insulation Support Problem No action required 
GRiERiB H Region 1. Ph 1 ladelph la. Office of the Director 
79/03/07 2pp 


79061 10120 Forwards IE Bulletin 79-10, '"Requa 1 1 f i ca fc t on Training 
Program Statistics Written response required 
GRIER, 0 H Region I, Philadelphia, Office of the Director 
79/05/1 i ip 


7906260101 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

CRIER, R H Region 1, Philadelphia, Office of the Director 
79/03/11 Ip 


7906290790 Requests response date to IE Bulletins 78-12,78-126 tf 
76-120 be changed to 790702 
DfNN. C N Duquesne Light Co 79/05/11 Ip 


-7906200156 "Boi l-Biruc t ure Interaction in Development of Amplified 
Response Spectra 

« Stone t Webster, Inc 79/06/11 203pp 


7906210131 Forwards "Rept on Reanalysis of Safety-Related Piping 8ys' 
Requests mod of 790313 order for shutdown to permit 
operation until refueling Certificate of Sve end 
DUNN. C N Duquesne Light Co 79/06/19 3pp 


—7906210132 "Rept on Reanalysis of Safety-Related Piping Sys 
* Stone i Webster. Inc 79/06/13 22Spp 


79062S0351 Submits info requested by NRC on 790525 re design, 
fabrication history, preservice/inservice Inspec 8- operating 
history of facility feedwater lines 
DUNN.G N Duquesne Light Co 79/06/20 4pp 


0 Inspection reports. IE Bulletins 8, correspondence 


7906260153 Forwards IE Insp Rept SO-334/79-03 on 790208-0327 No 
noncompliance noted 

CARLSONiR T Region 1. Philadelphia. Reactor Construction it 

Engineering Support Branch 79/04/20 2pp 


7906270196 Forwards response to Item 13 per Revision t of IE Bulletin 
79-06A Only Tech Spec V design change necessary is mod to 
pressurizer safety injection logic 
DUNN.C N Duquesne Light Co 79/03/17 2pp 


7906080079 Forwards IE Circular 79-08, "Attempted Extortion - Lou 
Enriched U " 

ORIER. B H Region 1. Ph i ladelph la. Office of the Director 
79/03/ie tp 


7906290746 Responds to IE Bulletin /9-10, “Requa 1 1 f icatlon Training 
Program Statistics " Forwards util requal i f icatlon training 
program statistics 

DUNN.C N Duquesne Light Co 79/05/23 3pp 


7906100601 Responds to IE Bulletin 79-Ot Light switches have been 
replaced Safety-i elated electrical equipment is qualified by 
Itr of compliance, test repts tt analysis of equipment 
Tech Specs available in Central Files only 
DUNN.C N Duquesne Light Co 79/06/14 2pp 


R Periodic operating reports h related correspondence 


790626016S IE Insp Rept 50-334/79-03 on 790208-0327 No nencompl lance 
noted Major areas inspected soll-boring V testing program 
in area of station turbine bldg 

EBNETER.S 0 . VARELA. A A Region 1. Ph i ladelphla. Office of the 
Director 79/04/20 Spp 


7906110011 Forwards IE Bulletin 79-05D, "Nuclear Incident at 
TMI-8uppl "' No written response required 

GRIER, B K Region 1. Phi ladelph la. Office of the Director 
79/04/23 f p 


7906130134 Forwards response to IE Bulletin 79-06A Procedural changes 
training planned for completion prior to facility 
s bartup 

WQQLEVER.E J Duquesne Light Co 79/04/30 tOpp 


7906100299 Responds to IE Bulletin 77-04. "Incorrect Weights for Swing 
Check Valves Kfg by Velan Engineering Corp " Analysis of 
26 valves for potential overstress is in progress 
WODLEVER.E J Duquesne Light Co 79/04/30 Ip, 


7906070231 Act receipt of 790403 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 30-334/79-04 
BRUNNER. E J Region 1. Phi ladelph ia, Reactor Operations Nuclear 

Support Branch 79/09/04 Ip 


— 7906Q70235 Responds to NRC 790314 Itr re violation noted In IE Insp 
Rept 50-334/79-04 Corrective actions reviewed test data for 
missing documents 8( submitted info to Onsite Safety 
Committee 

DUNN.C N. Duquesne Light Co 79/04/05 2pp 


—7906070236 Forwards IE Insp Rept 50-334/79-04 an 790212-16 notice of 
violation 

BRUNNERiE U Region 1. Ph i ladelphla, Reactor Operations Nuclear 

Support Branch. 79/03/14, 2pp 


7906010152 Forwards Jan 1979 Natl Pollution Discharge Elimination Sys 
monthly repts. as submitted to PA Dept of Environ Resources 
MOaRC. G W Duquesne Light Co 79/05/29 I4pp 


7906050275 Forwards pages 243 V 244 V revised table of contents to be 
added to "'Annual Environ Rept 1978. Nonrad to log ical, Vol I," 
previously forwarded on 790326 Pages summarise use of 
herb icldes 

DUNN.C N Duquesne Light Co 79/05/30 7pp 


7906120325 Forwards monthly operating rept for May 1979 
MOORE, G W Duquesne Light Co 79/06/08 ip 


—7906120328 Monthly operating rept for May 1979 
TIMKO.D R Duquesne Light Co 79/06/06 4pp 


S Reportable occurrences, LERs 8i related correspondence 


7906040245 Forwards LER 70-001/040 

WERLlNGrJ A Duquesne Light Co 70/01/16, tp. 


— 7906040249 LER-78-00 1/040 on 771025 reporting level in ETS for gross 
beta particles was reached or exceeded 771003-10 Caused by 
Chinese bomb fallout No corrective action appropriate 
MERLINQ. J A Duquesne Light Co 78/01/16 2pp 


7906260397 RO on 790610 radiographs taken on 790615-16 18 of three 

steam generator non le-to-f eeduater Inlet piping wolds 
showed cracking present in three Inlet pipes Addl info 
corrective action will be provided in followup rept, 

WERLINO.J A Duquesne Light Co 79/06/19 2pp 


7906290328 Forwards UERs 79-009/O3L-0 V 79-013/03L-0. 
WERLINOjJ a, Duquesne Light Co 79/06/21, 2pp 
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790&290333 LER 79-009/03L-0 an 790320 during *urvaUUnc« t; 0 $t.diesBi 

ge-nerator 1 output breaker failed to close upon actuation of 
control switcJ^ Cause of inoperable breaker unknown Operators 
reinstructed In test circuit surveillance increased 
WERLINOi J A Du<iuesne Light Co 79/06/21 Ip 


-“-“79'06290339 LER 79-0l3/03L~{) on 790522 during surveillance of control 
room habitabilitg sgsi pressure regulators for control room 
prassur 1 lat ion were found cycling Caused by improper calibr 
Controls tuned L procedure revised 
WERLINO, J A Duqoesne Light Co 79/06/21 Ip 


DOCKET SO-333 ST LUCIE PLANT, UNIT 1 


•J Insurance indemnity information 


79-06190419 Forwards Endorsements 25 26 to MAELU Policy HF-BQ 

DUCK* J R Marsh HcLenon, M ^ H Nuclear Consultants, Inc Div 
79/06/12 3pp 


M Antitrust correspondence 


7906040410 Response of util in opposition to Fl Cities' motion for 
antitrust hearing f/ motion for consolidated hearings 
Certificate of Sve end 

BQUKNIOMTrJ A Louiens te i n, Newman, Re i s, Ax e Irad & Toll 79/04/13 
3pp 


P Operating license stage documents correspondence 


7906050019 Responds to 700319 Itr requesting ref to specific QA 
program used to meet requirements of 10CFR71 SI Revision 
a to topical OA rept is in effect for Turkey Point FSAR QA 
program is in effect for St Lucie 

UHRlOrR E Florida Power Light Co 79/04/23 Ip 


790S250210 Summary of 790425 meeting w/C-E re natural circulation 
capability for C**E plants 

TTHADANLA C Reactor Systems Branch 79/05/02 43pp 


7906120025 Notifies that reponse to IE Bulletin 79-04 re Velan swing 
check valves will be submitted by 790SG1 
UHR10,R E Florida Power Light Co 79/05/02 tp 


7903230007 Forwards summary of 790301 meeting w/C-E re natural 
circulation conditions in C-E operating reactors 
THADANIrA C Reactor Systems Branch 79/05/09 ip 


7906050307 Forwards C-E proprietary rept "Control Element Assembly 
Oulde Tube Eddy Current Testing " Forwards AE Sherer 
affidavit attesting to proprietary nature of rept 
UHRiCfR C Florida Power U Light Co 79/05/23 9pp 

7906090315 Notifies of reduction in allowable peek linear heat rate in 
accordance w//9i>526 V 27 tolcon w/P Erickson Reduction 
necessitates change in Tech Specs Revised figures end 
l^MRIGrR E Florida Power Light Co 79/05/30 4pp 


7906200410 Submits proposed change to roqual If icatlon program procedure 
0009720 re test scores on annual exams Requests response to 
implement change 

rrNCHER*P L , WETHYiC M Florida Power U Light Co, 79/09/31 Ip 


7906220309 Forwards requested info re feedwater lino design 6 
fabrication history 

UHRIOrR E Florida Power Light Co 79/06/20. 4pp 


7906230002 Ac k raoaipt of 790501 itr informing NRC of steps taken to 
correct vinlatio-n* noted in IE Imp Rept 50-333/79-06 
LEN 1 S,R C Ftepion 2. Atlanta, Reactor Operations Nuclear Support 

Branch 79/05/07 Ip 


—7906230006 Responds to NRC 790404 Itr re violations noted in IE Inap 
Rept 90-333/79-06 Corrective actions safety evaluation 
conducted ^ procedure reviewed 6 determined satisfactory 
UHRIO/R E Florida Power 6 Light Cq 79/05/01 3p p 


— 7906230000 Foroiards IE Insp Rept 50-335/79-06 on 790212-16 U notice of 
Violation 

LEWIS.R C Region 2r Atlanta, Office of the Director 79/04/04 

2pp 


— 7906230010 Notice of violation from ihsp an 790212-16 

» Region 2, Atlanta, Office of the Director 79/04/03 Ip 


— 7906230013 IE Insp Rept SO-335//9-06 on 790212-16 No nc omp I lane e noted 
failure to complete written safety evaluation of mod to sys 
described In FSAR 6 failure to review U approve malnt retest 
procedure 

WEHBTER, E K . CANTRELL, F S Region 2. Atlanta, Reactor 

Operations Nuclear Bgpport Branch 79/04/03 7pp 


7906180103 Ack receipt of 790410 Itr informing NRC of steps taken to 
correct vtala.biofis noted in IE Insp Rept 50-335/79-07 
KENNA, W B. Rogion 2, Atlanta, Bafeguards Branch 79/05/09 Ip 


— 79061B0195 Responds to NRC 790323 Itr re violations noted In IE Inep 
Rept 50-333/79-07 Corrective actions withheld <ref 
10CFR2 7901 

UHRIO,R E Florida Power t< Light Co 79/04/18 Ip 


—7906100205 roruiards IE Insp Rept 50-333/79-07 an 790122-26 Notice of 
violation uiitihheld (ref 10CPR2 790) 

O'REILLY, J F* Region 2, Atlanta, Office of the Director 

79/03/23 2pp 


—7906180232 IE Iftsp Rept 30-333/79-07 on 790122-26 Noncomp 1 i anc o noted 
lax securittj Details withheld (rof 10CFR2 790) 
nCOUIREiD R Region St Atlanta, Office of the Director 

BEBECKERfK H , LONO, F J Region 2 , Atlanta, Safeguards Branch 

79/03/13 «Jpp 


/9062S0432 Forwards IE Info Notice 79-12, "Attempted Damage to Now Fuel 
Assemblies '• 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/05/10 Ip 


7906110063 roruards IE Bulletin 79-10, "Requal If Ication Training 
Program Statistics " Written response requirod 
O'REILLYiJ P Region 2, Atlanta, Office of the Director 

79/03/11 ip 


7906260293 Respancis to IE Bulletin 79-09 re OE Model AK-2 circuit 
breaker Work ardei issued to perform checks described 
in OE 9vc Advice Ltr 175 tn checks will be iheorporatad into 
switchgear maknt procedure 

UHRIOiR E Florida Power Light Co 79/03/22 tp 


O 


Inspection reports, lE Bulletins 


fn correspondence 


7906130434 Responds to IE Bulletin 79-03, Status rept re Youngstown 
Welding k Engineering Co pipe will be sent no later than 
790S31 

UHRlOrR E, Florida Power k Light Co 79/04/17 Ip 

7906050431 Ack receipt of IE Bulletins 79-06 t- 79-06D Forwards 
responses to 79-060 k procedures identified for review 
UH«r<S,R, E Florida Power k Light Co 79/04/24 9pp 


7906250372 Forwards 1C Insp Rept 50-333/79-09 on 790321-23 No 
noncompl lance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/04/24 2 pp 

—7906230375 IE Insp Rept 30-333/79-09 on 790321-23 No noncompliance 
noted. Major areas inspected steam generator cleaning 
program, nonrogtlne event rept program, p lent procedures, IE 
bulletins & notices 8 t open items. 

CANTRELL, F. B, r WEBSTER, E, H. Region 2, Atlanta, Reactor 
Operations Nuclear Support Branch, 79/04/23 7pp 
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790&180S54 Forward* LER 79''0t7/03L-O 

SCHMIDTiA D Florida Pomer fc Light Co 79/06/07 fp 


—7906180535 LER 79“017/03L-0 on 790S09 IS charging pump casing block 
contained sesreral intsrnal crack* cantered around pressure 
chambers Caused bg suction cavitation resulting in 
vibration Pump block replaced 

SCHGPPMAN.M A Florida Power L Light Co 79/06/07 2pp 


*»9061fi0537 Forwards LEft 79-0ia/03L-0 

SCKMIDTfA D Florida Power U Light Co 79/06/07 Ip 


—7906180553 LER 79''0l 0/O3L-O on 790308 during routine diesel generator 
malnt< va i ves installed on engine crankcase oil drain line 
prior to performance of written safety evaluation Caused by 
failure to follow procedures 

gCHQPPMAN, M A Florida Power It Light Co 79/06/07 Ip 


— 7906270259 Safety evaluation supporting Amend 52 to License DPR“65 
» Operating Reactors Branch 4 iPre 790625) 79/05/12 6Qpp 


—7906270260 Notifies that mg t performance is adequate ^ responsive to 
NRC concerns No outstanding insp items are related to safe 
operation of plant at stretch power level 

KLINOER.O R Division of Reactor Operations Inspections 
79/02/09 ip 


— 7906270261 Notice of issuance & availability of Amend 52 to License 
DPR-65 

REIDiR M Operating Reactor* Branch 4 (Pre 790623) 79/03/13 

3pp 


7906290033 Summary of 790S11 meeting u/util 4- Bechtel re auxiliary 
feedwater sys U related areas 

CONNER I E L Operating Reactors Branch 4 (Pro 790623) 79/05/21 

4pp 


U Congressiona l/Eiecutlve Correspondence 


790-6260586 Provides addl info re D Browning info request concerning FL 
nuclear power situation Discusses wastes produced by FL 
p iantsi ef f luents released^ 6 consequences of possible 
acc ident 

OQSSICK<L V Qffice of the Executive Director for Operations 
79/05/17 3pp 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION. UNIT 2 


1 Plnancla 1 information 


7906200374 Forwards annual financial repts for owner-licensees 
O'CONNORiL A Northeast Utilities 79/06/13 3pp 


—7906200375 Annual Financial Rept 1970 

a Uestarn Massachusetts Electric Co 79/12/3J i7pp 


—7906200376 Annua I Financial Rept 1978 

e Hartford Electric Light Co 79/12/31 21pp 


—7906200377 Annual Financial Rept 1970 

a Connecticut Light tr Power Co 79/12/31 2lpp 


J Insuranca h indemnity information 


7906190293 Forwards Endorsements 54 6 55 to MAELU Policy MF-52 
CONMELLfT Northeast Nuclear Energy Co (Northeast Utilities) 
79/06/12 3pp 


7906260091 Forwards Endorsements 79 ^ 60 to AN! Policy NF-173 
SEGER.RM Northeast Utilities 79/06/21 Ip 


P Operating license stage documents 4i correspondence 


7906230305 Forwards Mar 1979 'Thermal Plume Study 
CQUNSILrW ^ Northeast Utilities 79/04/10 Ip 


—7906250306 Thermal Plume Study," Mar 1979 
» Northeast Utilities 79/03/31 350pp 


7903250210 Summary of 790423 meeting u/C-E re natural circulation 
capability far C-E plants 

THADANIiA C Reactor Systems Branch 79/05/02 43pp 


7905230087 Forwarde summary of 790501 meeting w/C-E re natural 
circulation conditions in C-E operating reactor* 

TNADANIrA C Reactor Systems Branch 79/05/09 Ip 


7906230062 Forwards question* tn comments re inservice testing program 
confirms 790523-24 meeting Request* formal response by 
790625 

RElDiR W Oparating Reactor* Branch 4 (Pre 790625) 79/OS/lt 

7pp 


7906270257 Forwards Amend 52 to License DPR-65« safety evaluation Si 
notice of issuance Si availability 

REIDrR N Operating Reactors Branch 4 (Pre 790625} 79/05/12 

5pp 


— 790627025B Amend 52 to License 0PR-6S authorizing Cycle 3 operation at 
2f 560 mu u/mo-difted guide tubes for control element 

assemblies 

RElDiR N Operating Reactors Branch 4 (Pre 790625) 79/05/12 

Q3pp 


7906050314 Proposes that min of two licensed reactor operators be 
stationed in main control rooms at all times, one of whom has 
direct responsibility for feedwater sys 
COUNSILrM 0 Northeast Utilities 79/03/31 2pp 


7906120339 Forward* addl info re C-E sleeved control element assembly 
guide tubes Data indicates that fuel assemblies remain 
acceptable for Cycle 3 operation 

COUNSIL.W G Northeast Utilities 79/06/06 7pp 


7906210198 Forwards info in response to V SteUo 790525 request re 
design fabrication history U insp of feedwater lines Sys 
meets code requirements U can continue to operate safely 
COUNSiLiN O Northeast Nuclear Energy Co (Northeast Utilities) 
79/06/18 27pp 


Q Inspection reports* IE Bulletins f/ correspondence 


7906010043 Forwards IE Insp Repts 50-845/70-41 4- 50-336/70-30 on 
701106-1207 No noncompliance noted 

BRUNNERiE J Region 1* Ph i ladelphia* Office of the Director 
79/03/2 i 2pp 


—7906010047 (E Insp Repts 50-245/70-41 4* 50-336/70-38 on 791106-1207 NO 
noncompliance noted Major areas Inspected accessible 
portions of Unit 1 reae tor* turb ine It radwaste bldgs*Unit 2 
auxiliary ft turbine bldgs 4* radiation protection 
SHEOLOSKYfJ T Region 1* Phi ladelph ia< Office of the Director 
MCCABEfE C Region 1* Ph 1 ladelph la* Reactor Operations Nuclear 

Support Branch 79/03/20 24pp 


7906090173 Forwards IE Insp Rept 50-336/79-05 on 790306-09 No 
noncompliance noted 

BRUNNER*E J Region 1* Philadelphia* Reactor Operalions Nuclear 

Support Branch 79/04/10 3pp 


—7906050103 IE Insp Rept 50-336/79-05 on 790306-09 No noncompliance 
noted Major areas inspected refueling preparations* 
containment integated leak rate test procedure outage 
maint 

HlOOtNB. J C . ORAHAMfP D Region 1* PhiUdelphia* Office of the 

Director CAPTHTQN* D L Region 1* Philadelphia* Reactor 

Operations Nuclear Support Branch 79/04/05 9pp 


7906040365 Responds to 790318 Itr re IE Bulletin 79-03* A8ME 8A-312 
stainless steel pipe manufactured by Youngstown Neldlng ^ 
Engineering Co Forwards info on piping in use 4( program for 
volumetric examination 

COUNBIL*H 0 Northeast Utilities 79/04/16 4pp 


7906260546 Forward* IE Insp Repts 50-245/79-04 «i 50-336/79-02 on 
790210-0316 No noncompliance noted 

BRUNNER*E U. Region 1* PhiUdelphia. Reactor Operations Nuclear 

Support Branch 79/04/16 2pp 


—7906260551 IE Insp Repts 50-845/79-04 «< 50-336/79-02 on 790210-0316 Ho 
noncompliance noted Major areas inspected accessible 
portions of Unit I reac tor* turbine li radwaste bldgs. Unit 2 
enclr auki 1 lary 4( turbine bldgs 

SHEDLQSKYiJ T , RAYMOND* M J , MCCABE, E C Region 1* 

Ph 1 ladelph ia, Reactor Operations Nuclear Support Branch 79/04/16 
22PP 

7906140520 Responds to IE Bulletin 79-01 re environ qual i f (cation of 
Class IE equipment Bolanold on safety-related valve in Unit 
2 containment not qualified Solenoid will be replaced before 
Cycle 3 operation 

C0UNSIL*H 0 Northeast Utilities 79/04/18 2pp 


7906110019 Forwards IE Bulletin 79~03B* "Nuclear Incident at 
THX-8uppt " No written response required. 

ORIERjS H Region 1* Philadelphia* Office of the Director 
79/04/23 Ip 
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7*?D602-0310 Responds ta IE Bulletin 7?-07 re seismic stress anali/ses af 
sef « ty-r elated piping 

€aUNSIL#W 0 Northeast Utilities 79/04/24 9pp 


7906080076 Responds to IE Bulletin 79~06I]i " Operational Errors & Sys 
Hiea 1 ignments Identified During TMI Incident “Emergency 
procedures have been revised to provide specific guidance! If 
voiding is Indicated bg check of reactor coolant sgs flow 
COUNSEL* M 0 Northeast Utilities 79/04/24 8pp 


7906270098 Ret^uests clarification of raiiulrement for ''Ver if icat inn of 
Operabi 1 itg" from IE Qullotln 79-06B 

WILLlAH3rF J Division of Project Management 79/04/27 Ip 

7906070412 Responds to IE Bulletin 79-04i "Incorrect Weights for Suiing 
Check Valves Mfg bg Velan Engineering Corp " Lists subj 
valves used in Seismic Categorg I piping sgs Investigation 
indicates no drawing discrepanc ies re valves 
COUNSEL, M G Northeast Utilities 79/04/30 2pp 


7906120128 Responds to IE Bulletin 79*'03 re longitudinal weld defects 
in ASME SA-312 stainless steel pipe Wolds found to be 
acceptable Response submitted per 790416 commitment 
COUNSEL, M 0 Northeast UbiUtios 79/03/03 2pp 


7906130200 Ack receipt of 790412 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Repts 30-245/79-03 
30-336/79-03 

SMITH,® H Region li Philadelphia! Fuel Facilltg Materials 

Safety Branch 79/03/03 Ip 


—7906150205 Responds to NRC 790320 Itr re violations noted in IE Insp 
Repts 50-243/79-03 V 30-336/79-03 Corrective actions 30-ft, 

6-lnch elevation immediately posted u/sign bearing 
radiation caution symbol 

COUNSIL,W 0 Northeast Nuclear Energy Co (Northeast Utilities) 
79/04/12 2pp 


—7906150209 Forwards IE tnsp Repts 50-245/79-03 & 50-336/79-03 on 
790218-15 V notice of violation 

SMITH, 0 H Region 1> Philadelphia, Fuel Facility ^ Materials 

Safety Branch 79/03/20 3pp 


-7906150210 Notice of violation from insp on 790212-15 

« Region i. Phi lade Iph la, Fuel Facility ^ Materials Safety 

Branch 79/03/16 tp 


—7906150213 IE Insp Repts 50-245/79-03 50-336/79-03 on 790212-15 

Noncompliance noted failure to post radioactive matls 
storage area as required 

VUHASi 0 P , CROCKER, H W Region I, Ph i lade Iph ia, Fuel Facility 

Materials Safety Branch 79/03/i6 6pp 


7906120176 Forwards IE info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
GRIER, B H Region li PhiUdelphia, Office of the Director 
79/05/07 2pp 


7906140524 Supplements 790507 response to IE Bulletin 79-07 
Oaf uty-related piping meets seismic sys criteria 
CDUNSIL, W 0 Northeast Utilities 79/05/07 Ip 


7906270137 Requests establishing requirement for core thermocouples per 
IE Duiiatin 79-06 

WILLIAMSrF J Division of Project Management 79/05/07 Ip 


7906290784 Responds to IE Bulletin 79-06B No Tech Spec changes required 
at present 

COUNSIL, W 0 Northeast Nuclear Energy Co (Northeast Utilities) 
79/05/10 IP 


7906110138 Forwards IE Bulletin 79-10. "Requa Ilf Ication Training 
Program Statistics " Written response required, 

ORIER,B,H Region tr Phi ladelph ia. Office of the Director 
79/05/11 Ip 


7906140277 Supplements response to IE Bulletin 79-07 Assessment 
revealed nitrogen addition sys 6 charging sys are in 
conformance w/high energy pipe break criteria specified In 
FSAR 

CQUN9IL, W G Northeast Nuclear Energy Co (Northeast Utilities) 
79/06/03 2pp 


7906130496 Responds to IE Bulletin 79-Oi. "Environ Oual i f 1 ca 1 1 on of 
Class IE Equipment " Second suppl to be submitted by 
791031 

CQUNSIL. W 0 Northeast Utilities 79/06/12 i7pp 


R Periodic operating reports 6 related correspondence 


7906120345 Forwards monthly operating rept for Hay 1979 
OPEKA, J F Northeast Utilities 79/06/08 Ip 


—7906120347 Monthly operating rept for May 1979 

SUDIGALA.S Northeast Utilities 79/06/07 5pp 


S Reportable occurrences. LERs 4- related correspondence 


7906040321 Forwards LER 79-014/03L-0 

FERLAND. E J Northeast Nuclear Energy Co (Northeast Utilities) 
70/07/14 Ip 


— 7906040323 LER 70-OI4/O3L-O on 780617 while performing monthly control 
element assembly surveillance testingi assemb ly 2 dropped to 
zero steps from 170 steps No component failures 
causing control element assembly to drop 

CROCKETT, J Northeast Nuclear Energy Co (Northeast UtllltiesI 
78/07/14 ip 


7706040293 Forwards LER 70-O23/O3L-O 

OPEKA. J F Northeast Utilities 73/10/13 Ip 


-7906040307 LER 70-O23/O3L-O on 7B09i2 during routine steady-state 
operation, spent fuel storage ventilation gaseous radiation 
monitor failed low Caused by shorted local alarm horn which 
blew power supply fuse Horn disconnected tn fuse replaced 
CROCKER. J A Northeast Utilities 78/10/12 Ip 


7906120393 Forwards LER 79-012/01 T-0 

OPEKA. J F Northeast Utilities 79/06/05 Ip 


— 7906120401 LER 79-0i2/0lT-0 on 790522 during rise to 30K power, two of 
four linear power range channels found to be inoperable 
Open connections found between detector cables & fiold 
wiring Caused by connector pins pushed into connector 
STRATMAN.R A Northeast Utilities 79/06/05 2pp 

7906180495 Forwards LER 7B-019/03X-2 

OPEKA. JF Northeast Utilities 79/06/14 Ip. 


— 7906130497 LER 78~019/03X-2 on 780303 while operating 13U diesel for 
survel 1 lance, leak ing injector pump observed Caused by 
elemental lead me I usions, resul ting In stress risers at 
surface of valve cages 

STRATMAN, R A Northeast Utilities 79/06/14- 2pp 


7906290260 Forwards LER-79-013/03L-0 

OPEKA. J F Northeast Utilities 79/06/22 ip 


—7906290869 LER 79-013/03L-0 on 790525 during check of control room 
chlorine detectiori sys. bath detectors declared inoperable 
due to low drip rates in sensor Caused by clogged 
dispensers Dispensers c leaned, restoring operability 
DATES, R W Northeast Utilities 79/06/22 Ip 


7906290277 Forwards LER 77-0S6/03X-2 

OPEKA, J F Northeast Utilities 79/06/26 Ip 


—7906290290 LER 77-056/03X-2 on 771 UB during routine operation, aerated 
waste evaporator concentrates tank was pressurized w/alr & 
ruptured Caused by application of 100 psi air to tank 
w/blockage in tee in unvalved vent line- No repair planned 
e Northeast Utilities 79/06/15 3pp. 


7906260124 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 


Aseembl les 

ORIERi 0. H 


Region 1, Phi ladelph ia, Office of the Director 


79/05/11 ip 


DOCKET 50-330 NORTH ANNA POWER STATION, UNIT 1 
F Security, medical, emergency fire protection plans 


7906080091 Forwards IE Circular 79-09, "Attempted Extortion - Low 
£nT^ li c h sd ** 

DRIER, B H Region 1, Phi ladelph ia, Office of the Director 
79/05/18 Ip 


7906150134 Requests investigation of two SER 1 terns, bel 1 ave d to be 
unjustified Sprinkler coverage on 259 5 elevation Is 
unnecessary since area above base of pumps Is solid 
concrete 

BROWN, S C Virginia Electric 6 Power Co 79/06/il 2pp 
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0 All jud icdtori^ correspondttncB 


P Operating Ijconae stage dacuments Si correspondence 


7903210437 Confirms 790300 meeting in BetfiesdajHO u/partles to 
proceeding to discuss admissib 1 1 i tg of Citizens' Energy 
Forum contentions 

GOLGBEROfS C Qranch 2 79/03/02 tp 


7906210047 Motion for eitension until 790411 to prepare response to 
ALAB-509 

SClNTOi J F Hearings Division 79/04/02 2pp 


— 7906)210060 Responds to 790322 request for info re status of rulemaking 
proceeding to dei^elop value for radon in Table 8-3 Rept 
proposed rule uill be sent to liRC by 790406 Rule does not 
address health effects of radon releases 
CHRlSTENBURy»E Hearings Division 79/03/26 34pp 


7906010161 Fqruards tuo stipulations of contentions eiecuted & served 
at 790329 prehearing conference 
OOLDSERG. S C Branch 2 79/04/04 Ip 


79060S00S3 Forwards util testimony & exhibits to be presented as 
evidence at public hearing during week of 790618 W/o end 
CHRISTMAN. J N Hunton V Williams 79/04/27 4pp 


7906200596 Objects to ASLD 790421 order Requests reinstatement of 
contention labeled "a Iternatives*’ tc seeks severance from 
Citizens Energy Farum on emissions issue Certificate of Sve 
enc 1 

DOUGHERTY. S B Potomac Alliance 79/05/02 5pp 


7906200592 Requests that ASLB reverse denial of contentions acceptable 
to utll.NRC t/ intervenors Seeks admission of heavy load 
leakage Issues U contentions re EtS & need for present mod 
Certificate of Sve end 

KRQOTj I B Citizens Energy Forum 79/05/03 4pp 


7906070313 Forwards Amend 10 to License NPF-04. safety evaluation 
notice of issuance & availability 

PARRiO D Light Water Reactors Branch 3 79/0A/27 4pp 


— 7906070319 Amend 10 to License NPF-04# incorporat ing changes to Tech 
Specs re structural integrity of reactor coolant pump 
section cibouj splitter 

VAS9ALL0. D B Assistant Director for Light Water Reactors 
79/04/27 i5pp 


—7906070321 Safety evaluation supporting Amend 10 to License NPF-04 
e Light Water Reactors Branch 3 79/04/27 I3pp 


—7906070325 Notice of issuance 4. availability of Amand 10 to License 
NPF-04 

PARR.O D Light Water Reactors Branch 3 79/04/27 2pp 


7906260623 ''Results of Acceptance Tests of Outside Rec i rculat ing 0pray 
Pump." final rept 

RAUCH, a Franklin Institute FIN D-6567 7706260623 79/04/30 

35pp 


7906020242 Requests review of electrical power sys ro conditions 
which could result in simultaneous or conssquentla L lose 
of both required circuits to offsite network 
VA5SALL0. D B Assistant Director for Light Water Reactors 
79/05/02 9pp 


7906020125 Forwards 790405 Itr from J Alien of North Anna Environ 
Coalition requesting revocation of OLs Ltr is being treated 
as request for action per 10CFR2 ?06 Also forwards FR 
notice Ltr not end 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/04 Ip 


7906220123 Forwards add! portions of "NRC Staff Testimony re Pumphouse 
Settlement " 

SWANSON. D T Branch 1 79/05/04 95pp 


7906220219 Forwards response to 790407 10 interrogatories ^ 

document requests from intervenor 0 Arnold Objects to some 
questions requests that are irrelevant to pumphouse 
settlement Certificate of Svo end 
CHRISTMAN, U N Hunton U Williams 79/05/04 5pp 


--7906220220 Response to 790407 4 10 interrogatories L document 
requests from intervenor 0 Arnold re pumphouse settlement 
Supporting documentation end 

e Virginia Electric U Power Co 79/03/04 57pp 


7906270270 Requests that ASLB postpone 790626 prehearing conference to 
790784 Addl time necessary for discovery i> filing of 
motions Certificate of Sve end 

KROQTr I B Citizens Energy Forum 79/05/10 3pp 


7906200562 Evidentiary hearing re pumphouse settlement k turbine 
missile issues will commence on 790618 in Bethesda.MD Names 
of witnesses S' counsel must be submitted by 790600 
8KRUT8KI.R M Atomic Safety and Licensing Appeal Panel 79/03/21 
ip 


7906210093 NRC motion for summary disposition r« radon issurv was in 
error] ALAB-340 consolidated only 5 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Sve 
end 

DUFLOfM E Atomic Safety and Licensing Appeal Panel 79/05/23 


ASLAB will not take oral limited appearance statements at 
790610 evidentiary hearing re pumphouse settlement k turbine 
missile issues ASLAB will accept written statements to be 
included in record. 

DUFLO/M E Atomic Safety and Licensing Appeal Panel 79/05/30 


— 7906020130 Notice of 790405 North Anna Environ Coalition request for 
NRC to revoke OLs due to alleged nonconformance of estimated 
peak fuel cladding temps w/slds of 10CFR30 46(b) 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/04 Spp 


7906250317 Summary of 770S0S meeting w/util to discuss auxiliary 
feedwater sys k related station areas 

CROTENHUie.M Operating Reactors Branch 1 (Pro 790623) 

79/08/09 4pp 


7906200520 Rejects util 790313 ltr requesting eremptlons to Tech Specs 
requirements re demonstration of operability of each diosel 
generator once every 10 months 

PARR.O D Light Water Reactors Branch 2 79/05/14 3pp 


7906180767 Grants 790300 request for withholding rept "8vc Water 
Reservoir k Spray Sys Performance Testing Evaluation" (ref 
lOCFR 2 790) 

PARR.O D Light Mater Reactors Branch 3 79/03/17 5pp 


7906290841 Discusses radiological effluent tech specs for facility 
Requires submittal of solid waste process control program b 
Offsite Dose Calculation Manual by 790701 

PARR(Q D Light Water Reactors Branch 3 79/05/23 4pp 


7906010237 Submits info re treatment 6 release of liquid wastes, in 
response to NRC 790323 ltr 

STALLINOa. G M Virginia Electric k Power Co 79/08/29 4pp 


7906010260 Corrects designations re sve water pumphouse included in 
survey ef expansion joints end Oversiied drawing end 
BRQWN.8 C Virginia Electric k Power Co 79/03/29 6pp 


7906030336 Advises that Units 3 6 4 should also be included on 790513 
ltr 

BR0MN.8 C Virginia Electric 6 Power Co 79/05/30 Ip 


J Insurance 6 indemnity information 


7906050323 Discusses 770HO rept '*QA Program. Operations Phase." 
Requests exception from ANSI N43. 2 4 6 N45 2 0 paragraphs re 
callbr control k equipment test Discusses proposed 
alternative 

BAUM.E A Virginia Electric k Power Cq 79/05/31 2pp, 


endorsamant 41 to NELIA Policy MF-37 
0ERA3j T Mutual Atomic Energy Liability Underwriters 79/05/10 


7906290199 Forwards corrections for 790402 EIA re 
fuel pool 

REGAN. W H Environmental Projects Branch 2 


expansion of spent 
79/06/01 4pp 


Endorsement 42 to MAELU Policy MF-57 
OEROS.T Mutual Atomic Energy Liability Underwriters 79/05/J0 


7906210235 8chedule requested In NRC 790601 ltr 
qualif icatmn will be submitted by 790718 
8TALLIN08.C M Virginia Electric 6 Power Co, 


re Instrument 
79/06/19 ip 


DOCKETED ITEMS 


137 


790&2S0361 rortuarda In^o re PWR faeduiater piping* in response to 790525 
request Addl info to bo sent bg 790727 

STALLINGS, C M Virginia Electric l< Pouer Co 79/06/20 4pp 


Q Inspection reports, IE Dulletins 6 correspondence 


7906050376 Forwards IE Insp Repts 50-330/79-02 fc 50-339/79-04 on 
790109-12 No noncompliance noted 

LEUI3, R C Region 2* Atlanta# Reactor Operations Nuclear Support 

Branch 79/03/27 2pp 


— 79060503B2 IE Insp Repts 50-330/79-02 t* SO-339/79-04 on 790109-12 No 
noncompliance noted Major areas inspected pre-operat ional 
containment integrated leak testing ^ testing pipe 
support h restraint sgs testing 

JOHNSaN, A H , OROKS,E H , MARTIN. R 0 Region 2, Atlanta. 

Reactor Operations Nuclear Support Branch 79/03/21 7pp 


7906210419 Forwards IE Insp Repts 50-330/79-14 h 50-339/79-20 on 
790326-29 No none omp 1 i anc e noted 

SUTHERLAND. J T Region 2# Atlanta. Fuel Facilitg 6 Materials 

Safetg Branch 79/04/16 2pp 


— 7906210422 IE Insp Repts 50-330/79-14 6 50-339/79-20 on 790326-29 No 
noncompliance noted Major areas Inspected sealed 
source leak tests# fol lowup on inspector identified items tc 
Installation U callbr of radiation monitoring sgs 
JENKINSrO R Region 2, Atlanta, Office of the Director 

GIBSON, A F Region 2# Atlanta. Fuel Facilitg 6 Materials Safetg 

Branch 79/04/16 4pp 


7906200311 Forwards IE Insp Rept 50-330/79-10 Zl 50-339/79-15 on 
790305-09 No noncompliance noted 

LEWIS. R C Region 2. Atlanta# Office of the Director 79/04/19 

2pp 


—7906200318 IE Insp Rapt 50-330/79-10 50-339/79-15 on 790305-09 No 

noncompliance noted Major areas inspected operations review, 

IE bulletin ^ circular review review of containment purge 
CANTRELL. F S # DYER# J A # WEBSTER, E H Region 2# Atlanta# Office 
Of the Director 79/04/16 I4pp 


7906250341 Forwards IE Insp Rept 50-330/79-17 on 790410-11 No 
noncomp 1 lance noted 

MURPHY. C E Region 2# Atlanta# Reactor Construction t> Engineering 

Support Branch 79/04/23 2pp 


—7906250348 IE Insp Rept 50-330/79-17 on 790410-11 No noncomp I iance 
noted Major areas inspected ultrasonic insp of reactor 
coolant pump elbow splitter plates 

CONLON.T E # CROWLEY. 0 R Region 2# Atlanta. Reactor 

Construction ^ Engineering Support Branch 79/04/20 3pp 


7906160070 Responds to IE Bulletin 79-07 re seismic analysis of 
saf ety-rolated piping Forwards 790419 Itr from Nuclear Sves 
Corp St 790420 Itr from Teledgne Engineering Sves 
SPENCER W C Virginia Electric ft Power Co 79/04/24 llpp 


7906010304 Forwards IE Insp Rept 50-330/79-13 on 790305-13 No 
noncomp I lance noted 

Q'REILLY.J P Region 2# Atlanta# Office of the Director 
79/04/25 2pp 

i 

— 7906010314 IE Insp Rept 50-338/79-13 on 790303-15 No noncomp 1 iance 
noted Major areas inspected settlement data collected on 
SVC water pumphouse Suromarg of inquiry re foundation 
conditions end 

LENAHANr J 3 Region 2, Atlanta# Office of the Director 

□RVANT, J C Region 2, Atlanta# Reactor Construction 

Engineering Support Branch 79/04/05 2lpp 


7906100305 Act receipt of 790423 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/79-09 
50-339/79-14 

LEWIBiR C. Region 2# Atlanta# Reactor Operations Nuclear Support 

Branch 79/05/02 Ip 


— 7906100312 Responds to NRC 790329 Itr re violations noted in IE Insp 
Repts 30-330/79-09 50-339/79-14 Corrective actions field 

changes completed V ADM 104 O cover sheet modified 
STALLINGS# c M Virginia Electric Power Co 79/04/23 2pp 


— 7906100315 Forwards IE Insp Repte 50-330/79-09 h. 30-339/79-14 on 
790205-0302 notice of violation 

LEWlSiR C Region 2# Atlanta# Reactor Operations Nuclear 

Support Branch 79/03/29 2pp 


— 7906100335 IE Insp Repts 50-330/79-09 6 50-339/79-14 on 790205-0302 
Noncomp 1 iance noted failure to follow procedures for 
assuring completion of corrective action 
KIDD# M 5 Region 2# Atlanta. Office of the Director 
CANTRELL. F 6 Region 2. Atlanta# Reactor Operations Nuclear 

Support Branch 79/03/22 llpp 


7906110060 Forwards IE Bulletin 79-10. "Requa I i f i cat i on Training 
Program Statistics “ Written response required 
O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/05/11 Ip 


7906100536 Responds to IE Bulletin 79-01 Forwards "Failure of Solenoid 
Operated Valves to Meet IE Bulletin 79-01 Environ 
Qualification Requirements " 

STALLINGS. C M Virginia Electric U Power Co 79/06/14 Ip 


— 79061B053B “Failure of Solenoid Operated Valves to Meet IE Bulletin 
79-01 Environ Quat if ication Requirements "Envirottmenta 1 ly 
unqualified valves have been or will be replaced 
♦ Virginia Electric ?* Power Co 79/06/14 2pp 


R Periodic operating reports t# related correspondence 


7906100491 Forwards monthly operating rept for May 1979 

STALLINGS# C M Virginia Electric 6 Power Co 79/06/13 tp 


— 7906180493 Monthly operating rept for Mag 1979 

MADISON# W R Virginia Electric 2t Power Co 79/06/04 6pp 


5 Reportable occurrences# LERs Z related correspondence 


7906140475 RO 79-057/01T-0 on 790424 potential overload exists. 4# 160 
volt transfer bus V feeder breakers arc not capable of 
continually carrying full load current Caused by improper 
suing of transfer bus equipment 
* Virginia Electric Z Power Co 79/04/23 Ip 


7906050253 Forwards LER 79- 073/0 lT-0 

STALLINGS, C M Virginia Electric t# Power Co 79/0S/31 Ip 


—7906030260 LER 79-073/0 lT-0 on 790317 incorrect valve weights us«d 
for stress calculations involving accumulator isolation 
motor operated valves Cause unknown Minor adjustment to 
spring hanger will resture compliance 

CARTWRIGHT. W R Virginia Electric 6 Power Co 79/03/31 2pp 


7906050293 Forwards LERs 79-059/03L-0. 79-060/03L-0# «< 79-063/03L-0 
STALLINGS# C M Virginia Electric b Power Co 79/05/31 Ip 


—7906030295 LER 79-OS9/03L-0 on 790501 fire protaction hose stations in 
auviliary bldg were inoperable for 10-h w/o backup sys of 
flrewabch established Caused by isolation of auxiliary bldg 
for maint taking longer than initially estimated 
CARTWRlGHTrW R Virginia Electric b Power Co 79/05/31 Ip 


— 7906030290 LEH 79-060/03L-0 on 790502 during routine startup operation# 
axial flui difference deviated greater than 37 from target 
Caused by power increasing too rapidly during startup 
operation 

CARTWfliCHT.W R Virginia Electric b Power Co 79/03/31 2p p 


—7906180321 Notice of violation from insp on 790205-0302 

« Region 2# Atlanta# Office of the Director 79/03/22 Ip 
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— 7906UOi&0 LEfi 79-066/03L-0 on 770506 narrow range level tranimttter 
LT-”496 in L steam generator rea<J erratically Channel 
Inoperable Probable cause was drain lines off both high & 
low pressure sides of transmitter Linas capped 
CARTWRIGHT, M R Virginia Electric h Power Co 77/06/04 2pp 


— 7906110162 LER 79‘-074/03U-0 on 790316 pressuriier level indicator 
L-1460 failed during performance of l-PT-31 7 2 Cause 
unknown Wires reconnected i> surveillance undertaken 
CARTWRIGHT, W R Virginia Electric U Power Co 79/06/04 Spp 


7906290030 Transcript of 790619 meeting in Bethesda.HO Pp 201-458 
ROSENTHAL* A S • DUCK* J H * FARRAR* H C Atomic Safety and Licensing 
Appeal Panel 79/06/19 259pp 


7906290090 Transcript of 790620 hearing in Dethesda,HD Pp 459-623 
ROSENTHAL* A S , DUCK* J H * FARRAR. M C Atomic Safety and Licensing 
Appeal Panel 79/06/20 I82pp 


U Congrossiona l/E(ecutivfl Correspondence 


7906110193 Forwards LERs 79-O60/3L-O. 79-069/03L-0 U 79-*071/0aL~0 
STALLINGS, C M Virginia Electric U Power Co 79/06/06 Ip 


7906050007 Forwards constituent's Itr re opening of plant 
BUTLER. M C House of Rep 79/04/19 2pp 


— 7906110200 LER 79-068/03L-0 on 79030B radiation monitoring channels 
RM-RM3-1S9 6 R^i-RMS 160 were declared inoperable due to 
failure of sample pumps 1-RM-RM8 159A V I59fl Caused by 
solenoid valve coil shoring out Coil replaced 
CARTWRIGHT, H R Virginia Electric Power Co 79/06/06 Spp 


— 7906110202 LER 79-069/03L-0 on 790308 during load transient* ai lal flu* 
difference deviated greater than 5X from target for four 
minutes Caused by rapid load reduction of 100 HW due to loss 
of drain pump A Control rods withdrawn 

CARTWRIGHT, W R Virginia Electric t- Power Co 79/06/06 2pp 


— 7906U0204 LER 79-O7l/oaL-0 on 790511 during periodic test at steady 
state operation* low head safety injection pump lA discharge 
valve failed to open within 40-s Cause unknown Valve 
manually opened* reseated t* returned to operation 
CARTWRIGHT* W R Virginia Electric & Power Co 79/06/06 2pp 


7906110207 Forwards LER 79~070/03L-0 

STALLINGS* C M Virginia Electric tt Power Co 79/06/06 Ip 


—7906110211 LER 79-070/03L-0 on 790511 hose station An-H-24 was isolated 
to perform maint on angle valve l-FP-160 Caused by angle 
valve leak Angle valve replaced tt hose station returned to 
operable status 

CARTWRIGHT, W R Virginia Electric it Power Co 79/06/07 tp 


DOCKET 30-339 NORTH ANNA POWER STATION, UNIT 2 


A Application/construction stage documents tt correspondence 


7706070313 Forwards Amend 10 to License NPr-04, safety evaluation 4- 
notice of issuance & availability 

PARR*0 D Light Water Heactors Branch 3 79/04/27 4pp 


— 7906070319 Amend 10 to License NPF-04, incorporating changes to Tech 
Specs re structural integrity of reactor coolant pump 
section elbow splitter 

VASSALLO* 0 D Assistant Director for Light Water Reactors 
79/04/27 19pp 


—7906070321 Safety evaluation supporting Amend 10 to License NPF-04 
« Light Water Reactors Branch 3 79/04/27 13pp 


— 7906070323 Notice of issuance 4, availability of Amend 10 to License 
NPF-04 

PARR*0 D Light Water Reactors Branch 3 79/04/27 2pp 


7906260216 Discusses draft safety evaluation re exemptions to 
requirements of Apps 0*H 6 J of 10CFR5O 

ROSS* D F Division of Project Hanagement 79/05/02 12pp 


7906ia0343 Forwards LER 79-0S4/03L-0 

3TALLIN0S,C « Virginia Electric U Power Co 79/06/13 Ip 


—7906100544 LER 79~054/03L-0 on 790513 charging pump removed from svc to 
repair crack inlet piping Caused by bad weld at base of vent 
line Crack ground out S> rewelded 

CARTWRIGHT, W R Virginia Electric 6 Power Co 79/06/12 2pp 


7906200306 Forwards LER 79-077/03L-0 

STALUNGSrC M Virginia Electric 6 Power Co 79/06/10 Ip 


—7906200389 LER 79-077/03L-0 on 790531 during power reduction, axial flux 
difference deviated greater than 3X from target Caused by 
rapid reduction necessitated by high bearing temp of 
feedwater pump C boration Corrected problem 

CARTWRIGHT* W R Virginia Electric (< Power Co 79/06/10 2pp 


7906060020 Forwards evaluation 4i request for add I info re ''Svc Water 
Reservoir 6 Spray Sys Performance Testing 6 Evaluation " 

Requests response by 790510 

PARR.O 0 Light Water Reactors Dranch 3 79/03/03 5pp 


7906180767 Grants 790300 request for withholding rept "Svc Water 
Reservoir 6 Spray 8y& Performance Testing Evaluation" (ref 
lOCFR 2 7901 

PARR.O 0 Light Water Reactors Branch 3 79/03/17 3pp 


7906290B4I Discusses radiological effluent tech specs for facility 
Requires submittal of solid waste process control program 4* 
Offsite Dose Calculation Manual by 790701 

PARRi Q D Light Water Reactors Dranch 3 79/03/23 4pp 


7906010237 Submits info re treatment 4* release of liquid wastes* In 
response to NRC 790323 Itr 

BTALLINGS.C M Virginia Electric 6 Power Co 79/03/29 4pp 


7906290196 Forwards LERs 79-075/03L-0, 79-0ai/O3L-O Sc 79-0a0/03L-0 
STALLINOSrC M Virginia Electric 4. Power Co 79/06/27 fp 


—7906290205 LER 79-075/03L-0 on 790604 during steady state operation* 
axial flux difference deviated over 37. from target for two 
minutes* contrary to Tach Specs Caused by xenon oscillation 
inltated by rod operability test Power reduced by 2Y, 

CARTWRlOHTiW R Virginia Electric 4« Power Co 79/06/27 2pp 


—7906290239 LER 79-0Bt/O3L-0 on 790608. individual rod position 
Indicators H-10 Sc 0-10 placed in test status, contrary to 
Tech Epees Caused by repair work to remove previously 
Installed jumper Call&r performed 

CARTWRIOHTcW R, Virginia Electric & Power Co 79/06/27 2pp 


—7906290215 LER 79-0e0/O3L-0 on 790606 during power escalation, axial 
flux difference deviated more then -tOli from target for 
16 minutes* contrary to Tech Specs Caused by withdrawal of 
control rods 

CARTWRtOHTiW R Virginia Electric 6 Power Go 79/06/27 2pp 


T Hearing transcripts on non-antltrust matters 


7906290031 Transcript of 790610 meeting in Dethesda.HD Pp 1-200 

ROBENTHALiA 8 , BUCK* J H. « FARRAR. M C* Atomic Safety and Utenoing 
Appeal Panel 79/06/lS 203pp, 


7906010260 Corrects designations re svc water pumphouse included in 
survey of expansion joints end Oversixed drawing end 
BROWN. 8 C Virginia Electric 4* Power Co 79/05/29 6pp 


7906050231 Requests issuance of OL for facility. in spite of a-month 
moratorium Imposed by NRC 

PROFFITT. M L Virginia Electric 4* Power Co 79/03/30 2pp 


7906050336 Advises that Units 3 4( 4 should also be included on 790518 
Itr 

BROWN* 8 C Virginia Electric 4t Power Co 79/03/30 tp 


7906050323 Discusses 770110 rept "OA Program. Operations Phase '• 
Requests exception from ANBI N4S 2 4 St N45 2 0 paragraphs re 
calibr control St equipment test Discusses proposed 
alternative 

DAUMrE A Virginia Electric 4( Power Co 79/05/31 2pp 


7906290199 Forwards corrections for 790402 EIA r« expansion of spent 
fuel pool 

REOAN. W H Environmental Projects Branch 2 79/06/01 4pp 


7906190338 Requests 790713 completion date for facility ravitu 
conducted In response to TMI incident Util will submit rept 
discussing reccommended actions by 790701 

PROFFITT.W L Virginia Electric & Power Co 79/06/14 2pp 



DOCKETED ITEMS 


139 


7906250261 Fortjards Info re PWR feedwater piping, in response to 790925 
request Addl info to bo sent bg 790727 

BTALLINGBiC M Virginia Electric Power Co 79/06/20 4pp 

79062502GO Submits add! info re instrumont qual i f Icationr in response to 
790601 request Use of Barton transmitters is fully 
justif ied) based on presently ti previously submitted data Use 
of sample lines from primary sys components under review 
BROWN* 6 C Virginia Electric Power Co 79/06/22 2pp 


F Securityi medical* emergency t* fire protection plans 


7906190134 Requests investigation of two BER items* 6el loved to be 
unjustified Sprinkler coverage on 299 5 elevation is 
unnecessary since area above base of pumps is solid 
concrete 

BROWN, 8 C Virginia Electric ?* Power Co 79/06/11 2pp 


(3 Adjudicatory correspondence 


7903210437 Confirms 790308 meeting in Dethesda*MD ui/partles to 
proceeding to discuss admissibility of Citizens' Energy 
Forum contentions 

GQLBBEROi 8 G Branch 2 79/03/02 Ip 


7906210047 Kotlon far extension until 790411 to prepare response to 
AUAB-S09 

SCINTQr J.F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790322 request for info re status of rulemaking 
proceeding to develop value for radon in Table 8**3 Rept 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRI8TENDURV. E Hearings Division 79/03/26 34pp 


7906010161 Forwards two stipulations of contentions executed served 
at 790329 prehearing conference 
00LDBER0*8 C Branch 2 79/04/04 Ip 


7906090093 Forwards util testimony Sc exhibits to be presented as 
evidence at public hearing during week of 790618 U/o end 
CHRISTMAN* J N Hunton it Williams 79/04/27 4pp 


7906200996 Objects to A8LQ 790421 order Requests reinstatement of 
contention laboled "alternatives" h seeks severance from 
Citizens Energy Forum on emissions Issue Certificate of Sve 
enc 1 

DOUGHERTY* 8 B Potomac Alliance 79/05/02 Spp 


7906200992 Requests that A9L0 reverse denial of contentions acceptable 
to utlliNRC tt Intervenors Seeks admission of heavy load 
leakage issues St contentions re EI6 tc need for present mod 
Certificate of 8vc encl 

KROOT* 1 D Citixens Energy Forum 79/09/03, 4pp 


7906220129 Forwards addl portione of "NRG Staff Testimony re Pumphouse 
Settlement " 

aWANSON, D T Branch 1 79/09/04 99pp 


7906220219 Forwards response to 790407 & 10 interrogatories & 
document requests from Intervenor 0 Arnold Objects to some 
questions St requests that are irrelevant to pumphouse 
settlement Certificate of 8vc encl 
CHRlSTMANrJN Hunton Williams 79/09/04 9pp 


>•.>7906220220 Response to 790407 Si 10 interrogatories document 
requests from intervener 0 Arnold re pumphouse settlement 
Supporting documentation end 

e Virginia Elactrlc 6^ Power Co 79/09/04 97pp 


7906270278 Requests that ASLB postpone 790626 prehearing conference to 
790724 Addl time necessary for discovery t* filing of 
motions Certificate of 8vc encl 

KRGOT* I 0 Citixens Energy Forum 79/05/10 3pp 


7906200962 Evidentiary hearing re pumphouse settlement ti turbine 
missile Issues will commence on 790618 in Bethesdat HD Names 
of witnesses h counsel must be submitted by 790608 
SKRVTSKIiR M. Atomic Safety and Licensing Appeal Panel 79/05/21 
tp 


7906210099 NRC motion for summary disposition re radon Issure was in 
errors ALAB-940 consolidated only 5 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Sve 
enc 1 

OUFLQ*H. E. Atomic Safety and Licensing Appeal Panel 79/03/29 
3pp. 


79Q621C367 ASLAB will not take oral limited appearance statements at 
790618 evidentiary hearing re pumphouse settlement L turbine 
missile issues ASLAB will accept written statements to be 
Included in record 

DUFLOiM E Atomic Safety and Licensing Appeal Panel 79/03/30 

2pp 


J Insurance ^ indemnity information 


7906120324 Endorsement 41 to NELIA Policy HF-57 

GERAS* T Mutual Atomic Energy Liability Underwriters 79/05/10 
IP 


7906120331 Endorsement 42 to MAELU Policy MF-’57 

OEROS, T Mutual Atomic Energy Liability Underwriters 79/05/10 
tp 


0 Inspection reports, IE Bulletins L cart espondence 


7906050376 Forwards IE Insp Repts 5O“a30/79-O2 & SO-339/79-04 on 
790i09’'12 No none omp 1 lance noted 

LEWtS.R C Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 79/03/27 2pp 


—7906090382 IE Insp Repts 30-338/79-02 t SO-339/79-04 on 790109-12 No 
noncompliance noted Major areas inspected pr e’-operat ional 
containment integrated leak testing tf testing pipe 
support restraint ays testing 

JOHNSON, A H . DROKS, E H * MARTIN* R D Region 2, Atlanta* 

Reactor Operations Nuclear Support Branch 79/03/21 7pp 


7906070108 Forwards IE Insp Rept 50-339/79-17 on 790306-00 No 
noncompliance noted 

MURPHY* C E Region 2* Atlanta* Safeguards Branch 79/03/28 

2pp 


—7906070114 IE Insp Rept 90-339/79-17 on 790306-00 No none omp 1 i anc e 
noted Major areas inspected preservice insp of reactor 
vessel welds V steam generator C tube work observation* 
data review f/ evaluation 

CONLON* T E Region 2* Atlanta, Safeguards Branch ECONQMQS. N 

Region 2, Atlanta* Office of the Director 79/03/28 5pp 


7906210419 Forwards IE Insp Repts 50-330/79-14 it 50-339/79-20 on 
790326-29 No noncomp 1 lance noted 

SUTHERLAND* J T Region 2* Atlanta, Fuel Facility i* Materials 

Safety Branch 79/04/16 2pp 


—7906210422 IE Insp Repts 90-338/79-14 it 50-339/79-20 on 790326-29 No 
noncomp I lance noted Major areas inspected sealed 
source leak tests* fol lowup on inspector identified items tf 
installation i calibr of radiation monitoring sys 
JENK1N8*0 R Region 2. Atlanta, Office of the Director 

OIOSONiA F Region 2* Atlanta, Fuel Facility 6 Materials Safety 

Branch 79/04/16 4pp 


7906200311 Forwards IE Insp Rept 90-330/79-10 t* 90-339/79-15 on 
790309-09 No noncomp Uance noted 

LEMISiR C Region 2* Atlanta* Office of the Director 79/04/19 

2pp 


—7906200318 IE Insp Rept 90-338/79-10 tc 90-339/79-13 on 790309-09 No 
noncompliance noted Major areas inspected operations review, 

IE bulletin it circular review ic review of containment purge 
CANTRELL* F S , DYER* J A * NED 8 TER, E H Region 2, Atlanta, Office 
of the Directoi 79/04/16 14pp 


7906260924 Forwards IE Insp Repts 50-339/79-23*30-404/79-01 ^ 
90-405/79-01 on 790410-12 No noncompliance noted 
MURPHYiC E Region 2, Atlanta, Reactor Construction 

Support Branch 79/04/25 2pp, 


—7906260527 IE Insp 50-339/79-23, 50-40« 
790410-12 No noncomp 1 lance noted Ma 
10CFR90 55tc) items, blasting of 
21 notices 

MCFARLAND, C R * HERDT, A R 
Construction % Engineering Sup 


V ^ ■ 
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--790618031S Forwards IE Insp Rept« 50-333/79-09 i 50-339/79-14 on 
790205-0302 Zt notice of violation 

LElJIdiR C Region 2r Atlantdi Reactor Operations Nuclear 

Support Branch 79/03/B9 2pp 


7906290038 Transcript of 790619 (neeting in BethesdaiMO Pp 201-450 
ROSS NT HAL f A S ■ BUCKr J H i FARRAR ■ N C Atomic Safety and Licensing 
Appeal Panel 79/06/19 259pp 


-''7906180321 Wotico of violation from ln»p on 790205-0302 

• Region 2* Atlantap Office of the Director 79/03/22 Ip 


7906290090 Transcript of 790620 hearing in DethesdarHD Pp 459-623 
ROSENTHALj A S ' BUCKi J H j FARRARpM C Atomic Safety and Licensing 
Appeal Panel 79/06/20 lB2pp 


'7906180353 I£ Insp Repti 50-333/79-09 U 50-339/79-14 on 790209-0302 
Noncompliance noted failure to follow procedures for 
assuring cortipletion of corrective action 
KiDDiK 8 Region 2 p Atlanta^ Office of the Director 

CANTRELLiF S Region 2* Atlantap Reactor Operations Nuclear 

Support Branch 79/03/22 llpp 


U Congressiona l/Eiecut i ve Correspondence 


7906090007 Forwards constituent's Itr re opening of plant 
DUTUERpM C House of Rep 79/04/19 2pp 


7906140487 Advises of response to lE Bulletin 79-03 re Voungstou/n ueld 
defectsrby 790611 

BRQNNrS C Virginia Electric U Power Co 79/09/i0 Ip 


7906180536 Responds to IE BirLletln /9-Ot Forwards "Failure of Solenoid 
Operated Valves to Meet IE Bulletin 79-01 Environ 
Gua 1 if Ication Requirements ” 

STALLINGS. C M Virginia Electric Ai Power Cn 79/06/14 Ip 


— 7906160538 "Failure erf Solenoid Operated Valves to Meet l£ Bulletin 
79-01 Environ Oualificatlpn Requirements ‘’Environmental iy 
unqualified valves have been or will be replaced 
* Virginia Electric U Power Co 79/06/14 2pp 


a Reportable occurrences. LERs tc related correspondence 


7906250240 Notifies that sm solenoid operated valves on containment 
isolation valves in sampling sys lacked environ 
qualification data Ail valves replaced prior to fuel 
loading 

BR0HN.8 C Virginia Electric & Power Co 79/05/16 2pp 


7906140421 Submits rept re potential overloads of electrical sys 
supplying offsite power for startup calculations 
Review shows automatic shedding of certain non essential 
normal loads will provide adequate voltage profile 
BROWN. S C Virginia Electric A- Power Co 79/05/23 3pp 


7906140432 Submits final rept on deficiency reported 790321 angle iron 
braces located on exhaust ducting of diesel generator 
coaling fans Failure of angle iron brace tack welds could 
have damaged fans Braces removed 

ORQWN.S C Virginia Electric A Power Co 79/05/23 2pp 


7906120170 Final deficiency rept re pipe stress analysis passing 
through main steam valve house Manufacturer of quench 
spray noizle pump will complete work to new specs U 
return pump to sve prior to fuel loading 
BROUN, S C Viroinia Electric S. Power Co 79/06/06 2dq 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 


A App 1 ication/construc tion stage documents U correspondence 


7906010316 Notification of 790311 site visit w/util at Monroe County. MI 
to tour facility 

KINTNER/L L Light Water Reactors Branch I 79/04/30 2pp 


7906050284 Lists generic Mark I owners group documents, transmitted to 
NRC by GEiWhich are applicable to facility 
JENSi U H Detroit Edison Ca 79/05/23 2pp 


7906190378 Forwards Certificate of Sve for Amend 23 to amended fr 
substituted application for license 
MATERS. B R Detroit Edison Co 79/06/07 3pp 


C Utility Environmental Report (ER), amends & correspondence 


7906010052 Ack receipt of 790409 interim rept re terminal block 
def ic iency 

FIORELLfiO Region 3i Chicago. Reactor Construction & Engineering 

Support Branch 79/05/01 Ip 


8 Adjudicatory correspondence 


7903200319 Forwards Stipulation of contentions signed by all parties If 
acceptable. contentions should bo adopted as issues by ASLB 
order. which would also begin formal discovery 
BLACK. R L Branch 1 79/03/05 Ip 


—7903200326 stipulation of contentions & agreement among parties 
Contentions refer to const problems A* design of radiation 
monitoring sys 

HILLER. D Cltiiens for Energy A- Employment BLACK. R L Branch 
I VOIOT.H H Detroit Edison Co. 79/02/28 5pp 


K Utility Final Safety Analysis Report (FSARl & amends 


7906010233 Forwards Amend 23 to FSAR Rage withheld (ref 10CFR2 790) 
VOIOT.H H LeBoeuf. Lamb. Uelfay A MacRae 79/05/31 3pp 


—7906010236 Amend 23 to FSAR Proprietary page withheld (ref 10CFR2 790) 
Affidavit end 

* Detroit Edison Co 79/05/29 i70pp 


0 Inspection reports. IE Bulletins Ac corcospondence 


906140647 Forwards IE Insp Rept 50-341/79-07 on 790314-16 A« notice of 
Violation 

FIORELLIrO Region 3. Chicago. Reactor Construction A« Engineering 

Support Branch 79/04/04 2pp 


-7906140651 Notice of violation from insp on 790314-16 

» Region 3. Chicago. Reactor Construction Zi Engineering Support 
Branch 79/04/04 Ip 


-7906140658 IE Imp Rept 30-341/79-07 on 790314-16 Noncompliance noted 
Inadequate hanger insp corrective action 
DANIELSON. 0 H . YIN. I T Region 3. Chicago. Reactor 
Construction A Engineering Support Branch 79/04/02 5pp 


f06l30l36 Forwards I£ Insp Rept SO-34 1/79-08 on 790327-30 A< notice of 
violation 

FIORELLI.O Region 3. Chicago. Office of the Director 79/04/10 

2pp 


-7906I30I39 Notice of violation from insp on 790327-30 

« Region 3. Chicago. Office of the Director 79/04/05 Ip 
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— 7906130143 IE Insp Ropt 30-341/79-08 on 
noted failure to follow procedure for 
records 

LEEiE W Region 3. Chicagor Office 

8pp 


790327-30 None Ofhp 1 1 one e 
uelding activities S< 

of the Director 79/04/05 


— 7906270694 Responds to NRG 790410 1 tr re violation noted in IE Insp 
Kept 30-341/79-oa Corrective actions written reprimand mill 
be issued to general foreman far unauthorited methods of 
implementing repairs Addl training uiill be given 
HINES. E Detroit Edison Go 79/05/tl 3pp 


7906140601 Forwards IE Insp Rept 50-341/79-10 on 790329-30 No 
noncomp i lance noted 

HINES, E Region 3. Chicago, Reactor Construction Engmoering 

Support Branch 79/04/12 2pp 

—7906140607 IE Insp Rept 50-341/79-10 on 790329-30 No noncomp 1 lance 
noted Major areas inspected followup of previous items 
of noncomp 1 lanco fit related unresolved matters 
DANIELSON, 0 H , WILLIAMS. C C Region 3, Chicago. Reactor 

Construction 6 Engineering Support Branch 79/04/09 5pp 


7906260592 Forwards IE Insp Rept 30-341/79-09 on 790103-04 fit notice of 
vloiatton 

FIORELLi.G Region 3, Chicago. Reactor Construction 6 Engineering 

Support Branch 79/04/19 2pp 


—7906260374 Notice of violation from insp on 790103-04 

* Region 3. Chicago. Office of the Director 79/04/19 2pp 


S Reportable occutrences. LERs fi. related con espondence 


7906230076 Ac k receipt of 790301 final ropt re torus ring beam uield 
indications Review will be completed during future insp 
FIQRELLI.G Region 3. Chicago. Reactoi Construction f/ Engineering 

Support Branch 79/05/23 Ip 


79060B0263 Confirms 780419 tolcon in which NRC notified util that 
variation in insulation thickness on LE cable jacketing was 
determined "nonreportab le'* 

FAHRNER.W J Detroit Edison Co 79/0S/25 ip 


7906080264 Confirms 7B1121 telcon in which NRC notified util that 
cracking of Impelier vane of core sprag pumps Q & C was 
determined "nonreportab 1 o “ 

FABRNER.M J Detroit Edison Co 79/05/25 Ip 


— 7906260390 IE Insp Rept 50-341/79-09 on 790103-04 Noncomp 1 ianco noted 
inadequate qualifications of personnel 6 maint of tost 
records 

WARD. K D . MARSH. R J < DANIELSON. 0 H Region 3> Chicago. Office 
of the Director 79/04/16 I3pp 


7906120106 Forwards IE Info Notice 79-11, *'Lower Reactor Vessel Hoad 
Insulation Support Problem " No action required 

KEPPLER. J 0 Regions. Chicago. Office of the Director 79/05/07 

Ip 


7906040449 Ack receipt of 790426 1 tr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 30-341/79-05 
FIORELLI.G Region 3. Chicago. Reactor Construction fit Engineering 

Support Branch 79/05/10 Ip 


DOCKET 50-344 TROJAN NUCLEAR PLANT. UNIT 1 


E NRC Safetg Evaluation Report (SER). suppls fit correspondence 


7906260466 Forwards addl info re installation of isolation switches at 
Local control stations for safe shutdown equipment ^ addl 
design details for inclusion in 790308 SER. in response to 
790214 fit 0416 requests 

GOODWIN. C Portland General Electric Co 79/06/IB 4Bpp 


F Securityi medical, emorgoneg St fire protection plans 


7906200303 Forwards request far addl info re fire protection to 
complete safetg evaluation 

SCHWENCER.A Operating Reactors Branch I CPre 790625) 79/04/lB 

6pp 


—7906040455 Responds to NRC 790327 Itr re violations noted in IE Insp 
Rept 50-341/79-05 Corrective actions review of backfill 
repts was done to evaluate quantities fit determine areas not 
adequatelg tested 

HINES, E Detroit Edison Co 79/04/26 3pp 


7906140454 Responds to IE Bulletin 79-09 re failure in GE Type AK-2 low 
voltage power circuit breaker Breaker not in use or planned 
for use 

HINES. E Detroit Edison Co 79/05/10 2pp 


7906190092 Forwards IE Info Notice 79-12. ^'Attempted Damage to Now Fuel 
Assemblies 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/03/11 
Ip 


7906280225 Forwards response to IE Bulletin 79-03 did 790312 ASME 
SA-312. Tgpe 304 or other welded pipe mfg by Youngstown 
Welding fit Engineering Co not in use at facility 
HINES. E Detroit Edison Co 79/05/14 3pp 


7906130099 Forwards IE Bulletin 79-11. "Faulty Overcurront Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/03/22 
ip 


7906260097 Ack receipt of 790504 Ur In/ornilng NRC of steps taken to 
correct violations noted in IE Imp Rept 30-341/79-07 
FIORELLI.G Region 3. Chicago. Reactor Construction & Engineering 

Support Branch 79/03/23 Ip 


— 7906260108 Responds to NRC Ur re violations noted in IE Insp 
Rept 50-341/79-07 Corrective actions Wisner 6 Becker 
procedures were modified 

HINES. E Detroit Edison Co 79/03/04, Spp 


7906200118 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " 

KEPPLER. J O Region 3. Chicago. Office of the Director 79/03/29 
ip 


7906290687 Ack receipt of 790511 Ur informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-341/79-08 
FlDRELLIiO Region 3. Chicago. Reactor Construction fit Engineering 

Support Branch, 79/05/30 Ip r » » 


O Adjudicatory corrcsp'’ondBnce 


7906070360 First sot of interrogatories submitted to N Dell fi« 
Consolidated Interveiiors Affidavit fi* Certificate of 8vc 
enc 1 

JOHNSON. R H Portland General Electric Co 79/03/05 13pp 


—7906070362 First set of interrogatories submitted to E Rasolie fit 
Coalition of Safe Powor Affidavit of Sve end 
JOHNSON. R U Portland General Electric Co 79/03/05 lOpp 


7706180712 Motion for order compelling N Bell fit Consolidated 
Intervenars to respond to end 790305 interrogatories 
Certificate of 8vc end 

JOHNSON. R W Portland General Electric Co AXELRAD.M . CARR. A V 
Lowensteln. Newman. Reis. Axelrad tr Toll 79/03/23 4pp 


— 7906100719 Licensee's first set of interrogatories to N Dell fit 
Consolidated Interveners Affidavits fit Certificate of 8vc 
enc L 

JOHNSON.R W Portland General Electric Co 79/03/05 14pp 


7906040396 Confirms action taken during prehearing conference, Phase 11. 
re contentions of Coalition for Safe Power fit Consolidated 
Interveiiors Directs intervenors to give fuller responses to 
interrogatories Adopts Phase II schedule 

MILLER. ti E Atomic Safety and Licensing Board Panel 79/04/12 
4pp 


7906040165 Answers by Consolidated Intervenors to second phase of first 
set of NRG interrogatories Certificate of 8vc end 
BELL.N Affiliation Unknown 79/04/14 Spp 


— 7906040168 Answers by Consolidated Intervenors to licensee 'e first 
set of interrogatories 

BELL.N Affiliation Unknown 79/04/14 4pp 


7906010076 Opposes 790410 petition of 8M Garrett pro le fi< for 
Coalition for Safe Power. seeking NRG review of A6LAB 790321 
decision Certificate of &vc end 

HASTINGS, U Portland General Electric Co 79/04/20 5pp 


7906070218 Provides answers to intervenor 's questions raised in 790331 
prehearing conforonce, Certificate of Sve end 
ERICKSON, L W Pacific Gas fi- Electric Co 79/04/20 lOpp 
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790^080139 Responsas to »n terven or 's questions rai4*d at 790331 
prehearing conference Certificate of Svc end 
EIRCK8QN1 L U Portland General Electric Co 79/04/20 lOpp 


J Insurance it indemnitij information 


790&0BO297 Forwards eiecuted Amend 4 to Indemnity/ Agreement B-7S 
ENEDECOR, E Portland General Electric Co 79/06/04 3pp 


K Utilitg Final Safetg Analysis Report (FEAR) & amends 


7906260001 Forcuardi logic diagrams (modified FEAR Figures 7 2-l> in 
response to NRC request -for addl info in suppoi t of license 
Amend 54 Diagrams show change in pressurlier safety 
injection logic Tech Spec change end 

BROEHL, 0 J Portland General Electric Co 79/06/20 4pp 


P Operating license stage documents ti correspondence 


7906050416 Act receipt of util 790206 Itr containing responses to 
questions re possible transit of crude oil unit trains 
across site Since pi oposad transpor tation has been 
abandoned^ future action has been dismissed 

SCHWENCERiA Operating Reactors Branch 1 (Pre 790625) 79/04/30 

2pp 


7906260193 Summary of 790312 meeting w/util re aurillary feedwater sys 
V mods required in non-D&W plants in light of TMI-2 
TRAHMELU.C Operating Reactors Branch I (Pre 7906231 79/03/18 

5pp 


7906050349 Responds to NRC 781 12Q Itr ro containment purging during 
normal plant operation Provides addl info on isolation valve 
closure & seismic Category I hydrogen vent sys 
OOODWiNiC Portland General Electric Co 79/05/31 3pp 


7906110132 Forwards License Change Application 54 requesting amend of 
License NPF~1 Application evaluated as Class lit 
Certificate of Eve end 

BRQEHL.D J Portland General Electric Co 79/06/06 2pp 


— 7906U0136 License Change Application 94 requesting change to License 
NPP~1 engineered safeguard features actuation logic in 
preSfurl ler 

BROeHLfO J Portland General Electric Co 79/06/06 9pp 


7906190473 Acic receipt of NRC 790518 Itr re PCE-1020 Response schedule 
Will be confirmed by 790615 

JOHNSONfR W Portland General Electric Co 79/06/11 ip 


7906220344 Responds to 790323 request for info on PWR feedwater lines 
Results of radiographic insp not yet complete Forwards 
isometric drawings re feedwater lines to steam generator# 
details of feedwater nox 1 les. sparger i> supports 
OOODWINjC Portland General Electric Co 79/06/18 75pp 


7906270180 Discusses late receipt of NRC 790510 Itr forwarding 
questions requesting addl technical plant info Proposes mere 
formal arrangements re NRC distribution of plant-related 
correspondence 

FRANKiL Oregon! State of 79/06/19 Ip 


addl Info re proposed control bldg design! in 
uest Further responses to be submitted 
wall along column N will be modified 
ivation Certificate of Svc end 
opera I Electric Co 79/06/22 43pp 


IS S' correspondence 


'‘Lower Reactor Vessel Head 
qulred 

*ico of the Director 


7906270002 Forwards licensee response to IE Bulletin 79“06Ai "Review of 
Operational Errors 6 Sys Misalignments Identified During TMI 
Incident " 

VAROArS A Light Uater Reactors Branch 4 79/03/16 Ip 


—7906270005 Submits update to 790424 response to IE Bulletin 79-06A. 
Revision 1 re tripping of pressuriier water level bistables 
b resetting of containment isolation 

GaODUIN!C Portland General Electric Co 79/03/04 2pp 


7906080242 Forwards IE Circular 79-08, "Attempted Extortion - Lou 
Enriched Lf " 

ENOELKEN, R H Region 5/ Ban Francisco, Office of the Director 
79/03/18 ip 


7906130043 Forwards IE Bulletin 79“ll, "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

ENGELKENi R H Region 5 j San Francisco, Office of the Director 
79/05/22 Ip 


7906200054 Forwards IE Info Notice 79-13, "Indication of Lou Water 
Level in Oyster Creek Reactor " 

ENGELKENrR H Region 3, San Francisco, Office of the Director 
79/05/29 ip 


7906060281 Summariies 790310 telcon w/CM Trammell, in response to 
IE Bulletin 79-01, Item 4 Location of valve MO lOOlO is below 
posb-LOCA containment water level Design activities 
initiated to relocate valve 

GODDHIN, C Portland General Electric Co 79/06/01 2pp 


R Periodic operating reports b related correspondence 


7906150302 Forwards monthly operating rept for May 1979 
WITHERS, B D Portland General Electric Co 79/06/05 Ip 


—7906150307 Monthly operating rept for May 1979 

BAiR-G 0 Portland General Electric Co 79/06/05 4pp 


8 Reportable occurrences, LERs b related correspondence 


7906040181 Notifies of potential deficiency in impeller locknut 
design for containment spray pumps Defect could cause 
locknut to loosen ^ lead to pump failure if impeller 
contacted pump casing 

GOODWIN! C Portland General Electric Co 79/04/16 ip 


7906180221 Forwards PN0-79-67AN 

ENOELKEN! R H Region 5! San Francisco! Office of the Director 
79/05/14 Ip 


7906180268 Forwards PNO-79-67AO 

ENOELKEN! R H Region 5, San Francisco! Office of the Director 
79/03/21 Ip 


7906180340 Forwards PN0-79-67AP 

ENOELKEN/ R H Region 3, San Francisco, Office of the Director 
79/05/22 Ip 


7906040347 Forwards LER 79-007/03L"0 

WITHERS, D D Portland General Electric Co 79/03/25 Ip 


—7906040350 LER 79-007/03L-0 on 790427. fo 1 lowing reactor trip, feedwater 
isolation valve failed to close automatically Caused by 
sticking pilot valve in hydraulic operator sys Valve closed 
manuallyisys will be inspected 

PERRY. J.C Portland General Electric Co 79/05/23 2pp 


7906180365 Forwards PND-79-67AQ 

ENCELKENrR H Region 3, San Francisco, Office of the Director 
79/05/30 Ip 


7906080292 Forwards LER 79-008 /OlT-0 

WITHERS, B D. Portland General Electric Co 79/03/31 tp 


— 7906080294 LER 79-008/017-0 on 790521 , during review of containment 
purge tys design, conta Inment purge supply ducting was 
overpressur i led Caused by faulty design which does not allow 
for effects of dynamic forces following LOCA. 

QRSER/M 8 Portland General Electric Co 79/05/31 2pp 


7906140425 Forwards LER 79-009 /03L-0 

WITHERS. B D Portland General Electric Co 79/06/04 Ip 
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— 790614043'? LER 79'009/03L-0 on 790504 three transmitters found less 
conservative than Tech Spec limits Caused by normal 
instrument drift Transmitters recalibr within Tech Spec 
limits 

aCHMITTi FI P Portland General Electric Co 79/^06/04 3pp 


DOCKET 50-346 DAVIS-OESSE NUCLEAR POWER STATION. UNIT 1 


F Securiti/i medlcali omergenci^ & fire protection plans 


7906200523 Discosses 790507-11 inap re implementation of parts of 
approved securiti^ plan Plans should be implemented in 
accordance w/enc I Itr Ltr withheld <ref I0CFR3 7901 

KEPPLERrJ 0 Region 3. ChlcagOi Office of the Director 79/05/J6 
Ip 

7906080303 Emergency Procedure 1302 24 steam supply sys rupture 
SIMON. L , MURRAV. T D Toledo Edison Co 79/06/02 I7pp 


O Adgudicatory correspondence 


7906070145 Orders shutdown of plant until NRC determines that util has 
completed Itemized changes in safety sys operating 
procedures & employee training 

CHILK. 8 J Office of the Secretary of the Commission 79/05/16 
lOpp 


7906130296 Requests denial of 790424 demands by Toledo Coalition for 
Safe Energy re human mechanical operational problems 
emergency plans request for hearing Demands vague 
inconsistent ui/regulations 

CHURCHILL. BW Bhaui. Pittman. Potts. «c Trowbridge 79/06/00 2pp 


J Insurance indemnity information 


7906200336 Forwards Endorsements 22 & 23 to MAELU Policy MF-92 
LLOYD. R D Marsh ^ McLenon. H i> M Nuclear Consultants. Inc Div 
79/06/lS 3pp 


H Antitrust correspondence 


7906220266 Notifies that certain documents were removed from ASLAO 
secretary's desk by unauthorized person Documents found in 
another ofc Investigation Initiated 

OUFLOf M E Atomic Safety and Licensing Appeal Panel 78/10/02 

2pp 


—7906220270 Forwards A8LAQ memo issued in Davis-Desse Perry proceeding 
re missing papers in ofc 

ROSENTHAL. A 5 Atomic Safety and Licensing Appeal Panel 
78/10/03 Ip 


■7906220277 Forwards 701107 rept. "Investigation of Unauthorized Removal 
of ASLAB Documents " Rept withheld (ref FOIA Exemptions 7A 
7E) 

CUMMINGS. J J Office of Inspector Auditor 79/11/10 Ip 


—7906220205 Provides info re limited Inquiry into loss or theft of ASLAB 
sensitive documents Info partly withheld due to enforcement 
proceedings (ref FOIA Exemptions 7A 8t 7E> 

ATWELL. T L Division of Security 78/10/08 2pp 


■790622030S Provides summary of investigation into alleged removal of 
documents from ASLAB ofes Info partly withheld due to 
enforcement proceedings (ref FOIA Exemptions 7A 7E) 

ABaTON.O 0 Office of Inspector fc Auditor 70/11/07 4pp 


— 7906220320 Comments on Ofc of Inspector Auditor rept re investigation 
of document removal Info partly withheld due to enforcement 
proceedings (ref fOlA Exemption 7A) 

ROSENTHAL. A 5 Atomic Safety ^nd Licensing Appeal Panel 
78/11/08 2pp 


-“■7906220336 Responds to 701107 memo re investigation of document 
removal Info partly withheld due to enforcement proceedings . 
(ref FOIA Exemption 7A) 

BURCH, C L Division of Security 7B/I2/04 2pp 


— 7906220349 Comments on Ofc of Inspector ?< Auditor rept re investigation 
of document removal Info partly withheld due to enforcement 
proceedings <ref FQIA Exemption 7A t 7E> Forwards Washington 
Post 790128.0213 U 28 articles 

HURNEYi T F, Office of Inspector it Auditor 79/02/20 7pp 


— '7906220364 Comments on Ofc of Inspector it Auditor rept re investigation 
of document removal Info partly withheld due to enforcement 
proceedings (ref FOIA Exemption 7£) 

CUMMINGS. J J Office of Inspector I. Auditor 79/06/22 2pp 


□ Advisory Committee on Reactor Safeguards reports con espondence 


7906230127 Submits requested change to Page 3/4 3-13 V associated 
safety evaluatl on, iucroas mg certain safety margins 
ROE.L E Toledo Edison Co 77/\0f27 3pp 


P Operating license stage documents b corr espondence 


7906260488 Requests status i ept Forwards questions re design 
similarities to TMI 

AHEARNE, J F Commission 79/03/29 2pp 


7906260519 Responds to 790329 request re plant status Unaware of any 
current problems of Immediate health 6 safety significance 
Delays in power testing monitored by Region Ilf Plans to 
evaluate control sys to improve regulatory performance 
DENTON, H R Office of Nuclear Reactor Regulation DAVIS. J G 
Office of Inspection ^ Enforcement 79/04/13 36pp 


—7906260523 Requests plant status r«pt Forwards questions 
AHEARNE, J F Commission 79/03/29 2pp 


7906260474 Submits items of possible concern for inclusion in opdeis t( 
B^W plant licensees Forwards 780330 PNO re reactor trip 
subsequent blowdown at TMI-2 
AHEARNE. J F Commission 79/04/27 Ip 


7906020036 Responds to 790321 request for info re QA program Util 
nuclear OA manual . revi sed 790100. is used for shipments of 
Type B quantities 

ROE.L E Toledo Edison Go 79/04/30 Ip 


7906160054 Notification of 790503 meeting w/utll in Dethesda.MD to 
discuss facility upgrading to enhance ability to respond 
to feedwater transients Time changed to 9 30 AM 

VISSING, G Operating Reactors Branch 4 (Pre 7906251 79/05/02 

ip 


7906160014 Notification of 790500 meeting w/util in Bethesda.MD to 
present design for control grade hard-wired reactor trips 
based on loss of feedwater turbine trip conditions 
ZWET210. 0 D Operating Reactors Branch 4 (Pro 790635) 79/05/OB 

ip 


7906250054 Requosts solid radwaste pi'ocoss control program, not included 
in 790316 radiological effluent Tech Specs 

REID, R N Operating Reactors Branch 4 (Pre 790625) 79/05/15 

2PP 


7906200443 Requests site emergency plan & implementing pr ocedures. s 1 te 
maps showing location grid numbers of onsite & offsite 
environ monitoring stations ti site maps used for offsite 
dose determinations or evacuation 

KEPPLERiJG Region 3. Chicago. Office qf the Director 79/05/17 
ip 


7906270023 Summary of 790917 Affirmation Session 79-13 in Washington. 
DC Orders to shut down reactor for reasons of increased 
safety if reliability were approved 

CHILK.S J Office of the Secretary of the Commission 79/05/17 
Ip 


7906070300 Forwards modified operatinB procedures complying w/NRC 
790909 order U/oversited end in Central Files only 
ROE.L E Toledo Edison Co 79/05/23 4pp 


7906060200 Responds to 790508 request Submits post-mod test plans for 
auxiliary feedwater pump dynamic b rake. inter im anticipatory 
reactor trip sys & auxiliary feedwater flow Indicators 
ROE.L E Toledo Edison Go 79/05/26 4pp, 


7906060255 Forwards revised procedure matrix reflecting updated 
procedures modified by NRC 790517 order 
ROE.L N Toledo Edison Co 79/05/29 4pp 


7906060272 Submits response to 790306 request re diesel generator 
lockout 

ROE.L E Toledo Edison Co 79/05/30 2pp 


7906210216 Forwards info re util actions complying w/NRC 790516 order 
ROE, L, E Toledo Edison Co 79/06/15 I23pp 


7906220298 Forwards "Analysis of Complete Loss of Feedwater Transient 
for Facility." In response to request for study of 
reliability of auxiliary feedwater sys U/o end 
ROE.L E Toledo Edison Co 79/06/19 Ip 
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7906260431 Fdrudrd* respoT>?B« to questions raised by NRC during 790608 
site visit re procedural gaps ■ per farmanc e effect of flout on 
power operated relief valves# valve error correction 6 const 
c leant i ness 

RQC#L £ Toledo Edison Co 79/06/10 4pp 


7906250342 Forwards o/erslied drawings of PWR feedwater lines in 
response to 790925 request fo^r design info on cracking 
problem 

ROE# L E Toledo Edison Co 79/06/19 4pp 


-7906250346 Oversiied drawings of PWR feedwater lines 
e Toledo Edison Co 79/06/19 2lpp 


7906270229 Submits requested Info re analysis on capability of dry 6 
isolated siteam generator to start auxiliary feedwater pump 
30 minutes after loss of all main auiillary feedwater i 
test results for anticipatory reactor trip sys 
RQErL E Toledo Edison Co 79/06/23 llpp 


O Inspection reports# IE Bulletins b correspondence 


7906200482 Forwards IE Insp Rept 50-346/79-04 on 790205-09 V notice of 
violation 

HEISHMAN. R F Region 3# Chicago# Reactor Operations Nuclear 

Support Qpanch 79/03/28 2pp 


—7906200484 Notice of violation from insp on 790203-09 

■b Region 3# Cliicago. Office of the Director 79/03/27 Ip 


—7906200486 IE Insp Rept 50-346/79-04 on 790203-09 Noncompl lance noted 
failure to follaw procedures 

CRE8WELL# J 6 # CKOW, E T , STREETER. J F Region 3# Chicago# 

Office of the Director 79/03/27 I5pp 


7906290260 BVW site inspector daily rept on 790407 Plant status reactor 
Node 9 cold shutdown for maint period has been extended one 
week to rework vaWes 

TANSLtNOr T Region 3i Chicago# Office of the Director 79/04/07 

2pp 


7906290181 B6W site inspector daily rept on 790400 Plant status reactor 
in Mode 3 cold shutdown for main general valve maint 6 
condenser leak tests# currently in progress 

TAMBLiMSrT » SMITH# J Region 3# Chicago# Office of the Director 
79/04/08. 2pp 


7906290044 BttW site inspector daily rept on 790409 Plant status reactor 
in Mode 5 cold shutdown maint outage Revision to procedures 
expected to be completed 790410 

TAHBLtNOfT # SMITH# J Region 3# Chicago# Office of the Director 
79/04/09 Ip 


7906290527 Bt-W site inspector dally rept on 790410 Plant status reactor 
In Mode 9 cold shutdown for maint outage Reviews of 
transients complete Condenser out of svc 

TAriBLINO#T # SMITH# J # RIDEN. D Region 3# Chicago# Office of the 
Director 79/04/10 2pp 


7906290110 BttU site Inspector daily rept on 790411 Plant status reactor 
In Mode 5 cold shutdown for maint outage Uork complete on 
condenser h feedwater cleanup 

TAMBLIfjO#T N # BAKER K R. # SMITH# J D Region 3# Chicago# Office of 
fh. 79/04/U 2pp 


r daily rept on 790413 Plant status reactor 
outage Adminis trati ye controls 

iDENfM D Region 3# Chicago, Office of 

2pp ' 


1 ly rept on 790414 Plant status' reactor 
♦'age No major equipment out 

cago# Office of the Director 


79062904S4 BVW sit# inspector dally rept on 790415 Plant status reactor 
in cold shutdown for maint outage 

BAKERi K. R. # SMlTHfJ.D Region 3# Chicago# Office of the Director 
79/04/19, Spp 


7906290373 site Inspector dally rept on 790412 Plant status reactor 
in cold shutdown for maint outage Change requested to 
containment IsoUtlon by licensee 

BAKER.K-R # SMITH/ J D # RlDEN#tt 0 Region 3# Chicago, Office of 
the Director 79/04/12 4pp 


7906290623 B6M site inspector dally rept on 790417 Plant status reactor 
in Mode 5 cold shutdown Surveillance testing preventive 
maint in progress 

TAMBUINO, T # REYES, L Region 3# Chicago# Office of the Director 

79/04/17 2pp 


7906010308 Responds to IE Bulletin 79-07 Forwards computer codes t 
analytical methods used to predict stresses in safety- 
related piping 

GRANT, J S Toledo Edison Co 79/04/24 3pp 


790623011S Forwards IE Insp Rept 50-346/79-06 on 790106,14 8- 29 

KEPPUER#J G Region 3# Chicago# Office of the Director 79/04/25 
2pp 


—7906230117 IE Insp Rept 30-346/79-06 on 790106# 14 t/ 29 No noncomp 1 1 anc e 
noted 

STREETER, J F , NDRELIVS#C E , VOHLER# J E Region 3# Chicago, 

Office of the Director 79/04/20 26pp 


—7906230122 Forwards LER 78-06 I/O I T-0 

MURRAY#? D Toledo Edison Co 79/06/23 Ip 


—7906230123 LER 78-061 /OlT-0 on 780612 voltage 8, time delay setpoints 
of essential bus undervottage trip relays found incorrect 
Caused by defective relay Relay settings changed 6 time 
delay V voltage setpoints adjusted 

HEELER,! # KAROLY# D Toledo Edison Co 78/06/23 2pp 


—7906230125 Describes events re Jul 1976 plant operation 8# oqulpment 
failures during degraded grid voltage condition 
STOLZrJ F Light Water Reactors Branch 1 76/10/19 Spp 


— 790623D12a Notifies that# based on NRC insp efforts# util had modified 
license re protective circuitry to provide breaker 
coordination 8' isolation of onsite electrical sys 
KEPPLER, J C Region 3# Chicago. Office of the Director 
77/10/31 Ip 


7906290462 B6U site inspector daily rept on 790420 Plant status in 
Mode 5 cold shutdown maint outage 

TAMBUINO. T,. REYES. L . DANIELS# T Region 3# Chicago# Office of thP 
Director 79/04/30 2pp 


7906260571 Forwards IE Insp Rept 90-346/79-07 on 790409-12 notice 
of violation 

HEISHMAN#R F Region 3# Chicago# Office of the Director 
79/04/27 2pp 


—7906260577 Notice of violation from insp on 790409-12 

b Region 3# Chicago# Office of the Director 79/04/20 tp 


—7906260579 IE Insp Rept 50-346/79-07 on 790409-12 Noncompliance noted 
failure to review ^ approve applicable procedures 
recommended in Reg Guide 1 33 App A re safety relief valve 
insp U repair 

RtD£N#M D # SPE8SARD.R L Region 3# Chicago* Office of the 
Director 79/04/25 4pp 


7906010117 Ack receipt of 790326 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/79-03 
DAV16#A B Region 3# Chicago. Fuel Facility S' Materials Safety 

Branch 79/04/30 Ip 


—7906010122 Responds to NRC 790306 Ur re violations noted In IE Insp 
Rept 90-346/79-03 Corrective actions two entrances to incore 
tunnel locked 

GRANT# J 8 Toledo Edison Co 79/03/26 2pp. 


7906260636 Forwards IE Insp Rept 30-346/79-00 on 790418 
No noncompliance noted 

KEPPLERrJ 0 Region 3, Chicago, Office of the Director 79/04/30 

2pp 


— 79P6260639 IE Insp Rept 90-346/79-00 on 790418 NO noncompliance noted 
Major areas Inspected, administrative operating regulatory 
performance of facility. 

TAMBLINMO#! N » 8PE88ARP# R L, Region 3# Chicago# Office of the 
Director HEISHMAN, R, F, Region 3# Chicagor Reactor Operations 
Nuclear Support Branch 79/04/30, 3pp 


7906020240 Responds to IE Bulletin 79-04. Desccribes investigation re 
weights used In pipe stress 'analysis of swing check valves 
Supporting documentation end# 

ORANT# J 8 Toledo Edison' Co 79/09/01, I8pp, 
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V 


7906260497 Forwards IE Inap Rept 50-346/79-09 on 790410-11 No 
noncontp 1 lane e noted 

F10RELUI<0 Region 3 j Chicago. Reactor Construction 6 Engineering 

Support Oranch 79/05/Ot 2pp 


— 7906260502 IE Insp Rept 50-346/79-09 on 790410-11 No noncotnp 1 lance 
noted Major area inspected licensee action re IE Circular 
78-08 

JABLQNSKI.F J < HAYES. D U Region 3, Chicagoi Reactor 

Construction 6 Engineering Support Branch 79/04/30 6pp 


7906140249 Forwards responses to IE Bulletin 79-03D re TMl-2 incident 
ORANTivf S Toledo Edison Co 79/05/04 5pp 


7906120125 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem No action required 

KEPPLERj J G Region 3. Chicago. Office of the Director 79/03/07 

ip 


7906110100 Forwards IC Rutletin 79-10, *'Requa 1 1 f icatl on Training 
Program Statistics " Written response requited 

KEPPLERfJ G Region 3, Chicago. Office of the Director 79/05/11 
IP 


— 7906250119 Responds to NRC 790427 1 tr re violations noted in IE Insp 
Rept 50-346/79-07 Corrective actions use of safetg relief 
valves insp K-46 has been discontinued New maint procedure 
will be written 

GRANT.J S Toledo Edison Co 79/03/17 2p p 


R Periodic operating reports related correspondence 


7906140394 Forwards monthly operating t ept for May 1979 
MURRAY. T D Toledo Edison Co 79/06/08 ip 


— 7906140408 Monthly operating rept for May 1979 
CABA.E C Toledo Edison Co 79/06/05 llpp 


8 Reportable occurrencos, LERs // related correspondence 


7906290028 Summary of 790308 meeting te/util t Bechtel In Bethesda, MD 
re licensee design of hard wire control-grade reactor trip 
caused by loss of feedwater t(/or turbine trip St other 
matters related to NRC shutdown order 

2WET21C.O B Operating Reactors Branch 4 CPre 790625) 79/05/15 

4pp 


7906190102 Forwards IE Info Notice 79-12, "Attempted Damage to Now Fuel 
Assemblies “ 

KEPPUER; J G Region 3. Chicago, Office of the Director 79/03/11 

Ip 


7906060232 Responds to IE Bulletin 79-09 re use of GE Type AK-2 circuit 
hrealfors in safety-related sys Program established to ensure 
proper eye 1 ing. c leaning 6 lubrication uf control rod drive 
control sys breakers 

GRANT, J S Toledo Edison Co 79/03/13 3pp 


7906060291 Revises 790304 transmittal re change in response to IE 
Bulletin 79-05B, Item 4 Procedures will not be modified to 
provide manual reactor trip on low prcssurlzer level 
GRANT, J 8 Toledo Edison Co 79/05/15 2pp 


7906190550 Ack receipt of 790418 I tr informing NRC of steps taken to 
correct violation noted In IE Insp Ropt 30-346/79-04 
HEISHMAN/R P Region 3, Chicago. Reactor Oporations Nuclear 

Support Branch 79/05/13 Ip 


—7906190555 Responds to NRC 790328 I tr re violation noted in IE Insp 
Rept 50-346/79-04 Corrective actions demanding strict 
adherence to procedures, c lose review of procedures tt 
mechanism for mod 

GRANT. J 8 Toledo Edison Co 79/04/10 2pp 


7906230140 Submits followup to 790416 Itr in response to IE Bunetln 
79-03 Ultrasonic examination evaluation Indicates acceptance 
stds of Section Itt of A8ME Code. 1971 edition, are 
acceptable 

GRANT, J 8 Toledo Edison Co 79/05/16 Ip 


7906080205 Forwards IE Circular 79-08, "Attempted Extortion - Lou 
Enriched U " 

KEPPLERrJ 0 Region 3, Chicago. Office of the Director 79/03/18 

Ip 


7906270120 Requests info re manual trip on low presurizer level as 
stated in Item 4F of IE Bulletin 79-05B 

WILLIAMS, F J Division of Project Management 79/05/18 3pp 


7906230037 Forwards responsee to Items 5 7 of IE Bulletin 79-03B re 

TNI-2 incident Submittal, in conjunction w/utll 790304,15 t, 

18 1 trs. cemp letes response to bulletin 
GRANT. J 8 Toledo Edison Co 79/05/21 4pp 


7906080283 RO on 790518 68 hydraulic snubbers failed iQ-month 
functional test verifying piston movement Analysis being 
conduc ted 

MURRAY, T D Toledo Edison Co 79/05/18 2pp 


7906040237 Forwards LER 79-056/03L-0 

MURRAY, T D Toledo Edison Co 79/05/29 Ip 


—7906040239 LER 79-056/03L-0 on 790501 oxcessslve leakage found througf 
containment isolation valve NN236 Caused by either dirt on 
valve seating surface or slipped actuator linkage Valve 
cleaned t> recalibr 

RQKRER.E Toledo Edison Co 79/05/29 2pp 


7906050242 Forwards LER 79-05a/03L-0 

MURRAY. T D Toledo Edison Co 79/05/30 Ip 


—7906050243 LER 79-05B/03L-0 on 790303 IBM Sys 7 contact data logger 
fal led. render ing fire h radiation remote monitoring 
inoperable Cause of failure unknown Computer reloaded 4, 
placed in operation 

BORYSIAK. M Toledo Edison Co 79/05/30 2pp 


7706070202 Forwards LER 79-057/0 I T-0 

MURRAY, T 0 Toledo Edison Go 79/06/01 Ip 


— 7906070208 LER 79-057/01 T-0 on 790518 hydraulic snubbers may not have 
fulfilled their functional requirements Cause under 
Investigation, but possibly from improper Installation of 
snubbers during const 

O'NEILL, J J Toledo Edison Co 79/05/30 3pp 


7906070269 Forwards LER 79-034/OlT-a 

MURRAY, T D Toledo Edison Co 79/06/01 Ip 


—7906070272 LER 79-034/0IT-2 on 790103 HP I pump 1-1 stopped, due to low 
recirculation flow indication Caused by inability of heat 
trace to maintain HPt pump roc irculatl on lino tomp above 
freezing Thermostat setting increased 
BROWN.DH Toledo Edison Co 79/03/23 5pp 


7906180546 Forwards LER 79-060/03L-0 

MURRAY. T D Toledo Edison Co 79/06/13 Ip 


7906130116 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee . 

action required 

KEPPLER.J O Region 3, Chicago, Office of the Director 79/05/22 

Ip 


7906200137 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " 

KEPPLERrJ G Region 3. Chicago, Office of the Director 79/03/2? 
IP 


7906230109 Ack receipt of 790317 Itr informing NRC of steps taken to 
correct vloletions noted In IE Insp Rept 50-346/79-07 
HEI8HMAN, R F Region 3, Chlcego, Reactor Operations Nuclear 

Support Branch, 79/05/29 Ip 


—7906180547 LER 79-060/03L-0 on 790519 fire harrier removed to allow 
removal of hydraulic snubber, but continuous fire watch was 
not established Caused by faulty procedure Mod made to 
hydraulic snubber testing procedure 
BROWN. R A Toledo Edison Co 79/06/13 3pp 


7906180349 Forwards LER 79-05'?li'03L-0 

MURRAY.! D Toledo Edison Co 79/06/13 Ip 


— 7906180551 LER 79-039/03L-0 on 790517 unsealed hole discovered in fir 
barrier floor Caused by uncompleted survey of work Items. Gap 
sealed ^ training meeting held u/malnt it const supervisors 
NAYLOR, R M. Toledo Edison Co 79/06/13 3pp 


7906220383 Forwards LER 79-061 /03L-0 

MURRAY,! D Toledo Edison Co 79/06/14 Ip 
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—7906230389 LER 79-061 (^O3L-0 on 790310 control room emorgoncy damper 
HV53tlA stuck »n open po&iticn during aurveillance testing 
Caused by homlditg corroding brass bushings of shaft Damper 
repaired ^ humidifiers relocated 
RUDOLPH, J J Toledo Edison Co 79/06/14 3pp 


7906320397 Forwards LER 79-062/ 03L-0 

MURRAY. T D Toledo Edison Co 79/06/15 Ip 


— 79063204 03 LER 79-062/03L-0 on 790521 automatic faeduater suction 
pressure switches found outside specified tolerance Caused 
by instrument drift fc component failure Suitchas returned to 
normal tolerances on 790522 

MEL SOM. jr , HITCHENS. D Toledo Edison Co 79/06/15 4pp 


7906350257 Foru/ards LEH 79-063/03L-0 

MURRAY,! O Toledo Edison Co 79/06/20 Ip 


—7906350250 LER 79-Q63/03L-0 on 790523 containment prassuriier smoke 
detector DS 0635 did nut alarm when tested Caused bg broken 
wire In detector ftied base Wire repaired V detector 
successfully tested 

CHESKO, R C Toledo Edison Co 79/06/20 2pp 


7906270175 Forwards LER 79-029 /OlT-2 

MURRAY,! D Toledo Ed ison Co 79/06/23 tp 


— 790627017G LER 79-039/OIT-2 on 790306 berated water storage tank 
isolatisin valves DH7A L B were mistakenly closed Caused by 
personnai error Valves reopened 6 auiiliary operator 
disciplined 

BROWN, D H Toledo Edison Cu 79/03/16 Spp 


DOCKET 50-3-46 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 1 


F Securitiji medical, emergency ^ fire protection plans 


7906010100 Responds to 790312 Itr re delays in implementing 
reqoiremonts of 10CFR73 55 Region 11 should be notified when 
full compliance is achieved L compensatory measures are 
di scontinued 

SCHWENCERrA Operating Reactors Branch I <Pre 790625) 79/04/30 

2pp 

P Operating- license stage documents 6 correspondence 


7906250180 Discusses review o-f util 790301 revised ECCS analysis, which 
satisfies criteria of NRC 780437 order for mod of license 
Forwards safety evaluation of Zr-water correction to ECCS 
a na 1 y s 1 s 

SCHWENCERi A Operating Reactors Branch I <Pre 790625) 79/05/09 

2pp 


—7906250107 Safety evaluation supporting mod of 2r-water correction to 
ECCS analysis 

* aperatiny Reactors Branch 1 <Pre 790625) 79/05/09 4pp 


7906260179 Summary of 790508 meeting w/util in Bethesda.MD re auxiliary 
feedwater ays U related info 

REEVES. S A Operating Reactors Branch 1 (Pre 790625) 79/05/15 

4pp 


ion of 790606 meeting w/util to discuss App I 

ent Tech Specs proposed by 790416 Itr 

atlng Reactors Branch I iPre 790625) 79/05/23 


letion of two prerequisites for startup after 
onger term moans of reactor 
tion have been installed 
Co 79/06/00 Ip 


sdwater lines, in response to NRC 
Wings end W/o end 
'9/06/ IS i40pp 


7906220347 Forwards proposed Tech Spec changes re containment purge 
syi single dropped rod protection Safebg evaluations end 
CLAYTON^ F L Alabama Power Co 79/06/30 18pp 


Q Inspectio-n reports, IE Bulletins L correspondence 


7906140626 Forwards IE Insp Ropt 50-340/79-11 on 790312-16 No 
noncomp L 1 *nea noted 

SUTHERUANDi J, T Region 2« Atlanta, Fuel Facility & Materials 

Safety Branch 79/03/39 Spp 


—7906140634 lE Insp fiept 50-348/79-11 on 790313-16 No none omp 1 1 anc e 
noted Major areas inspected temporary shielding on 
safety-related piping separation of containment waste 
sys from noncontainment plant sys 

HOSEV, C « , GIBBON, A F Region 2, Atlanta, Fuel Facility ry 

Materials Safety Branch 79/03/29 7pp 

7906300350 Forwards IE Insp Rept 50-348/79-13 on 790327-30 No 
noncomp 1 lance noted 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear support 

Branch 79/04/12 2pp 

—7906200359 IE Insp Rept 50-348/79-13 on 790337-30 No noncompliance 
noted Major areas inspected refueling activities 
VOGT-LOHELL, R J, MARTIN, R D Region 2, Atlanta, Office of the 
Director 79/04/12 4pp 


7906140150 Forwards IE Insp Ropts 50-348/79-15 ^ 50-364/79-05 on 
790402-07 No none omp I i anc e noted 

LEWia.R C Region 2, Atlanta. Reactoi Operations Nuclear Support 

Branch 79/04/17 2pp 

—7906140157 IE Insp Repts 50-348/79-15 6 50-364/79-05 on 790402-07 No 
noncomp 1 lance noted Major areas inspected preoperationa 1 
test procedures 6 test procedure for mod ty refueling 
WAGNER. A 0 , MARTIN, R D Region 2. Atlanta. Office of the 
Director 79/04/16 4pp 


7906290483 Responds to IE Bulletins 79-06 6 79-06A, Revlsl on 1 
Forwards Info re THt incident Proposed design t Tech Spec 
changes will be submitted by 790514 
CLAYTON. F L Alabama Power Co 79/04/24 2lpp 


7906220244 Act receipt of 790427 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-340/79-14 8< 

50-364/79-06 

MURPHY, C e Region 2, Atlanta, Reactor Construction Zi Enginsorlng 

Support Branch 79/05/07 Ip 


—7906220247 Responds to NRC 790411 Itr re violations noted in IE Insp 
Repts 50-340/79-14 fc- 50-364/99-06 Corrective actions new 
in-house procedure implemented to control electrical prints 
U instruction of all field supervision 
CLAYTON, F L Alabama Power Co 79/04/27 2pp 


—7906220240 Forwards IE Insp Repts 50-340/79-14 50-364/79-06 on 

790327-29 t, notice of violation 

MURPHY. C E Region 2, Atlanta, Reactor Construction V 

Engineering Support Branch 79/04/U 2pp 


—7906220249 Notice of violation from insp on 790327-29 

« Region 2, Atlanta. Office of the Director 79/04/12 Ip 


—7906220250 IE Insp Repts 50-340/79-14 50-364/79-06 on 790327-29 

Noncompliance noted failure to control superseded drawings 
HUNT. H D Region 2, Atlanta, Office of the Director HERDTrA R 
Region 2, Atlanta, Reactor Construction Engineering Support 
Branch 79/04/12 4pp 


7906190215 Ack receipt of 790423 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-348/79-09 
KENNA,H B Region 2. Atlanta, Safeguards Branch 79/05/09 Ip 


— 7906190218 Forwards IE Insp Rept 50-348/79-09 on 790318-16 Notlco of 
violation withheld (ref 10CFR2 790) 

KENNAiW 0 Region 2, Atlanta, Safeguards Branch 79/03/89 

2pp 


—7906190223 IE Insp Rept 50-348/79-09 on 790312-16 Noncorap I lance noted 
infraction re protected area control, protected area 
isolation lone ^ vital area control Details withheld 
(ref 10CFR2 790) 

FUCHKQ, J M Region 2, Atlanta, Office of the Director 

TOBIN. H J Region 2, Atlanta, Safeguards Branch 79/03/29 

Ip 


7906230437 Forwards IE Info Notice 79-12. ''Attempted Oaraage to New Fuel 
Asserabliei " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/10 Ip 


7906110058 Forwards IE Bulletin 79-10, "Requal If icatlon Training 
Program Statistics " Written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/11 ip 


7906290761 Responds to lE Bulletin 79-09 OE Type AK~2 circuit breakers 
are used in safety-related features at Units 1 2 

CLAYTON, F L Alabama Power Co 79/03/10 2pp 



DOCKETED ITEMS 


14 > 


7906290723 Forwards Info in response to IE Bullotin 79-10 ra 
r equal If ication training program 
CLAYTONfF L Alabama Power Co 79/05/22 3pp 


fl Periodic operating reports &. related correspondence 


7906190258 Forwards monthlg operating rept for May 1979 
CLAYTONiF U Alabama Power Co 79/06/12 ip 


— 7906190260 Monthly operating rept for May 1979 

HAIRSTON, 0 Alabama Power Co 79/06/01 4pp 


S Reportable occurrences. LERs tt related correspondence 


7906010280 FOIA request for documents re abnormal occurences at plants, 
info re Westinghouse proposed nuclear fuel assembly plant in 
Prattvi 1 le. AL 6 info re transportation of nuclear waste 6 
fuel through AL 

DAKESfO L Affiliation Unknown 79/04/23 2pp 


7906050205 Forwards nonroutine environ operating rept providing lO-day 
written notification of 790515 occurence 
CLAYTON. F L Alabama Power Co 79/05/25 Ip 


-~79060502B7 Nonroutine environ operating rept discussing 790330-0514 
drainage of 1.860 gallons contaminated water onto Unit 2 
floor drain sys Caused by inadequate design change control 
Drains were plugged 

» Alabama Power Co 79/09/23 3pp 


7906040279 Forwards LER 79-02i/0iT-2 

CLAYTON. F L Alabama Power Co 79/05/29 Ip 


—7906040203 LER 79-021/OiT-2 on 790412 initial results of test program 
revealed statistical sampling would not provide probability 
of greator than 95'/ anchor bolt reliability Dolt testing 
program expanded to include 100’/ testing 
HAIRSTON. W 0 Alabama Power Co 79/09/29 4pp 


7906010277 Responds to 790423 FOIA request Forwards computer printout 
of abnormal occurrences at plants until May 1979. paper on 
“Transportation of Nuclear Fuel 4- Waste." fy list of package 
designs for which util is registered 

FELTON. J M Division Of Rules and Records 79/09/30 57pp 


7906190239 Forwards LER 79-019/03L-1 

CLAYTON. F L Alabama Power Co 79/06/00 Ip 


—7906190242 LER 79-019/03L-I On 790420 fluoride U chloride 

concentrations in RCS in violation of Tech Spec limits Cause 
not determined RCS integrity not Impaired St acceptable 
for continued operation 

HAIRSTON. W 0 Alabama Power Co 79/06/00 Ip 


7906250209 Forwards LER 79-017/01T-2 

CLAYTON. FL Alabama Power Co 79/06/18 Ip 


— 7906250292 LER 79-017/01T-2 on 790330 util notified by Wostlnghouse of 
single dropped rod w/potential for calculated DND ratios 
lower than reported to NRC for floating nuclear plants 
Caused by incorrect measurement during rod drop events 
HAIRSTON. W O Alabama Power Co 79/06/10 3pp 


7906290250 Forwards LER 79-021/01T-3 

CLAYTON. F L Alabama Power Co 79/06/19 Ip 


—7906250292 LER 79-021/01T-3 on 790412 statistical sampling of Seismic 
Category I anchor bolts would not provide probability 
greater than 99'/ reliability Caused under Investigation 
Testing extended to 100’/ verification of anchors on pipe 
HAIRSTON. W 0 Alabama Power Co 79/06/19 4pp. 


7906260333 Forwards 79061 S Itr to EPA re item of none omp 1 lance Analysis 
of turbine bldg sump effluent showed 9 13 pH Caused by 
error in sampling analysis Steps have been taken to ensure 
violation does not recur 

CLAYTON. F.L AFlhama Power Go 79/06/19 2pp 


DOCKET 90-392 LIMERICK OENERATINO STATION. UNIT 1 


A Application/construction stage documents correspondence 


7906200033 Dlscuises effect of TMI-2 incident on proposed const of 
nuclear facilities 

DENTON. H.R. Office of Nuclear Reactor Regulation 79/05/11 3pp 


C Adjudicatory correspondence 


7906140479 Requests NRG position on nuclear plant const In Limerick 
Township. PA 

REVNIER.R H Reynier. Crocker. A1 lebach ^ Reher.P C 79/04/13 2pp 

7706000085 Opposes const of facilities in close proximity to populated 
areas Plants should be built at least 50 miles from densely 
populated areas 

GQODSTEIN.S J Af f 1 1 lat u f. Unknown 79/04/27 Ip 


H General correspondence 


7906070379 Ack receipt of 790413 Itr commenting on financial 
responsibility of nuclear facility owners re TMI'-2 incident 
SNYDER. 0 L Region 1. Philadelphia. Office of the Diractor 
79/04/20 ip 


— 7906070300 Requests financial responsibility for TMI-2 inci-dent be 
placed on Metropolitan Edison stockholders 
ZEITLIN.H Affiliation Unknown 79/04/13 2pp 


7906130089 Acks receipt of 790416 Itr commenting on inadequate supply 
of water 

SNYDER.G L Region I, Philadelphia. Office of the Director 
* 79/04/20 Ip 


— 7906130095 Comments on plant licensing 4- inadequate water supply 
BALDASSARI.J A Affiliation Unknown 79/04/16 2pp 


7906100595 Ack receipt of 790413 Ur Board of Supervisors will be 
placed on distribution list for repts re results of TMI 
Investigation No current plans to cease const of 
nuclear power plants Facility will be formally reviewed 
DENTON. H R Office of Nuclear Reactor Regulation 79/05/14 3pp 


—7906100602 Expresses concern of Board of Supervisors of Limerick 
Township. PA re continued const of facility. in light of TMI 
accident Requests NRC to investigate safety of facility 
RCYNIER.R H Pottstown, PA 79/04/13 2pp 


Q Inspection reports. IE Dulletins t> correspondence 


7906100405 Forwards It Info Notice 79-10. “Noncomf ormlng Pipe Support 
Struts No written response necessary 

ORIER.S H Region 1. Ph 1 lade iph la. Office of the Director 
79/04/16 ip 

7906050193 Ack receipt of 790302 Ur Informing NRC of steps taken to 
correct violations noted in IE losp Repts 50-352/70-12 
50-353/78-00 

CARLSON.R T Region 1. Ph I ladelph la. Reactor Construction 

Engineering Support Branch 79/04/23 Ip 


—7906050197 Responds to NRC 790131 Ur re violations noted In IE Insp 
Repts 50-352/78-12 t- SO-353/70-08 Corrective actions 
required insp performed* fy documented, open insp plans 
reviewed field staff reinstructed 

QOYER.V 8 Philadelphia Electric Co 79/03/02 2pp 


— 7906050201 Forwards IE Insp Repts S0-352/7B-12 6 50-353/78-00 on 
701226-29 4- 790102 4* notice of vlolaUon 

CARLSON.R T Region I. Philadelphia. Reactor Construction 4* 

Engineering Support Branch 79/01/31 2pp 


—7906030206 Notice of violation from Insp on 781226-29 & 790102 
# Region 1. Phi ladelph ia. Office of the Director 79/01/30 
IP 


—7906030212 IE Insp Repts 50-352/78-12 4. 30-353/70-08 on 7B 1226-129 b 
790102 Nencomp 1 lance noted failure to perform insp for 
piping installation activities 

MATTIAiJ . MCBRCARTY.R Region 1. Phi ladelph ia. Office of the 

Director MCOAUOHY. R Region i. Ph 1 lada Iph la. Reactor 

Construction 4- Engineering Support Dranch 79/01/30 13pp 

7906110031 Forwards IE Bulletin 79-03B. “Nuclear Incident at 
TMI“8wppl '* No written response required 

GRIER. 0 H Region 1. Phi lada Iph ia, Office of the Director 
79/04/23 Jp, 


7906130172 Forwards IE Circular 79-07. "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted In Reactor Powar 
Increase '• No written response required 

GRIERjS H Region li Philadelphia, Office of the Director 
79/05/02 tp 
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7906030206 R«spotids tq IE Bulletin 79-03, “Longitudinal Weld Defects in 
ASME SA-312 Tij{>e 304 StainUsa Steel Pipe Spools Mfg by 
Youngstauh Welding E/ Engineering Co ” Some pipes preaentpbot 
not Installed 

BDYERpVS Philadelphia Electric Ca 79/05/07 Ip 


7906120189 Forwards lE Info Notice 79-!l. "Lower Reactor Vessel Head 
Insulation Support Problem *' No action required 
ORIER.B H Region 1. Phi ladelph la. Office of the Director 
79/03/07 2pp 


— 7906050197 Responds to NRC 790131 J tr re violations noted in IE Insp 
Repts 30-332/7B-I2 V 30-353/78-00 Corrective actions 
required Insp performed 6 documented, open insp plans 
reviewed t. field staff reinstructed 

BOYER, V a Philadelphia Electric Co 79/03/02 2pp 


— 7906050201 Forwards IE Insp Ropts 50-352/76-12 50-333/78-OB on 

781226-29 (b 790102 fy notice of violation 

CARLSON, R T Region 1, Philadelphia, Reactor Construction t/ 

Engineering Support Branch 79/01/31 2pp 


S Reportable occurrences. LERs U related correspondence 


790602020B Act receipt of 790420 Itr forwarding llmi torque loctnut 
installation deficiency 

CARLSON, R T Region I, Ph i ladel phia, Reactor Construction 6 

Engineering Support Branch 79/05/02 Ip 


—7906020211 Forwards Significant Deficiency Rept 8 re limitorque Locknut 
installation deficiency 

QQYERrV a Philadelphia Electric Co 79/04/20 Ip 


— 7906020213 Significant Deficiency Rept 8 limitorque locknut 
installation deficiency 

* Philadelphia Electric Co 79/04/30 4pp 


— 7906050206 Notice of violation from insp on 701226-29 ty 790102 
* Region I, Ph i ladel ph la, Office of the Director 79/01/30 
IP 


—7906050212 IE InSp Repts 50-352/78-12 6 50-353/78-08 on 781226-129 ^ 
790102 Noncomp I lance noted failure to perform insp for 
piping installation activities 

NATTIA, J, HCBREARTY.R Region 1, Ph i I ad e 1 p h la , Office of the 

Director NCCAUOHY, R Region 1. Ph i 1 ade Iph la, Reactor 

Construction t Engineering Support Branch 79/01/30 IGpp 


7906110031 Forwards lE Bulletin 79-03B, "Nuclear Incident at 
TNI-Suppl " No written response required 

GRIER, 0 H Region 1, Philadelph ia, Office of the Director 
79/04/23 ]p 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A App I ication/constTuctl on stage documents 5 correspondence 


7906280033 Discusses affect of TMI-2 incident on proposed Const of 
nuclear facilities 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/11 3pp 


G Adjudicatory correspondence 


7906140479 Requests NRC position on nucloai plant const in Limerick 
Township, PA 

REYNIERiR H Reyn I er, C rocker, AI lebach ^ Reber,P C 79/04/13 2pp 


79060800B5 Opposes const of facilities in Close proximity to populated 
areas Plants should be built at least 30 miles from densely 
populated areas 

OODDSTEIN, S J Affiliation Unknown 79/04/27 Ip 


H General correspondence 


7906070379 Ack receipt of 790413 Itr commenting on financial 
responsibility of nuclear facility owners re TMI-2 incident 
SNYDER, GL Region 1, Ph i ladelph ia. Office of the Director 
79/04/20 Ip 


—7906070300 Requests financial responsibility for TMl-2 incident be 
placed on Metropolitan Edison ti stockholders 
ZEITLIN, H Affiliation Unknown 79/04/13 2pp 


7906130069 Acks receipt of 790416 Hr commenting on inadequate supply 

of water 

BNYDERfG L Region 1, Philadelphia, Office of the Director 
79/04/20 ip 


i —7906130095 Comments on plant licensing ^ inadequate water supply 
0ALDA98ARI,J A Affiliation Unknown 79/04/16 2pp 


7906130172 Forwards lE Circular 79-07, "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

GRIER, B H Region 1, Phi ladelph la. Office of the Director 
79/05/02 Ip 


7906020206 Responds to IE Bulletin 79-03, "Longitudinal Weld Defects in 
A5KE SA-312 Type 304 Stainless Steel Pipe Spools Mfg by 
Youngstown Welding Engineering Co " Some pipes present, but 
not installed 

BOYER, V S Philadelphia Electric Co 79/05/07 Ip 


7906120189 Forwards IE Info Notice 79-11, “Lower Reactor Vessel Head 
Insulation Support Problem " No action required , 

GRtER, B H Region 1, Phi ladel ph la. Office of the Director 
79/05/07 2pp 


S Reportable occurrences, LERs 6 related correspondence 


7906020208 Ack receipt of 790420 Hr forwarding limitorque locknut 
installation deficiency 

CARLSON, R T Region t, Philadelphia, Reactor Construction 

Engineering Support Branch 79/05/02 Ip 


—7906020211 Forwards Significant Deficiency Rept 0 re limitorque locknut 
installation deficiency 

BOYER. V S Philadelphia Electric Co 79/04/20 Ip 


—7906020213 Significant DeFiciancy Rept 8 limitorque locknut 
installation deficiency 

e Philadelphia Electric Co 79/04/30 4pp 


DOCKET 30-354 HOPE CREEK NUCLEAR STATION, UNIT I 


0 Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB~509 

eCINTQ. J F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790322 request for Info re status of rulemaking 
proceeding to develop value for radon In Table 8-3 Rept ty 
proposed rule will bo sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRlSTENBURYrE Hearings Division 79/03/26 34pp 


7906180636 Motion for reconsideration of ALAB-540 t sev^rence from 
consolidation established by ALAD*'S40 Admits issues not 
raised by any party ic departs from "lead case" procedure 
previously adopted Certificate of 8vc enc 1 
CONNER, T B Conner, Moore Corber 79/05/02 13PP 


7906210095 NRC motion for summary disposition re radon issue was in 
errori ALAQ-540 consolidated only 5 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Qvc 
enc 1 

DUFLO, M £ Atomic Safety and Licensing Appeal Panel 79/05/25 
3pp 



DOCKETED ITEMS 


7906330107 Request by utils that ASLAB grant summary disposition of all 
issues in consolidated radon proceeding Decision sought as 
matter of latir since no genuine issue as to matl facts 
SIUBERG. J A Shan/* Pittman. Potts, Troubridge 79/05/35 4pp 


—7906330110 Statement of matl facts re radon proceedings as to uhich 
there is no genuine issue to be heard Discusses Alleged 
Deficiencies 1-7,9-18.30-34 36 Affidavit of Ml Goldman 

supporting documentation end 

8ILDERT. J E Shaw, Pittman. Potts. Trowbridge 79/03/25 36pp 


— 7906230112 Supplements 790S23 affidavit of MI Goldman utils 790409 
memo re radon emissions de minimus approach Discusses 
Alleged Deficiencies 3,9.16 tt 31 Seeks motion for summary 
disposition Certificate of Sve end 

SILBERG, J A Shaw, Pittman, Potts, ^ Trowbridge 79/05/35 t9pp 


Q Inspection reports. IE Bulletins correspondence 


7906010036 Forwards IE Insp Repts 50-354/79-02 & 50-355/79-02 on 
790227-0301 No none amp 1 i anc e noted 

CARLSON. R T Region 1, Philadelphia. Office of the Director 
79/03/21 2pp 


—7906010039 IE Insp Repts 50-354/79-03 ?. 50-355/79-02 on 790237-0301 No 
noncomp 1 iance noted Major areas inspected QC program for 
pipe hangers h supports St subcontractors program for 
fabrication h Installation of containment liner 
NARRONjL . FASANQ,A N Region 1. Philadelphia. Office of the 
Director MCGAUGHV. R U Region 1, Ph i ladelph la. Reactor 

Construction fti Engineering Support Branch 79/03/19 lOpp 


7906180413 Forwards IE Info Notice 79-10. "Noncomf ormtng Pipe Support 
Struts " No written response necessary 

GRIER. D H Region 1. Ph i lade Iph ia. Office of the Director 
79/04/16 Ip 


7906110037 Forwards IE Bulletin 79-05D. ’^Nuclear Incident at 
TMI-8uppl “ No written response required 

GRIER. B H Region 1. Philadelphia, Office of the Director 
79/04/23 Ip 


7906130174 Forwards IE Circular 79-07. "UneKpected Speed Increase of 
Reactor Motor Generator Sot Resulted in Reactor Power 
Increase “ No written response required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/05/02 Ip 


7906120194 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem No action required 
GRIER.B H Region 1. Ph 1 ladelph ia. Office of the Director 
79/05/07 2pp 


7906260151 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies '* 

GRIER.B H Region 1. Ph i lade Iph ia. Office of the Director 
79/05/11 Ip 


7906060261 Requests 30-day e x tension, unti 1 790706. to complete 
evaluation of items mentioned in NRC Bulletins 76-12, 78-13A. 

f* 7Q-12D re atypical weld matl in reactor pressure vessel 
MARTIN. T V Public Service Electric Ct Gas Co of New Jersey 
79/05/29 Ip 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION. UNIT 2 


G Adgudlcatpry correspondence 


7906310047 Motion for extension until 790411 to prepare response to 
ALAB-509 

SCINTOiJF Hearings Division 79/04/02 2pp 


’7906210060 Responds to 790322 request for Info re status of rulemaking 
proceeding to develop value for radon tn Table S-3 Rept Sc 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRiaTENBURV, E Hearings Division 79/03/26 34pp 


7906100656 Motion for reconi Idera tlon of ALAB-540 ^ severance from 
consolidation established by ALAB-540 Admits issues not 
raised fay any party Ac departs from 'Head case*' procedure 
previously adopted Certificate of 6vc end 
CONNER. T B Conner. Mpor# Ac Corber 79/05/02 15PP 


7906210095 NRC motion for summary disposition re radon issue was in 
error r ALAB-540 consolidated only 5 of 16 cases. Denies NRC 
motion as to parties in other proceedings Certificate of Qvc 
enc 1 

DUFLQ. M E Atomic Safety and Licensing Appeal Panel 79/05/25 
3pp 


7906330107 Request by utils that ASLAB grant summary disposition of a 
issues in consolidated radon proceeding Decision sought as 
matter of law since no genuine issue as to matl facts 
SILBERO. J A Shaw. Pittman. Potts. A. Trowbridge 79/05/23 4pp 


— 7906230110 Statement of matl facts re radon proceedings as to which 
there is no genuine Issue to be hoard Discusses Alleged 
Deficiencies 1-7.9-18.20-24 Ac 26 Affidavit of MI Goldman Ac 
supporting documentation end 

SILDERT, JE Shaw. Pittman. Potts, {.Trowbridge 79/05/35 36p 


— 7906330113 Supplements 790535 affidavit of MI Goldman & utils 7904C 
memo re radon emissions 4, de minimus approach Discusses 
Alleged Deficiencies 2.9.16 Ac 21 Seeks motion for summary 
disposition Certificate of Sve end 

SILBERG, J A Shaw. Pittman, Potts. Ac Trowbridge 79/03/25 19p 


Q Inspection reports. IE Bulletins Ac correspondonc e 


7906010036 Forwards IE Insp Repts 50-354/79-02 S, 50-355/79-02 on 
790227-0301 No noncompliance noted 

CARLSON.R T Region 1. Ph 1 1 ad o I ph ia. Office of the Director 
79/03/21 2pp 


—7906010039 IE Insp Repts 50-354/79-02 Ac 50-335/79-02 on 790227-0301 
noncomp 1 lance noted Major areas inspected QC program for 
pipe hangers Ac supports U subcontractors program for 
fabrication V installation of containment Liner 
NARRON.L . FASAND.A N Region 1. Philadelphia. Office of the 
Director MCGAUGHV. R N Region 1. Phi lade I ph ia. Reactor 

Construction A. Enginaerlng Support Branch 79/03/19 lOpp 


7906180413 Forwards IE Info Notice 79-10. "None omf orml ng Pipe Support 
Struts “ No written response necessary 

GRIER.B H Region t. Philadelphia, Office of the Director 
79/04/16 Ip 


7906110037 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMl-8oppl " No written response required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/04/23 ip 


7906130174 Forwards IE Circular 79-07. "Unexpected Spaed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

GRIER.B H Region 1. Philadelphia. Dfflce of the Director 
79/05/02 Ip 


7906120194 Forwards IE Info Notice 79-tl. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
ORIER. B K Region I, Ph i Ude I ph la. Office of the Director 
79/05/07 2pp 


7906260131 Forwards IE Info Notice 79-13. "Attempted Damage to New Fl 
A ssemblies " 

ORIER, D H Region 1. Ph l lade Iphla. Office of the Director 
79/05/11 Ip 


7906060261 Requests 30-day ex tens ion, unti I 790706. to complete 
evaluation of items mentioned In NRC Bulletins 7B-12. 70-12A. 

tf 70-120 re atypical weld matl in reactor pressure vessel 
MARTIN. T J Public Service Electric A< Gas Co of New Jersey, 
79/05/29. 1 p 


DOCKET 50-336 UN IV QF ILLINOIS LOPRA RESEARCH REACTOR 


Q Inspection reports, IE Bulletins V correspondence 


7906190062 Forwards IE Info Notice 79-13. "Attempted Damage to New Fi 
Assemblies " 

KEPPLER.J O Region 3. Chicago. Office of the Director 79/05/1 

ip 


7906080101 Forwards IE Circular 79-09. "Attempted Extortion - Low 
Enriched U " 

KEPPLER.J 0 Region 3. Chicago, Office of the Director. 79/05/J 

ip 


DOCKET 50-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A Application/construction stage documents A' correspondence 


7906070381 Forwards assembly drawings for vertical fitting of 12-incF 
radius At unsupported fitting of formed sections 
BANTA.F L Burndy Husky 79/03/21 9pp 


7906250081 Forwards request for addl info re radiological assessment 
complete review of QL application 

STOLZ.JF Light Mater Reactors Branch 1. 79/05/18 4pp 
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DOCKETED ITEMS 


0 Adjudicator*/ correspondence 


790^010119 Second set of interrogatories tubmitted to applicant 
Certificate of Sve encl 

rIOBEROiS Miami Valleij Pouer Project 79/03/19 app 


79O&O0O193 Util request that ASLB grant summarij disposition of and 
statement of mat! facts 

WETTERHAHNrM J Conner. Hoore & Corher 79/04/O& Ip 


-'•7906000197 Statefient of matl facts as to which there Is no genuine 
issue to be heard 

Cincinnati Oas Electric Co 79/04/10 IBpp 


79061B0693 Interrogatories for intervenor Miami Ualleij Power Project 
Certificate of Sve end 

BARTH. C A Branch 3 79/04/30 lOpp 


7906000206 Statement of matl facts as to which there Is no genuine 
issue to be heard M/affidavits 6 qualifications of RP Uiwi> 

HR Kelley. AH Hill.KK Chitkara.WH Zimmer. JM Emery 6 PL 
Anderson Certificate of Sve end 
* Cincinnati Oaa 6 Electric Co 79/04/23 40pp 


—7906090210 Util supplemental memo In support of summary 
disposition re intervenor Hlami Valley Power Project 
Contentions tld2 te 13 

WETTERHAHN. M J Conner, Moore 6 Corher 79/04/23 20pp 


79060S0069 Advises that copy of applicants' objections to intervenor 
Miami Valiev Power Project second set of interrogatories 
6 motion for protective order was mailed on 790406 
WETTERHAHN.M J Conner. Moore 6 Corber 79/04/24 ip 


79060B0030 Supports Intervenor Miami Valley Power Project objection to 
util fhterrogatory 7 of third set of Interrogatories 
Certificate of Svt end 
BARTH. C A Branch 3 79/04/29 4pp 


7906140637 Requests to make limited appearance statement at licensing 
prehearing conference. 

ECKART. L e Affiliation Unknown 79/04/29 tp 


7906190743 Responds to applicant motion for summary disposition of 
Fankhauser Contentions 1.2,4 U 6 re offsite monitoring ^ 
emergency planning Requests board to defer matter until 
further review by NRC Certificate of Sve encl 
REIS. E J Branch 3 79/05/02 3pp 


79062B0031 Opposes applicant 790406 motion for summary judgment re 
intervenor D Fankhauser contention Disputes applicant 
assertions re water monitoring Affidavit 6 Certificate of 
Sve end 

LUEBDER8, T A . HEILE.W P Clncinhati. DH 79/05/02 9pp 


79062^0229 Notification that 790426 request should be transmitted 
through formal filings in administrat ive proceeding 
BARTH. C A Branch 3 79/09/03 Ip 


7906010137 Applicants' roBpcfnsB in opposition to 7B0417 motions 
by interveners Miami Valley Power Project 6 Fankhauser to 
delay QL hearing h suspend activities Cettificate of Sve 
enc 1 

CONNER. T B Conner. Moore 6 Curber 79/05/07 13pp 


7906010139 Response by intervenor Fankhauser in opposition to 
applicants' mdtion for summary disposition Affidavit 6 
Certificate of Svt end 

WOLIVER.J Moliver. J D 79/05/07 7pp 


790619056B Opposes Miami Valley Power Project 790430 motion to admit 
new contention re fire protection barriers on electric cable 
trays Contention is irrelevant Motion does not conform to 
10CFR2 7l4(a)in Certificate of 3vc encl 
BARTH, C A Branch 3 79/05/07 3pp 


7906210248 Opposes, in part. intervenors D Fandhaoser 6 Miami Valley 
Power Project 790417 motions to postpone hearings until TMI 
analyses are completed Consideration of Contentions 2-S 6 
7-9 should be deferred Certificate of Sve 
REIS.E J Branch 3 /9/0S/07 Bpp 


7906020202 Requests opportunity to present oral statements at 790522 
pre-conference hearing in Moscow. H 

MAYER. V A . SAUER. H . FITCHTER. J H Affiliation Unknown 79/03/00 
9pp 


7906050131 Corrects 790420 Itr ra timeliness of util objections to 
intervenor Miami Valley Power Project second set of 
interrogatories ^ request for protective order Requests 
ruling on Contention 14 of NRC interrogatory 
KQSIK.U S Koaik. L 8 79/04/26 Ip 


7906140657 Requests to make limited appearance statement at licensing 
prehearing conference 

FPSTER.U 0 Affiliation Unknown 79/04/26 Ip 


7906220066 Motion by intervenor Miami Valley Power Project to amend 
petition to intervene Seeks addition of Contention 17 re 
evidence of safety problems Certificate of Sve end 
KOSiKrL 8 Koiik. L 8 79/04/30 Spp 


7906010257 Notifies that evidentiary hearing will commence on 790619 in 
Cine Innati. OH area, per ASLB 790406 790511 orders 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 79/03/11 
4pp 


7906040135 Denies 790416.17 8. 0501 motions filed by Intervenors Miami 
Valley Power Project. 0 Fankhauser 6 City of Cincinnati to 
postpone evidentiary hearing, re Contentions 1. 6. 1 1. 12. t4''16 
Certificate of Sve end 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 79/05/11 

6pp 


7906230339 Individual requests to make limited appearance statements at 
preilcenslng hearing conference 

ERBE.M . EROE.E K Affiliation Unknown 79/03/14 ISpp 


—7906220070 Amend by intervenor Miami Valley Power Project to petition 
to Intervene Proposed Contention 17 re fire insulation matl 
used in cable trays for protection asserts insulation Is 
inadequate tc tests are Improperly performed 
K08IK.L S Koslk. L B 79/04/30 3pp 


7906330410 Forwards applicant 790314 objections to intervenor Miami 
Valley Power Project third set of interrogator i»s 6 motion 
for protective order Responses to interrogatories not 
ob jectionab le 

WETTERHAHN, M J Conner. Moore Corher 79/05/14 Ip 


7906020111 Requests opportunity to present oral statement at 790322 
pre-eonferenca hearing in Mqseow.OH 
MEYER. C J Affiliation Unknown 79/05/01 Ip, 


7906120033 IntervenorrD Fankhauser response In opposition to 
applicant summary motion Affidavit k Certificate of 
Sve end 

MOLlVERrJ NpUver* JD 79/03/01 7pp 


7906020112 Requests opportunity to present oral statement at 790322 
pre-licensing hearings in Mqseow.OH 
MEYER. R H Affiliation Unknown. 79/05/02 Ip, 


7906030043 Requests permission to make oral statement at preliminary 
hearing on 790532 

OILMAN. H. 9 Affiliation Unknown 79/05/02 ip 


■7906050203 Requests litnited appearance at ASLB 790523 hearing In 
Cincinnati. OH 

HAlTBjB.L. Affil iation Unknown 79/05/01, Ip. 


— 7906230411 Objection by util to Intervenor Miami Valley Power Project 
790420 third set of interrogatories Seeks protective order 
re ob jec tlonabiq discovery ^ proprietary info Certificate 
of Sve end 

UETTERHAHN.M J Conner. Moore k Corber 79/05/14 6pp 


7906250413 Forwards page 5 of applicant opposition to intervenor 
Miami Valley Power Project motion to amend petition to 
intervene. Page way omitted from original filing 
CONNER. T B Conner. Moore k Corber 79/05/14 2pp 


7906280238 Applicant responses to intervenor Miami Valley Power Project 
third set of interrogatories Affidavit V Certificate of Sve 
encl 

80R0MANN. e A Cincinnati Oas 6 Electric Co, 79/05/14 70pp 


7906060040 Petition seeking suspension of hearing on OL application 
until envestlgatlon of TMI is completed k released to 
public 

e Affiliation Unknown, 79/05/16 Spp, 


7906250138 Requests to make limited appearance at licensing prehearing, 
BQZIAN.R C Affiliation Unknown 79/03/18. Ip. 



DOCKETED ITEMS 


790&290520 Molrion to atn^nd pstitlon to infcervenft & admit: addl 
contentians re Insufficiency of radiological air monitoring 
program proposed by applicant Affidavit h Certificate of 
8vc oncl 

LUEBBERS, T A ♦ HEILEiW P Cincinnati, OH 79/03/19 9pp 


7906310063 Five requests to make limited appearance statements at 
licensing prehearing conference 

FLAHERTV, J < DtERIOrV , 5CHADLER, T E Affiliation Unknown 
79/09/22 3pp 


7906020034 Ltrs from eight cititens requesting to be present or be 
represented at 790322 23 pre-hearing conferences 

MILLER. W R , CURRY, J A . HQMISON, C Affiliation Unknouin 79/09/23 
lOpp 


7906260021 Applicant opposes Miami Valley Power Project motion to allow 
participation of non-attys in hearing Should be denied as 
matter of policy per NRC Rules of Practice Notice of 
ap p earanc e, doc umen ta ti on & Certificate of Svc end 
CONNER, T B , RADER. R M Conner, Moore Corber 79/03/30 2lpp 


7906290373 Forwards testimony re Contention 6 testimony tt prof 
qual if 1 cations of EA Borgmann R Rooney 790405 affidavit will 
be introduced into evidence re Contention 6 
WETTERHAHN.M J Conner, Moore 6 Carter 79/06/01 epp 


7906200103 Applicant response to City of Cincinnati motion to amend 
petition to Intervene New contentions broaden issues t« 
should not be admitted Certificate of 9vc end 
CONNER, M J Conner, Moore Corber 79/06/04 0pp 


7906270230 Evidentiary hearing on 790619 will be held at US District 
Court B1 dg, Cine Innati, OH Limited appearance statements 
will be taken on morning of 790619 V evening of 790620 
BECHHOEFERrC Atomic Safety and Licensing Board Panel 79/06/03 
tp 


J Insurance U indemnity information 


7906190446 Forwards executed Amend 2 to Indemnity Agreement 0-03 
aOROMANN, E A Cincinnati Oas ^ Electric Co 79/06/14 2pp 

K Utility Final Safety Analysis Report <F8AR) & amends 


7906120174 Forwards response to second round questions submitted in NRC 
790202 be 16 ltrs Response consists of Amend 93 to license 
app 1 ication, in form of F8AR Revision SB 

BQROMANN, E A Cincinnati Oas St Electric Co 79/06/08 2pp 


— 7906120191 Revision 90 to F8AR, contained in Amend 93 to license 
application 

# Cincinnati Gas Electric Co 79/06/08 170pp 


7906190403 Forwards Certificate of Svc for Amend 93 to license 
app 1 Ication, in form of Revision 90 to F8AR 

BOROMANN, E A Cincinnati Oas Electric Co 79/06/14 2pp 


Q Inspection reports, IE Bulletins correspondence 


7906260192 Forwards IE Insp Rept 30-390/79-11 on 790418-19 No 
noncomp llancB noted 

FIORELLtrO Region 3, Chicago, Reactor Construction i* Engineering 

Support Branch 79/09/01 2pp 


—7906260199 IE Insp Rept 30-350/79-11 on 790418-19 No noncompliance 
noted Major areas inspected safety-related hangers, 
restraints U snubbers 

YINi I T , OANIELSONiD H Region 3, Chicago, Office of the 
Director 79/04/30 3pp 

7906120093 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Heed 
Insulation Support Problem " No action required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 79/05/07 

tp 

7906140320 Responds to IE Bulletin 79-0? re failure of GE Type AK-2 
circuit breakers in saf ety-rolated sys. Breakers not 
utl 1 1 led 

SOROMANNiE A Cincinnati Gas ^ Electric Co 79/03/0? ip 

7906190084 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER, v). 0 Region 3, Chicago, Office of the Director. 79/09/11 


7706260617 Responds to IE Bulletin 79-03 No ASME eA-3l2 Type 304 or 
other welded pipe mfg by Youngstown Welding ^ Engineering 
Co are in use 

BOROMANN, E A Cincinnati Oas U Electric Co 79/03/13 Ip 


7906130000 Forwards IE Bulletin 79-11, "Faulty Over curren t S^T ip Devit 
in Circuit Breakers for Engineered Safety Sys " Licensee 
on required 

KEPPLER, JO Region 3. Chicago, Office of the Director 79/Q5/J 

Ip 


7906200099 Forwards IE Info Notice 79-13. "Indication of Law Water 
Level in Oyster Creek Reactor " 

KEPPLER, J 0 Region 3, Chicago, Office df the Director 79/05/: 
Ip 


a Reportable occurrences, UERs i- related cor r esp ondence 


7906190229 Forwards corrective actions to be implemented at plant 
Const on suppression pool mod adding safety release valve 
quencher discharge devices will cease until all conditions 
are fulfilled 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/03/1 

2pp 


T Hearing transcripts on non-ant i trust matters 


7906060217 Transcript of 790521 meeting in Ci me innati. OH Pp 121-214 
BECHHOEFER.C . HOOPER, F F , BRIGHT, 0 0 Atomic Safety and Llcensi 
Board Panel 79/05/21 93pp 


7906060193 Transcript of 790922 prehearing conference in Mascou. OH 
Pp 219-532 

0ECHKQEFER.C , HOOPER, F F . BRIGHT, Q O Atomic Safety and Licensii 
Board Panel 79/09/22 146pp 


7906060211 Transcript of 790523 prehearing conference in Cincinnati,! 
Pp 361-532 

BECHHOEFER.C . HOOPER. F F , BRIGHT, Q O Atomic Safety and Licertsii 
Board Panel 79/05/23 IBSpp 


U Congress iona l/Exccut ive Correspondence 


7906290166 Responds to 790321 Itr which forwarded Heltkamp family 
790412 Itr re inadequate welding ^ insp of components 
Heitkamp Itr forwarded to IE 

YORE, JR Atomic Safety and Licensing Board Panel 79/03/30 Ip. 


—7906230175 Forwards Heltkamp family 790412 Itr re allegations of 
Inadequate welding insp of components 
ORADIBONrO House of Rep 79/03/21 3pp 


7906280237 Forwards tables of environ radiological monitoring data 
around plant Data has been accumulated for three years 
Applicant program monitors routine releases IE is 
considering placing monitoring network at nuclear stations 
KAMMERER,C Office of Congressional Affairs 77/05/30 9p p 


DOCKET 90-360 BATTELLE MEMORIAL INST CRITICAL FACILITY 


Q Inspection reports. IE Bulletins correspondence 


7906180432 Forwards IE Info Notice 79-12. "Attempted Damage to New F' 
Assemblies " No written response necessary 

ENOELKEN. R H Region 9, Ban Francisco, Office of the DlreC 
79/03/ to Ip 

7706000213 Forwards IE Circular 79-08, "Attempted Ex 
Enriched U " 

ENGELKEN, R H Region 9, 

79/09/18 Ip 
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DOCKETED ITEMS 


7?0&2'}0073 Sumfflarij of 790320 meeting iii/appllcants re unresolved safety 
issues resulxing from WC review of QL application 
flGOD.H Light Water Reactors firanch 2 79/05/17 5pp 


790A2S0314 Summary of 790307-00 meeting u/utils in Uethesda^KD to 
discuss seisinLC/s tructura i audit open items Attendance list 
f/ meeting agenda end 

ROaDrH Light Water Reactors Branch 2 79/05/22 6pp 

79O&12O20& Forwards nonproprietary proprietary version of "Response 
to fme Question 221 19 " re effects of fuel design mod on 
critical heat flux Proprietary version uithheld 
<ref 10CFn2 790» 

HAVKiSSiJ 0 Southern California Edison Co 79/05/29 6pp 


— 7906120290 Nonproprietary version of "Response to NRC Question 221 19 " 
re effects of fuel design mod on critical heat flui 
-* Southern California Edison Co 79/04/25 t4pp 


790628028B Forwards data from 1978 Unit i radiological environ 
monitoring rept uhich includes radiological preoperational 
monitoring program for Units 2 f/ 3 Data supplies omissions 
from 1978 rept 

ORAKFrJ H Southern California Edison Co 79/06/06 36pp 


79061903Q6 Forwards requested archeological site location maps Some 
sites shown have potential far nomination to Natl Register 
of Historic Places Requests withholding of maps to protect 
sites Oversized drawings available in Central Files only 
BASKIN. K P Southern California Edison Co 79/06/12 2pp 


F Securit<f* medical, amergenoi fire protection plans 


7906040396 Notification of 790427 meeting u/util in Dethesda»HO to 
discuss fire protection requirements 

ROQOrH Light Mater Reactors Branch 2 79/04/19 3pp 


0 Ad judicatory correspondence 


7903210409 Forwards application for SNM license submitted In Oul 1970 
CHANDLER. L J Branch 1 79/03/06 Ip 


— 7903210415 Forwards application for QNM license 

DRAKEi J H Southern Califarnie Edison Co 78/07/18 4pp 


—7903210481 Application for SNM license for storage only of unlrradlated 
reactor fuel >/ associated radioactive matl 
a Southern California Edison Co 79/08/18 28pp 

7906180679 Responds to 790280 1 tr to Commissioner Oillnsky opposing OU 
Issuance Recipient is party to ongoing licensing 
proceedings! further correspondence should be directed to 
atty for filing 

CHANDLER. L J Branch 1 79/05/02 2pp 

—7906160691 Opposes QL issuancs.due to danger of earthquake near site 
Forwards San Qiego Tribune article ^'Target San Dnofre.One 
Man^s Nuclear Battle." 

CARSTENS.A S Affiliation Unknown 79/08/20 7pp 


7906200361 Requests schedule for hearing! wishes to testify 
FEARS, K Affiliation Unknown 79/05/17 Ip 


K Utility Final Safety Analysis Report (FSAR> 6 amends 


7906290321 Forufdrds Amend 13 to FSAR. "Final Rapt on Hydraulic Model 
Studies of Containment Emergency Sump Recirculation 
Intakes " U "Rept of Evaluation of Max Earthquake 
Offshore Zone of Deformation " 

DRAKE, J H Southern California Edison Co 79/06/18 Ip 


—7906290324 Amend 15 to F8AR 

# Southern California Edison Co 79/06/10 400pp 


— 7906250330 "Final Rep t on Hydraulic Model Studies of Containment 
Emergency Sump Recirculation Intakes ** 

« Southern California Edison Co 79/01/31 lOOpp 

— 7906850338 "Rapt of Evaluation of Max Earthquake ^ Site Oraund Motion 
Farameters Associated W/Qff shore Zone of Deformation *' 

# Southern California Edison Co 79/06/30 275pp 


Q Inspection reports, IE Bulletins correspondence 


7906UQ810 Forwards IE Imp Repts 50-361/79-09 6 50-362/79-09 on 
790189-0202 06-09 No noncompllance noted 

SFEMCERrO 8 Region 9, San Francisco. Reactor Construction ^ 

Eneineerine Suooort Branch. 79/04/li 2pp 


— 7906140215 IE Insp Repts 50-361/79-09 «. 50-362/79-09 on 790129-0202 JU 
06-09 No noncumpl iance noted Major areas inspected 
Installation t, welding of reactor coolant pressure boundary 
piping V other safety-related piping 

NAR0UT.P P Region 5, 8an Francisco. Reactor Construction Zt 

Engineering Support Branch HAYNES. R C Region 9. San 
Francisco. Office of the Director 79/04/11 6pp 


7906210348 Forwards IE insp Repts 50-361/79-10 V 50-362/79-10 on 
79030l-3i No noncomp I lance noted 

SPENCER. 0 S Region 5. San Francisco. Reactor Construction 6 

Engineering Support Branch 79/04/20 2pp 


—7906210347 IE Insp Repts 50-361/79-10 h SO-362/79-lO on 790301-31 No 
noncompl lance noted Major areas inspected sa f e ty-re la ted 
electric component receiving, storage Z> instal lat ion. p ip ing 
storage. fit“Up t, grinding operation 

ELIN. J 0 . PATE. R J Region 3, San Francisco. Office of the 
Director HAYNES.R C Region 5. San Francisco. Reactor 

Construction Engineering Support Branch 79/04/20 7pp 


7906130031 Forwards IE Info Notice 79-lli "Lower Reactor Vessel Head 
insulation Support Problem “ No action required 

ENGELKENi R H Region 3. San Francisco. Office of the Director 
79/05/07 ip 

7906180491 Forwards l£ Info Notice 79-13. "Attempted Damage to New Fuel 
Assemblies " No written reaponso necessary 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
79/05/10 tp 


7906000243 Forwards IE Circular 79-06. "Attempted Extortion •* Low 
Enriched U " 

ENQELKEN. R H Region 5. San Francisco. Office af the Director 
79/05/18 Ip 


7906130051 Forwards IE Bulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

ENGELKEN.R H Region 3, San Francisco. Office of the Director 
79/05/88 Ip 


7906200096 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor “ 

ENGELKEN.R H Region 5. San Francisco, Office of the Director 
79/05/29 Ip 


S Reportable occurrences, LERs ^ related correspondence 


7906190289 Forwards PN0-79-67AN 

ENGELKEN,R H Region 5. San Francisco. Office of the Director 
79/05/14 Ip 


7906180273 Forwards PN0-79-67A0 

ENGELKEN.R H Region 5. San Francisco, Office of the Director 
79/05/21 tp 


7906180341 Forwards PN0-79-67AP 

ENGELKEN.R H Region S, San Francisco, Office of the Director 
79/05/22 Ip 


7906190368 Forwards PN0-79-67AQ 

ENGELKENi R H Region 9. San Francisco, Office of the Director 
79/05/30 Ip 


7906130236 Notifies that final rept to 790222 interim rept re Taylor 
Forge pipe defects will be delayed until 790622 
NUNM, D E Southern California Edison Co 79/06/04 Ip 


7906870239 Forwards final deficiency rept re surface defects In Taylor 
Forge carbon steel pipe 

MOORE, J B Southern California Edison Co 79/06/82 ip 


— 7906270246 Final deficiency rept Taylor Forge pipe defects 
Describes Investigation of surface fissures in pipe All 
linear indications identified were removed by surface 
conditioning 6/or weld repair 

» Southern California Edison Co 79/06/82 Spp 


7906290404 Forwards final deficiency rept re design deficiencies In 
containment polar crane support girder bracket connections 
MQDRE, J a Southern California Edison Co 79/06/82 Ip 


— 7906290411 Final deficiency rept design deficiencies in containment 
polar crane support girder/bracket connections Structural 
members to be added to reduce tension load requirement on 
bolts to acceptable level 

* Southern California Edison Co 79/06/22 7pp 
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DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


A App H cdtion/canstruc tiati documents ^ correspondence 


7?062l030i Discusses 790403 field trip to observe regional h site 
geology 

CARDONE, T , SOB EL, P Geosciences Branch 79/03/03 Spp 


7906330206 Summary of 790214 meeting u/utila in BethesdaiMD re 
unresolved safety concerns 

ROOD, H Light Water Reactors Branch 2 79/03/16 21pp 


7906230059 Forwards summary of 790403-05 geological site visit 
RQDD»H Light Water Reactors Branch 2 79/03/17 Gpp 


— 7906250072 Comments on geologic U seismic review of repts on facility 
Suggests further study to determine true origin of landslide 
features in Homo Canyon area No careful study of fracturee 
h shear joints under facility has been performed 
DAVIS. J F California, State of 79/01/16 3?p 


7906250078 Summary of 790320 meeting ui/app 1 icants re unresolved safety 
issues resulting from NRC review of OL application 
ROOD, H Light Water Reactors Branch 2 79/05/17 Spp 


7906250314 Summary of 790307-08 meeting w/utlls in BethesdartiD to 
discuss seismic/s true turai audit open items Attendance list 
tf meeting agenda end 

ROOD, M Light Water Reactors Branch 2 79/05/22 6pp 


7906120286 Forwards nonproprietary proprietary version of '‘Response 
to NRC Question 22t 19 “ re effects of fuel design mod on 
critical heat flux Proprietary version withheld 
(ref 10CFR2 790) 

HAYNES, J 0 Southern California Edison Co 79/03/29 6pp 


'7906120290 Nenprop r i e tary version of “Response to NRC Question 221 19 
re effects of fuel design mod on critical heat flux 
♦ Southern California Edison Co 79/04/23 14pp 


79062202BB Forwards data from 1978 Unit 1 radiological environ 
monitoring rept which Includes radiological preopcrational 
monitoring program for Units 2 S' G Data supplies omissions 
from 1970 rept 

DRAKE, J H Bauthern California Edison Co 79/06/06 36pp 

79061SQ3B6 Forwards requested archeological site Location maps Some 
sites shown have potential for nomination to Natl Register 
of Historic Places Requests withholding of maps to protect 
sites Oversited drawings available in Central Files only 
BABKIN. K P Southern California Edison Co 79/06/12 2pp 


F Security, medical, emergency &i fire protection plans 


7906040336 Notification of 790427 meeting w/util in BethesdJiKD to 
discuss fire protection requirements 

ROODrH Light Water Reactors Branch 2 79/04/19 3pp 


0 Adjudicatory correspondence 


7903210409 Forwards application for 8KN license submitted in Jul 1970 
CHANDLER, L J Branch I 79/03/06 Ip 


—7903210415 Forwards application for SNM license 

DRAKE, J H Bouthern California Edison Go 78/07/10 4pp 


— 7903210421 Application for 8NM license for storage only of unirradiated 
reactor fuel ^ associated radioactive matl 
# Southern California Edison Co 79/02/18 2app 


7906180679 Responds to 790220 Itr to Commissioner Olllnitcy opposing QL 
issuance. Rec ip ient is party to ongoing licensing 
proceed Ings) further correspondence should be directed to 
atty for filing 

CHANDLER, L.J Branch I 79/03/02 Epp. 


— 7906100691 Opposes OL issuance, due to danger of earthquake near site 
Forwards San Diego Tribune article “Target San Onofre,One 
Man's Nuclear Battle, “ 

CAR8TENa,A 8 Affiliation Unknown 79/02/20 7pp 

7906200361 Requests schedule for hear tngf wishes to testify. 

FEARS, K, .Affiliation Unknown 79/03/17 Ip. 


K Utility Final Safety Analysis Report (FSAR) U. amends 


7906230321 Forwards Amend IS to FSAR, “Final Rept on Hydraulic Model 
Studies of Containment Emergency Sump Rec i rculat 1 on 
Intakes " 6 “Rept of Evaluation of Max Earthquake 
Offshore Zone of Deformation “ 

DRAKE, J H Southern California Edison Co 79/06/10 Ip 


— 7906230324 Amend 15 to FSAR 

e Southern California Edison Co 79/06/18 400pp 


—7706230330 “Final Rept on Hydraulic Model Studies of Containment 
Emergency Sump Recirculation Intakes " 
a Southern California Edison Co 79/01/31 lOOpp 


— 7906250338 “Rept of Evaluation of Max Earthquake £e Site Ground Motion 
Parameters Associated W/Qffshore Zone of Deformation " 
e Southern California Edison Co 79/06/30 275pp 


0 Inspection reports, IE Bulletins correspondence 


7906140210 Forwards IE Insp Repts 50-361/79-09 4- 50-362/79-09 on 
790129-0202 4- 06-09 No noncomp 1 1 anc c noted 

SPENCER, G S Region 3, San Francisco, Reactor Construction b 

Engineering Support Branch 79/04/11 2pp 


7906140213 IE Insp Repts 50-361/79-09 U 30-362/79-07 on 790129-0202 t/ 
06-09 No noncomp 1 lance noted Major areas inspected 
installation ^ welding of reactor coolant pressure boundary 
piping S' other safety-related piping 

NARBUTjP P Region 5, San Francisco, Reactor Construction 6 

Engineering Support Branch HAYNES, R C Region 3, San 
Francisco. Office of the Director 79/04/11 6pp 


7906210342 Forwards IE Insp Repts 30-361/79-10 4, 50-362/79-10 on 
790301-31 No noncomp 1 lance noted 

SPENCER, G h Region 5, San Francisco, Reactor Construction J, 

Engineering Support Branch 77/04/20 2pp 


—7906210347 IE Insp Repts 50-361/79-10 4t 30-362/79-10 on 790301-31 No 
noncomp I lancs noted Major areas inspected saf ety-re lated 
electric component race! ving, s torage 4, instal latl on, p ip ing 
storage, f 1 t-up 4( grinding operation 

ELIN, J O I PATE, R U Region 5, San Francisco, Office of the 
Director HAYNES, R C Region 3, San Francisco, Reactor 

Construction 6 Engineering Support Branch 79/04/20 7pp 


7906120051 Forwards IE Info Notice 79-11, “Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 

ENOELKEK. R H Region 5, San Francisco, Office of the Director 
79/05/07 Ip 


7906180401 Forwards IE Info Notice 79-12, “Attempted Damage to Now Fuel 
Assemblies " No written response necessary, 

ENGELKEN. R H Region 5. San Francisco, Office of the Director 
79/OS/lO Ip 


7906080243 Forwards IE Circular 79-08, “Attempted Extortion - Lou 
Enriched U “ 

ENGELKEN. R H Region 3, San Francisco, Office of the Director 
79/03/10 Ip 


7906130051 Forwards IE Bulletin 79-11, "Faulty Dvarcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

ENGELKEN, R H Region 3, San Francisco, Office of the Director 
79/03/22 ip 


7906200056 Forwards IE Info Notice 79-13, “Indication of Low Water 
Level in Oyster Creek Reactor " 

ENGELKEN. R H Region 5, 3an Francisco, Office of the Director 
79/03/29 Ip 

8 Reportable occurrences, LERs V related correspondence 


7906180225 Forwards PN0-79-67AN 

ENGELKEN, R H Region 3, San Francisco, Office of the Director. 
79/05/14 tp 


7906180273 Forwards PN0-79-67A0 

ENGELKEN, R H Region 3, San Francisco, Office of the Director. 
79/05/21 Ip 


7906180341 Forwards PN0-79-67AP 

ENGELKEN, R H. Region 5, San Francisco, Office of the Director. 
79/05/22 Ip 
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7906180368 Forwards PNa-79-67AQ 

EMOELKEMi R H Region 8an Francisco/ Office of bhe Direcbor 
79/05/30 \p 


7906130236 Notifies that final rejjt to 790232 interim regt re Taglor 
Forge pipe defects will be -delaged until 790622 
NUNN,D E Southern California Edison Co 79/06/04 Ip 


7906270239 Fonjards final deficiencg rept re surface defects tn Taglor 
Forge carbon steel pipe 

MQOREr J R Southern California Edison Co 79/06/22 Ip 


— 79062702A6 Final deficieneg rept Taglor Forge pipe defects 
Describes investigation af surface fissures tn pipe Alt 
linear indications identified were removed bg surface 
conditioning ^/or uield repair 

» Southern California Edison Co 79/06/22 Bpp 


7906290404 Forwards final deflclencg rept re design deficiencies in 
containment polar crane support girder bracket connections 
MOQRErJ D Southern California Edison Co 79/06/22 Ip 


—7906290411 Final deficiency rept design deficiencies In containment 
polar crane support girder/bi acket connections Structural 
members to be added to reduce tension load requirement on 
bolts to acceptable level 

» Southern California Edison Co 79/06/22 7pp 


DOCKET 30-363 FORKED RIVER KUCLEAR STATION, UNIT I 
Q Inspection reports* IE Qulletins 6 correspondence 


7906180389 Forwards IE Info Notice 79-lOi "Noncomforming Pipe Support 
Struts *' No written response necessarg 

GRiERrB H Region t, Ph 1 ladelphlai Office of the Director 
79/04/16 Ip 


7906040401 Aclr receipt of 790315 Itr informing NRC of steps taken to 
correct violations noted tn IE Insp Rept 50-363/78-15 
CARLSON, R T Region If Philadelphia, Reactor Construction 6 

Engineering Support Drench 79/04/17 ip 


—7906040407 Responds to NRC 7B1214 Ifcr re violations noted in lE Insp 
Rept 50-363/78-15 Corrective actions theodolite was serviced 
6 two tachometers sent for recalibr 

FiNFRQCKi I R Jersey Central Power ^ Light Co 79/03/15 Ip 


7906110013 Forwards IE Bulletin 79-05Di ''Nuclear Incident at 
THI-Suppl " No written response ret^uirad 

GRIER, B H Region 1, Ph i ladciph lai Office of the Director 
79/04/23 Ip 


7906070394 Responds to IE Duklatin 79-09 No OE Type AK-a circuit 
breakers purchased to date 

FiMFROCKi I R Jersey Central Power (k Light Co 79/05/01 tp 


7906070395 Responds to IE Btilletin 79-04 Swing check valves not 
installed In facility 

FINFROCKj I R Jersey Central Power Light Co 79/05/01 Ip 


79061S0179 Ack receipt gf 790420 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-363/79-02 
CARLOONrR T Region li Philadelphia, Reactor Conetruction 6 

Engineering Support Branch 79/05/03 tp 


— 7906150183 Responds to NRC 790312 Ifcr re violations noted in IE Ihsp 
Rept 30-363/79-02 Corrective actions initiation of program 
for daily monitoring of equipment pressuriied w/lnert gas 
FINFRQCKi I R Jersey Central Power 8« Light Co 79/04/20 2pp 


—7906150193 Forward* IE Insp Rept 50-363/79-02 on 790212-15 6 notlte of 
Violation 

CARLSON, R T Region ti Ph iladelphiai Reactor Construction 

Engineering Support Branch 79/03/12 2pp 


—7906430193 Notice of violation from insp on 790212-15 

* Region 1, Phi lads Iph la. Reactor Construction Engineering 
Support Branch 79/03/09 Ip 


—7906150193 IE Insp Rept SO-363/79-02 on 790212-15 Noncompl iatice noted 
failure to monitor preseure of inert gas blanket as 
required 

NARRCWfL I CERNC, A C , hlCGAUGHY. R M Region t, Ph i ladelph la, 

Reactor Construction Engineering Support Branch 79/03/09 


7906120163 Forwards JE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
GRIER, D H Region I, Philadelphia! Office of the Director 
79/05/0? 2pp 


7906260112 Forwards lE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

GRIERiB H Region 1, Philadelphia. Office of the Director 
79/03/11 Ifi 


DOCKET 50-364 OOSEPH M FARLEY NUCLEAR PLANT. UNIT 2 


A Application/construction stage documents V correspondence 


7906190464 Forwards info re PWR feedwater linesiin response to NRC 
79052S request Four overstied drawings end W/o end 
CLAYTON, F L Alabama Power Co 79/06/19 I40pp 


0 Inspection reports, IE Bulletins 6 correspondence 


7906220248 Forwards IE Insp Repts 50-340^79-14 50-364/79-06 on 

790327"29 6 notice of violation 

KURPHVrC E Region 2, Atlanta, Reactor Construction V Engineering 

Support Branch 79/04/11 2pp 


79061401SO Forwards IE Insp Repts 50-348/79-13 U 50-364/79-05 on 
790402-07 No noncomp 1 lancB noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/04/17 Spp 


—7906140157 IE insp Repts 50-340/79- IS ?, 50-364/79-05 on 790402-07 No 
noncomp I lane e noted fiaior areas inspected preoperat ional 
test procedures & test procedure for mod f* refueling 
WAGNER, A 0 , MARTlNfR D Region 2, Atlanta, Office of the 
Director 79/04/16 4pp 


7906290483 Responds to IE Bulletins 79-06 fA 79-06Ar Revl s ion 1 
Forwards info re TttI incident Proposed design U Tech Spec 
changes will be submitted by 790514 
CLAYTON, F L Alabama Power Co 79/04/24 21pp 


7906220244 Ack receipt of 790427 Itr informing NRC of steps taken to 
correct violations nqtad in IE Insp Repts 50-340/79-14 V 
50-364/79-06 

MURPHY, C E Region 2i Atlanta, Reactor Construction ^ Engineering 

Support Branch 79/05/07 Ip 


—7906220247 Responds to NRC 790411 Itr re violations noted in IE Insp 
Repts 50-340/79-14 6 50-364/79-06 Corrective actions new 
in-house procedure implemented to control electrical prints 
instruction of all field supervision 
CLAYTON, F L Alabama Power Co 79/04/87 2pp 


—7906280249 Nqfelce of violation from insp on 790327-29 

« Region 2, Atlanta, Office of the Director 79/04/12 Ip 


—7906220250 IE Insp Repts 50-340/79-14 50-364/79-06 on 79032/-89 

Noncompl ianca noted failure to control superseded drawings 
HUNT,M D Region 2, Atlanta, Office of the Director HERDT,A R 
Region 2, Atlanta, Reactoi Construction Engineering Support 
Branch 79/04/18 4pp 


7906250437 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies ** 

O^RElLLYiJ P Region 2, Atlanta, Office of the DlractoT 
79/05/10 Ip 


7906290761 Responds to IE Bulletin 79-09 GE Type AK-3 circuit breakers 
are Used in safety-related features at Units 1 & S 
CLAYTON, F L Alabama Power Co 79/05/18 2pp 


S Reportable occurrences, LERs related correspondence 


7906010280 FOIA request for documents re abnormal occurences at plants, 
info re Westinghouse proposed nuclear fuel assembly plant in 
Prattvi lie, AL U Info re transportation of nuclear waste tf 
fuel through AU 

OAKES, DL Affiliation Unknown, 79/04/23 2pp 


7906010277 Responds to 790423 FOIA request Forwards computer printout 
of abnormal Occurrences at plants until Kay 1979, paper on 
"Transportation of Nuclear Fuel fct Waste," t> list of package 
designs for which util Is registered 

FELTON, J M Division of Rules and Records 79/05/30 S7pp 
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7^0*260333 Forwards 790615 Itr ta EPA re Item of noncomp I lance Analysis 
of turbine bldg sump effluent showed ? 13 pH Caused by 
error in sampling analysis Steps have been taken to ensure 
violation does not recur 

CLAYTONiF L Alabama Power Co 79/06/19 2pp 


DOCKET 50-366 EDWIN I HATCH NUCLEAP PLANT, UNIT 3 


F Security, medical, emergency & fire protection plans 


7906050274 Forwards proposed amends to fire protection Tech Specs 
covering addl fire detection instrumentation Zr water 
suppression sys 

WHiTMEfl.C F Georgia Power Co 79/05/29 13pp 


J Insurance 6 indemnity information 


7906190307 Forwards Endorsements 40 Zf 4i bo ANI Policy HF*-70 

OUCKr J R Karsh KcLenon# H & K Nuclear Consultants, Inc Div 
79/06/12 3pp 


P Operating license stage documents Zi correspondence 


7906110155 Proposes amend to Tech Specs Amend would substitute use of 
core ma* fraction of limiting power density for max total 
peaking factor in determination of average power range 
monitor scram Z> rod block trip settings 
WHITKERiC F Georgia Power Co 79/06/05 lipp 


Q Inspection reports, IE Bulletins & correspondence 


7906070021 Forwards IE Bulletin 79-00, ''Events Relevant to DWRs 
Identified During TMi Incident " Licensee action required 
O^REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


7906050003 Ack receipt of IE Insp Repts 50-321/79-09 30-366/79-11 

No proprietary info 

STAFFAfR W Georgia Power Co 79/04/19 tp 


7906050074 Ack receipt of 790416 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-366/79-09 
LEWIS, R G Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/04/25, Ip 


— 7906050005 Responds to NRC 790323 Itr re violations noted in IE Insp 
Rept 50-366/79-09 Corrective actions startup test procedures 
being changed to use correct core max peaking factor value 
STAFFA,R W Georgia Power Co 79/04/16 Ip 


—7906050174 Forwards IE Insp Rept 50-366/79-09 on 790220-23 t/ notice 
of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/23 2pp 


—7906050091 Notice of violation from insp on 790220-23 

e Region 2, Atlanta, Office of the Director 79/03/23 Ip 


—7906050100 IE Insp Rept 50-366/79-09 Noncomp 1 lance noted failure to 
effect proper corrective action in d issemlnating corrected 
value for core max peaking factor 

U00T-L0WELL,R , MARTIN, R D Region 2, Atlanta, Office of the 
Director 79/03/23 Spp 


7906050100 Ack receipt of IE tnap Rept 50-366/79-13 on /90314-0316 No 
proprietary info 

8TAFFA, R W Georgia Power Co 79/04/25 Ip 

— 7906050113 Forwards IE Insp Rept 50-366/79-13 on 790314-0316 No 
noncompliance noted. 

MURPHY, C E Region 2, Atlanta, Reactor Construction t, 

Engineering Support Branch 79/04/02 2pp 


—7906050117 IE Insp Rapt 50-366/79-13 on 790314-16 ^ noncomp 1 lance 
noted Major areas inspected concrete expansion anchor 
instal latlon 

HODENOSrL Region 2, Atlanta, Office of the Director 
BRYANT, J C Region 2, Atlanta, Reactor Construction 1c 

Engineering Support Branch 79/03/30 Spp 


7906140081 Ack receipt of IE Insp Repts 50-321/79-10 1< 50-366/79-12 on 
790314-0316 No proprietary info. 

STAFFAiR.W Georgia Power Co 79/04/25 Ip 


—7906140005 Forwards IE Insp Repts 50-321/79-10 «. 50-366/79-12 on 
790314-0316 No noncomp 1 lance noted 

LEWiBrR C Region 2r Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/03 2pp 


—7906140093 IE Insp Repts 50-321/79-10 1, 30-366/79-12 on 790314-16 No 
noncompliance noted Major areas inspected IE circulars Z 
bul letlns, LERs & followup of previous insp findings 
KINKL£Y,D O Region 2. Atlanta, Office of the Director 
DANCE, H C Region 2, Atlanta, Reactor Opcratians Nuclear 

Support Branch 79/04/03 5pp 


79061,40436 Responds to IE Bulletin 79-07 Discusses computer programs 
used in stess analysis of safety-related piping 
BTAFFA,R W Georgia Power Co 79/04/23 2pp 


7906130141 Forwards IE Circular 79-07, '’Unexpected ■ Speed Increase of 
Reactor Kotor Generator Set Resulted in Reactor Power 
Increase " No written response required 

Q*REILLY,3 P Region 2, Atlanta, Office of the Director 
79/05/02 tp 

79062304SS Forwards IE Info Notice 79-12, "Attempted Damage to New Fue 
Assemblies “ 

O'REILLY, J P Region 2> Atlanta, Office of the Director 
79/05/10 Ip 


79061 10065 Forwards IE Bulletin 79-10, "Requa 1 1 f i ca 1 1 on Training 
Program Statistics *' Written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/ U ip 


7906200522 Ack receipt of 790410 8« 0508 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-321/79-00 Z 50-366/79- to 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/05/15 Ip 


—7906200527 Responds to NRC 790306 Itr re violations noted in IE Insp 
Repts 50-321/79-00 Z 50-366/79-10 Corrective actions new 
policy re definition of operability has been established I, 
test results will be reported 

8TAFFA, R W Georgia Power Co 79/04/10 2pp 


— 7906200532 Respond to NRC 790424 telcon to violations noted An IE In' 
Repts 50-321/79-00 Z 50-366/79-10 Corrective actions Tech 
Specs re inoperability reporting will he followed Z test 
acceptance criteria will be followed 
8TAFFA, R W Georgia Power Go 79/03/00 Ip 


—7706200540 Forwards IE Insp Repts 50-321/79-09 U 30-366/79-10 on 
701216-19,790101-03 Z 0129-0209 Z notice of violation 
O'REILLY, J P Region 2, Atlanta, Office of the Directar 
79/03/16 2pp 


—7906200544 Notice of violation from insp on 790216-19,790101-03 Z 
0129-0209 

* Region 2. Atlanta, Office of the Director 77/03/09 Ip 


—7906200352 IE Insp Repts 50-321/79-00 Z 50-366/79-10 on 701216-19, 
790101-03 Z 0129-0209 Noncomp I iance noted failure to rept 
HPCI reactor core isolation cooling inoperable Z failure 
to rept recirculation flow coastdown test results 
ROGERS, R F Region 2, Atlanta, Office of the Director 

DANCE, H C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/00 4pp 


R Periodic operating reports Z related cai respondence 


7906120426 Forwards monthly operating rept for May 1979 
KANRY, K Georgia Power Co 79/06/06 Ip 


—7906120429 Monthly operating rept for Kay 197? 
6TANCIL, R Georgia Power Co 79/06/02 6p p 


S Reportable occurrences, LERs Z related corraspond ance 


7906150296 Forwards LER 79-009/03L-0 

KANRY, M Georgia Power Co 79/01/24 Ip 


—7906150304 LER 79-009/03L-0 on 790111 low switch It high switch of 
2E31-NO10 operated contrary to Tech Specs Caused by switch 
setpoint drift Corrected by performance of HNP-2-5202 
procedure 

NIXiR.T Georgia Power Co 79/01/24 Ip 


7906060224 Forwards LER 79-034 /OlT-0 

KANRY, M Georgia Power Co 79/05/21 Ip 


—7906060227 LER 79-034/01 T-0 on 790514 instruments in remote shutdown 
panel H2i-P173 It haatlng, venti lation Z air conditioning 
panels Hn-P654 8, H11-P6S7 did not meet seismic 
requirements Caused by installation error Proper instruents 
GREENE, T V Georgia Power Co 79/05/21 2pp 
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79060&0233 forwards L6R 79-035/oaL-0 

MANRV, M Georgia Power Co 79/05/24 Ip 


— 79060&0239 LER T^-O^S/OaL-O on 790515 procedure KPN-2-3195, week ly 
breaker alignment Checker was parfortned one day late 
Caused by late issuance of assignment sheets Surveillance 
engineer made aware of Importance of prompt sheet issuance 
GREENE. T V Georgia Power Co 79/05/24 Ip 


7906140414 RQ 50-366/79-39 on 790524 listed valves did not meet 
individual valve leak rate criteria, per ASME Section XI 
HANRY. M Georgia Power Co 79/05/24 Ip 


7906140355 RO SO- 366/79-40 on. 790325 insp of piping for feedwater flow 
transmitters revealed sensing lines piped up incorrectly 
Piping arrangement will he changed prior to startup 
MANRYi M Georgia Power Co 79/05/25 Ip 


7906140467 RO 50-366/79-36 on 790323 during review of Class IE 
equ ipment. reac tor sample Isolation valve 2a2l-AOY-F019 did 
not have complete radiation qualification test rept 
document Redundant valve available to compensate 
MANRY. M Georgia Power Co 79/03/25 Ip 


7906060243 Forwards LER 79-036/01 T-0 

MANRY. M Georgia Power Co 79/03/30 Ip 


—790606024? UER 79-036/OIT-0 on 790516 sprinkler hanger mods indicated 
seiimic design deficiency for cable spreading room 
designs Proper analysis V mods have begun 
GREEN. T V Georgia Power Co 79/05/30 4pp 


7906140341 Forwards LER 79-038/01 T-0 
MANRY. M Georgia Power Co 79/05/30 Ip 


—7906140346 LER 79-03B/D1T-0 on 790523 proper seismic documentation for 
RMS was absent Caused by failure to document change Review 
of other changes revealed no problems 
GREENE, T V Georgia Power Co 79/05/30 Ip 


7906140501 Forwards LER 79-041/011-0 

MANRY, M ileorgia Power Co 79/05/30 Ip 


—7906140509 LER 79-04t/01T-0 on 790523 during maint outage, review 
indicated solenoid on reactor sample Isolation valve did not 
have complete qualification testing Caused by design error 
Solenoid will be replaced 

GREENE. T ^ Georgia Power Co 79/05/30 3pp 


7906140317 Forwards LER 79-039/017-0 

MANRY, M Georgia Power Co 79/05/30 Ip 


—7706140532 LER-039/01T-0 on 790323 during shutdown, one feedwater check 
valva ti three RHR pump suction valves deemed to have 
excessive leak rates Caused by change to ASME criteria 
ASMS criteria reviewed *> found too strlgent 
GREENE, T V Georgia Power Co 79/05/30 3pp 


7906140526 Forwards LER 79-040/01T-0 

MANRY, M Georgia Power Co 79/03/31 Ip 


—7906140531 LER 79-040/0tT-O on 790523 during repair outage, two 
feedwater flow elements found piped to wrong low pressure 
taps Caused by personnel error during const Flow elements 
were repiped to correct taps 

GREENE. T V Georgia Power Co 79/05/31 3pp 


7906140419 Forwards LER 79-037 /03L-0 
MANRY. M Georgia Power Co 79/06/01 Ip 


—7906140424 LER 79-037/03L-0 on 790517 during cold shutdown, technic ians 
Inadvertently set isolation trip setpoint of alarm units 
2031-K603A%<B for leakage flow of 134 gallons/minute 
Caused by incorrect procedure Procedure revised 
NIX.R T Georgia Power Co 79/06/01 Ip 


7906140235 LER SO-366/044-0 has been voided 
MANRY. H Georgia Power Co, 79/06/04 Ip 


7906140447 Forwards LER 79-023/03L-1 

MANRY, M Georgia Power Co 79/06/04 Ip 


7906150270 LER 79-023/03L-1 on 770214 while performing startup test 
procedure HNP-2-I092S (M8IV cloture I. discovered 2a2t-FQ2eA 
outboard M8iV closed in 2-a Caused by failure of seat 
cartridge bushing U seal assembly Parts repaired 
OREENErT ^ Georgia Power Co 79/06/Q4 ip 


7906200444 RQ 50-366/1979-45, Revisi on 0, on 790603 foil owing reactor 
scram, 2L41-C001 HPC I pump failed to start Caused by HPC1 
stop valve remaining closed 
MANRY, « Georgia Power Co 79/06/04 Ip 


7906190361 Forwards LER 79-032/03T-0 

MANRY, M Georgia Power Co 79/06/07 Ip 


—7906190366 LER 79-032/03T-0 on 790508 doi ing review of emergency load 
shed logic schemes, pass ib 1 1 1 ty for unnecessary trip of plant 
SVC water pump during LGCA arose Logic schemes to be 
modified 

GREENE. T V Georgia Power Co 79/06/07 Ip 


7906190436 RQ 50-366/79-45. Revl flton 1, on 790607 during reactor power 
ascens ion. power level fell below 1,000 counts, causing HPC f 
to initiate Caused by leaking HPC I pump mechanical seal 
Vessel level maintained by restoring condensate sys 
MANRY, M Georgia Power Co 79/06/07 3pp 


7906I904B5 Forwards LER 79-029 /03L-1 

MANRY, N Georgia Power Co 79/06/08 Ip 


— 7906190492 LER 79-029 /03L-1 on 790313 while shut down for repairs. main 
steam safety relief valve discharge line vacuum breaker 
valves found to be partially opened, hinge pins bent 
springs distorted Caused by valves being slammed open 
NIX.R T Georgia Power Co 79/06/07 2pp 


79061903B5 Forwards LER 79-046/01T-0 

MANRY, M Georgia Power Co 79/06/11 Ip 


— 7906190390 LEH 79-046/OtT-O on 790603 following sc ram, reac tor core 
isolation cooling sys ti ippsd Caused by ruptured turbine 
exhaust diaphragm 

NIX.R T Georgia Power Co 79/06/11 3pp 


7906190496 Forwards LER 79-043/03L-0 

MANRY, « Georgia Power Co 79/06/1 t Ip 


—7906190502 LER 79-04a/03L-0 on 790527 while performing normal 
surveillance procedure HNP-2-3011 on pressure switches 
2B21-N020A t' B, switches tripped at 1.066 U 1,067 pstg 
Caused by setpoint drift 

NIX.R T Georgia Power Co 79/06/11 Ip 


7906190309 Forwards LER 77-045/OIT-0 

MANRY. M Georgia Power Co 79/06/11 Ip 


—7906190514 LER 79-045/01T-0 on 790603 following reactor scram. 
HPCI sys received initiation signal but failed to start 
when turbine stop valve did not open Caused by seal water 
line leaking water to bracket drain cavity Line repaired 
NIX.R T Georgia Power Co 79/06/11 3pp 


7906210167 LER 79-042 Is voided 

MANRY. M Georgia Power Co 79/06/ U Ip 


7906130264 LER 79-027 has been voided 
# Georgia Power Co 79/06/14 Ip 


7906130331 LER 79-012 has been voided 
« Georgia Power Co 79/06/14 Ip 


7906150333 LER 79-018 has been voided 
* Georgia Power Co 79/06/14 Ip 


DOCKET 50-367 BAILLY GENERATING STATION 


Q Inspection reports. IE Bulletins ?. correspondence 

^ 

7906120118 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/05/07 

Ip 

7906060063 Responds to IE Bulletin 79-03 No ASME SA-312 Type 304 
welded pipe used 

BHORB.E M Northern Indiana Public Service Co 79/05/09 ip 


7906190096 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/05/11 
ip 



DOCKETED ITEMS 


7906230040 Responds to IE Bulletin 79-04 String check valves have not 
been purchased or solicited from Velan Engineering Corp 
aHQRBrE M Northern Indiana Public Service Co 79/05/21 Ip 


7906130104 Foruards IE Bulletin 79-tl» "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineeied Safety Sgs " Licensee 
action required 

KEPPLER.J O Region 3, Chicago. Office of the Director 79/03/22 
ip 


790620012a Forwards IE Info Notice 79-l3» "Indication of Low Mater 
Level In Oyster Creek Reactor " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/05/29 

Ip 


R Periodic operating reports t related correspondence 


7906050306 Forwards plant well charts. well level read ings. water meter 
read ingsi pond level readings, pneumat ic pressure transducer 
measurements 4* Flint Lake pump station rainfall readings 
BOHN. R, J Northern Indiana Public Service Co 79/05/25 33pp 


7906110179 Forwards 790516-23 well charts, 790523 Bailly wells w/o 
recorders. 790523 pond level s. 790523 pneumatic pressure 
transducers b 790523 water meter readings 

BOHN. R J Northern Indiana Public Service Co 79/06/06 32pp 


7906190439 Forwards well charts for 790523-30. we 11 s w/o recorders, 
pneumatic pressure transducers water meter readings for 
790530 V pond levels for 790530 

BOHN.R J Northern Indiana Public Service Co 79/06/0Q 32pp 


7906260425 Forwards info well charts for 790530“0606 j D al 1 ly wells w/o 
recorders for 790606. pond 1 eve Is. pneumatic pressure 
transducers. water meter readings b USGS wells for 790606 
BOHN.R J Northern Indiana Public Service Co 79/06/15 32pp 


7906290100 Forwards well charts for 790606-13. Dai 1 ly wells w/o 
recorders for 790613, pond levels for 790613. pneumatic 
pressure tranducers for 790613 b water meter readings for 
790613 

BOHN.R J Northern Indiana Public Service Co 79/06/22 32pp 


U Congressional/Executive Correspondence 


7906290245 Responds to 790413 Itr re Installation of saf ety-rolafced 
short pilings b evacuation plans for facility Discusses 
reviews leading to issuance of CP Forwards FES U/o end 
G083IGK.L V Office of the Executive Director for Operations 
79/05/21 3pp 


—7906290261 Requests complete review of facility CP. Including proposed 
use of short pilings Requests examination of evacuation 
plans public hearing re CP 
FITHIAN. F J House of Rep 79/04/13 Spp 


DOCKET 50-360 AKKAN8A8 NUCLEAR ONE. UNIT 2 


F Becurtty. medical, emergency b fire protection plans 


7906270147 Responds to 790613 Itr re QA section of fire protection 
plan Util has met guidelines of "Nuclear Plant Fire 
Protection Function Reipons ib 1 1 i ties. Administrative Controls 
V OA " No changes planned 

TRIMBLE. D C Arkansas Power b Light Co 79/06/10 2pp 


0 Adjudicatory correspondence 


7906270000 Forwards proposed order confirming util commitment io shut 
down facility b modify operating procedures 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/14 Bpp 


7906270097 Bummary of 790809 meeting w/util to evaluate emergency 
feedwater sys in terms of TMI incident 

ENOLE.L B Light Water Reactors Branch I 79/05/15 13pp 


7906270093 Orders shutdown of plant pending upgrade. testing b analyses 
of emergency feedwater sys 

GHILK.8 J Office 6.f the Secretary of the Commission 79/05/17 
7pp 


P Operating license stage documents b coi^respondence 


7906200316 Summary gf 790809 meeting w/utll In Betheida.MD re 
emergency feedwatgr sys. List of attendees b request for addl 
info enci 

ENOLEi.L B Light Mater, Reactors Branch 1 79/05/15 6pp 


7906000306 Discusses mod of operating guidelines for small breaks HP] 
must remain in operation until LPIS is in operation b 
flowing in excess of l.OOD gal lons/minute in each line b 
stable for 20 minutes 

TAYLOR. J H Babcock b Wilcox Co 79/05/30 2p p 


7906190240 Forwards APL-TOP-IA. Revision 5. "QA Manual Operations. "■ 
util Position 421 SB re grout matl testing b addl Info on 
Position 421 60 re physical properties of reinfoici-ng steel 
TRIMBLE. D C Arkansas Power V Light Co 79/06/11 4pp 


— 7906190243 "QA Manual Operations. " Revision 5 

CAVANAUOH. W Arkansas Power b Light Co APL-TQP-IA 79/06/11 

120pp 


7906200214 Forwards oversiied drawings of con ec ted feedwater lines i 
steam generator, inc lud ing results of stress analysis tests b 
details of welding processes used tn making no 1 1 le- to-p ipe . 
p ipe-to-sparger b pipe welds. in response to 790525 request 
TRIMBLE. D C Arkansas Power b Light Co 79/06/lQ I9pp 


7906270115 Bubmlts addl info re gaseous effluent monitoring sys. in 
response to 790615 request Discusses location of effluent 
monitoring sys detec tors, range of sc ml i 1 lati an detectors b 
max detectable release rate 

TRIMBLE. D C Arkansas Power b Light Co 79/06/22 tlpp 


0 Inspection reports. 1C Bulletins b correspond enre 


7906150023 Forwards IE Insp Repts 30-313/79-06 b 30-360/79-06 on 
790212-0310 b notice of violation 

MADSEN. G L Region 4. Dallas. Reactor Operations Nuclear Suppo 

Branch 79/04/04 2pp 

— 7906130045 Notice of violation from insp on 790212-0310 

♦ Region 4. Dallas. Office of the Director 79/04/04 Ip 


— 79061S0055 IE Insp Repts 50-313/79-06 b 50-360/79-06 on 790212-0311 
Noncompliance noted Inadequacy of control of non-Class IE 
test equipment 

WESTERMAN.T F . JOHNSON. W D . SPANOLER.R Q Region 4. Dallas. 
Office of the Director 79/04/03 i0pp 


7906030213 Requests addl 30 days to respond to IE Bulletin 79-03 re 
welding piping manufactured by Youngstown Melding b 
Engineering Records are currently being searched! response bo 
be submitted by 790314 

TRIMBLE. D C Arkansas Power b Light Co 79/04/12 Ip 


7906070374 Responds to lE Bulletdn /9-04 re use of Velari swing check 
valves Higher weights were used in seismic analysis! 
analyses are conservative 

TRIMBLE. D C Arkansas Power b Light Co 79/04/27 2pp 


7906040149 Ac k receipt of 790321 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-313/79-04 // 
30-360/79-04 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Suppo 

Branch 79/04/30 ip 


—7906040132 Responds to NRC 790220 Itr re violations noted In IE In 
Repts 30-313/79-04 b 50-360/79-04 Corrective actions all 
effluent monitors to be calibr by 790401 
TRIMBLE. D C Arkansas Power b Light Co 79/03/21 2pp 


—7906040156 Forwards IE Insp Repts 30-313/79-04 b 50-360/79-04 on 
790205-09 b notice of violation 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear 

Support Branch 79/02/28 2pp 


—7906040160 Notice of violation from Insp on 790205-09 

a Region 4. Dallaej Office of the Director 79/02/23 Ip 


—7906040162 IE Insp Repts 50-313/79-04 b 30-36B/79>04 on 790205-09 
Noncomp 1 lance noted failure to calibr effluent monitors 
HURRAY. B Region 4. Dallas. Office of the Director BROl^N. G 
Region 4. Dallas. Fuel Facility b Materials Safety Branth. 
79/02/25 6pp 


7906040209 Responds to IE Bulletin 79-03 5ome AQME SA-312 Type 304 
longitudinal welded pipe mfg by Youngstown Melding b 
Engineering Co installed in safety-related sys Examination 
program being developed 

TRIMBLE. D C Arkansas Power b Light Co 79/09/04 Ip 


7906120063 Forwarde IE Info Notice 79-11. "Lower Reactor Vessel Hea< 
Insulation Support Problem " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/03/1 

Ip 
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DOCKETED ITEMS 


790&U0083 Forwards le nuJletfn 79-10. ■•H»naa I if Icatlon Training 
Program Statistics " Written retpons« required 

SEYFfllT.H V Region 4- DalJa», Office of the Director 79/03/H 

tp 


7906SS0016 Forwards IE Info Notice 79-12, ’'Attempted Datnage to New Fuel 
Aisomblies " 

SEYFRiTiK V Region 4, Dallas, Office of the Director 79/05/11 
IP 


7906250095 Act receipt Of 790426 Itr infominj NR-C of steps taken to 
correct <rlalations noted tn IE tnsp Rep t S0''368/79~06 
MADSENfO L Region 4, Oalies, Reactor Operations Hu-cIear Support 

Branch 79/05/22 Ip 

— 7906250105 Responds to NRC 790404 Itr re violations noted In IE In»p 
Rapt 30-"36Q/79-06 Corrective action* controls for connecting 
test equipment to ^af etg-rela ted equipment will he 
established 

TRiMLBEi D C Arkansas Power tf Light Co 79/04/26 2pp 


7906260530 Act receipt of 790423 ttr Infor-ming NRC of steps taken to 
correct violations noted in IE Insp Repts 50''31 3/79-05 fir 
SO-36a/79--05 Requests addl info re steps tafcen to prevent 
recurrence of two items of noncompliance 

HADSENiO L Region 4, Dallas* Reactor Operations Nuclear Support 

Branch 79/0S/22 Ip 


7906260231 Forwards IE Insp Rept 50-360/79- I I on 790509- J1 Wo 
noncomp I iarc e noted 

KINDS, j f< Region 3, Chicago* Safeguards Branch 79/05/24 2pp 


— 7906260237 IE Insp Rept 50-36S/79-U on 790509-11 No nohcempUance 
noted Major areas inspected shipping 4 rece 1 vl ng, inventorq 6 
nuclear matl control Details withheld (ref 10CFR2 790)> 

FINLEY* A O . PATTCftSQN. J P . HIND, J A Region 3, Chicago, 

Safeguards Branch 79/09/21 Ip 


7706200039 Forwards IE Info Notice 79-13. '’Indication of Lou Water 
Level in Gyster Creek Reactor " 

gEVFRlT, K V Region 4, Dallas, Offico of the Director 79/05/29 

ip 


79D62I0227 Responds to IE Bulletin 79-11 No Westinghouse D0-75 or D0-5O 
circuit breakers are used in safe tg-rela ted Class IE 
circuits 

TRIMBLE. D C Arkansas Power Light Co 79/06/14 Ip 


R Periodic operating reports t related correspondence 


7906190269 Forwards monthly oparating rept for May 1979 
TRIMBLE. D C Arkansas Power 1* Light Co 79/06/15 Ip 


—7906190273 Monthly operating rept for May 1979 

SHIVELY, C W Arkansas Power 6 Light Co 79/06/14 Spp 


3 Reportable occurrences. LER« !/ related correspondence 


7906100142 Forwards PN0~79-67AM 

MADSEN, Q L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/05/09 Ip 


7906100192 Forwards FN0-79-67AN 

MADSENtC^ L Region 4, Dallas* Reactor Operations Nuclear Support 

Branch, 79/05/16 Ip 


s PN0-79-67A0 4* AP 

Reglen 4* Dallas* Reactor Operations Nuclear Support 


79-036/03L-0 & 79-037/03L-O 
Cq 79/06/12 Ip 


— 7906180587 LER 79-037/03L-0 on 790514 during Mode 3, supply valves to 
steam generator would not respond to control roam demand 
Signal Caused by blown fuse stuck relay Similar to LER 
50-368/79-026 Repairs made 6 valves proven operable 
SHIVELY, C N Arkansas Power 4< Light Co 79/06/12 Ip 

DOCKET 50-369 WILLIAM B MCCUIRE NUCLEAR STATION, UNIT I 


A Ap p 1 icati on/ccinstruc tinn stage documents & correspondence 


7906140559 Concurs w/appllcant evaluation of Rcq Ouide 1 114* Revision 
l,re conformance to R3C matters Facility complies w/reg 
guide 

HOLMAN, J d Operator Licensing Branch 79/03/14 ip 


7906250322 Not if ica t ion of 79060B meeting w/utll in Bethesda.MD to 
review radiological effluent Tech Specs 

BiRKELrR A Light Water Reactors Branch 2 79/05/25 3pp 


J Insurance ti indetnmty information 


7906150280 Forwards eiecuted Amend 2 to Indemnity Agreement Q-B3 
PARKER. W 0 Duke Fewer Co 79/06/07 2pp 


7906130331 Forwards Endorsements 54 6 55 to AMI Policy NF-ia2 t* 
Endorsements 40 it 41 to MAELU Policy MF-61 
SANDERS, F D Duke Power Co 79/06/00 3pp 


0 Inspection reports, IE Bulletins 6 corr espandence 


7906040360 Ack receipt of IE Insp Repts 50-369/79-10 <* 50-370/79-09 on 
790313-15 No proprietary info 
PARKER. W 0 Duke Power Co 79/04/23 Ip 


—7906040362 Forwards IE Insp Repts 50-369/79-18 it 30-370/79-09 on 
790313-15 No noncompliance noted 

MURPHV.C E Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch 79/03/28 2pp 


— 7906040366 IE Insp Repts SO-369/79-10 t< 50-370/79-09 on 790313-15 No 
noncompliancc noted Major areas inspected nondestructive 
tes ting, const deficiency repts* warehouse storage, 
outside storage areas, QA audits L IE bulletin responses 
HUNT,M D Region 2, Atlanta* Office of the Director HERDTiA R 
Region 2, Atlanta* Reactor Construction 6 Engineering Support 
Branch 79/03/27 4pp 

7906160024 Ack receipt of 790418 Itr informing MRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/79-15 6 
50-370/79-07 

MURPHY, C E Region 2, Atlanta. Reactor Construction U Engineering 

Support Branch 79/04/25 ip 


—7906160033 Responds to NRC 790323 3 tr re violations noted In IE Insp 
Repts 50-369/79-15 6 50-370/79-07 Corrective actions all 
const 6 const QA personnel instructed in manufacturer 's 
manual use 

PARKER, U 0 Duke Power Co 79/04/18 2pp 


—7906160037 Forwards IE Insp Repts 50-369/79-15 8* 5(3-370/77-07 on 
790220-0302 6 notice of violation 

MURPHV,C E Region 2, Atlanta, Reactor Construction !< 

Engineering Support Branch 79/03/23 2pp 


—7906160041 Notice of violation from insp on 790228-0302 

e Region 2. Atlanta, Office of the Director 79/03/23 Ip 


— 7906160044 IE Insp Repts 50-369/79-15 50-370/79-07 on 790228-0302 

Noncomp 1 iance noted assembly of safety valves w/o 
d'acumented instructions 

ANO,W.P Region 2, Atlanta, Qffica qf the Director BRYANT. J C 
Region 2, Atlanta, Reactor Construction & Engineering Support 
Branch. 79/03/23 4pp 


7906250443 Forwards IE Info Notice 79-12, '^Attempted Damage to New Fuel 
Assemblies ’* 

O'REILLY, if P Region 2, Atlanta, Office of the Director 
79/03/10 ip 


7906010346 Ack receipt of IE Insp Repts 50-369/79-21 6 50-370/79-10 on 
790328-30 No proprietary info 
PARKERrW 0 Duke Rawer Co 79/05/14 Ip 


—7906010348 Forwards IE Insp Repts 30-369/79-21 6 50-370/79-10 on 
790328-30 Ko noncomp 1 lanca noted 

WURf^HY, C E Region 2. Atlanta, Reactor Construction 6 

Engineering Support Branch 79/04/18 8pp, 



DOCKETED ITEMS 


— 7906010350 IE Insp Repts 50-- 369/79- 21 50-370/79-10 on 790328-30 No 

noncotnp I ianco noted Major areas inspecfcod steam generator 
narrow range level instrumentation insfcal lat ion» records 
(c storage of safety related cable 

WALTERSr 0 K Region 3, Atlanta4 Office of the Director 

BRYANT* J C Region 2i Atlanta* Reactor Construction U 

Engineering Support Branch 79/04/17 5pp 


7906020120 Act receipt of 790412 Itr informing NRC pf steps taken to 
correct violations noted in lE Insp Ropt 30-369/79-14 

KURPHYf C E Region 2, Atlanta* Reactor Construction Engineering 

Support Branch 79/05/13 Ip 


— 7906020121 Responds to NRC 790412 Itr re violation noted In IE Insp 
Rept 30-369/79-14 Corrective actions all saf e ty-re lated 
terminal blocks In containment are being replaced w/sealed 
splices 

PARKER* M □ Duke Power Co 79/04/12 2pp 


0 Inspection reports* IE Bulletins t. correspondence 


7906040360 Acfc receipt of IE Insp fiepts 50-369/79-10 U 30-370/79-09 on 
790313-lS No proprietary info 
PARKER* W O Duke Power Co 79/04/23 Ip 


— 790604036S Farwards IE Insp Repts SO- 369/ 7 9- IQ t* 50-370/79-09 on 
790313-15. No noncomp 1 1 anc e noted 

MURPHY* C E Region 2* Atlanta* Reactor Construction t*- 

Etiglneering Support Branch, 79/03/28 2pp 


— 7906040366 IE Insp Bepts 50-369/79-18 50-370/79-09 on 790313-15 No 

noncomp I lance noted Major areas inspected nondestructive 
test ing» const deficiency repts* warehouse sto-rage* 
outside storage areas* QA audits 6 IE bulletin responses 
HUNr*K D Region S* Atlanta. Office of the Director HERDT. A R 

Region 2* Atlanta* Reactor Construction ft* Engineering Support 
Branch 79/03/27 4pp 


— 7906020124 Forwards IE Insp Rept 50-369/79-14 on 790221-23 t* notice 
of violation 

MURPHY* C E Region 2, Atlanta. Reactor Construction ^ 

Engineering Support Branch 79/03/21 2pp 


—7906020126 Notice of violation from insp on 790221-23 

* Region 2* Atlanta* Office of the Director 79/03/20 Ip 


— 7906020128 IE Insp Rept 30-369/79-14 on 790221-23 Noncompliance noted 
improper cable termination 

WALTERarDK Region 2* Atlanta* Office of the Director 

BRYANT, vl C Region 2* Atlanta* Reactor Construction & 

Engineering Support Branch 79/03/20 4pp 

7906140181 Responds to IE Bulletin 79-03 ASME 8A-ai2 welded pipe 
method of Llauid penetration meets requirements 
PARKERrW a Duke Power Co 79/05/15 2pp 


7906230163 Ack receipt of 790402 t< 0508 Itrs Informing NRC of steps 
taken to correct vlolalons noted In IE Insp Rept 
30-369/79-11 

MURPHY* C E Region 2* Atlanta. Reactor Construction Engineering 

Support Branch 79/03/23 Ip 


— 7906230170 Responds to NRC 790411 Itr re violation noted in IE Insp 
Rapt 50-369/79-11 Corrective actions shutdown roRUOst issued 
(( damaged cable replaced 

PARKER, W 0 Duke Power Co 79/03/OQ Ip 


7906260204 Informs NRC that revised response to IE Bulletin 79-03 will 
be submitted by 790601 

PARKER, W 0 Duke Power Co 79/05/23 Ip 


(J Congress ional /Eiecut 1 ve Corr aspondence 


7906260341 Responds to 790423 Ifcr re 8 Austin Inquiry about 
radiological impact of nuclear power plant cooling on 
drinking water Forwards applicable FE8 N/o end 
OOSSICKiL V Office of tho Executive Director for Operations 
79/03/15 2pp 


—7906260544 Rectuests info re radiological impact of nuclear power plant 
cooling on drinking* in ref to 6L Austin inquiry 
UENTiN F House of Rep 79/04/23 2pp 


7906160024 Ack receipt of 7904 18 Itr informing NRC of steps taken feo 
correct violations noted in IE Insp Repts 50-369/79-15 h 
50-370/79-07 

MURPHYiC E Region 2* Atlanta* Reactor Construction & Englneerln 

Support Branch 79/04/25 Ip 

—7906160033 Responds to NRC 790323 Itr ro violations noted In IE Insp 
Repti 50-369/79-15 50-370/79-07 Corrective actions all 

const ft. const QA personnol instructed in manufacturer's 
manual use 

PARKER, M a Duka Power Co 79/04/1S 2pp 


—7906160037 Forwards IE Insp Ropfcs 50-369/79-15 & 50-370/79-07 on 
790228-0302 notice of violation 

MURPHY, C E Region 2* Atlanta* Reactor Construction & 

Engineer ing Support Branch 79/-03/23 2pp 


—7906160041 Notice of violation from insp on 790220-0302 

* Region 2, Atlanta. Office of the Director 79/03/23 Ip 


— 7906160044 IE Insp Repts 50-369/79-15 it 50-370/79-07 on 790220-0302 
Noncomp 1 ian-ce noted assembly of safety valves w/o 
documented Instructions 

AMOiW P Region 2* Atlanta* Office of the Director BRYANT* J C 

Region 2* Atlanta* -Reactor Construction ti. Engineering Support 
Drench 79/03/23 4pp 


7906140116 Ack receipt of 79OS03 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-370/79-08 
MURPHY, C E Region 2* Atlanta. Reactor Construction U Engineerir 

Support Branch 79/05/10 Ip 


—7906140122 Responds 
Rept 50-370/79-08 
welder instructed 
documentation 
PARKER* MO Duke 


to NRC 790409 Itr re violations noted In IE Ins( 
Corrective actions welding inspector & 
to follow proper sequence for filling out 

Power Co 79/05/03 4pp 


—7906140142 Forwards IE Insp Rept 50-370/79-00 on 7'i 
violation 

MDRPHV. G E Region 2. Atlanta, Reactor Const*'' 

Pnn 4 Ins SuoDort Branch 79/04/09 


DOCKET 50-370 WILLIAM B MCOUIRE NUCLEAR STATION, UNIT 2 
A. App licatlon/construcbion stage documents correspondence 


7906140539 Concurs w/applicant evaluation of Reg Guide 1 114. Revision 
1, re conformance to R3C matters Facility complies u/reg 
guide 

HQLMAN, J J Operator Licensing Branch 79/03/14, Ip 


7906250322 Notification of 790608 meeting w/utll in Bethesda.MO to 
review radiological effluent Tech Specs 

BIRKEL.R A Light Water Reactors Branch 2 79/05/23 3pp 


J Insurance & indemnity Information 


79061S02BO Forwards executed Amend 2 to Indemnity Agreement B-83 
PARKER, W 0 Duke Power Co 79/06/07 app 


7906130331 Forwards Endorsements 54 ^ 35 to ANI Policy NF- 102 Ik 
E ndorsements 40 fit 41 to MACLU Policy MF-61 
SANDERS* F D Duke Power Co 79/06/00 3pp 
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— 790&010330 IE ln«p Repts 50-3^9/79-21 6 50-370/79-10 on 790323-30 No 
noncomp i lance notetf Hajor area* inipected steam geiiarator 
rerrou range level instrumentation Insta 1 lat ion* records 
storage of safetg related cable 
WALTERS, 0 K Region 2. Atlanta. Office of the Director 

BRTAHTpJ C Region 3, Atlanta. Reactor Construction t, 

Engineering Support Branch 79/04/17 5pp 

7906140101 Responds to IE Bulletin 79-03 ASHE 8A-31S welded pipe 
method of liquid penetration meets requirements 
PARKER. W 0 Duke Power Co 79/05/15 apf 


7906260204 Informs NRC that revised response to IE Bulletin 79-03 will 
be submitted bq 790601 

PARKER. W O Ouie Power Co 79/05/23 Ip 


8 Reportable occurrences. LERs 6 related corre spomdence 


7906010244 Forwards Significant Deficiency Rept 370/79-03 
PARKER. Ini a Duke Power Co 79/05/23 Ip 


— 7906010251 Significant Deficiency Rept 370/79-03 on 790523 end plate 
finger found in bottom of motor's oil pot Caused by 
Inadequate control during in«p process of specific motor 
* Duke Power Co 79/05/23 3pp 


U Congretslona 1 /Executive Correeponifence 


7906260941 Responds to 7904S3 Itr re S Austin inquiry about 
radiological impact of nuclear power plant cooling an 
drinking water Forwards applicable FE8 W/o end 
GPSSICK.L V Office of the Executive Director for Operations 
79/09/15 2pp 


— 7906260S44 Requests Info re radiological impact of nuclear power plant 
cooling on drinking. in ref to SL Austin inquiry 
LENT. N F House af Rep 79/04/23 2pp 


DOCKET 50-373 LASALLE COUNITV STATION. UNIT 1 


A App 1 icaiion/construction stage documents i> correspondence 


7906070409 Notification of 790524-29 meeting u/util to discuss open 
i terns i n draf t SCR 

BQURNIA. A Light Water Reactors Branch 3 79/09/07 2pp 


7906020130 Confirms 790521 meeting u/util in Olen Ellyn. IL to discuss 
Insp findings re const activities. 

KEPPLEfl. J 0 Region 3. Cfiicago* Office of the Director 79/05/00 
If 


F Security, medical, emergency P fire protection plans 


7906040039 Forwards fire pratectlon status rept covering portions of 
review for which Power Sys Branch has review responsibility 
KNDX:. J- Power Systems Branch 79/0S/D2 5pp 


J Insurance ^ indemnity information 


7906040107 Forwards executed Amends 21,11.9 & 1 to Indemnity Agreements 
B-tO, B-47. a-59 U 8-04. respectively 
PQCLE. R D Commonu/aalth Edison Co 79/05/29 6pp 


P Operating license stage documents & correspondence 


irms 790521 meeting W/util in Olen Ellyn. IL to discuss 
r» const activities 

Region 3. Chicago. Office of the Director 79/05/00 


plans 6 


/17 


— 7906090230 IE Inap Rcpts 50-373/79-12 P 50-374/79-09 on 790314-0315 No 
noncemp 1 lance noted Major areas inspected work U procedures 
re mod to reactor recirculating sys noicle safe-ends P 
thermal sleeves P suppression pool mod work activities 
NElSLER. J H . PHILLIPS. H S . KNOP. R C Region 3. Chicago. Office 
of the Director 79/05/06 0pp 


7906140586 Forwards IE Insp Rept 50-373/79-09 an 790221-23 No 
none omp 1 lance noted , 

HEIEHHAN. R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/04/13 2pp 


— 7906140596 lE Insp Rept 90-373/79-09 on 790221-23 No noncomp Uance 
noted Hajor areas inspected operating staff training 6 
station operating procedures 

WALKER. R D . WRIGHT. 0 C . 8PESSARD. R L Region 3. Chicago. 

Reactor Operations Nuclear Support Branch 79/04/12 5pp 


7906260501 Forwards IE Insp Rept 50-373/79-16 on 790417-18 No 
noncomp 1 lance noted 

nORELLI.O Region 3. Chicago. Reactor Construction P Engineering 

Support Branch 79/04/30 2pp 


—7906260983 IE Insp Rept 50-373/79-16 on 790417-10 No noncompliance 
noted Major area inspected mod of recirculation sys 
LEE. E W . DAIELSON. D H Region 3. Chicago. Office of the 
Director 79/04/27 4pp 


7906070266 Ack receipt of 790418 Itr informing NRC of steps taken bo 
correct violations noted in IE Insp Repts 50-373/79-11 V 
50-374/79-00 

FIORELLI.G Region 3. Chicago. Reactor Construction P Engineering 

Support Drench 79/09/01 ip 


—7906070273 Responds to NRC 790315 Itr re violations noted in lE Inap 
Repts 90-373/79-11 P 50-374/79-08 Corrective actions 
miscellaneous debris cleaned out of cable pan P okonlte 
nuclear grade splice tapes applied over cable jackets 
R£EP. C Commonwealth Edison Co 79/04/10 9pp 

7906120003 Forwards IE Info Notice 79-11. ''Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER. JO Region 3. Chicago. Office of the Director 79/05/07 
Ip 


7906180784 Responds to IE Bulletin 79-03 re longitudinal wold defects 
In ASHE SA-ai2 type 304 satinless steel pipe spools Spools 
not in use or planned for use 

REEDfC Commonwealth Edison Co 79/OS/lO 2pp 


7906190079 Forwards IE Info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/05/11 

Ip 


7906130062 Forwards IE Bulletin 79-11. "Faulty Qvercurrant Trip Device 
in Circuit Breakers for Engineered Safety SyS “ Licensee 
action required 

KEPPLER. J G Region 3. Chicago, Office of the Director 79/05/22 
Ip 


7906260230 Responds to l£ Bulletin 79-04 Review indicates swing check 
valves mfg by Velan Engineering Corp are not installed nor 
will be installed in any 0elsmic Category I piping sys 
REED. C Commonwealth Edison Co 79/05/24 Ip 


7906200080 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor *' 

KEPPLERrO.O Regions. Chicago, Office of the Director 79/09/29 

Ip 


& Reportable occurrences. LERs Ik related correspondence 


7906230074 Ack receipt of 790419 final rept re post-tens lonlng 
sys Requests 790309 Inryco rept. "Investigation of 
fiuttonhead Defects, " 

FIORELLI.G Region 3. Chicago. Reactor Construction I. Engineering 

Support Branch 79/05/23 Ip 


7906140309 Forwards deficiency rept re nonconformance of ventilation 
steel stack 

DELGEORQE.L 0 Commonwealth Edison CP 79/06/06 Ip 


— 7906140393 Deficiency rept nonconf armance of ventilation steel 
stack Nondestructive examination revealed crack in stack 
Permanent repair under study Final rept willbe submitted by 
791001 

* Commonwealth Edison Co 79/06/06. Spp. 



DOCKETED ITEMS 


7^06250284 Forwards Inri/co 7?030<? rept< "Investigation of Duttonhead 
Defects*" in response to 7*70523 request W/o end 
DELOEOROEiL 0 Comreonuealth Edison Co 79/06/18 Ip 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


A App I icat ion/constriJct i on stage documents & correspondence 


7906070409 Notification of 790524-25 meeting u/«til to discuss open 
Items in draft SER 

BOURNIA.A i.i 9 ht Water Reactors Branch 3 79/05/07 2pp 


7906020138 Confirms 790521 meeting ut/util in Olen EUijn, IL to discuss 
Insp findings re const activities 

KEPPLERjJ 0 Region 3. Chicago, Office of the Director 79/05/08 

Jp 


F Security, medical, emergency ^ fire protection plans 


7906040035 Foruards fire protection status rept covering portions of 
revieur for uhich Pouar Sys Branch has revieu responsibility 
KNOXrJ Power Systems Branch 79/05/02 5p p 


J Insurance indemnity information 


7906040187 Forwards eitecotad Amends 21,11,9 ^ 1 to Indemnity Agreements 
B-IO, B-47, B-59 11-04, respec tively 

POOLE, fl D Commonwealth Edison Co 79/05/29 8pp 


P Operating license stage documents ti corre spondonce 


7906200239 Requests two controlled copies of site emergency piano t 
implementing procedures^ « 1 te maps showing location ^ grid 
station number of onsite & offsite environ monitoring 
stations i- site maps used for dose deiermlnat Ions 

KEPPLER,J 0 Region 3. Chicago, Office of the Director 79/05/17 

Ip 


Q Inspection reports, IE Bulletins V correspondence 


7906050234 Forwards IE Insp Repts 50-373/79-12 50-374/79-09 on 

790314-0315 No noncompliance noted 

FI0RELL1,0. Region 3, Chicago, Reactor Construction Engineering 

Support Branch 79/04/06 2pp 


— 7906050238 IE Insp Rept* 50-373/79-12 A- 50-374/79-09 on 790314-0315 No 
noncompliance noted Major areas inspected work A* procedures 
re mod to reactor rac Irculating sys notile safe-ends A 
thermal sleeves A suppression pool mod work activities 
NEiaL£R,J H r PHiLLIPSxH S , KNOP, R C Region 3, Chicago, Office 
of the Director 79/05/06 8pp 


7906070266 Ack receipt of 790418 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/79-11 A 
80-374/79-03 

F10RELLI,0 Region 3, Chicago, Reactor Construction A Engineering 

Support Branch 79/05/01 Ip 


’7906070273 Responds to NRC 790315 Itr re violations noted in IE Insp 
Repts 50-373/79-11 A 50-374/79-08 Corrective actions 
miscellaneous debris cleaned out of cable pan A okonlte 
nuclear grade splice tapes applied over cable jackets 
REED, C Commonwealth Edison Co 79/04/18 9pp. 


7906120083 Forwards IE Info Notice 79-tl, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/05/07 
IP 


7906180784 Responds to IE Bulletin 79-03 re longitudinal weld defects 
In ASHE SA-3t2 type 304 satlnless steel pipe spools Spools 
not in use or planned far use 

REEDiC. Commonwealth Edison Co 79/05/10. 2pp 


7906190078 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Asiembl let. " 

KEPPLER,JO. Region 3, Chicago, Office of the Director. 79/03/U 

ip 


7906130082 Forwards IE Bulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breekeri for Engineered Safety 8ys. " Licensee 
action required 

KEPPLER* J,0 Region 3, Chicago, Office of the Director 79/05/22 

Ip 


7906260238 Responds to IE Bulletin 79-04 Review indicates swing check 
valves mfg by Velan Engineering Corp are not Installed nor 
will be installed in any Seismic Category 1 piping eye 
REEDiC Commonwealth Edison Co 79/05/24 tp 


7906200000 Forwards lE Info Notice 79-13, "Indication of Low Water 
Level In Oyster Creek Reactor " 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/05/29 

ip 


3 Reportable occurrences, LERs Ac related correspondence 


7906230074 Ack receipt of 790419 final rept re post-tensioning 
sys Requests 790309 Inryco rept, "Investigation of 
Buttonhead Defects " 

FI8RELLI,Q Region 3, Chicago, Reactor Construction A Englneerln 

Support Branch 79/03/23 Ip 


7906140303 Forwards deficiency rept re nonconformance of ventilation 
steel stack 

DELGEOROE, L 0 Commonwaal th Edison Co 79/06/06 Ip 


—7906140393 Deficiency lopt nonconformance of ventilation steel 
stack Nondestructive examination revealed crack in stack 
Permanent repair under study Final rept will be submitted bu 
791001 

* Comoionweatth Edison Co 79/06/06 2pp 


7706250204 Forwards Inryco 790309 rept, " Invest Igat 1 on of Buttonhead 
Defects," in response tn 790523 request W/o oncl 
DELOEOROEiL 0 Commonwealth Edison Co 79/06/18 Ip 


DOCKET 30-373 NUCLEAR EXAMINATION REACTOR 


Q Inspection reports, IE Bulletins A c arrespondenee 


7906180436 Forwards IE Info Notice 79-12, "Attempted Damage to New Fue 
Assemblies " No written rcsponso necessary 

ENQELKEN, R H Region 5, San Francisco, Office of the Dlractor 
79/03/10 ip 


7906080224 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " 

ENQELKEN, R H Region 5, San Francisco, Office of the Director 
79/05/18 Ip 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


A App I Icat lon/cons true t ton stage documents U correspondence 


7904180077 Concurs w/recommondod schedule change of QL safety review 
Oral approval already received from Licensing Project 
Manager 

HAN AUER, 8 H Assistant Director for Plant S* 

7706030143 Forwards attendance list 
app 1 ication 
COTAtP C 
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79061^0066 Notice o# appearance on behalf of util Certificate of Svc 
tnc 1 

BTEVEWSQN, W M Monroe It Lemann 79/04/17 3pp 


7906070175 Rosponee to LA Consumer's League contentions submitted 
790406 Contentions 2.3*4 U 6 should be accepted h Contention 
1 rejected (Ruling re Contantions 5 6 7 should be deferred 
Certificate of Svc end 

MCCVRREN. H J Branch I 79/04/25 tOpp 


7906260394 Joint statement to ASLB bg petitioners Ogster Shell 
Alliance. Save Our Wetlands 6 NRC indicating agreement on 
contentions in proceeding Parties unable to reach agreemant 
on Contentions 6-14 U 22 . . 

TRDUBRIDCE. G F Shaw. Pittman. Potts. 6 Trowbridge JONES. L L 
Oillesple 6 Jones HCGURREM. H J Branch 1 79/05/31 20pp 


1 Utility Final Safety Analysis Report IFSAR) t amends 


'906140262 Forwards Amend 4 to FSAR 
ASRELL. D L Louisiana Power 6 Light Co 79/06/07 Ip 


-7906140265 Amend 4 to FSAR 

* Louisiana Power 6 Light Co 79/06/07 I50pp 


Inspection reports. IE Bulletins correspondence 


*06220223 Forwards IE Insp Rapt 50-302/79-04 on 790320-23 6 notice of 
via lati on 

SEIOLE.W C Region 4. Dallas. Reactor Construction 6 Engineering 

Support Branch 79/04/11 2pp 


7906220228 Notice of violation from insp on 79C320-23 

e Region 4. Dallas. Office of the Director 79/04/U 2pp 


7906290526 Forwards Part 21 rspt from Zurn Ind us tr i es. Inc Review of 
rept finds only one facility affected 6 two vendors 
involved 

ALDERSQN. C E Region 2. Atlanta. Office of the Director 

79/05/22 ip 

— 7906290535 Confirms 790516 telcon re cooling towers suppll^'l to- util 
by Zurn Industries. Inc Ho further ation by Zurn Industries 
is required Obligation now fulfilled 

AUDERSQN. C E Region 2. Atlanta. Office of the Director 
79/05/22 Ip 


— 7906290545 Notifies of concern re capability of essential cooling 
water sys to function in manner adei^uately providing for 
all safety-related cooling requirements Supporing 
documentation end 

SENGSTAKEN. D vi Zurn Industries. Inc 79/05/03 33pp 


7906100326 Forwards PNO-79-67AP 

SEIDLE.W C Region 4, Dallas. Reactor Construction 6 Engineering 

Support Branch 79/05/23 Ip 

DOCKET 50-397 SUSQUEHANNA STEAM ELECTRIC STATIDN. UNIT I 


A App 1 icatlon/construct Ion stage documents & correspondence 


7906200323 Summarg of 790419 meeting w/util tn Qethasda.MD re socurity 
plans Forwards request for addl info for second round 
question re draft security plan evaluation rept Request 
withheld (ref 10CFR2 790) 

CLARK. R A Reactor Safeguards Licensing Branch 79/05/08 3pp 


7906130504 Approves request for withholding Kraftwerk Union 
Aktlongesel Ischaft tests rept from public disclosure 
(ref 10CFR2 790) 

PARR, a 0 Light Water Reactors Branch 3 79/05/11 3pp 


7906220241 IE Insp Rapt 50-382/79-04 on 790320-23 Noncompl iance noted 
failure to follow contract procedures re care 6 maint of 
safety-related components t' failure to perform required 
housekeeping surveillance per procedures 

STEWART. R C . CROSSMAN. W A Region 4, Dallas. Office of the 
Director HALL. R E Region 4. Dallas. Reactor Construction & 

Engineering Support Branch 79/04/11 6pp 


»061l(K)04 Forwards IE Bulletin 79-OSB, "Nuclear Incident at 
TMl-Soppl ■' No written response required 

SEVFRIT. K V Region 4, Dallas. Office of the Director 79/04/31 

Ip 


706120070 Forwards IE Info Notice 79-11, “Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 

SeyFRIIrK V Region 4. Dallas, Office of the Director 79/05/07 
Ip 


7906150105 Forwards second round questions re containment design U 
testing Revision 1 to design assessment rept is currently 
under review 

PARR.O 0 Light Water Reactors Branch 3 79/03/15 1 Ipp 


7906230162 Forwards request for addl info re initial teats aperatiori 
PARR.O D Light Water Reactors Branch 3 79/05/16 i6>pp 


7906250315 Summary of 790323 meeting w/utl U Kraf tuork Union SRI Inti 
to- discuss condensation oscillation test to be conducted in 
Germany 

MINER, 8 Light Water Reactors Branch 3 79/05/21 14pp 


7906120394 Submits schedule for responding to NRC 790515 request for 
addl Info for Question 021 

CURTIS. N W Pennsylvania Power Light Co 79/06/07 Ip 


906250022 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 7906120400 Submits schedule for responding to 790519 request for addl 

Assffitiblifff info for Question ^23 

8EYFR1T.K V Region 4. Dallas. Office of the Director 79/05/1! CURTIS.N W Pennsylvania Power ^ Light Co 79/06/06 Ip 


906120143 Ac k receipt of 790427 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/79-03 
SEIDLEjW C Region 4. Dallas. Reactor Construction 6 Engineering 

Support Branch 79/05/14 Ip 


-7906120145 Responds to NRC 790326 Itr re violations noted in IC Insp 
Rept 50-362/79-03 Corrective actions nonconformance rept 
dlspasltion 6 procedure revision will be completed by 
790530 

A5WELL,D L Louisiana Power 6 Light Co 79/04/27 3pp 


^906130071 Forwards IE Bulletin 79-H. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys Licensee 
action required 

SEYFRIT.K V, Region 4, Dallas. Office of the Director 79/05/22 

U 


S Reportable occurrences, LERs t< related correspondence 


7906160161 Forwards PNO- 79-67 All 

SEIOLE.W C Region 4, Dallas. Reactor Construction tt Engineering 

Support Branch 79/05/00 ip 


7906180162 Forwards PN0-79-67AN 

8EIDLE. W C Region 4. Dallas, Reactor Construction 6 Engineering 

Support Branch 79/05/16 tp 


7906100247 Forwards PNO-79-67AO 

SEIDLE.W C Region 4. Dallas. Reactor Construction U Engineering 

Support Branch, 79/05/22 Ip 


7906160438 Forwards Affidavit of Svc for Amend 1 1 to facility QL 
app I ication 

CURT18,N M Pennsylvania Power t, Light Co 79/06/12 2pp. 

7906260360 Submits llcensluig schedule for facility Press releases 
enc I 

CURTIS.N W Pennsylvania Power t< Light Co 79/06/20 Bpp 


C Utility Environmental Report (ER)< amends ti correspondencs 


7906040208 Forwards Amend 12 to OL app 1 icat i on. conta in ing Revision 2 to 
environ rept 

CURTIS.N W Pennsylvania Power Light Co 79/06/01 4pp 


— 7906040210 Amend 12 to OL appl ication. dtd 780720. conta Inlng Revision Z 
to environ rept 

« Pennsylvania Power Light Co 79/06/01 350pp 


F Security, medical, emergency 6 fire protection plans 


7906290755 Requests addl info re physical security plan for reviay of 
OL application Security info withheld (ref I0GFR2 790) 

PARR.O D Light Water Reactors Branch 3 79/05/85 2pp 


O Adjudicatory correspondence 


7906140652 Requests to make limited appearance statement at ilcenslng 
prehearing conference 

WELLIVER.O K Affiliation Unknown 79/04/18 Ip 
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7906030037 limited appeeirance at licensing hearings 

FORDj D Affiliation UnVnoL/n 79/05/06 Lp 


— 7906030041 Requests limited appearance statement 
BULFQRDiC Affiliation Unlcnouin 79/05/Ll tp 

— 7906050210 Requests limited appearance at preliminary hearing 
conference 

HUNTINOTOM-H Affiliation Unfcnown 79/03/11 lp 


7906190013 Forwards motion to restrain util from obtaining permits 

involving safety ar environ matters prior to svidantiary 
hearings on OL Motion petitions Governor of PA to declare 
moratorium on issuance of permits 

LEMAhfOWICAi I Citizens Against Nutloar Dangers 79/05/12 lp 


‘7906190150 Requests motion to restrain utiL from obtaining govt permits 
involving safety or environ matters prior to evidentiary 
hearings on OL Petitions Oavornor of PA to declare 
moratorium on issuance of permits 

LEKANOWICA. 1 Cltliens Against Nuclear Dangers 79/03/12 tp 


7906190560 First round discovery requests tt interrogatories submitted 
to Citizens Against Nuclear Dangers per A8LQ 790306 special 
prehearing conference order; re Contentions 2; 4, 6i 9-1 !♦ 16 
17 

CUTCHiNiJ M Branch 3 79/05/21 llpp 


— 7906190565 First round discovery requests i nter r ogator ies« subrrti tted 
to C Marsh per ASLQ 790306 special prehearing conference 
order; re Contentions 4(6 9-14 

CUTCHINrJM Branchs 79/05/21 llpp 


— 7906190372 First round discovery requests t/ interrogatories submitted 
to Susquehanna Enviion Associates per ASLB 790306 special 
prehearing orderire Contentions Ii3i4i6r9-n V 15 
CUTCHIN, J « Branch 3 79/05/21 13pp 


7906190576 Ttrst round discovery requests U interrogatories re 
Contentions t-9 ^ 18; submitted to Environ Coalition on 
Nuclear Power per ASLD 790306 order W/Cer tif ica te of Svc 
CUTCHIN. J« Branchs 79/05/21 iBpp 


7906270185 Denies Ci titans Against Nuclear Danger 790512 motion to 
restrain applicant from obtaining govt perml ts» inc lud ing 
permit from State of PA Relief sought is against NRC pollcyt 
NRC has no authority over Governor of PA 

BECHHOEFERrC Atomic Safety and Licensing Board Panel 79/06/07 

spp 


K Utility Final Safety Analysis Report (FSARl S' amends 


7906040193 Forwards Amend 11 to OLr cons isting of Revision 9 to F8AR 
CURTIS; N M Pennsylvania Power 4. Light Co 79/06/01 Ip 


—7906040196 Amend 11 to OLi cons 1 s t ing of Revision 9 to FSAR 

CURTIS/N W Pennsylvania Power U Light Co 79/06/01 tSOpp 


O Inspection reports; IE Dulletine S' correspondence 


7906140201 Forwards IE Insp Rept 30-387/79-00 on 790227-0302 No 
noncompliance noted 

BRUNNER; £ J Region It Ph i ladelph iar Reactor Operations Nuc 1 ear 

Support Branch 79/03/30 2pp 


— 7906140207 IE Insp Rept 50-387/79-08 on 790227-0302 No noncompliance 
noted Major areas inspected implementation of 
pr eoperati onal testing admini s trati ve controls i< followup on 
corrective actions re IE bulletins ^ circulars 
RAYMOND.W J Region !• Philadelphia, Office of the Director. 

KGCAQE;E C Region 1, Ph i ladelph la. Reactor Operations Nuclear 

Support Branch 79/03/29 i6pp 


7906140621 Forwards IE Insp Repts 50-387/79-05 U 30/3BB/79-04 on 
790205-0302 No noncompliance noted 

CARLSONi R T Region I# Philadelphia, Reactor Construction St 

Engineering Gupport Branch 79/04/09 2pp. 


— 7906140628 IE Insp Repts 30-307/79-05 S( 50-388/79-04 on 790203-0302, No 
noncompUance noted. Major areas inspected installation St 
welding of reactor coolant pressure boundary In Unit 1 S( 
installation of safety-related pipe support sys in Unit 2 
OALLOi R 11 Region 1, Ph 1 ladelph la. Reactor Construction 6 

Engineering Support Branch 79/04/03 7pp 


7906180407 Forwards IE Info Notice 79-10, '*Noncomf orming Pipe Support 
Struts,” No written response necessary 

0RIER;B,H, Region 1; Philadelphia, Office of the Director 
79/04/16 lp 


7906260319 Foruards IE Insp Rept 50-307/79-09 on 790227-28 5* 0301-02 N't 
noncompliance noted 

CARLSDN,R T Region 1, Ph i 1 ad e Iph id , Reactor Construction 6 

Engineering Support Branch 79/04/20 2pp 


— 7906260323 IE Insp Rept 50-387/79-09 on 790227-20 St 0301-02 No 
none omp 1 iance noted Major areas inspected activities 
associated w/mads to feedwater nozzles & storage of 
safety-related components 

TRIPP. L e , WALTON; O A , JERNIOAN, E P Region 1, Philadelphia; 

Reactor Construction in Engineering Support Branch 79/04/19 6pp 


7906110033 Forwards IE Bulletin 79-050; "Nuclear Incident at 
TMI-Suppl " No written response required 

ORIERi B H Region 1; Philadelphia, Office of the Director 

79/04/23 lp 


7906130173 Forwards IE Circular 79-07; "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

CRIER, B H Region 1; Ph i ladelph la. Office of the Director 
79/05/02 Ip 


7906070179 AeV receipt of 790430 I tr Informing NRC of steps taVen to 
correct violation noted In IE Insp Repts 30-307/79-04 
50-300/79-03 

CARLSON, R T Region 1; Ph » lad e Iph la , Reactor Construction V 

Engineering Support Branch 79/05/04 tp 


— 7906070184 Responds to NRC 790302 Itr re violation noted in IE Insp 
Repts 50-387/79-04 f, 50-330/79-03 Corrective actions 
nonconforming weld joint reworked 

SABOLiA R Pennsylvania power t Light Co 79/04/30 3pp 

— 7906070197 Forwards IE Insp Repts 50-307/79-04 ii 30-388/79-03 on 
790212-13 S' notice of violation 

CARLSON; R T Region 1; PhlladeLphiai Office of the Director 

79/03/02 2pp 

— 7906070206 Notice of violation from insp on 790213-15 

* Region 1; Ph i lade Iph ia. Office of the Director 79/03/02 

—7906070213 IE Insp Repts 5O-307/79-O'» S, 30-390/79-03 on 790212-15 
Koncomp 1 lance noted failure to meet AEME III code 
requirements for pipe weld joint alignment 

DURR; J P Region 1; Philadelphia; Office of the Director 

TRIPPjL Region 1; Philadelphia; Reactor Construction S< 

Engineering Support Branch 79/03/01 6pp 


7906120192 Forwards IE Info Notice 79-11; "Lower Reactor Vessel Mead 
Insulation Support Problem " No action required 
ORI£R;P H Region 1, Phi lade 1 ph ia i Office of the Director 
79/05/07 2pp 


7906260145 Forwards IE Info Notice 79-l2r ‘’Attempted Damage to New Fual 
Assemblies " 

ORIERrD H Region 1, Philadelphia, Office of the Director 
79/03/tI Ip 

S Reportable occurrences, LERs ^ related correspondence 


7906130480 Ack receipt of 790419 itr evaluating coax cable deficiency 
CARLSON, R T Region li Ph i lade Iph la. Reactor Construction 

Engineering Support Branch 79/05/03 lp 


7906210034 Ack receipt of 790406 Itr forwarding final rept re 
undersized welds on safety-related pipe hangers 
CARLSON; R T Region 1; Philadelphia; Reactor Construction ?< 

Engineering Support Branch 79/05/14 lp 


‘7906210036 Final deficiency rept undersized welds on saf ety-r e lated 
pipe hangerst d iscussed in 790202 ii 790406 itrs Shop 
fabrication of hangers spec lacked specific criteria for 
acceptance/reject 1 on of welds 

CURTIS; N.N Pennsylvania Power t* Light Co 79/04/06 43pp 


7906040265 Final rept of abnormal wear of roller pins in crasthead 
assembtlef of emergency standby diesel generators Roller 
pins supplied by Cooper Energy Svc 

CURTI8,N W. Pennsylvania Power i< Light Co 79/03/29, 2pp 


DOCKEt 80-388 SUSOUEHANNA STEAM ELECTRIC STATION, OMIT 2 


A App I Icatiun/copitruc tion stage documents 8( correspondence 


7906200323 Summary of 790419 meeting u/utli in Bathasifaj MD ra security 
plans, Forwards request for eddl info for second round 
question re draft security plan evaluation rept Request 
withheld <ref 10CFR2 790> 

CUARK;fl, A Reactor Safeguards Licensing Branch 79/05/00 app 


164 


DOCKETED ITEMS 


7906130504 Appro^n r«q.u«*t for withholding Kraftuflrl Union 
Ak ti«ng«*«l Ucha#t test^ t rept from public disclosure 
ir*f 10CFR2 790> 

PARa-0 0 Light Hater Reactors Branch 3 79/05/11 3pp 

7906130105 Forwards second round questions re containment design U 
testing Revision I to design assessment rept Is currently 
under review 

PAfiRiO 0 Light Hater Reactors Branch 3 79/03/lS Hpp 


7906230162 Forwards request for addl Info re initial tests h operation 
PARR.O D Light Hater Reactors Branch 3 79/05/18 16pp 


7906250315 Summary of 790323 meeting w/utl 1, Kraftwork Union tt SRI Inti 
to discuss condensation oscillation test to be conducted in 
Germany 

MINER, S Light Hater Reactors Branch 3 79/05/21 14pp 


7906120394 Eubmlts schedule for responding to KRC 790515 request for 
addl info for Question 021 

CURTIS, N H Pennsylvania Power 6 Light Co 79/06/07 Ip 


7906120400 Submits schedule for responding to 790518 request for addl 
info for Question 423 

CURTIS. M W Pennsylvania Power 6 Light Co 79/06/08 Ip 


7906180438 Forwards Affidavit of Svc for Amend II to facility OL 
app I ication 

CURTIS. N H Pennsylvania Power ^ Light Co 79/06/12 2pp 


7906260380 Submits licensing schedule for facility Press releases 
enc 1 

CURTIS. N M Pennsylvania Power 6 Light Co 79/06/20 8pp 


C Utility Env Ironnenta 1 Report (ER)j amends £< correspondence 


7906040208 Forwards Amend 12 to OL appl ication. containing Revision 2 to 
environ rept 

CURTIS. N M Pennsylvania Power it Light Co 79/06/01 4pp 


F Security, medical* emergency 6 fire protection plans 


7906290755 Requests addl info re physical security plan for review of 
OL application Security info withheld iref I0CFR2 790> 

PARRrO D Light Hater Reactors Branch 3 79/05/25 2pp 


—7906190572 First round discovery requests 6 interrogatorie 6 submitted 
to Susquehanna Environ Associates per ASLB 790306 special 
prehearing order, re Contentions 1. 3. 4. 6. 9-'l 1 tt 13 
CUTCHIN. J M aranch 3 79/05/21 13pp 


— 7906190576 First round discovery requests 6 interrogatories re 
Contentions 1-9 it 18. submitted to Environ Coalition on 
Nuclear Power per ASLB 790306 order W/Cer ti f icate of Svc 
CUTCHIN. JM Branch 3 79/05/91 ISpp 


7906270185 Denies Cltiiens Against Nuclear Danger 790512 motion to 
restrain applicant from obtaining govt p e rm 1 ts . i nc 1 ud i ng 
permit from State of PA Relief sought is against NRC policyl 
NBC has no authority over Oovarnor of PA 

BECHKOEFERi C Atomic Safety and Licensing Board Panel 79/06/07 
5pp 


K Utility Final Safety Analysis Report (FSAR) 6 amends 


7906040193 Forwards Amend 11 to OL, con* 1 st ing of Revision 9 to FSAR 
CURTIS. N M Pennsylvania Power 6 Light Co 79/06/01 Ip 


— 7906040196 Amend 11 to QL. cons isting of Revision 9 to FSAR 

CURTIS. N H Pennsylvania Power U Light Co 79/06/01 iBOpp 


0 Inspection reports. IE Bulletins 6 correspondence 


7906140621 Forwards IC Insp Repts 50-387/79-05 i 50/390/79-04 on 
790205-0302 No noncomp 1 lance noted 

CARLSON. R T Region 1. Phi ladelph la. Reactor Construction i* 

Engineering Support Branch 79/04/09 2pp 

—7906140620 IE Insp Repts 50-387/79-05 i 50-388/79-04 on 790209-0302 No 
noncomp 1 iance noted flavor areas inspected Installation fy 
welding of reactor coolant pressure boundary in Unit 1 if 
installation of safety-related pips support sys in Unit 2 
GALLO.R M Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/04/05 7pp 


7906180407 Forwards IE Info Notice 79-10, "Npncomf ormi ng Pipe Support 
Struts ■’ No written response necessary 

CRIER. B H Region 1, Philadelphia. Office of the Director 
79/04/16 ip 


7906110033 Forwards IE Bulletin 79-OSD. "Nuclear Incidant at 
THI-Suppl " No written response required 

GRIER. B H Region 1. Philad elph ia. Office of the Director 
79/04/23 Ip 



0 Ad jiudicatory correspondence 


7906140652 Requests to make limited appearance statement at licensing 
prehearing conference 

UELLIUERjO H Affiliation Unknown 79/04/lB Ip 


7906030037 Requests limited appearance at licensing hearings 
FORD, D Affiliation Unknown 79/05/06 Ip 


7906050041 Requests limited appearance statement 
BULFORDjC Affiliation Unknown 79/05/11 Ip 


7906050210 Requests limited appearance at preliminary hearing 
conference 

hfUNTINGTON, M Affiliation Unknown 79/05/11 tp 


790619M13 Forwards motion to restrain util from obtaining govt permits 
involving safety or environ matters prior to evidentiary 
hearings on OL Notion petitions Governor of PA to declare 
moratorium on Issuance of permits 

LENANONICAi 1 Cltliens Against Nuclear Dangers 79/05/12 tp 


—7906190150 Requests motion to restrain util from obtaining govt permits 
\vlng safety or environ matters prior to evidentiary 
ngs on OL Petitions Governor of PA to declare 
?riutn on issuance of permits 

I Citiions Against Nuclear jp 


bmltted 


-7906190965 Flret every requests it interrogatories, submitted 

to C Narsh per ASCB 790306 special prehearing conference 
order. re Contention* 4,6 U 9-14 
CUTCHiNfU M Branch 3 79/05/21 Hpp 


7906130173 Forwards IE Ciicular 79-07. "Unexpected Speed Increase Of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

GRIER, 8 If Region 1. Ph i lad elph ia. Office of the Director 
79/05/02 tp 


7906070179 Ack receipt of 790430 Ur informing NRC pf steps taken to 
correct violation noted in IE Insp Repts SO-387/79-04 & 

50-3GB/79-03 

CARLSON.R T Region 1. Philadelphia. Reactor Construction U 

Engineering Support Branch 79/05/04 Ip 


—7906070184 Responds to NRC 790302 Ur ra violation noted 
Repts 90-387/79-04 fc S0-3BQ/79-03 Corrective actions 
nonconforming weld joint reworked 

8ABQL. A R Pennsylvania Power 6 Light Co 79/04/30 


in IE Insp 
3pp 


— 7906070197 Forwards IE Insp Repts 50-307/79-04 U 90-380/79-03 on 
790212-19 tf notice of violation 

CARLSON.R T Region 1, Philadelphia, Office of the Director, 
79/03/02 Spp 

7906070206 Notice of violation from insp on 790212-19 

Region I, Ph 1 ladelphia, Office of the Director 79 / 03/02 


-7906070213 IE Insp Repts 50-387/79-04 6. 90-388/79-03 on 790212-15 
NoncompUance noted failure to meet ASME III code 
requirements for pipe weld joint allpnment 

Raaion 1, Philadelphia, Office of the Director 
TRIPP, L Region 1, Phi Udelphiax Reactor Construction it 
Engineering Support Branch 79/03/01 6pp 


7906120192 Forward* IE Info Notice 79-11, "Lower Reactor Vessel 
Insulation Support Problem " No action required 
79/05/07^ Spp”'*®*'’" Office of the Director 


Head 


’’’““SiuJ”-"'""’ to N.« FL.l 

79/05/u”' ip *' O''*'* ‘to DiP.ctor 
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S ileportable occu-rrences* L£Ra related correspondence 


7906130400 Ack receipt of 790419 1 tr evaluating coax cable deflciencg 
CARLSONiR T Region Ir Ph i la de 1 p h iai Reactor Construction fj' 

Engineering Support Branch 79/05/03 Ip 


7906210034 Ack receipt of 790406 I tr forwarding final rapt re 
undersized welds on saf e tg-re latod pipe hangers 
CARLSONiR T Region 1# Ph i ladelph ia< Reactor Construction 

Engineering Support Branch 79/03/14 Ip 


—7906210036 Final deficiencg rapt undarslzed welds on saf ety-retated 
pipe hanger S j d iscussed In 790202 t*. 790406 Itra Shop 
fabrication of hangers spec lacked specific criteria #or 
acceptance/re j ect ion of welds 

CURTISiM W Pennsylvania Power U Light Co 79/04/06 43pp 

7906040265 Final rept of afanoreial wear of roller pins in crosshead 
assemblies of emergeneg standbg diesel generators Roller 
pins supplied bg Cooper Energg Sve 

CURTlSr M Pennsglvanla Power & Light Co 79/05/29 2pp 


DOCKET 30*'3B9 ST LUCIE PLANT- UNIT 2 


A App I icatlon/construc t Ion stage documents JJ- correspondence 


7906180102 Notification of 790516 meeting w/utll in Dethesda. MD to 
discuss failure of offsite power w/s Imul taneous onsite 
power failure ^ other ALAB~537 matters Meeting orlginallg 
scheduled for 790508 

DIRKEL/R A Light Mater Reactors Branch 2 79/05/02 2pp 


7906180131 Notification of 790508 meeting w/utll in Dethesda.ND to 
discuss failure of offsite power w/s imul taneous onsite 
(Tower failure other AUAI]~537 matters 

01RKEL-R A Light Mater Reactors Branch 2 79/09/02 2pp 


0 Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
A1.AB-509 

SCTNTa.JF Hearings Division 79/04/02 2pp 


—7906210060 Responds to 790322 rei^uest for info re status of rulemaking 
proceeding to develop value for radon in Table S-3 Rept L 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRIBTENBURYrE Hearings Division 79/03/26 34pp 


790605000S Memo 5i order terminating jurisdiction over ALAD-435 steam 
generator tube integrity Intervenors motion for new 
contention is dismissed as moot, stay motion is denied 
parties are directed to file prepared testimony 
DUFUOi N C Atomic Safety and Licensing Appeal Panel 79/04/0S 
23pp 


7906040026 Denies util's motion to cancel hearings t- Interveners'^ 
motion for discovery- ro adequacy of emergency power «ys 
DUFLOiM C Atomic Safety and Licensing Appeal Panel 79/03/03 

6p p 


7906O20033 Motion for extension of time in which to answer (luestlons re 
applicant's electrical grid ^ emergency power sys Applicant 
does not object to leriueit Motion granted by A8LAD on 
790515 Certificate of Sv« end 
PATONfW D Branch \ 79/05/U 4pp 


7906140184 Orders extension of time until 790604 to review portion of 
ALAB’'537 re elac trial grid stability ^ emergency powor sys 
NRC has decided not to ravieui othar items decided In 
ALA0-537. 

CHILKiS J Office of the Secretary af the Commission 79/05/17 
IP 


7906210095 NRC motion for summary dlspositioni re radon issue was In 
arrorj ALA9’'540 consolidated o-nly 5 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of 9vc 
enc 1 

DUFUOfM E. Atomic 8afsty and Licansing Appeal Panel 79/05/25 

3pp 


Q Inspection reports- JE Gulletlns c nr r esp ondenco 


7906210064 Forwards IE Insp Rept 30-309/79-06 on 790327-29 No 
noncomp 1 lance noted 

MURPHV-C E Region 2- Atlanta- Reactor Construction ^ Engineer ir 

Support Branch 79/04/11 2pp 

— 7906210068 lE Insp Rept 50-389/79-06 on 790327-29 No noncomp Uanca 
noted Major areas inspected safety-related piping record- 
radiograph review £< reactor bldg refueling canal liner 
welding steel cantainment liner weld repairs 
ECONQMOSiN Region Sr Atlanta- Office of the Director 

CQNLON- T E Region 2. Atlanta- Reactor Construction U 

Engineering Support Branch. 79/04/10 6p p 


7906200362 Forwards IE Insp Rept 30-389/79-05 on 790327-29 Mo 
noncomp 1 iance noted 

MURPHY- C E Region 2- Atlanta- Reactor C ons true 1 1 on t Englneertm 

Support Branch 79/04/12 2pp 


—7906200364 IE Insp Rept 50-389/79-03 on 790327-29 No none omp I i anc e 
noted Major areas inspected containment steol structuresi 
safety-related components & safety-related structures 
outside containment 

MODENQS- L Region 2, Atlanta- Office of the Director 

ORYANTiJ C Region 2- Atlanta- Reactor Construction L 

Engineering Support Branch 79/04/11 4p p 


7906250452 Forwards IE Info Notlco 79-12j ''Attempted Damage to Now Fue 
Assemblies " 

a'REILLYiJ P Region 2- Atlanta- Office of the Director 
79/05/10 Ip 

7906260288 Rdaponds ta 1C Oulletin 79-04 re Volati swing check valves 
No such valves being supplied for unit 
UHRIO. R E Florida Power 6 Light Co 79/03/22 ip 


U Congress! ona I /Execut 1 ve Correspondence 


7906260586 Provides addl info re D Drowning info rei^usst concerning FL 
nuclear power situation Discusses wastes produced by FL 
p lants- of f luen ts released^ U consequences of possible 
accident 

OaS6ICK«L V Office of the Executive Director for Operations 
79/05/17 3pp 

DOCKET 50-390 WATTS BAR NUCLEAR PLANT- UNIT i 


A Application/construction stage documents i correspondence 


7904160279 Forwards second round (tuestions for transmittal to 
applicant Outstanding items qual 1 f icati on of taf ety-r e l<ited 
equipment- identi fication of safety sys i equipment 
ident i f lea tlon of NRC requirements re safety sys 
8ATTERFIELD-R Electric- Instrumentation 4- Control Systems 

Branch 79/03/21 13pp 


7906060007 Notification Of 790517-18 meeting w/TVA in Knoxvi I le- TN to 
discuss buckling design criteria- using end info requests as 
basis for discussion 

STAHUCtC ft Light Water Reactors Branch 4 79/05/00. 5pp 


7906280016 Submits requests for addl info on matl integrity & 
mechnlcal engineering Requests responses by 790629 
VAROA.a A Light Water Reactors Branch 4 79/05/16 19pp 


7906040204 Request 
safet* 
comp 1 
addr* 

OlLLf 


d. Insurance Jk indemnity information 


7906190419 Fprwards' Endorg sme'nts 25 L 26 to HAELU Policy MF-08 
DUCK- J, ft, Marsh L fitLsnoni K V M Nuclear Gonsultantsi Inc Div 
79/06/12 3pp. 
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Q Inipedtion rsports, le fiutlttini !< eorreipdindence 


790i»l50437 Forwards IE Irup Rtpti SO-a'JO/??-! 1 St 30-391/79-00 on 
790305-00 nancontp 1 tdnce nottd 

SUTHERLAND. J T Region 2, AtUnta. Fuel Facility L Materials 

Safety Branch 79/03/30 2pp 


"7906150463 fE Imp Repts 50-390/79-11 50-391/79-07 on 790303-00 No 

nonconip 1 lanc e noted Major areas inspected radiological 
enviPOfi monitoring program 

MACARTHUB. T C . PEERV. M U . HUFHAM. U W Region 2, Atlanta, 
Office of the Director 79/03/29 4pp 


7906030063 Forwards IE Imp Repti 50-390/79-14 t 50-391/79-U on 
790320-0323 No ncncompl lance noted 

MUflPH/,C E Region 2. Atlanta, Reactor Construction it Engineering 

Support Branch 79/04/03 2pp 


— 7906050075 lE Imp Repts 50-390/79-14 V 30-391/79-11 on 790320-0331 Nc 
noncomp 1 lance noted Major areas inspected reactor vessel 
internals quality records it safety-related pipe support, 
restraint sys it Unit 2 containment penetrations records 
VALLISH. £ j Region 2, Atlanta, Office of the Director 

BRYANT, J C Region 2, Atlantai Reactor Construction S< 

Engineering Support Branch 79/04/03 5pp 


7906220084 Forwards IE Imp Repts SO-390/79-15 <c SO-391/79-12 on 
770320-23 No noncompl lance noted 

MURPHY. C E Region 2. Atlanta, Reactor Construction ^ Engineering 

Support Branch 79/04/11 2pp 

—7906220093 IE Imp Repts 50-390/79-15 it 50-391/79-12 on 790320-23 No 
nonconpl lance noted Major areas inspected protection of 
installed ins trumentat x on components it panels, fire 
suppression equipment it installation it records re cables 
RUFF, A B Region 2, Atlanta, Office of the Director 
BRYANT, J C Region 2, Atlanta, Reactor Construction t 

Engineering Support Branch 79/04/06 4pp 


— 7906210108 Notice of violation from Insp on 790206-09 

« Region 2, Atlanta, Reactor Construction it Engineering Support 
Branch 79/03/13 Ip 


— 7906210110 IE Insp rtept 50-390/79-07 on 790206-09 Noncompliance notod 
failure to foUciw procedure applicable to cable routing in 
raceway 

RUFF, A 0 < BRYANT, J C Region 2, Atlanta, Reactor Construction 

it Engineering Support Branch 79/03/13 4pp 

7906200174 Act receipt arf 790427 Itr informing NflC of stops taken to 
correct violations noted in IE Insp Repts 30-390/79-12 it 
30-391/79-09 

MURPHY, C E Rogion 2, Atlanta, Reactor Ganstructlon & Engineering 

Support Branch 79/05/14 2pp 


— 7906200186 Responds to NRC 790404 1 tir re violation noted in IF Iii«p 
Repts 50-390/79-12 iy 50-391/79-09 Corrective actions record 
requiring approval signature signed Painted over coirections 
determined to be typograpical in nature 

OILLELAND, J E Tennessee Ualloy Authority 79/04/27 2pp 


--7906200193 Forwards IE Insp Repts 50-390/77-12 ^ 30-391 //9-09 on 
790312-15 // notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 

Engineering Support Branch 79/04/04 2pp 


— 7906200196 Notice of violation from map on 790312-13 

e Region 2, Atlanta, Office of the Director 79/04/04 Ip 


—7906200204 lE Insp Repts 30-390/79-12 U 30-391 //9-07 on 790312- J 3 
None omp I lance noted insufficient records used to furnish 
evidence of activities affecting quality Record corrections 
painted over, instead of line drawn through JV corrected 
VAN DD0RN,P K Region 2, Atlanta, Office of the Director 
CONLONi T E Region 2, Atlanta, Reactor Construction ^ 

Engineering Support Branch 79/04/04 Spp 


7906210286 Forwards IE Insp Repts 50-390/79-16 it 50-391/79-13 on 
790327-30 No noncompliance noted 

MURPHY, ce Region 2, Atlanta, Reactor Construction Engineering 
Support Branch 79/04/12 2pp 

—7906210291 IE Insp Repts 50-390/79-16 it 50-391/79-13 on 790327-30 No 
noncompliance noted Major areas inspected license action on 
previous insp f ind ing s, preser vie e Insp-review of procedures 
6c ppiservice insp-ohservation of work it work activities 
^ R« 9 ion 2, Atlanta, Office of the Director 
C0L0.N,r E Region 2, Atlanta, Reactor Construction it 

Engineering Support Branch 79/04/12 4pp 

7906210041 Ack receipt of 790411 Itr informing NRC of steps taken to 
*^*^*’”* noted in IE Insp Repts 50-390/79-09 ti 

50—391 /79-07 

"7906210046 Responds to NRC 790320 Itr re violations noted in IE Insp 
Rept 50-390/79-09 V 50-391/79-07 Corrective actions insp Sf 

wIn%rSak;n '' 

GILLELAND, U E Tennessee Valley Authority 79/04/11 3pp 

IE Insp Repts 30-390/77-09 & 50-391/79-07 on 
790220-23 t notice of violation 

79/03/20 ^ 3,1, '>"*'• ”f ‘h« 

—7906210034 Notice of violation from imp on 790220-23 

♦ Region 2. Atlanta, Office of the Director 79/03/19 ip 


-7906210057 IE Insp Repts 50-390/79-09 it 50-391/79-07 on 790220-23 
Noncompliance noted weld reinforcement on chemical U vol 
rol sys tanks exceeded specs 

” 79/03/19'’^ Lo the 


7906210098 Responds to IE Bulletin /9-03 Inves tl gat ion shows nq piping 
in use or planned for use in saf oty-re lated sys Effort in 
progress to locate any A8ME SA-3121 Type 304 piping supplied 
by Youngstown Welding ft Engineering Co 

OILLELAND, JE Tennessee Valley Authority 79/05/14 Ip 


7 icT.acu ,««ponse VO uft records dfifici 

790404 Insp Repts 50-390/79-12 i> 30-391/79-07 
OILLELAND, J E Tennessee Valley Authority 79/06/01 


Spp 


7906230094 First interim deficiency rept incorrect Volan valve weighbi 
used in seismic piping analysis final response to IC 
will he submitted before fuel load in 

OILLELAND, J E Tennessee Valley Authority 79/06/22 Ip 


7906290392 Submits response to deviation h 
Insp Repts 50-390/79-20 ty 50-391/79-16 
OILLELAND, J E Tennessee Valley Authori 


infractions cited 
ly 79/06/25 7pp 


In 


IE 


LERs related correspondence 


= ^ installation of seismic 

OILLELAND, J E Tennessee Valley Authority 79/03/15 3pp 

improper installation of seismic 
imLn.J! J concern by some 

provided inspected it addl instruction 

■* Tennessee Valley Authority 79/03/13 2pp 

Submits fifth interim deficiency rept re possible 

r"i2: nX”***'" WUnghou,. 

OILLELAND, U E Tennessee Valley Authority 79/05/20 tp 


7906140404 Forwards final deficiency rept re 
forces in main feedwater sys 
OILLELAND, J E Tennessee Valley Authority 


potential excessive water 
79/05/21 Ip 


r"'’ infor».d »f 

» Tennessee Valley Authority 79/05/21 2pp 

ubmitted by 790917 ^ complete Next rept will be 

IU.EUND.JE T,nn„,., V. 11 ., Authorltg 79 / 0 S /24 
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790A140379 Sub/niti fifth Interim deflciencij rept possible 
unconservative pressuriz.er relief ^ safety line b loudoun 
ana lys is. ini tia 1 iy reported on 700905 Next rept to be sent 
790718. after vendor completes reviau of nozile loads 
GILLELAND. J E Tennessee Valley Authority 79/03/29 Ip 

7906080307 Revised 790310 final deficiency rept. re control loop 
bistable failure on loss of power Revision specifies that 
wiring diagram for bistables have been corrected V physical 
wiring will be corrected 

* Tennessee Valley Authority 79/05/31 IP 


7906130330 Forwards interim deficiency rept for piles supporting 
essential raw cooling water pipe slab not being driven to 
drawing requirements Investigati on under wayi corrective 
action to be determined 

OlLLELANDi E Tennessee Valley Authority 79/06/04 Ip 


7906130337 Fust interim deficiency rept piles supporting essential raui 
cooling water pipe slab not driven to design renulremant 
CDQ 79-3 

* Tennessee Valley Authority 79/06/04 IP 


7906200433 Submits second interim deficiency rept re power operated 
relief valves initially reported 790407 Valve extended 
structure to be modified to increase natural frequency of 
valve 

GlLLEtAND. J E Tennessee Valley Authority 79/06/13 Ip 

7906220271 Forwards first interim rept re Doflcieney 4 (orifice 
f langes ) 

OILLELANDi J £ Tennessee Valley Authority 79/06/15 Ip 


*♦-7906220279 First interim deficiency rept orifice flanges do not moot 
specs Full investigation is being conducted to determine 
cause of orifice flanges hydro failure ti possible 
consequences 

s Tennessee Valley Authority 79/06/17 2pp 


7906220304 Forwards final deficiency rept re pipes ombaddad in 
structural cancreteias reported on 770112 & discussed in 
790209 interim rapt 

OILUELANDrJ E Tennessee Valley Authority 79/06/15 tp 


■7906220307 Final deficiency rept pipes embedded in structural concrete 
Util failed to comply ui/ACi 318-63 requirements General 
civil design criteria for affected structures evaluated tr 
revised lo ensure compliance 

» Tennessee Valley Authority 79/06/13 3pp 


7906270210 Forwards final deficiency rapt re auxiliary feedwater pump 
essential raw cooling water valves 

OILLELAND.J K Tennessee Valley Authority 79/06/20 Ip 


■79062/0220 Final deficiency rept auxiliary feedwater pump esentlal 
raw cooling water valves which might not open fast enough to 
prevent pomp damage due to pumps running dry Supply valve 
operators to be replaced by faster acting operators 
» Tennessee Valley Authority 79/06/20 Ip 


7906270224 Forwards revised final deficiency rapt re motor operated 
valve control civeuit failures 

OltLCLANDiJE Tennessee Valley Authority 79/06/20 Ip 


—7906270226 Revised final deficiency rept motor operated valve 
control circuit failure Relay failure could have triggered 
events deactivating part of one train of safety sys Relays 
will be subjected to burn-in period 
» Tennessee Valley Authority 79/06/20 2pp 


DOCKET 90-37 t WATTS BAR NUCLEAR PLANT, UNIT 2 


A Appl Ication/cons truction stage documents 6 correspondence 


7904160279 Forwards second round questions for transmittal to 
app I leant. Outstand ing items, quallf lea tion of saf e ty-re la ted 
equipment, identif ication of safety sys & equipment 
identification of NRC requirements re safety sys 
SATTERFIELD, R Electric# Ins trumenta tion Control Systems 

Branch 79/03/21 13pp 


7906060007 Notification of 790517-10 meeting w/TVA In Knoxville. TN to 
discuss buckling design cri ter la# using end info requests as 
basis for discussion 

STAHLErC R Light Water Reactors Branch 4 79/03/00 Spp 


7906280016 Submits requests for addl info on matl integrity 6 
mechnical eng ineer Ing. Requests reiponiei by 790629, 

VAROArS.A Light Water Reactors Branch 4 79/05/16 19pp 


7906040204 Requests approval of flexible metal hose for use as 
safety-related piping by 790619 Forwards data demonstrating 
compliance w/Reg Guide 1 84 t, A5ME Code applications 
addressed in Case Code N-t93 

OILLELANO.J E Tennessee Valley Authority 79/05/21 GOOpp. 


7906010282 Confirms schedule Forwrds agenda for 790614-15 meeting in 
Knoxville.TN to discuss containment buckling criteria 
GILLELAMD, J E Tennessee Valley Authority 79/09/29 2pp 


7906010196 Forwards Amend 39 to FSAR 

GILLELAND.J E Tennessee Valley Authority 79/03/29 Ip 


—7906010198 Amend 39 to FSAR Includes responses to- NRC second round 
ques t ions, revi sed FSAR figures tn miscellaneous FSAR text 
revisions 

a Tennessee Valley Authority 79/09/29 250pp 


7906070191 Forwards -Certificate of Svc. averring that Amend 39 to FSAR 
was served on 790605 

hlLLG. LM Tennessee Valley Authority 79/06/05 2p p 


Q Inspection r-eports. 1C Bulletins correspondence 


7906190457 Forwards IE Insp Repfcs 80-390/79-11 6 90-391/79-09 on 
790305-00 No noncamp 1 1 ance noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility U Materials 

Safety Branch 79/03/30 2pp 


—7906150463 IE [nsp Repts 50-390/79-11 ft 50-391/79-07 on 790305-00 No 
noncompliance noted Major areas inspected radiological 
environ monitoring program 

MAC ARTHUR. T C . PEERY. W W . HUFIHAM. J W Region S. Atlanta. 
Office of the Director 79/03/29 4pp 


7906090063 Forwards IE tnsp Repts 30-390/79-14 ft 50-391/79-11 on 
790320-0323 No noncomp 1 iance noted 

MURPHY.C £ Region 2. Atlanta. Reactor Construction ft. Engineering 

Support Branch 79/04/03 2pp 


—7906050075 IE Insp Repts 90-370/79-14 ft 30-391/79-11 on 790320-0321 No 
noncomp 1 ianc e noted Major areas inspected reactor vessel 
internals quality records ft safety-related pipe support, 
restraint sys ft Unit 2 containment penetrations records 
VALLISH.E J Region S. Atlanta, Office of the Director 

BRYANT, J C Region 2. Atlanta. Reactor Construction ft 

Engineering Support Branch 79/04/03 9pp 

7906220004 Forwards IE Insp Repts 30-390/79-19 ft 90-391/79-12 on 
770320-23 No noncompliance noted 

MURPHY# C C Region 2. Atlanta. Reactor Construction ft Engineering 

Support Branch 79/04/11 2pp 


—7906220073 IE Insp Repts 90-370/79-15 ft 30-391/79-12 on 790320-23 No 
noncomp 1 lance noted Major areas inspected protection of 
Installed i nsti umentat 1 on components ft panels, fire 
suppression, equipment ft Installation ft records re cables 
nUFF.A B Region 2, Atlanta. Qfflcc of the Director 
BRYANT.UC Region 2. Atlanta. Reactor Construction ft 

Engineering Support Branch 79/04/06 4pp 


7906210206 Forwards IE Insp Repts 50-390/79-16 ft 50-371/79-13 on 
790327-30 No none omp 1 i anc e noted 

MURPHY. C,C Region 2. Atlanta, Reactor Construction ft Engin 

Support Branch 79 /nA/<ci 
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DOCKETED ITEMS 


— 7906210034 Notice of violetian from imp on 790220-23 

• R« 9 ion 2. Atlente, Office of the Director 79/03/19 Ip 


— 7906210037 IE I nip Rept* 50-390/79-09 !, 30-391/79-07 on 790220-23 
Nantamp I lanc e noted ueld reinforcement on chemicel % val 
control fvt tenti exceeded tpec« 

GIRARD. E H . CONLQN T E Region 2. Atlanta, Office of the 
Director 79/03/19 tpp 


7906190527 Act receipt of 790402 U 30 Itn informing NRC of stepa 
taken to correct violation noted in IE Inep Rept 
50-391/79-04 

mjRFMV, C E Region 2. Atlanta, Reactor Construction ft Engineering 

Support Branch 79/05/11 2pp 


--7906190533 Responds to NfiC 790309 1 tr re vioiailon noted in IE Imp 
Rept 50-391/79-04 Corrective actions core barrel assembly 
inital ted 

CILLELAND, J E Tennessee Vatleg Authority 79/04/30 3pp 


7906S00174 Act receipt of 790427 Itr informing HRC of steps taken to 
correct violations noted m lE Insp Repts 50-390/79-12 V 
50-391/79-09 

MWRPHY, C E Region 2. Atlanta Reactor Construction Zi Engineering 

Support Branch 79/05/14 2pp 


— 79062001S6 Responds to NRC 790404 Itr re /lalation noted in IE Insp 
Repts 50-390/79-12 h 50-391/79-O9 Corrective actions record 
requiring approval signature signed Painted aver corrections 
determined to be typograpical in nature 

<5 ILLELANO. J E Tennessee Valley Authority 79/04/27 2pp 

— 7906200193 Forwards IE Insp Repts 50-390/79-12 U 50-391/79-09 on 
790312-15 tf notice of violation 

WL/RPHY, C E Region 2, Atlanta, Reactor Construction fit 

Engineering Support Branch 79/04/04 2pp 


— 7906200196 Notice of violation from Insp on 790312-15 

* Region 2, Atlanta, Office of the Director 79/04/04 Ip 


— 7906140410 Final deficiency rept Weatinghouse informed util of 
potential excessive water hammor forces in main foeduater 
ays Analysis revealed check valves adequate to perform 
under accident conditions 

« Tennessee Valley Authority 79/05/21 3pp 


7906140452 Submits second interim rept potential interior structural 
steel containment vessel movement envelope Util analysis of 
as-built condition is not get complete Next rept uill be 
submitted by 790917 

OILLELAND, JE Tennessee Valley Authority 79/05/24 Ip 


7906140370 Submits fifth interim deficiency rapt possible 
unconservative pressurixer relief & safety line bloudown 
analysis, initially reported on 700505 Next rept to bo sent 
790710/after vendor completes review of noizle loads 
OILLELAND, J E Tennessee ValUy Authority 79/03/29 Ip 

7906060307 Revised 790310 final deficiency rept, re control loop 
bistable failure on loss of power Rovislon speclfios that 
wiring diagram for bistables have been corrected physical 
wiring will be corrected 

s Tennessee Valley Authority 79/05/31 IP 


7906130330 Forwards interim deficiency rept for piles supporting 
essential raw cooling water pipe slab not being driven to 
drawing requirements Investigation under way j corr ec t i ve 
action to be determined 

OILLELAND, JE Tennessee Valley Authority 79/06/04 Ip 


— 7906130337 First interim deficiency rept piles supporting essontlal rasa 
cooling water pipe slab not driven to design requirement 
CDB 79-3 

» Tennessee ValUy Authority 79/06/04 IP 


7906200433 Submits second interim deficiency rept re power aporafied 
relief valves initially reported 790407 Valve extended 
structure to be modified to increase natural frequency of 
valve 

OILLELAND, J E Tennessee ValUy Authority 79/06/13 Ip 


—7906200204 IE Insp Repts 50-390/79-12 & 50-391/79-09 on 790312-15 
Noncomp 1 lance noted insufficient records used to furnish 
evidence of activities affecting quality Record corrections 
painted Q,^«r, instead of line drawn through it corrected 
VAN DOORN. P V, Region 2, Atlanta, Office of the Director 
CONLDN, T E Region 2/ Atlanta, Reactor Construction 6 

Engineering Support Branch 79/04/04 5pp 


7906210098 Responds to IE Bulletin 79-03 Investigation shows no piping 
tn use or planned for use in safety-related sys Effort in 
progress to locate any ASME SA-312 Type 304 piping supplied 
by Youngstown Ueldtng h Engineering Co 
OILLELAND, JE Tennessee Valley Authority 79 / 05/14 Ip 


Submits revised response to OA records deficiency noted 
790404 Imp Repts 50-390/79-12 it 50-391/79-09 ^ 

OILLELAND, JE Tennessee Valley Authority 79/06/01 2 pp 


7906200094 First 
used in seismic 
Bulletin 79-04 
Unit t 

OILLELAND, J E 


interim deficiency rept incorrect VeUn valve 
piping analysis Final response to IE 
will be submitted before fuel load in 

Tennessee ValUy Authority 79/06/22 Ip 


weights 


deviation it infractions cited in IE 
Insp Repts 50-390/79-20 it 50-391/79-16 

OILLELAND, J £ Tennessee ValUy Authority 79/06/25 7pp 


8 Reportable occurrences, LERs i' related 


correspondence 


790622027J Forwards first interim rept ro Doflcloncy 4 iorifice 
fUngesI 

OILLELAND, J E Tennessee ValUy Authority 79/06/13 Ip 


—7906220275 First interim deficiency rapt orifice flanges do not moet 
specs Full investigation is being conducted to datormine 
cause of orifice flanges hydro failure possible 
consequences 

* Tennessee ValUy Authority 79/06/17 2pp 


7906220304 Forwards final deficiency rept re pipes embedded in 
concrete, as reported on 790112 h discussed in 
790208 interim rept 

OILLELAND, JE Tennessee Valley Authority 79/06/15 Ip, 

deficiency rept pipes embedded in structural coricr«i« 
util failed to comply w/AOI 318-63 requirements General 
civil design criteria for affected structures evaluated it 
revised to ensure compliance 

e Tennessee Valley Authority 79/06/15 3pp 


7906270210 Forwards final deficiency rept re auxiliary 
essential raw cooling water valves 

OILLELAND, J K Tennessee Valley Authority 79/06/20 


feedwater pump 

4 


^ rvim 4iuKiiiary reeowace 

raw cooling water valves which might not open fas 
prevent pump damage due to pumps running dry 8upn 
operators to he replaced by faster acting operato 
* Tennessee ValUy Authority 79/06/20 ip 


pump esPiitial 
enough to 
valve 


7906140301 Forwards final deficiency rent r 
pipe hanger anchors 

^ Tennessee ValUy Author it 


installation of seismic 
79/05/15 3pp 


iPJiidlr* ift*P«ted it addl InstrUctuH 

* Tennessee ValUy Authority 79/05/15 2pf 

OILLEUND.JE Tennesiee ValUy Authority 79/05/20 ip 


7906270224 Forwards revised final deficiency 
valve control circuit failures 
OILLELAND, U, E Tennessee ValUy Authority 


rept re motor operated 
79/06/20 Ip 


^ 7 vorictHncy reps re motor ooeratsd val 

failure could have triggered 
events deactivating much of one train of safety sys Control 
fuses to meet Code tc solid state relays screened 
e Tennessee Valley Authority 79/06/20 8pp, 


pouytsch couueoe «« reactor 
a in.p.ctun r», 0 M i, IE Diill.tlnmo^r«joniMri 


liMiwF aicaiiv, u*t<r 

a.ULEUANO,JE T.n„.„.. 


noni«;pu„ir„;;.r «■> no 

Eopjort Brooch ''‘79/05%4 ®*"bpJ'"'‘''°‘ OP"’'***”", NucUir 



DOCKETED ITEMS 


1 


—7906250449 IE Insp R»pt 50-394/79-02 on 790412-13 No noncomp 1 lance 
noted Major areas inspected organization tt adriini strat zoni 
surveillance procedures, reactor operations . 
d tcommiss ion ing 

JOHNSON, 0 W , FAULKENDERRY. a Region 5, San Francisco. Reactor 

Operations Nuclear Support Branch 79/05/04 tp 


7906180467 Foruards IE Info Notice 79-12, “Attempted Damage to Neu Fuel 
Assemblies " No written response necessary 

ENGELKEN.R H Region 5, San Francisco, Office of the Director 

79/05/10 tp 


7906030227 Foruards IE Circular 79-00, “Attempted Extortion - Lou 
Enriched U " 

ENGELKENiR H Region 5. San Francisco, Office of the Director 
79/05/10 Ip 


DOCKET 50-395 VIRGIL C SUMMER NUCLEAR STATION, UNIT I 


A App I ication/construc t ion stage documents tf correspondence 


7906200295 Reciuesta certification that discharges uill comply 
u/appllcable sections of Federal Nater Pollution Control Act 
amend Of 1972 

BALLARD, R L Environmental Projects Branch 1 79/05/03 tp 


7906120126 Notification of 790605 meeting w/util in Dethesda.MD to 
discuss induced seismicity at plant site 

BAERi R L Light Water Reactors Branch 2 79/05/11 4pp 


7906020228 Ret^uests revieu fy consideration of suggested changes in 
Natl Pollution Discharge Elimination Sys monitoring program 
NRG comments ^ recommendations on acLuatic biological U uator 
quality monitoring programs anc 1 

BALLARD, R L Environmental Projects Branch 1 79/05/15 6pp 

J Insurance indemnity information 


79060S0270 Foruards executed Amend t to Indemnity Agreement B-B6 
NICHOLS, TC South Carolina Electric tt Gas Co 79/05/30 2pp 


K Utility Final Safety Analysis Report (FSARl f/ amends 


7906050296 Forwards Amend 14 to FSAR Affidavit of Svc end 

CREWS, E H South Caiolina Electric fc 0a$ Co 79/06/04 2pp 


—7906050299 Amend H to FSAR 

e South Carolina Electric S* Gas Co 79/06/04 SOOpp 


M Antitrust correspondence 


7906010158 Util Soots a-woek s xtens ion , un 1 1 1 7904l9i for filing of 
response to scheduling order submitted by NRC on 790329 
Certificate of Svc end 

CONNER, T B Conner, Moore b Corber 79/04/02 4pp 


7906070330 8C Public Svc Authority reply to Central Electric Power 
Cooperative 790319 reply brief re motions to dismiss 
latter's amended petition ^ no latter's 790322 Itr 
Certificate of Svc end 

MORRISON, H P , LEEPER.C S Cahill, Gordon t Reindel 79/04/19 
13pp 


I 7906050156 Forwards page S of end to 790103 Itr from QH Fischer 
of 6C Electric Gas to PT Allen of Central Electrical Power 
Cooperative Ltr was appended to former's response to 
latter's reply brief 

RADER. R M Conner, Moore b Corber 79/05/08 Spp 


G. Inspection reports, IE Dullatlns U correspondence 


7906200505 Notifies Wostlnghouse uill submit necessary matl for 
response to IE Bulletins 70-12 78-12Afre atypical welds, 

before 790528 deadline 

CREWB,e H South Carolina Electric 8^ Gas Co 79/04/30 Ip 


7906250450 Forwards IE Info Notice 79-12, “Attempted Damage to New Fuel 
Assemblies “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/10 Ip 


7906250460 Forwards IE Info Notice 79-12, “Attempted Damage to New Fuel 
Assemblies “ 

O'REILLY. J.P Region 2, Atlanta, Office of the Director 
79/05/10 Ip 


7906140175 Rosponde to IE Bulletin 79-03 re A9ME 8A-312 Type 304 welded 
pipe Pipes not in use or planned for use 

CREWS, E H South Carolina Electric Gas Co 79/05/11 Ip 


7906190152 Ack receipt of IE Insp Repts 50-395/79-11,50-395/79-13 6 
5G-395/79-13 No proprietary info Insp Rept 50-393/79-13 
end 

JOHNSON, M C South Carolina Electric Cas Co 79/05/15 tp 


— 7906190162 Forwards IE Insp Rapt 50-395/79-13 on 790409-12 No 
noncomp 1 1 acice noted 

MURPHV,C E Region 2, Atlanta, Reactor Construction t* 

Engineering Support Branch 79/04/27 2pp 


7906190169 16 Insp Rept 50-395/79-13 on 790409-12 No none omp I I anc e 
noted Major areas inspected electrical cable installation ^ 
records, e lac tr ica L components installation & records, 
licensee identified items & Inspector followup 

RUFF,A B Region 2, Atlanta, Reactor Construction V Engineering 

Support Oranch 79/04/24 4pp 


7906220071 At k receipt of lE Insp Repts 50-395/79-11,50-395/79-12 
50-395/79-13 No proprietary info Insp rept 50-395/79-11 
8«1C 1 

JOHNSON. M C South Carolina Electric ^ Gas Co 79/05/15 ip 

—7906220074 Farwards IE Insp Rept 50-395/79- 1 1 on 790403-06 No 
noncomp 1 1 ance noted 

MURPHV,C E Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 79/04/23 2pp 


—7906220001 IE Insp Rept 50-395/79-11 on 790403-06 Ho none amp I i ance 
noted Major areas inspected prestreeslng tendon*, e I ectr i ca I 
penetrations through containment wall t emergency diesel 
generators 

SWAN, W B I BRYANT, J C Region 2, Atlanta, Reactor Canstruction 

f/ Engineering Support Branch 79/04/23 6pp 


7906220006 Ack receipt of IE Insp Rept* 50-395/79-11,50-395/79-12 8t 
50-395/79-13 No proprietary Info Insp Rept 50-395/79-12 
end 

JOHNSON, H C South Carolina Electric t* Gas Co 79/05/15 Ip 


—7906220091 Forwards 16 Insp Rept 50-395/79-12 on 790416-19 No 
noncomp 1 lance noted 

MURPHY, C E Region 3, Atlanta, Reactor Construction U 

Engineering Support Branch 79/04/27 2pp 


—7906220101 IE ln*p Rept 50-395/79-12 on 790416-19, No noncomp liance 
noted Major areas Inspected licensee action on previous 
insp findings, IE bulletins I, c ire u lars , 10CFR50 S5(el item* ii 
const activities 

BURDETTE, T E , HERDT, A R Region 2, Atlanta, Reactor 

Construction 4* Engineering Support Branch 79/04/27 Spp 


7906290S69 Ack receipt of 790525 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/79-10 
M(JRPHY,C E Region 2, Atlanta. Reactor Construction U. Engineering 

Support Branch 79/05/31 Ip 


7906290500 Responds to NRC 790504 ltr re Violations noted in lE Insp 
Rept 50-395/79-10 Corrective action* clarification of work 
guideline* for piping welding 

J0HN80N,M G South Carolina Electric 4, Gas Co 79/05/25 3pp 


8 Reportable occurrencesj LERs related torres pondence 


7906220300 Provides info re rated loadings for upset conditions on pipe 
supports incorrect terminations on 7 kv motors. 

JOHNSON, N C South Carolina Electric Gas Co 79/06/10 3pp 


DOCKET 50-396 UNIV OF VIRGINIA CAVALIER REACTOR 


Q Inspection reports, lE Bulletin* & correspondence 


7906250424 Forwards IC Info Notice 79-12. '’Attempted Damage to Now Fuel 
Assemblies “ 

O'REILLY/J.P Region 2. Atlanta, Office of the Director 
79/05/10 Ip 


DOCKET 50-397 MPP88 NUCLEAR PROJECT, UNIT 2 


A App Ilcatlon/cons true tion stage documents correspondence 


7906270271 Forwarde Analysis Branch first round questions re OL 
application Requests response by 790720. 

VAROA, 8 A Light Na ter Reactor* Branch 4 79/05/17 3pp 
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DOCKETED ITEMS 


F Securttyj (naditalf «n&rgenci| fira protection plans 


5 R«portA(ile occurrencesi LEfts f/ related correspondence 


79-06J2033& Forwards responses to NRC 7‘?0405 questionnaire re physical 
security plan Responses uithneld Ire# I0CFR2 790) 

RENBERGESj 0 L Washington Public Power Supply System 79/06/11 
2PP 

P Operating license stage document* & correspondence 


7906190469 Request* 7907LO ffioeting w/NRC to discuss geology-related 
matters 

REMQERGERiD L Washington Public Power Supply System 79/06/13 
tp 


7906JH0231 Forwards PND-'79“67AN 

ElyOELKENr R H Region 5r San Franciscoi Office of the Direclar 
77/05/14 ip 


7906190280 Forwards PN0-79-67A0 

ENGELKEN. R H Region 5 j San Franciscoi Office of the Director 
79/05/21 ip 


7906100331 Forwards PNQ-79-67AP 

ENGEtKENj R H Region 5f San Francisco* Office of the Director 
79/03/22 Ip 


7906130063 Notice of violation from Insp on 790201-02 U 14-13 

* Region 3* San Francisco* Reactor Construction S* Engineering 
Support Branch 79/03/21 2pp 


7906100371 Forwards PN0-79''67AQ 

ENGELKEN* R H Region 5, San Franc'isco, Office of the Director 
79/05/30 Ip 


7906150079 IE Jnsp Ropts 50-397/79-03* 50-460/79-04 «* 50-513/79-04 on 

790201-02 V 14-t5 None amp 1 1 anc e noted failure to respond 
effectively to audit finding t failure ta implement 
effective inspec program 

BISHOPiT W Region 5* San Francisco* Reactor Construction & 

Engineering Support Branch 79/03/21 7pp 


7906150085 Responds to NRC 790321 1 tr re violations noted in IE Insp 
Repts 50-397/79-03.50-460/79-04 ?i 50-513/79-04 Corrective 
actions audit conducted Fet 1977 Deficient hanger RD-403 
will be removed b replaced properly 

RENBERGER.D L Washington Public Power Supply System 79/04/20 
3pp 


— 7906150090 Act receipt of 790420 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-397/79-03. 
30-460/77-04 i 50-513/79-04 

ENGELKEN* R H Region 5/ San Francisco. Reactor Construction 

Engineering Support Branch 79/05/03 Ip 


— 7906150058 Forwards IE Insp Repts 50-397/79-03*50-460/79-04 
50-313/79-04 on 790201-02 G 14-15 «< notice of violation 
SPENCER* 0 8 Region 5* San Francisco.. Reactor Construction t. 

Engineering Support Branch 79/03/21 2pp 


--7906130063 Notice of violation from Insp on 790201-02 l» 14-15 

* Region 5. San Francisco* Reactor Construction h Engineering 
Support Branch 79/03/21 2pp 


— 7906150079 IE Insp Repts 50-397/79-03*50-460/79-04 U 50-513/79-04 on 
790201-02 i- 14-15 .None amp i ianc e noted failure to respond 
effectively to audit finding & failure to implement 
effective insp program 

BISHOP. T W « EHACKLET0N*O C . HAVNE8* R C Region 5* San 

Francisco* Reactor Construction & Engineering Support Branch 
79/03/21 7pp 


7906130135 Forwards IE Circular 79-07. "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
increase " No written response required 

ENGELKEN. R H Region S* Qan Francisco* Office of the Director 
79/05/02 Ip 


7906120057 Forwards IF Info Notice 79-11* "Lower Reactor Vessel Head 
Insulation Support Froblem " No action required 

ENGELKEN* R H Region S* San Francisco. Office of the Director 
79/05/07 Ip 


7906180480 Forwards IF Info Notice 79-12* "Attempted Damage to New Fuel 
Assemblies No written response necessary 

ENGELKEN.R H Region 5* San Franciscor Office of the Director. 
io tp 


7906000301 Forwards deficiency rept re possible failure of portion of 
pipe whip restraint structure in main steam tunnel 
RENBEROER* D L Washington Public Power Supply System 79/05/31 
IP 


--79060Q0305 Deficiency rept defective steel plate used in supporting 
structure for pipe whip restraints in main steam tunnel 
Cracking attributed to overheating 8A-537 Class II steel 
Defective A-537 matl rejected 

e Washington Public Power Supply System 79/05/31 Ip 


7906080312 Forwards deficiency rept on 700413 re defective solder 
connections on electrical penetrations XiOO*A*Q*C it D 
RENBEROERiD L Washington Public Power Supply System 79/03/31 
Ip 


— 7906000313 Deficiency rept on 700413 defective solder connections on 
electrical penetrations X100/A*B>C D Reported on 790504 
Repair 4< DC procedures provided by Westinghouse 
» Washington Public Power Supply System 79/05/31 Ip 


DOCKET 50-400 SHE ARON HARRIS NUCLEAR POWER PLANT* UNIT 1 


A Application/construction stage documents It correspondence 


7906140565 Concurs w/correc tive action re backfill against Category I 
structures t* core const for dams it dike Agrees to resume 
earthwork If IE accepts field moisture control procedures 
UACKSON.R E Geosciences Branch 79/05/00 2pp 


7906020207 Informs that seismic Category I fill placement criteria 
test criteria was found acceptable Requests IE determine 
whether applicant plans to replace matl ui/fill which meets 
specs If not.addl info is needed 

VA6SALL0* D 9 Division of Project Management 79/05/09 2-pp 


7906200615 Confirms concurrence w/schedule for resumption of fill 
placement in dams dikes in const site areas which 
presently contain no fill 

O'REILLY. JP Region 8* Atlanta* Office of the Director 
79/03/10 Ip 


7906180781 Accepts revised placement i* test criteria in HR DPnton 
790504 itr to HA McDuffie Forwards request for Info re 
design criteria for fill L backfill supporting pipes ht 
conduits 

PARRfO D Light Hater Reactors Branch 3 79/03/17 4pp 


7906120428 Forwards geologic rept on fault F3 shift layer at atatlon 
ll-»-52 at main dam Feature is not fault or capable fault* 
as defined per lOCFRlOOiApp A Oversiied diagrams enci 
MCDUFFIE* H A Carolina Power 1* Light Go, 79/06/06 llpp 



DOCKETED ITEMS 


770&010192 Bumniar 1 les guidelines {-or preparation of environ repti 

as discussed afr 79OS0B meeting 

HCDUFFlEiH A Carolina Power V LigHt Co 79/03/29 2pp 


O Adjudicatorg correspondence 


7906210047 Motion for eir{;ension until 790411 to prepare response to 
ALA0-5O9 

SCINTOiJF Hearings Division 79/04/02 2pp 


— 7906810060 Responds to 790322 request for info re status of rulemaking 
proceeding to develop value for radon in Table 8-3 Rapt & 
proposed rule will be sent to NRC bg 790406 Rule does not 
address health effects of radon releases 
CHRIBTEMSURY. E Hearings Olvislen 79/03/26 34pp 


7906070177 Submits corrections to transcript of 790827-0309 
proceedings Certificate of Sve end, 

BARTHiC A Branch 3 79/04/16 7pp 


79O607025S Denies motion bg intervenors Conservation Council of fiC 
Hake Environ^ Inc to remand reopen hearings re necessity of 
facilitg Future motions re CPs must be consistent 
W/10CFR8 206 

CHILKrS J Office of the Secretary of the Commission 79/05/02 
3pp 


7906010142 Grants lO-day extension of time far NRC to file proposed 
findings of fact conclusions of laui 

SMITHi I H Atomic Safety and Licensing Board Panel 79/QS/OQ Ip 


7906210095 NRC motion for summary disposition re radon issue was in 
error! ALAQ-540 consO'l i dated only S of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Sve 
enc 1 

DUFLOrM E Atomic Safety and Licensing Appeal Panel 79/05/25 

app 

7906220473 Reopens evidentiary hearing due to changes in mgt which are 
materially relevant to remanded issue Directs util to submit 
affidavit detailing changes 
SMlTHf 1 W Branch 1 79/05/25 2pp 


Q Inspection reports^ IF Bulletl-ns 6 correspondence 


7906250440 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/iO Ip 


79O62907B7 Responds to IE Bulletin 79''03 re ASME SA-3J2 Type 304 pipe 
mfg bg Youngstown Welding l( Engineering Co Pipe not in use 
or planned for use 

MCDUFFIE, M A Carolina Power 4c Light Co 79/05/17 Ip 


8 Reportable occurrences^ LERs related correspondence 


7906130290 RO on 790604 welds in 13 containment liner sleeves were not 
stress relieved Caused bg misunderstanding of intent of code 
requirement Units returned to vendor for stress relieving 
OEOROC* H H Chemetron Cprp , Tube Turns Div 79/06/07 2pp 


T Hearing transcripts on non-ant i trust matters 


7903140067 Transcript of 790302 hearing in Ra lelgh,, NC. Pp 2r897—S#979 
Panel 3 testimony encl 

SHITHi I U , LEEDS, J V r BRIGHT, O 0 Atomic Safety and Licensing 
Board Panel 79/03/02 200pp 


7903140039 Transcript of 790306 hearing in Raleigh. NC Pp 2,900-3,223 
SMITH, 1 W , LEEDS, J V • BRIGHT, O 0 Atomic Safety and Licensing 
Board Panel 79/03/06 243pp 


7903140116 Transcript of 790307 hearing in RaleighfNC Pp 3,224-3,506, 
In two vols Exhibits it testimony encl 

SMITH, I W i LEEDS, J V , BRIQHTiO. 0 Atomic Safety and Licensing 
Board Panel 79/03/07. 600pp 


DOCKET 50-401 BHEARON HARRIS NUCLEAR POWER PLANT, UNIT 8 


A App 1 Icatton/construction stage documents correspondence 


7906140565 Concur* w/corractive action re backfill against Catagory i 
structures & core const for dams ti dike Agrees to resume 
earthwork if IE accepts field mulsture control procedures 
JACKSON, R E, Geosciences B^anc^ 79/05/00 8pp 


7906020207 Informs that seismic Category I fill placement criteria 8, 
teat criteria was found acceptable Requests lE determine 
tiihether applicant plana to replace matl w/flll which meets 
specs If not. addl info is needed 

VASaALLO, D B Division of Project Management 79/05/09 2pp 


7906200615 Confirms concurrence w/schedule for resumption of fill 
placement in dame t' dikes In const site areas which 
presently contain no fill 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/05/10 Ip 


79061S0781 Accepts revised placement \ test criteria in HR Denton 
790504 Itr to MA McDuffie Forwiarids request for Info re 
design criteria for fill backfill supporting pipes 5 
e ondu 1 ts 

PARRt 0 D Light Water Reactors Branch 3 79/05/17 4pp 


7906120420 Forwards geologic rept on fault F3 shift layer at Station 
1t-{-52 at main dam Feature is not fault or capable fault, 
as defined per lOCFRSOO, App A Dversised diagrams encl 
MCDUFFIE, N A Carolina Power t/ Light Co 79/06/06 llpp 


7906150319 Notifies that portions of main 5 auxiliary damcove 
trenches are ready for insp per App A to lOCFRlOO 
MCDUFFIE, M A Carolina Power t/ Light Co 79/06/11 2pp 


7906140285 Responds to 790317 request for info re 30-lnch sve water 
Lines 4c adjacent electrical conduit between emergency sve 
wa ter* col 1 t ng tower tnake-up intake structure V Tank Bldg 1 
Info re seismic Category 1 pipi'ig to be submitted 
MCDUFFIE, M A Carolina Power 4 Light Co 79/06/18 125pp 


7906130249 Confirms exposure of site fault in west aurillary dam 
foundation Scfiadulas mapping documentation during routine 
mapping sequence 

MCDUFFIE, M A Carolina Power tf Light Co 79/06/15 Ip 


C Utility Environmental Report (ERL amends U correspondence 


7906010192 Summarises NRC guidelines for preparation of environ rept, 
as discussed at 79090Q meeting 

MCDUFFIE, M A Carolina Power 4. Light Co 79/05/29 2pp 


0 Adjudicatory c orrespondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB-S09 

BCIlirO, J F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790322 request for info re status of rulemakin 
proceeding to develop value for radon in Table S-3 Rept & 
proposed rule will bo sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENDURYf E Hearings Division 79/03/26 34pp 


7906070177 Submits corrections to transcript of 790227-0300 
proceedings Certificate of 8vc encl 
HARTHrC A Branch 3 79/04/16 7pp 


7906Q70255 Denies motian by interveners Conservatien Council of NC 4t 
Wake Environ, Inc to remand 6 reopen hearings re necessity of 
facility Future motions re CPs must be consistent 
U/10CFR2 206 

CHILK, 8 J Office of the Secretary of the Commission 79/05/08 
5pp 


7906010148 Grants lO-day extension of time for NRC to file profused 
findings of fact i* conclusions of law 

smith, I W Atomic Safety and Licensing Board Panel 79/Q3/O0 Ip 


7906210095 NRC motion for summary disposition re radon issue was in 
e rr Q ri ALAB-540 consolidated only 5 of 16 cases Denies NRC 
(nation as to parties in other proceed ings, Cer tl f 1 cate of 8vc 
encl 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/05/23 
3pp 


7906220473 Reopens evidentiary hearing due to changes In mgt which are 
materially relevant to remanded issue Directs util to submit 
affidavit detailing changes 
SMITH, I M Branch 1 79/05/83 2pp 


Q Inspection reports, IE Bulletins & correspondence 


7906250440 Forwards IE Info Notice 79~12, "Attempted Damage to Maw Fuel 
Assemblies 

□ 'REILLY, J P Region 3, Atlanta, Office of the Director 

79/03/iO Ip 
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DOCKETED ITEMS 


7*?0&^a‘307G7 RBsponds to IE Bulletin 79-03 re ASME SA-312 Ti^pB 304 pipe 
mfg bi^ y'Quns«toi)jn Holding St Engineering Co Pipe not in use 
or planned for* use 

KCDUFFIEfM A Cdrolina Power ^ Light Co 79/03/17 Ip 


6 Reportable occurrences* LERs ft* related correspondence 


790£>130290 EO on 790604 uelds in IS containcnent liner sleeves uere not 
stress relieved Caused htj ml sunderstard i ng of intent of code 
rectuiremen t Units returned to vendor for stress relieving 
GEORGE* H H Chemetron Corp i Tube Turns Div 79/06/07 2pp 


T Hearing transcripts on non-ant i true t matters 


790314006/ Transcript of 790302 hearing in Ralelgh,NC Pp 2,897-2.979 
Panel 3 testimony end 

SMITH. I H I LEEDS, J V . fiRIGHT, G 0 Atomic Safetg and Licensing 
Board Panel 79/03/02 200pp 


7903140039 Transcript of 790306 hearing in Ralolgh.NC Pp 2,980-3,223 
SMITH, 1 H . LEEDS* J V « BRIGHT. G O Atomic Safety- and Licensing 
Board Panel 79/03/06 243pp 


7903140116 Transcript of 790307 hearing in Raleigh, HC Pp 3.224-3,306, 
in tuo vale Exhibits testimo-ng end 

SliiTH, I W < UEEOSj J V ■ BRIGHT, G 0 Atomic Safety and Licensing 
Board Panel 79/03/07 600pp 


DOCKET 30-402 SHEAR ON HARRIS HUCLEAR POWER PLANT. UNIT 3 


A Application/construction stage documents (t correspondence 


7906140365 Concurs w/corroctlve action re badcflll against Category t 
structures 6 core const for dams 6 ifsVe Agrees to resume 
earthuarl if IE accepts field moisture control procedures 
JACKSON. R E Geosciences Branch 79/O5/0B 2pp 

7906020207 Informs that seismic Category 1 fill placement criteria U 
test criteria was Found acceptable Requests lE determine 
whether applicant plans to replace matl w/f i U which meets 
specs If not, adol info is needed 

VASSALLOfO B Division of Project Management 79/05/09 2pp 


7906200613 Confirms concurrence u/schedule for resumption of fill 
placement In dams ft. dites in const site areas which 
presently contain no fill 

O-'REfLLY.'J P Region 2, Atlanta* Office of the Director 
79/03/ to Ip 


7906100791 Accepts revised placement ft« test criteria in HR Denton 
790504 Itr to HcOuffie Forwards Teq.uest for Info re 
design criteria for fill ft. bactfill supporting pipes ftt 
conduits 

PARR. 0 0 Light Water Reactors Branch 3 79/0S/I7 4pp 


790612042a Forwards geologic repfc on fault F3 shift layer at Station 
tl-1'52 at main dam Feature is not fault or capable fault, 
as defined per lOCFRlOO.App A Oversiied diagrams end 
MCDUFFIE. M A Carolina Pouer S< Light Co 79/06/06 llpp 


79061S0319 Notifies that portions of main 6 auxiliary damcove 
trenches are ready for insp per App A to tOCFRloO 
MCDUFFIE. M A Carolina Power U Light Co 79/06/11 2pp 


*7906140203 Responds to 790017 request for info re 30-lrich sve water 
tines 6 adjacent electrical conduit betueen emergency sve 
water, coll ing tower cnake~up intake structure Tent Bldg 1 
Info re seismic Category t piping to be submitted 
HCDUFFIE. M A Carolina Power 6 Light Co 79/06/12 125pp 


7706150249 Confirms exposure of site fault in west auxiliary dam 
foundation Schedules mapping documentation during routine 
mapping sequence 

MCDUFPlEiM A Carolina Power ftt Light Co 79/06/13 Ip 


C Utility Environmental Report iER)^ amends ft, correspondence 


7906010192 Summarlxes NRC guidelines for preperation of environ rept. 
a« discussed at 790508 meeting 

MCDUFFIE. H A Carolina Power 6 Light Go 79/03/29 2pp 


G Adjudicatory cor respo-ndence 


7906210047 Motion fo-r extension until 790411 to prepare response to 
ALA0-SO9 

SCINTO. J F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790322 request for info re status of rulemaking 
proceeding to develop value for radon ih Table 8-3 Rapt ft, 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRIStENBURV.E Hearings Division 79/03/26 34pp 


7906070177 Submits corrections to transcript of 790227-0308 
proceedings Certificate of 8vc end 
BARTH. C A Branch 3 79/04/16 7pp 


7906070233 Denies mdtion by intervonors Conservation Council of NL 6 
Wake Environ. Inc to remand ft. reopen hearings re necessity of 
facility Future motions re CPs must be consistent 
W/10CFR2 206 

CHILK.5 J Office of the Secretary of the Commission 79/03/02 
5pp 


7906010142 Grants iO-day extension of time for NRC to file proposed 
findings of fact ft* conclusions of law 

SMITH. I U Atomic Safety and Licensing Board Panel 79/05/09 Ip 


7906210093 NRC motion for summary disposition re radon issue was in 
errori ALA9-340 consolidated only 5 of 16 cases Denies NRC 
notion as to parties in other proceedings Certificate of 8vc 
enc I 

DUFLO.M E Atomic Safety and Licensing Appeal Panel 79/03/23 

3pp 


7906220473 Reopens evidentiary hearing due to changes in mg t which are 
materially relevant to remanded issue Directs util to submit 
affidavit detailing changes 
SMITH.! W Branch 1 79/03/23 2pp 


G Inspection reports. IE Bulletins ft. correspondence 


7906230440 Forwards IE Info Notice 79-t2. "Attempted Damage to New Fuel 
Assemblies " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/05/10 Ip 


7906290737 Responds to IE Bulletin 79-03 re A8ME 8A-312 Type 304 pipe 
mfg by Youngstown Hetding ft. Engineering Co Pipe not in use 
or planned for use 

MCOUFFie.M A Carolina Power ft. Light Co 79/05/17 tp 


S Reportable occuixences. LERs ft. related correspondence 


7906130290 RO on 790604 welds in 15 containment liner sleeves were not 
stress relieved Caused by ml sunders tandlng of intent of code 
requirement Units returned to vendor For stress relieving 
GEORGE, H H Chemetron Corp . Tube Turns Dlv 79/06/07 2pp 


T Hearing transcripts on non-antitrust matters 


7903140067 Transcript of 790302 hearing In Raleigh, NG Pp 2.897-2,979 
Panel 3 testimony end 

SMITH. I H , LEEDS. J V . BRIOHT.O 0 Atomic Safety and Licensing 
Board Panel 79/03/02 20app 


7903140059 Transcript of 790306 hearing In Raleigh, NC Pp 2,980-3,223 
SMITH, I H . LEEDS. J V . BRIGHT. G 0 Atomic Safety and Licensing 
Board Panel 79/03/06 243pp 


7903140116 Transcript of 790307 hearing in Raleigh, NC Pp 3, 224-3. 506. 
in two yols Exhibits U testimony encl 

SMITH.! W , LEEDS. J V . BRIOHT.O 0, Atomic Safety and Licenilno 
Board Panel 79/03/07 600pp 


DOCKET 50-403 SHEARGN HARRIS NUCLEAR POWER PLANT. UNIT 4 
A Appllcatloh/constructlon stage documents ft< correspondence 


7906140565 Concurs w/corrective action re backfill against Category I 
structures ft< core const for dams ^ dike Agrees to resume 
earthwork If IE accepts field moisture control procedures 
JACKSON. R E Geosciences Branch 79/05/00 2pp 


79G6D20207 Informs that seismic Category I fill placament criteria L 
test criteria was found acceptab le. Requests IE determine 
whether applicant plans to replace matl lu/flll which meets 
specs, tf not*addl Info requestad 

VASBALLO. D B Division of Project Manegament 79/05/09 i!pp 


7906200615 Confirms concurrence ui/schedule for resumption of fUJ 
placement in dms ft* dikes in const site areas which presently 
contain no fill 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/10 Ip 



DOCKETED ITEMS 


7906180701 Accept? revised placetnent & test criteria In HR Denton 
790S04 Itr to MA KcOuffle Forwards request for info re 
design criteria for fill t> backfill supporting pipes 
conduits 

PARflj 0 D Light Mater Reactors Branch 3 79/05/17 4pp 


7906120428 Forwards geologic rept on fault F3 shift l^ger at Station 
li'»'S2 at Main 0am Feature is not fault or capable faults 
as defined per lOCFRlOO, App A Dverstied diagrams end 
MCDUFFIE, M A Carolina Pouer V Light Co 79/06/06 Itpp 

7906150319 Notifies that portions of main & auxiliary damcov^e 
trenches are readg for insp per App A to tOCFRIOO 
MCDUFFIE, M A Carol Ina Power ^ Light Co 79/06/11 2pp 


7906140283 Responds to 790317 request for info re 30-inch svc tjater 
lines ^ adjacent electrical conduit bettueen emcrgencg svc 
uater, cool ing tower make-up intake structure Tank Hldg t 
Info re seismic Category 1 piping to be submitted 
MCDUFFIE, M A Carol ina Power Light Co 79/06/12 125pp 


7906150249 Confirms exposure of site fault in west auxiliary dam 
foundation Schedules mapping documentation, during routine 
mapping sequence 

MCDUFFIE. M A Carolina Power Light Co 79/06/15 Ip 


C Utility Env i ronmenta I Report <ER}i amends & correspondence 


7906010192 Summariies NRC guidelines for preparation of environ rept 
as discussed at 790508 meeting 

MCDUFFIE, « A Carolina Power i, Light Co 79/05/29 2pp 


O Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB-509 

SCINTO, J F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790322 request for info re status of ruLemaklni 
proceeding to develop value for radon in Table S-3 Rapt 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENBURY. E Hearings Division 79/03/26 34pp 

7906070177 Submits corrections to transcript of 790227-0300 
proceedings Certificate of Svc end 
HARTH. C A Branch 3 79/04/16 7pp 


7906070233 Denies motion by Interveners Conservation Council of NC 
Make Environ Inc to remand t reopen hearings re necessity of 
facility Future motions re const permits must be consistent 
W/10CFR2 206 

CHlLKiS J Office of the Secretary of the Commission 79/05/02 
5pp 


7906010142 Grants 10-day ortenslon of time for NRC to file proposed 
findings of f ac t conclusions of law 

SMITH, 1 W Atomic Safety and Licensing Board Panel 79/05/00 Ip 


7906210093 NRC motion for summary disposition re radon Issue was in 
error I ALAB-540 consolidated only 3 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Svc 
end 

OUFLO, M E, Atomic Safety and Licensing Appeal Panel 79/03/29 
3pp 


7906220473 Reopens evidentiary hearing due to changes in mgt which are 
materially relevant to remanded issue. Di rec ts util to submit 
affidavit detailing changes 
SMITH, I N Branch 1 79/03/28 2pp 


Q. Inspection reports, IE Bulletins ^ correspondence 


7906230440 Forwards IE Info Notice 79-12, ‘'Attempted Damage to New Fuel 
Assemblies " 

O'REILLY, viP Region 2, Atlanta, Qfflt* of the Director 
79/03/10 tp 

7906290707 Responds to IE Bulletin 79-03 re A6ME 0A-3I2 Type 304 pipe 
mfg by Youngstown Melding U Engineering Co Pipe not in use 
or planned for use 

MCDUFFIE, M A Carolina Power Light Co, 79/03/17. Ip 


8 Reportable occurrences , LERs related co-rrwspondence 


7906130290 RO on 790604’ welds in 19 containment Liner sleeves were not 
stress re 1 isved. Caused by mi sunderstanding of intent code 
requirement (^nlts returned to vendor for stress relieving 
GEORGE, H.H Chematron Corp , Tube Turns Dlv 79/06/07 2pp 


DOCKET 30-404 NORTH ANNA POWER STATION, UNIT 3 


A App 1 icat ian/constr uc 1 1 on stage documents h correspondence 


7906060020 Forwards evaluation request for add! info re "3vc Water 
Reservoir Spray Sys Per # o rmarve e Testing 6 Evaluation " 

Requests response by 79051B 

PARR.O D Light Water Reactors Branch 3 79/03/03 3pp 


7906030200 Details positions re Reg Oulde L 11 Revisltin 0,% Reg Guide 
1 {20, Revision 1 Will comply w/Reg Guide 1 11 w/exceptlon of 
containment pressure instrument lines Reg Guide I 120 not 
app 1 i cab I e 

BROWN, 8 C Virginia Electric Power Co 79/05/30 2pp 


7906050336 Advises that Units 3 4 should also be included on 79031 E 

Itr 

BROWN, 3 C Virginia Electric U Power Co 79/03/30 Ip 


7906OSO323 Discusses 770110 rept "QA Prog r am. Opera 1 1 oos Phase " 
Requests exception from ANSI N49 2 4 6 N43 2 8 paragraphs re 
calibr control U equipment teat Discusses proposed 
al ternative 

BAUM, E A Virginia Electric «, Power Co 79/03/31 2pp 


G Adjudicatory correspondence 


7906180783 FR notice of negative declaration supporting 790514 order 
extending completion of const dates No environ impact 
attributable to order other than statement considered in 
NA8LP 740718 Initial decision 

REGAN, H H Environmental Projects Branch 2 79/04/18 2pp 


J Insurance 6 indemnity infarmation 


7906120324 Endorsement 41 to NELIA Policy MF-37 

GERAS, T Mutual Atomic Energy Liability Underwriters 79/05/10 

tp 


7906120331 Endorsement 42 to MAELU Policy MF-37 

GEROS, T Mutual Atomic Energy Liability Underwriters 79/OS/LO 

Ip 


Q Inspection reports, IE Bulletins 6 correspondence 


7906260324 Forwards IE Insp Repts 90-339/79-23,90-404/79-01 b 
30-409/79-01 on 790410-12 No noncompliance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction ^ Engineerii 

Support Branch 79/04/25 2pp 


—7906260327 IE Insp 50-339/79-23,50-404/79-01 6 30-403/79-01 on 
790410-12 No noncQirp 1 iance noted Major areas inspected 
10CFR30 39<e) 1 terns , b las ting of foundations & posting Part 
2i notices 

MCFARLAND, C R j HERDTrA R Region 2, Atlanta, Reactor 

Construction tt Engineering Support Branch 79/04/25 6pp 


7906140487 Advises of response to IE Dul Latin 79-03 re Youngstown wel 
defects, by 790611 

BROWN, 8 G Virginia Electric 1a Power Co 79/03/10 Ip 


DOCKET 30-405 NORTH ANNA POWER STATION. UNIT 4 


A App 1 f cation/construc tlnn stage dacuments ^ correspondence 


7906060020 Forwards evaluation request for addl Info r* "Svc Water 
Reservoir Spray 8ys Performance Testing & Evaluation " 

Requests response by 790316 

PARR, a D Light Water Reactors Branch 3 79/03/03. 5pp 


7906030280 Details positions re Reg Oulde I il Revision O, & Reg Guide 
1 120, Revision 1 Mill comply u/Reg Guide 1 11 w/exceptlan of 
containment pressure instrument lines Reg Guide 1. 120 not 
app I Icable 

BROWN, 8 C, Virginia Electric 6 Power Co 79/05/30 2pp- 


7906030336 Advises Units 3 & 4 should also be Included on 790316 Itr. 
BROWN, 8, C Virginia Electric 6 Ppwer Co 79/05/30. Ip 


7906030323 Discusses 770110 rept "OA Program, Dp erat 1 ons Phase ' 
Requests exception from AN8I N49,2 4 6 N43 2.8 peragrephs re 
calibr control equipment test Discusses proposed 
alternative. 

BAUM, E A Virginia Electric 6 Power Co. 79/03/31 2pp 



174 


DOCKETED ITEMS 


G Arf judiCiitorij con eipondente 


P Gparadti^ licenfis stage documents c tfi't’espondenco 


7906160765 Ffi notice of negative dcclardtion supporting 790514 order 
eitending conpletion of const dates No environ impact 
attributable to order other than statement considered in 
fiASLP 740716 initial decision 

RECAM. W H Environmental Projects Branch 2 79/04/10 app 


J Insurance fd tnde(*nitij Information 


7906120324 Endorsement 41 to MEtiA Policy ttF-S7 

GERAS. T Mutual Atomic Energy Uiabiltty Underuir 1 ter s 79/05/10 

Ip 


7906120331 Endorsement 42 to MAELU Polity «F'57 

CEROS. T Mutual Atonic Energy Liability Underurl tsrs 79/05'lO 
Ip 


7906060023 Forwards request for add I infn re LACBWR Cytle 6 
continue review of 790226 request for Tech Spec changes 
ZIEHANNiD L Operating Reactors Branch 2 (Pre 790623> 

App , 


. in order to 
79/0'^/a4 


7906050231 Forwards draft ©valuation of systematic evaluation 
Topic V-12 A, "Water Purity of BWR Coolant " flequosts review 
6 response utthln 30 days 

ZIEHAMN.DL Operating Reactors Branch 2 (Pro 7906331 

16pp 


p rogram 

79/04/30 


7906130S1S Summary of 790426 meeting w/ut i 1 In Si War SprtngiUn re 
results of uitl Cycle 5 fuel axamlnaticns performod during 
current refueling outage Supporting doc umantat ion ond 
WETHOREiJS Operating Reactors ‘Branch 2 <Pre 7906231 79/04/30 

llpp 


Q Inspection reports. IE Bulletins 6 correspondence 


7906260524 Foruards IE Insp Repts 50-339/79-23,50-404/79-01 6 
50-405/79-01 on 790410-12 No noticomp I lance noted 

MURPHir.C E Region 2# Atlanta, Reactor Construction 6 Engineering 

Support Branch 79/04/25 2pp 


—7906260527 IE Insp SO-339/79-23, 50-404/79-01 6 50-405/79-01 on 
790410-12 No noncompl lance noted Major areas inspected 
10CFR50 53(e) i terns . b las t Ing of foundations t: posting Part 
21 notices 

MCFARLAND, C R . HERDT A R Region 2 , Atlanta, Reactor 

Construction t Engineering Support Branch 79/04/25 6 pp 


790614O4B7 Advises of response to IE Bulletin 79-03 re Youngstown weld 
defects, &y 790611 

BROWN, S C Virginia Electric 6 Power Co 79/05/10 Ip 


DOCKET 50-406 TUSHEGEE INST RESEARCH REACTOR 


0 Inspection reports, IE Bulletins 6 correspondence 


7906250425 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/05/10 ip 


7906190017 Forwards W Marcuson conurents U results of NRC review 
of Dames t* Moore rept, "Review of Ltquof^c 1 1 on Potentlvlli 
La Crosse BWR (LACBUR) , Near Genoa, Vernon County. WI " Planned 
program for further work is accceptable 

ZIEMANN, D L Operating Reactors Branch 2 iPre 790623) 79/04/30 

3pp 


7906120341 Forwards add] info re suitability of boron corblda poison 
mat! proposed for high density fuel storage racks 
LINDER, F Oairyland Power Cooperative 79/05/17 6 pp 


7906200235 Requests two controlled copies of site emergonev plan Q. 
implementing procedures , s ite maps showing location ^ grid or 
station numbers of environ monitoring stations onsito S' 
offsite fdL site maps used for offsite do«e determination 
REPPLER. J G Regions, Chicago, Office of the Director 79/05717 
ip 


7906290634 Forwards Amend 16 to License DPn-49, saf e ty evaluation 
6 notice of issuance 6 availability 

ZIEHANN, D L Operating Reactors Branch 2 (Pre 790625) 79/05/25 

2pp 


—7906290639 Amend 16 to License DPR-45 adding core power distribution 
limits for At lls-Chalmers Type I fuel assemblies Zt changing 
limits for offgas emission rates to account for cloanup 
of tramp activity 

ZIEHANN, 0 L Operating Reactors Branch 2 iPre 7906231 

79/03/25 I0pp 

—7906290645 Safety evaluation supporting Amend 16 to License nPri~45 
« Operating Reactors Branch 2 iPre 790625) 79/06/25 I2pp 


DOCKET 50-407 UN IV OF UTAH RESEARCH REACTOR 
Q Inspection reports, IE Bulletins ^ correspondence 


—7906290650 Notice of issuance 6 availability of Amend 16 to Liceriso 
DPR-45 

ZIEMANN, D L Operating Reactors Branch. 8 (Pre 790623) 

79/03/23 2pp 


Notice 79-12, "Attempted Damage to New Fuel 
SEYFRITiK V Region 4, Dallas. Office of the Director 79/OS/ll 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 
F Security, medical, emergency U fire protectlpn plans 

790626^22 -Fire Protection in Operating Nuclear Stations, Lacrosse 
Bolling Water SEH Review " 

* MACOOUGALLrR E Brookhaveti National Laboratory 
7906260022 79/04 /OA Ann 


7906210368 Forwards Amend 15 to License DPR -45 & notice of 
availability Security plan evaluation rept withheld 
(ref 10CFR2 790) 

i^EMANN, D L Operating Reactors Branch 2 (Pre 790625) 


issuance & 

79/05/16 


7906150217 Forwards addl info for systematic ovaluaUon program. In 
response to NRC 790410 request re HPCS discharge line 
Info includes audit analysis piping sys for reactor plants, 
computer printout t> several overslted diagrams 
LINDER. F Datryland Power Cooperative 79/'06/lt Bpp 


7906200390 Forwards requested Info re gaseous effluent monitoring 
capabilities 

SHIMSHAK. R g Dairy land Power Cooperat i ve 79/06/12 2 i>p 

7906260212 Forwards revised end to util 790317 Itr u/addl info re 
suitability of boron carbide poison matl proposed for 
reactor high density fuel storage racks- 
LINDER, F Dairyland Power Cooperative 79/06/21 6 pF 

Inspection reports, IE Bulletins correspondence 


7906020109 Responds to IE Bulletin 79-03 No Type 304 stainless steel 
piping mfg by Youngstun Welding Engineering Co is in use 
safety-related lys at facility. 

LINDER, F Oairyland Power Cooperative 79/04/20 3pp 


‘0625012B Forwards IE Insp Rept 50-409/7«if-08 on 790400-11 No 
noncofflp 1 iance noted 

^ k Reactor Operations Nuclear 

Support Branch, 79/04/25 2 pp 


lUIL"?'’* SO-W'J/y^-OB on 7704oa-Ji No no,.conp(..nc< 
noted Major areas inspected preparation for rsfuelitig 
outage, prefuel fuel handling activities Zk malnt during 
refueling outage ** 

E , 8WAN8DN,B R R,,io„ 3 , CI,U,,o. 
Office of the Director 79/04/22 3 pp 



DOCKETED ITEMS 
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7906260309 Forwards IE Insp Rept 50-409/79-06 on 790326-29 No 
noncotnp 1 lanes noted 

HEISHHANiR F Region 3i Chicago. Reactor Operations Nuclear 

Support Dranch 79/04/29 2pp 


— 790626031 S IE Insp Rapt 50-409/79-06 on 790326-29 No none omp 1 iance 
noted Najor areas inspected hand I Ing. pac kag ing t shipping of 
spent fuel assemblies operations during refueling 
UARNICK. R F I RIDGUAV. K S. Region 3i Chicago. Office of the 
Director 79/04/20 6pp 


7906260587 Forwards IE Insp Rapt 50-409/79-07 on 790409-11 No 
noncompliance noted 

FIQRELLI.O Region 3. Chicago. Reactor Construction & Engineering 

Support Dranch 79/04/30 2pp 


— 7906260589 IE Insp Rept 50-409/79-07 on 790409-U No noncomp I lance 
noted Major areas inspected OA/OC program. peripheral shroud 
replacement ^ implementing procedures 

HARD.K D . LIVERMORE, H H . DANIELSON, D H Region 3. Chicago, 
Office of the Director 79/04/27 7pp 


7906120104 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Frotlem " No action required 

KEPPLER. J O Region 3. Chicago. Office of the Director 79/05/07 
IP 


7906020196 Ack receipt of 790409 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-409/79-02 
HEISHMAN.R F Region 3. Chicago. Reactor Operations Nuclear 

Support Dranch 79/05/08 Ip 

— 7906020198 Responds to NRC 790215 Itr re violation noted in IE Insp 
Rept 30-409/79-02 Correctiva actions cognliant personnel 
advised to review procedures for procurement actions 
LINDSRrF U Dairi/land Power Cooperative 79/04/09 2pp 


7906110098 Forwards IE Bulletin 79-10, "Requal i f teat ion Training 
Program Statistics " Nritten response required 

KEPPLER.JO Region 3i Chicago, Office of the Director 79/05/11 
IP 


7906140168 Responds to IE Bulletin 79-09 re GE Type AK-2 circuit 
breakers Circuit breakers not in use or planned for use 
LINDER. F Dairy land Power -Cooperative 77/05/11 Ip 


7906190090 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

KEPPLERiJ G Region 3. Chicago. Office of the Director 79/05/11 
tp 


7906080201 Forwards IE Circular 79-08, "Attempted Extortion - Lou 
Enriched U " 

KEPPLERiJ 0 Region 3. Chicagoi Office of the Director 79/05/10 

Ip 


7906200569 Ack receipt of 790507 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-409/79-05 
HlNDrJ A Region 3* Chicago. Safeguards Branch 79/05/18 Ip 


— 7906200S73 Responds to NRC 790413 Itr re violations noted In IE Insp 
Rept 50-409/79-05 Corrective actions withheld 
(ref 10CFR2 790). 

LINDER. F. Dairyiand Power Cooperative 79/05/07 ip 


7906130097 Forwards IE Dulletin 79-11, "Faulty Qvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Action 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/05/22 

ip 

7906200116 Forwards IE Info Notice 79-13, "Indication of Low Mater 
Level in Oyster Creek Reactor " 

KEPPLER.J, 0 Region 3, Chicago. Office of the Director 79/05/29 

ip 


R Periodic operating reports & related correspondence 


7906120417 Forwards monthly operating rept for May 1979 
LINDER, F Dairy land Power Cooperative 79/06/07 Ip 


— 7906120427 Monthly operating rept for May 1979 

PAPWORTH, L. G Dairy land Power Cooperative. 79/06/06 14pp 


8 Reportable occurrences, LERs & related c orrespondvnee 


7906140456 Forwards LER 79-008/03U-0 Drawing of containment ventilation 
exhaust damper leakage test end 

LINDER, F Dairy land Power Cooperative 79/03/30 4pp 


7706060265 Forwards LER 79- 008/0 3L-0 

LINDER, F Dairy land Power Cooperative 79/05/30 3p p 


—7906060269 LER 79-OOB/OaL-O on 790429 tfurltig periodic Type C leakage 
rate test mg. contaiviment isolation did not meet Toth Spec 
criteria Caused by damper disc shaft packing Replaced 
ei/chevron type asbestos composition shaft packing 
SHIMBHAK. R E Dairy land Pauor Cooperative 79/05/20 ip 


7906150310 Forwards LER 79-009/03L-0 

LINDER. F Dairyland Power Cooperative 79/06/11 3pp 

— 7906150318 LER 79-009 /03L-0 on 790507 while reactor plant 125 volt dc 
battery was removed for ma int, c ontrol power key switch 
turned on Procedural change will be initvated requiring use 
of info tag on key switch 

PAPWORTH. L G Dairyland Power Cocvperative 79/06/ It Ip 


7906270192 Forwards LER 79-010/03L-0 

LINDER. F Dairyland Power Cooperative 79/06/2(3 3pp 


— 7706270194 t-ER 79-010/03L-0 on 790522 during reactor shutdown. gross 
alpha activity of primary coolant aiceeded Tech Specs Caused 
by irradiated fuel mafcV in RCS Primary purification resins 
replaced ^ concentration reduced 

PAPWORTH. 4_ G Dairyland Power Coaperafclvo 79/06/20 4pp 


DOCKET 50-410 NINE MlLC POINT NUCLEAR STATION, UNIT 2 


H General correspondence 


7906290701 Responds to 790315 itr to JM Hendrio Facility was shut down 
by NRC 790313 order.due to questions re ability of 
piping sys to withstand earthquakes Situation will be 
reviewed ^ plant returned to operation as soon as possible 
DENTON.H R Office of Nuclear Reactor Regulation 79/03/04 Ip 


— 7906290706 Expresses concerns re shutdown facility Prolonged layof 
of plant employees could have adverse effort an town of 
Oswego. NY 

FlTZOIBBDNS.vf E Oswego, MY 79/03/15 tp 


G Inspection reports. IE Qullotlns correspondence 


7906180400 Forward* IE Info Notice 79-10, "Noncomf orm Ing Pipe Support 
Struts " No written response necessary 

ORIER.D H Region 1, Philadelphia. Office of the Director 
79/04/16 Ip 


7906110021 Forward* IC Dulletin 79-05fl, "Nuclear Incident at 
TMI-8uppl " No written response required 

GRIER. D H Region 1, Philadelphia, Office of the Director 
79/04/23 Ip 


7906130167 Forwards IE Circular 79-07, "Unexpected Speed Increase of 
Reactor Motor Oanerator Sot Resulted in Reactor Power 
Increase " No written Tesponse required 

ORIER.D H Region It Philadelphia, Office of the Director 
79/OS/02 I p 


7906120182 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Mead 
Insulation Support Problem " No action required 
GRIER, B H Region 1. Philadelphia. Office of the Director 
79/05/07 2pp 


7906260131 Forwards IE info Notl-ce 79-12. "Attempted Damage to New Fuel 
Assemblies " 

GRIER, B H Region It Philadelphia. Office of the Director, 

79/05/11 Ip 


7906270198 Responds to IE Bulletin 79-03 Downcomer piping for primary 
containment provided by Orayo Corp Volumetric imp of 
downcomers have shown porosity indication* 

RHODE. G K. Niagara Mohawk Power Carp 79/05/16 ip 


S Reportable occurrences. LERs ik related correspondence 


7906270166 Forwards interim deficiency rept. 

RHODE, 0,K Niagara Mohawk Power Corp. 79/06/19 Ip. 


— 7906270171 Interim deficiency rept review of ultrasonic testing recor 
revealed that tests for containment liner were Inadequate ^ 
certain uLtraionlc testing techniques may not have been done 
by personnel 

* Niagara Mohawk Power Gprp 79/06/27 2pp 


iN^ a I kkiviW 


nOCKET 50<-4l2 flEAVER VALLEY POWER STAriON, UWIT 2 


A Appl Icatlon/con^ truction »t4ge tlocumont-s & correspondence 


7‘?0.60l027? FQIA rG^iuest for ail rocord* U communica t Lons re shutdown of 
five nuclear plants 

CASSAN. V J Power Authority dtat« of Now York 79/03/16 2pp 

7906010273 Denies FGIA request for Oibban 790314 & TKojrpsoti 790315 
memos to Conun 1 ss i on er GradfoTd« which contain NRC opinions 
rec G mmen de 1 1 on s re five shutdouin plants Info withheld 
<ref FOIA Exemption 51 

FELTON^ J M Division of Rules and Records 79/05/21 4pp 


790A290B27 Acl receipt of 790509 application for extension of 
expiration date on CPPn-t05 Advises *11200 fee required 
DlCGSf R M License Fee Management Branch 79/05/23 Ip 

7906130340 Responds to 790523 Itr Forwards fee for review of CP 
extension request 

WOGLEVER, E J Duquesne Light Co 79/06/04 2pp 


Q Tnspection reportsi IE Bulletins h> correspondence 


7906180383 Forwards lE Info Notice 79-10. "None oirif arming Pipe Support 
&truts " No written response nocessarq 

CRIER. B H Region 1. Ph 1 1 ade Iph la. Office of the Director 
79/04/16 Ip 


7906110012 Forwards IE Bulletin 79-05D# "Nuclear Incident at 
Tftl>*6uppi " No ux i tten response required 

DRIERpS H Region 1. Philadelphia. Office of the Director 

79/04/23 tp 


7906120156 Forwards IE Info Notice 79'"ll, "Lower Reactor Vessel Kead 
Insulation Support Prohlem *' NO action required 
GRiERrB H Region 1. Phi ladelph la< Office of the Director 

79/05/07 2pp 


7906260104 Forwards IE Info Notice 79-12i "Attempted Damage to New Fuel 
Assemblies " 

QRIERi 0 K Region 1.. Ph Ji I ad o Iph 14« Office of the Director 
79/05/11 Ip 

7906270203 Responds to IE Bulletin 79-07 No computer codes 
identified by Si<N which used any uf methods described in 
Item 1 NUPIPE 03/01~03/10 computer code used in seismic 
stress analysis of sa fetq-r elated piping 
IfOOLEVER. E J Duquasne Light Co 79/05/16 Ip 


5 Reportable occurrances. LERs 6 related correspondence 


7906040397 Act receipt of 790423 Itr forwarding iatarlm rept on ''Stop 
Nork Directive" for Bin-gham-Ni I lamette Co 

CARLSONjR r Region 1. Philadelphia. Reactor Construction it 

Engineering Support Branch 79/03/04 Ip 


— 79060-40402 Interim rapt on Significant Daflciency 79-01. "Stop Work 
Directive'' for B ingham-Ni I lamette Co 
a Duquesne Light Co 79/03/29 2pp 


790614040S Submits Interim Rept 2 of potential Reportable Oeficlencg 
79-05 Improper drawings supplied by CE All termination 
cabinet panels at site are being reviewed against 
as-shipped drawings Final rept to be submitted 790431 
DALE. L F Mississippi Power Light Co 79/05/29 Ip 


directive for 

T 


. ...Kv^nves Of failure 

re welding 4-^ NOT of quench pumps, recirculation spray pumps 6 
auxiliary feedwater pumps 
e Ouqueene Light Co 79/06/01 Ip. 


POCKET 30-413 CATAWBA NUCLEAR STATION. UNIT I 


J Insurance &- Indemnity information 


7906130331 Forwards Endorsements 34 It 35 to ANI Pol leg WF-182 6 
Endorsements 40 it 41 to MAELU Policy MF— 6l 
EANDERSrF D Duke Power Co 79/06/09 5pp 


0 Inspection reports. IE Bulletins 1: correspondence 


7906130439 Responds to IE Bulletin 79-03 Site has received 310 ft of 
pipe mfg by Voungstoun Welding & Engineering Co Pipe will 
receive field hydrostatic test 
DAIL.L C Duke Power Co 79/04/20 2pp 


7906020154 Responds to IE Bulletin 79-04 Design of facility has been 
reviewed No Velan valves in use 
OAIL. L C Duke Power Co 79/04/24 Ip 


7906250446 Forwards IE Info Notice 79-12. "Attempted Damage to N*u Fwel 
Assemblies " 

O'REILLY. J P Region 3, Atlanta, Office of the Director 
79/05/10 \p 


7906100734 Act receipt of 790507 Itr Informing NRC of steps taken to 
correct vialatiotis noted in IE Insp Repts 50-413/79-03 b 
50-414/79-05 

MURPHV. C E Region 2. Atlanta. Reactor Construction Erig Inedr |r g 

Support Branch 79/05/15 Ip 


— 79061B0741 Responds to NRC 790413 Itr re violations noted in IF Insp 
Rfrpts 50-413/79-05 h 50-414/79-05 Corrective actions 
nitrogen blanket placed on heat exchanger 6 personnel 
instructed re nonconforming item rept 
DAIL.L <r Duke Power Co 79/05/07 Ip 


— 7906100752 forwards IE Insp Repts 30-413/79-05 4^ 50-414//9-05 on 
790313-16 i' notice of violation 

KURPHY.C E Region 2. Atlanta. Reactor Constructidn 6 

Engineering Support Branch 79/04/13 2pp 

— 79061S075B Notice of violation from insp on 790313-16 

a Region 2> Atlanta. Office of the Director 79/04/13 Ip 


— 7906180764 IE Insp Repts 50-413/79-03 6 30-414/79-05 On 790313-16 
Noncompl lane e noted deficiency in welder qual 1 f icat ion malnt 
records ^ infraction re containment spray heat exchanger 
storage requirements 

KCPARLAND.C R . GOUGE, M J Region 2. Atlanta. Offico of the 
Director HERDT.A R Region 2, Atlanta, Reactor Construction 4 

Engineering Support Branch 79/04/13 7pp 


7906290473 Forwards revised cover sheet for 16 Inap Repts 30 *4 ri/79’^0 * 
6 50-414/79-07 

MURPHY. C E Region 2, Atlanta, Reactor Construction U Engineering 

Support Branch 79/06/05 2pp 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


J Insurance 6 indemnity information 


7906130331 forwards Endorsements 54 & 55 to AN! Policy Nr-1D2 6 
Endorsements 40 V 41 to MAELU Policy MF-61 
SANDER 0, f D Duke Power Co 79/06/08 5pp, 


0 Inspection reports. IE Bulletins U correspondence 


7906130439 Responds to IE Bulletin 79-03 Site has received 310 ft Of 
pipe mfg by Youngstou/n Welding 6 Engineering Co Pipe will 
receive field hydrostatic test 
DAIL.L C Duke Power Co 79/04/20 2pp 


7906020154 Responds to IE Bulletin 79-04 Design of facility he* been 
reviewed No Velan valves in use 
DAIL.L C Duke Power Co 79/04/24 Ip 

7906250446 Forwards IE Info Notice 79-12, "Attempted Damage to Haw Fual 
Ass ■ mb lies " 

O'^RETILLYfJ P Region 2, Atlanta, Office of the Director 
79/0 5/ 10 Ip 


7906180-734 Ac k receipt of 790507 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-413/79-09 6 
90-414/79-09 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4i Enjlnearing 

Support Branch 79/03/19 Ip 


—7906180741 Riaspond* to NRC 790413 Itr re violations noted in IE InSP 
Repts 90-4L3/79-OS «c 50-414/79-09, Corrac t i ve action*, 
nitrogen blanket placed on heat exchanger 6 personnel 
Instructed re nonconforming item rept 
DAIL.L C Duke Power Co 79/03/07. Ip 


—7906180732 Forwards lE Insp Repts 30-413/79-03 ^ 90-414/79-09 on 
7903101-16 6. notice of violation 

murphy. C E Region 2. Atlanta. Reactor Construction 8< 

Engineering Support Branch, 79/04/13, 2pp, 
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— 7?061B075a Motiee of violation from sncp on 790313-16 

* Region 2. Atlanta, Office of the Director 79/04/13 Ip 


— 79061B0764 IE In^p Ropts 50-413/79-05 8, 50-414/77-05 on 790313-16 
Noncompliance notecf <ieficienc</ in welder qual i f i ca t ion maint 
records i/ infraction re containment sprat/ heat exchanger 
storage requirements 

nCFARLANOtC R j OOOOEi M J Region 3, Atlanta, Office Of the 

Director HERDTiA R Region S, Atlanta, Reactor Construction H/ 

Engineering Support Branch 79/04/13 7pp 


7906290475 Foruards revised cover sheet for IE Insp Repts 50-413/79-07 
& SO-414/79-07 

HURPHVi C E Region 3, Atlanta, Reactor Construction tf Engineering 

Support Branch 79/06/05 2pp 


DOCKET 50-416 GRAND GULF NUCLEAR STATiaN. UNIT 1 


A Application/construction stage documents &• correspondence 


7906120327 Responds to 760311 Itr Discusses mods to reactor protection 
st/s pouer suppllosrper conceptual design submitted Bept 1978 
bij OE 

DALE, L F Mississippi Power h Light Co 79/05/29 Ip 


7906120355 Responds to 790627 Itr Forwards Affidavit of Sve for 
distribution of Amend 30 

DAtErL F Mississippi Power Light Co 79/06/04 3pp 


7906120253 Forwards "Summary of Environ Protection Program re Const of 
Grant Gulf Nuclear Station" for six months ending 790430 
MCOAUOHV, J P Mississippi Power b Light Co 79/06/06 Ip 


--79O61202S6 "Summary of Environ Protection Program re Const of Grand 
Gulf Nuclear Station" for six months ending 790430 
•» Mississippi Power V Light Co 79/06/06 3pp 


0 Adjudicatory correspondence 


7906220370 Requests denial of intervenof Municipal Energy Agency of MB 
790529 petition to show cause Util &t affiliate Middle South 
Energy, Inc have complied w/llcense conditions of CP 
CONNER,! B Conner, Moore ^ Corber 79/06/19 6pp 


H Antitrust correspondence 


7906040201 Municipal Energy Agency of MS requests commencement of 
proceedings to require util to comply w/CP license 
conditions re interconnect agreement Related correspondence 
ui/DOJ end 

MCDIARMID,R C Spiegel «< HcDiarmld 79/05/29 ISOpp 


Q Inspection reports, IE Bulletins & correspondence 


7906070099 Forward* IE Insp Repts 50-416/79-03 U 30-417/79-03 on 
790227-0301 No noncomp 1 lance noted 

eUTHERLANOiJ T Region 2, Atlanta, Fuel Facility Materials 

Safety Branch 79/03/29 2pp 


— 7906070104 IE Insp Repts 50-416/79-03 ^ 50-417/79-03 on 790227-0301 No 
noncompliance noted Major area* inspected administrative V 
mgt control , groundwater hydrology , s 1 te erosion ^ runoff U 
review of monthly quarterly repts 

HUFHAM, J H Region 2, Atlanta, Fuel Facility tc Materials Safety 

Branch CUNNINGHAM. A L Region 2, Atlanta. Office of the 
Director 79/03/28 4pp 


7906140649 Forwards IE Insp Repts 30-416/79-04 4- 50-417/79-04 on 
790301-02 No noncomp I iance noted 

MURPHV, C £ Region 2, Atlanta, Reactor Construction 4c Engineering 

Support Branch 79/03/30 2pp 


— 7906140654 IE In»p Repts 50-416/79-04 V 50-417/79-04 on 790301-02 Mo 
noncomp I iance noted. Major areas inspected electrical control 
panel cable terminations, storage Zn laydown area* b QA 
program implementation 

RAUSCH, J K , HERPT, A R Region 2, Atlanta, Reactor Construction 

?i Engineering Support Branch 79/03/30 4pp 


7906210073 Forwardi IE Imp Rept 50-416/79-06 & 50-417/79-06 on 
790327-29. No noncomp I lance noted. 

MURPHY, C E Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/04/11 2pp, 


—7906210070 IE Insp Rept 50-416/79-06 50-417/79-06 an 790327-29 No 

none amp 1 lance noted Major areas inspected QA program 
imp 1 emen tat 1 on, s torag e & Laydown area s , turb 1 n e bldg roof, 
cable tray suppor ts. c one rate testing 4, snubber operation 
RAUSCK.vf K Region 2. Atlanta, Office af the Director 

HERD!, A R Region 3. Atlanta, Reactor Construction 4. 

Engineering Support Branch 79/04/11 5pp 


79060501S7 Ack receipt of IE Insp Repts 50-416/79-05 4, 30-417/79-05 on 
790306-09 No proprietary info 

MCOAUGHY, J P Mississippi Power «, Light Co 79/04/23 Ip 


—7906050133 Forwards IE Insp Repts 50-416/79-05 4- 30-417/79-05 on 
790306-09 No none omp 1 1 anc e noted 

MURPHY, C E Region 2. Atlanta, Reactor Construction U 

Engineering Support Branch 79/04/03 2p p 


—7906050140 IE Insp Rapts 50-416/79-03 He 50-417/79-05 on 790306-09 No 
no-ncpmp 1 iance noted Major areas Inspected plactrical 
components Z/ sys. e lec tr ic a I cables terminat ions, 
instrumentation f/ fire protection 

OIBDONS, T D . RUFF, A Q Region 2. Atlanta. Office of the 

Director flRYANT, J C Region 2, Atlanta. Reactor Censtruetion 

4, Engineering Suppoit Branch 79/04/03 3pp 


7906130144 Forwards IE Circular 79-07, "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/02 Ip 


7906010190 Acic receipt of 790 423 Itr informing NRC af steps taken to 
correct violations noted in IE Insp Repts 50—416/79-02 b 
50-417/79-02 

MURPHV, C E Region 2, Atlanta. Reactor Construction Engineering 

Support Branch 79/05/07 Ip 


—7906010195 Forwards IE Insp Repts 50-416/79-02 4s 30-417/79-02 on 
790212-15 notice of violation 

MURPHY.C E Region 2. Atlanta. Reactor Construction 8< 

Engineering Support Branch 79/03/22 2pp 


—7906010202 Notice of violation from Insp an 7*?02t2-t5 

a Region 2, Atlanta, Office of the Director 79/03/13 Ip 


►7906010205 IE Insp Repts 50-416/79-02 ft 50-4 17/79-02 on 790212-15 
Noncomp 1 iance noted failure to follow procedure for control 
of weld filler me to 1 

VANDOORN.R K , CONLON, T F Region S, Atlanta, Office of the 
Director 79/03/13 5p p 


7906260563 Forwards 1C Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/05/10 Ip 


7906220462 Responds to IE Bulletins 78-12, L2A t< 12D r« reactor pressure 
vessel wolds No discrepancies noted 
COHN, W C General Electric Co 79/05/U 3pp 


7906290773 Respond* to IE Bulletin 79-03, "Long i tud ina 1 Neld Defects in 
ASME SA-3i2 Type 304 Stainless Steel Piping " No such piping 
purchased from Youngstown Neldlng ft Engineering Co 
DALE* L F Mississippi Power ft Light Co 79/05/16 Ip 


7906230023 Ack receipt of IE Insp Repts 50-416/79-06 ft 50-417/79-06 on 
790327—29 No proprietary info 

MCOAUOHY, U P Mississippi Power ft Light Co 79/05/22 Ip 


7906220467 Responds to IE Bulletins 78-12. 12A ft 12Q re reactor 
pressure vessel wolds No archive weld matls available for 
verification purposes 

DALE.L F Mississippi Power ft Light Co 79/05/25 Ip 


6 Reportable occurrences. LCRs ft related correspondence 


7906200460 Submit* Imterlm deficiency rept re 4-inch ttd long radius 90 
degree elbow* Caused by mfg error Mat I having carbon content 
greater than specified was Identified w/low carbon steel 
number. Hill Issue final rapt by 790B2S 

DALErL F Mlssleslppl Power ft Light Co 79/05/21 Ip 


7906140365 Requests delay until 790713 to determine r epor tab i I I ty of 
possible deficiency re failure of switch assembly in 4,16 tV 
switchgear 

DALErM F Mississippi Power ft Light Co 79/05/29 ip 



UPWOlVCIIlU lillJVID 


7906J40403 Submits interim Kept 2 of potential Reportable Deficiency 
7^’05 improper draiJings luppiied by GE All termination, 
cabinet panels at site are bem^ ravieued against 
as'^shipped d-rauiings Final rept to be submitted 790431 

F Mississippi Power U Light Co 79/05/29 Ip 


790614-0437 Submits Interim Rept 2 of potehtial Reportable Deficiency 
79/04 inadequate crimping found in power generation control 
camplex i nterc onnec 1 1 ng cables Pinal rept will be submitted 
on 791115 

DALE- L F Mississippi Power It Light Co 79/05/29 Ip 


7906140429 Submits Interim Rept 2 for deficiency re failure bg CE to 
establish fy implernent approved OA program for electrical 
wor1i performed t/pgradedf OA manual approved Final rept bg 
790905 

DALE'L F Mississippi Power fc Light Co 79/06/01 Ip 


7906270219 Interim deficiency rept fai lure of several solid state 
devicesr part of Low voltage power circuit brealcers Mill 
complete insp 5- submit final rept bg 791031 
DALE.C F Mississippi Power fy Light Co 7'9-/O6/l0 Ip 


DOCKET 50-417 GRAMD GULF NUCLEAR 9 TAT ION. UNIT 2 


A Appl i cation/cons true t ian stage -documents 6 correspondence 


7906120355 Responds to 790627 1 fcr Forwards Affidavit of 6vc for 
d 1 str i-bution of Araend 30 

OALEfL F Mississippi Power U Light Co 79/06/04 2pp 


7906120253 Forwards "Sortimary of Environ Protection Program re Const of 
Grant Ou 1 f Nuclear Station" for sii montha ending 790430 
hCGAUGHYi J P Mississippi Power ^ Ligiit Co 79/06/06 tp 


—7906120256 "Summary of Environ Protection Program re Const of Grand 
Gulf Nuclear Station" for an months ending 790430 
* Mississippi Power U Light Co 79/06/06 3pp 


G Adjudicatory correspondence 


7906220376 Requests denial of inbervenor Municipal Energy Agency of MS 
790529 petition to show cause Util U affiliate Middle South 
EnergyWnc have complied ui/license conditions of CP 
CONNER.- T I? Conner, Moore 6 Corber 79/06/19 6pp 


M Antitrust correspondence 


790604-D201 Municipal Energy Agency of MS requests commencement of 
proceedings to require util to comply W/-CP license 
conditions re interconnect agreement Related correspondence 
w/D0-o> end 

MCDIARMlD..il C Splegei & McDiarmid 79/05/29 ISOpp 


Q Inspection reports* TE Bulletins ^ corraspondence 


7906070099 Forwards IE Insp Repts 50-416/79-03 4i 50-417/79-03 on 
790227-0301 No non c omp 1 i an< e noted 

SUTHERLANDrJ T Reg ion 2, Atlanta, Fuel Facility t« Materials 

Safety Branch 79/03/29 2 pp 


—7906070104 IE Insp Ropts SO- 416/79-03 t« 50-417/79-03 on 790227-0301 No 
noncomp 1 lane e noted Major areas inspected administra tive t* 
fligt contro 1 1 grounduia ter hydrology, s i to erosion It runoff 
review of monthly quarterly repts 

H UFH A li. J if Region 2* Atlanta. Fuel Facility U Materials Safety 

Branch CUNMINGHAMr A L Region 2. Atlanta, Office of the 

Director 79/03/20 4pp 


Loncroi 

panel cable terminations, s torage U Jaydouin areas ty QA 
program implementation 

RAUSCHrU K , MERDT.A R Region 2, Atlanta, Reactor Construction 

Si Engineering Support Branch 79/03/3G 4pp 


7906210073 Forwards IE Insp Rept 30-416/79-36 8< 50-417/79-06 «ti 
790327-29 No noncomp 1 ianca noted 

MURPHY. C E Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/04/11 2pp. 


—7906210070 IE Insp Rept 50-416/79-06 6 50-417/79-06 on 790327-29 No 
noficompl lance noted Major areas inspected OA program 
imp le/nentatian, storage 6 laydown areas, turb Ine bldg roof, 
cable tray supports, concrete testing V snubber operation 
RAUSCH, J K Region 2, Atlanta, Office of the Director 

HERDT,A R Region 3, Atlanta. Reactor Construction h 

Engineering Gupport Branch 79/04/11 5pp 


/906030I27 Ack receipt of IE Insp Repts 90-416/79-03 U 30-417/79-09 On 
790306-09 No proprietary info 

HCGAUGHY. J P Mississippi Power 6 Light Co 79/04/23 Ip 


— 7906050133 Forwards IE Insp Repts 50-416/79-03 fy 50-417/79-03 on 
790306-09 ffo noncompliance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction U 

Engineering Support Branch 79/04/03 2pp 


— 7906050HO IE Insp Repts 5D-416/79-05 ft 50-417/79-05 on 790306-09 No 
noncomp L lancB noted Majoi areas inspected electrical 
components ^ sys, e lec tr lea 1 cables ^ terminations, 
i nstrumenta tion U fire protection 

GlPDONS, T 0 . RUFF, A D Region 2, Atlanta. Office of the 

Director BRYANT, J C Region 2, Atlanta. Reactor Construction 

6 Engineering Support Branch 79/04/03 5pp 


7906130144 Forwards IE Circular 79-07. "Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase " No written response required 

□ ^REILLY, if P Region 2. Atlanta, Office Pf the Director 
79/05/02 Ip 


7906010190 Ack receipt of 790423 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/79-02 
50-417/79-02 

MURPHY, C e Region 2, Atlanta, Reactor Construction L EnginoaTinig 

Support Branch 79/05/07 Ip 


— 7906010I95 Forwards IE Insp Repts 50-416/79-02 50-417/79-02 on 

790212-15 *< notice of violation 

MURPHY, C £ Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch 79/03/22 2pp 


— 7906010202 Notice of violation from insp on 770212-15 

s Region 2, Atlanta, Office of the Director 79/03/15 Ip 


—7906010205 IE Insp Repts 50-416/79-02 A 50-417/79-02 on 790212-15 
Noncomp 1 iance noted failure to follow procedure for control 
of we Id tiller metal 

VANDOORNcP K . CONLON, T F Region 2, Atlanta. Office of the 
Director 79/03/15 5pp 


7906260563 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies '' 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/05/10 Ip 


7906290773 Responds to IE Bulletin 79-03. "Long! tud ifial Weld Defects in 
A8ME SA-312 Type 304 Stainless Steel Piping " No euch piping 
purchased from Youngstown Nelding Engineering Co 
DALE.L F Mississippi Power ?t Light Co 79/05/16 Ip 


7906230023 Ack receipt of IE Insp Repts 50-416/79-06 50-417/79-06 on 

790327-29 No pToprietaty info 

MCOAVGHV, J P Mississippi Power & Light Co 79/05/22 tp 


7906220467 Responds to IE Bulletins 7B-12, 12A U i2B re reactor 
pressure vessel welds No archive weld metis available for 
verification purposes 

DALE,U F Mississippi Power it Light Co 79/05/29 Ip 


5 Reportable occurrences, LERs it related correspondence 


7906200468 Submits Interim deficiency rept re 4-inch std long radius 90 
degree elbows Caused by mfg error Matl having carbon ceUtent 
greater than specified was identified w/low carbon steel 
number Mill issue final rept by 790B25 
DALE.L F Mississippi Power & Light Cq 79/05/21 Ip 


7906140365 Requests delay until 790713 to determine repor tab i I i ty of 
possible deficiency re failure of switch assembly In 4 16 kV 
switchgear 

DALE, H F Mississippi Power Light Co, 79/05/29 Ip 


7906140437 Submits Interim Rept 2 of potential Reportable Deficiency 
79/04 inadequate crimping found in power generation control 
complek interconnecting cables Final rept will be submitted 
on 791115 

DALE, L, F Miseisiippi Power 8c Light Co 79/03/29. Ip 
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7906140429 Submits Interim Hept 2 for deficiencij re failure bg OE to 
establish implement approved OA program for electrical 
work performed Upgraded QA manual approved Final rept bg 
790905 

OALEi L F Mississippi Pauer ^ Light Co 79/06/01 Ip 


7906270219 Interim deficiencg rept failure of several solid state 
devices! part of low voltage power circuit breakers Mill 
complete insp ^ submit final rept by 771031 
OALEiL F Mississippi Power & Light Co 79/06/10 Ip 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A App 1 ication/cons truct ion stage documents correspondence 


7906180135 Notification of 790515 meeting w/utll in DethesdaiMD to 
discuss neulg-reparted fault 

DROMERlCKiK A Light Water Reactors Branch 3 79/05/07 2pp 


7906290636 Summarg of 79DS1 S meeting u/util SStW in Dethesda.MD re 
bedrock fault in foundation areas 
JACK&ONrR E Geosciencos Branch 79/05/25 7pp 


I Financial information 


7906200374 Forwards annual financial repts for owner-licensees 
□ 'CONNOR^L A Northeast Utilities 79/06/15 3pp 


—7906200375 Annual Financial Rept 1978 

« Western Massachusetts Electric Co 79/12/31 I7pp 


—7906200376 Annual Financial Rept 1970 

« Hartford Electric Light Co, 79/12/31 2ipp 


■7906200377 Annual Financial Rept 1978 

e Connecticut Light U Power Co 79/12/31 2ipp 


J Insurance f/ indomnitg information 


7906190293 Forwards Endorsements 54 fA 53 to MAELU Pali eg MF-52 
CQNNELLj T Northeast Nuclear Energg Co (Northeast Utilities) 
79/06/12 3pp 


7906270241 Forwards Endorsements 59 60 to NELIA Policg NF-173 

SEOERi R M Northeast Nuclear Energg Co (Northeast Utilities) 
79/06/21 3pp 


7906280091 Forwards Endorsements 79 t' 60 to ANI Policy Nr-173 
SEOERiR.M Northeast Uti litlas 79/06/21 Ip 


-Q Inspection reports* Id Bulletins ^ correspondence 


7906100397 Forwards IE Infe Notice 79-10# "Noncomf orming Pipe Support 
Struts " No written response necessarg 

GRlERxB H Region 1# PhtUdelphiar Office of the Director 
79/04/16 Ip 


7906110019 Forwards IE HulUtin 79-050* "Nuclear Incident at 
THl-0uppl " No written response required 

ORIERrB K Region li Ph i iadclph ia* Office of the Director 
79/04/23 Ip 


7906120176 Forwards IE Info Notice 79-Hi "Lower Reactor Vessel Hoad 
Insulation Support Prabiem " No action required 
ORlERiB K Region 1# Ph i ladelph ia. Office of the Director 
79/05/07 2pp 


7906260124 Forwards IF Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

ORlERiB H Region 1# Phi ladelph la* Office of the Director 
79/03/n Ip 


7906290724 Responds to IF Bulletin 79-03 No welded pipe supplied bg 
Voungstoun Holding V Engineering in use or planned for use, 
CQUNSILiW, 0 Northeast Utilities 79/05/15 2pp 


DOCKET 50-424 ALVIN W VOOTLE NUCLEAR PLANT# UNIT 1 


A App 1 ication/cons truct ion stage documents ^ correspondence 


7906130327 Notifies that final rapt re ambed ass emb 1 ies# or ig Inal ly 
scheduled for submittal bg 790601(Wlll be delaged until 
790001 ^ 

EHRENSPEROERi W Georgia Power Co 79/06/01 Ip 


F Securitg, medical# etrergeneg ^ fire protection plans 


7906050297 Forwards fire hazai ds anaigsis Includes re-evaluat i on of 
other fire protection sgs.as requested In 70O93D Itr 
EHRENSPERGER# W Georgia Power Co 79/03/24 Ip 

d 

— 7906050300 Fire haiards anaigsis 

* Georgia Power Co 79/06/01 779p p 


0 Adjudicatorg correspondence 


7906260278 Ac li receipt of Georgians Against Nuclear Energy petition 
requesting reconstd erat ion of 7904 0 denial of earlier 
Georgians Against Nuclear Energy petition Forwards FR 
notice 

DENTON* H R Office of Nuclear Reactor Regulation 79/06/06 Ip 


— 7906260202 Notice of receipt h availability of 790501 petition from 
Georgians Against Nuclear Enei gg requesting reconsideration 
of denial of earlier Georgians Against Nuclear Energg 
p e tl tion 

DENTON,H R Office of Nuclear Reactor Regulation 79/06/06 Ip 


7906200097 Forwards Georgians Against Nuclaar Energg 790501 petition 
for racons id erat 1 on of request for suspension of CP FR 
notice end 

DENTON# H R Office of Nuclear Reactor Regulation 79/06/06 2pp 


H General correspondence 


790606G2G4 Requests revision to distribution list for CPPR-IOS 6^ 
GPPn-109 

EHRENSPERGER. W Georgia Power Co 79/05/30 2pp 
Q Inspection reports* IE Bulletins ^ correspondence 


7906100077 AeV receipt of IE Insp Repts 30-424/79-04 50-425/79-04 on 

790306-00 No proprietarg info 
STAFFAiR H Georgia Power Co 79/04/25 ip 


— 79061B0090 Forwards l£ Insp Repts 30-424/79-04 t* 50-425/79-04 on 
790306-00 No noncomp 1 lance noted 

MURPHVrC E Region 2# Atlanta# Reactor Construction I# 

Engineering Support Rranch 79/04/02 Rpp 


—7906180090 IE Insp Repts 50-424/79-04 & 50-42S/79-04 en 790306-08 No 
none amp 1 lane e noted Ma^or areas inspected IOCFR30 53 (b> 
items previous insp find ings# wa tor quality QG inspector 
training & steel fabrication shop mail control 

HUNT.M D Region 2# Atlanta# Office of the Director HERDTrA R 
Region 2# Atlanta# Reactor Construction t Engineering Support 
Branch 79/03/30 4pp 


7906140230 Responds to IE Bulletin 79-03 Submits info re pipe spools 
used in fabrication of piping subassemblies 
STAFFA, R H Georgia Power Co 79/05/09 2pp 


7906250435 Forwards IE Info Notice 79-12# "Attempted Damage to New Fuel 
Assemblies " 

O^RETLLY# J F Region 2# Atlanta# Office of the Director 

79/05/10 Ip 


DOCKET 30-425 ALVIN W VQOTLE NUCLEAR PLANT# UNIT 2 


A App 1 Icat loTi/cons true t Ion stage documents ^ correspondence 


7906138327 Notifies that final rept re embed assembl I os# or Ig Inal ly 
scheduled for submittal by 790601rwill be delaged until 
790081 

EHRENSPERGER# N Georgia Pou/er Ca 79/06/01, Ip 


F Security# medical# emergency ^ fire protection plans 


7906030297 Forwards fire hazards analysis Includes re-evaluat Ion of 
other fire protection sys#as requested In 700930 Itr 
EHRENSPERGER I N Georgia Power Co 79/05/24 Ip 


— 7906030300 Fire hazards analysis 

« Georgia Power Co 79/06/01 779pp 
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O Ad j ud tea c arr«&p dn-d enc e 


790^260576 Ack receipt of Oearjianc Agatn^t Nuclear Enersg petition 
ret^uestlng reconsideration of 790413 denial nf earlier 
Oeorjjiens Against Nuclear Energy petition Foruardi FR 
notice 

DENTON. H n Office of Nuclear Reactor Regulation 79/06/06 Ip 


—7906260202 Notice of receipt «< availotllitv t>f 790501 petition fronj 
Oeorgians Against Nuclear Energy requesting reconsideration 
of denial of earlier Georgians Against Nuclear Energy 
p etl tlan 

DENTON. H R Office of Nuclear Reactor Regulation 79/06/06 Ip 


79062S0097 Forwards Georgians Against Nuclear Energy 790501 petition 
for recontiderat 1 on of request for suspension of CP FR 
notice encl 

DENTON. H R Office of Nuclear Reactor Regulation 79/06/06 2pp 


-I General correspcndence 


7906060564 Requests revision to distribution list for CPPR-lOB 1. 
CPPR-109 

ENRENSP EAGER, U Georgia Potjer Co 79/05/30 2pp 


3 Inspection reports. IE Bulletins correspondence 


79061B0077 Act receipt of IE Insp Repts 50'-424/79-04 it 50-433/79-04 on 
790306-oa No proprietary Infa 
STAFFAiR W Georgia Pouer Co 79/04/25 Ip 


— 7906IB0090 Forwards IE Insp flepts 30-424/79-04 U 50-425/79-04 on 
790306-08 No noncacnp I ianc e noted 

MURRNY, C £ Region 5, Atlanta. Reactior Construction 1. 

Engineering Support Branch 79/04/02 Spp 

ft 

— 7906160093 IE Jfisp Repts 30-424/79-04 i. 50-425/79-04 on 790306-00 No 
noncompliance noted Major areas Inspected lOCFftSO SS(e) 
items previous insp find ings. water quality QC inspector 
training V steel fabrication shop mat! control 

HUHT.K D Region 2. Atianta, Office of the Director HERDT.A R 
Region 2. Atlanta. Reactor Construction & Engineering Support 
Branch 79/03/30 4pp 


7906140230 Responds to IE Bulletin 79-03 Submits info re pipe spools 
used In fabrication of piping subassemblies 
STAFF A, R U Georgia Power Co 79/05/09 2pp 


7906250435 Forwards IE Info Notice 79-12. ^'Attempted Damage to New Fuel 
Assemblies " 

O'REILLY.J P Region 2. Atlanta, afflce of the Director 
79/03/10 Ip 


DOCKET 50-433 UC- SANTA BARBARA RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


7906200344 Forwards r«pt on alterations to reactor facility Physical 
security plan being revised to reflect rept Rept withheld 
<ref 10CFR2 790) 

KROEe.R J. Californiar ITniv of. Santa Barbara 79/06/15 Ip 


J Insurance indemnity information 


790626G395 Forwards executed Amend 6 to Indemnity Agreement E-16. Amend 
4 to Indemnity Agreement E-58; Amend 8 to Indemnity Agreement 
E-53 U Amend 13 to Indemnity Agreement E-13 
0ENEB5. 8 vF Californiar Univ ofr BerJceley 79/06/21 5pp 


Q Inspection reportsi IE Bulletins L correspondence 


7906180459 Forwards IE Info Notice 79-12. “Attempted Oamege to New Fuel 
Assemblies “ No written response niceftsary 

ENOELKEN.-R H, Region 3. San Francisco. Office of the Director 
79/05/10. Ip 


7906060237 Forwards IE Circular 79-08. “Attempted Extortion - Low 
Enriched If “ 

EhiOELKENi R H Region Sen Frenclscoi Dffice of the Director. 
79/03/18 ip 


DOCKET 50-434 SUfiRV POWER STATION. UNIT 3 


U Congressional/Execu fc i ve Correspondence 


7906110367 Act receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taten re review of 
pipe stress reanalyses Discusses site-specific consideration 
for seismic events 

HENDRIE. J M Commission 79/05/21 2pp 


—7906110378 Act receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE, J M Commission 79/05/21 2pp 


—7906110390 Ack receipt of VA congressional delegation 790319 Itr r« 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE. J« Commission 79/03/21 2pp 


— 7906110362 Act receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
cons ideratlons for seismic events 
HENDRIE. J M Commission 79/05/21 2pp 


—7906110393 Ack receipt of VA congressional delegation 790319 Itr n 
Shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE. JH Commission 79/05/21 2pp 


— 7906110387 Ack receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
cons ideratlons for seismic events 
HENDRIE. J H Commission 79/05/21 2pp 


— 7906110390 Ack receipt of VA congressional delegation 790319 Itr rs 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE. J a Commission 79/0S/21 2pp 


— 7906110394 Ack receipt of VA congressional delegation 790319 Itr to 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE. J« Commission 79/05/21 2pp 


— 7906110397 Ack receipt of VA congressional delegation 790319 Itr ti 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE. J M Commission 79/05/21 2pp 


— 7906U0400 Ack receipt of VA congressional delegation 790319 Itr T* 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE. JM Commission 79/05/21 2pp 


— 7906110408 Forwards draft of proposed responses to 790319 Itr from 10 
VA congressional delegates re pipe stress analysis at 
facility f 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/01 9pp 


‘7906110411 Requests expedited review of piping stress reanalyses. 
independent from review of other three plants shut down for 
seismic-related issues 

BUTLER, C.M , DANIEL. R W . HARRIS, H E House of Rep 79/03/19 
2pp 


DOCKET 50-435 SURRY POWER STATION. UNIT 4 


U Congressional/Executive Correspondence 


7906110367 Ack receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific consideration 
for seismic events 

HENDRIE. J M Commissian 79/05/21 2pp 


—7906110378 Ack receipt of VA congressional delegation 790319 Ur re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses i ite-ipec If Ic 
considerations for seismic events 
HENDRIE, d M Commission 79/05/21 2pp 
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--790^110390 Ack rscexpt of VA c ong re«4 Iona 1 delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalt/ses Discusses site-specific 
considerations for seismic events 
HENDRIE.JM Commission 79/09/21 2pp 


— 7906110392 Ack receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIEiJ « Commission 79/03/21 2pp 

— •7906I103QS Ack receipt of VA congress i anal delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HSNDRIEiJ H Commission 79/03/21 2pp 


— 7906110387 Ack receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe Stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE, J « Commission 79/03/21 2pp 

— 7906110390 Ack receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRlEi J H Cammisslon 79/03/21 2pp 


*—7906110374 Ack receipt of VA Congress 1 ana I delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE/J H Commission 79/05/21 2pp 


— 7906110397 Ack receipt of VA congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE.Vtl Commission 79/03/21 2pp 


— 7906110400 Ack receipt of VA Congressional delegation 790319 Itr re 
shutdown of facilities Steps have been taken re review of 
pipe stress reanalyses Discusses site-specific 
considerations for seismic events 
HENDRIE.VH Commission 79/03/21 2pp 


—7906110400 Forwards for approval* draft of proposed responses to 790319 
Itr from 10 VA Congressional delegates re pipe stress 
ana iysi s at fac i 1 i ty 

DENTON*H R Office of Nuclear Reactor Regulation 79/03/01 3pp 


DDCKET 8TN-S0-437 FLOATING NUCLEAR PLANT 


A App 1 ication/cons true tion stage documents ^ correspondence 


7812050234 Submits Statement on actions re recommendations made by US 
Comptroller General in rept "Before Licensing Floating Nuc 
Pwr Plants*Many Answers are Needed." Forwards NRC Staff 
r esponsesi re lated correspondence ^ NURCG repts W/encl 
OOSSiCKiL V Office of the Executive Director for Operations 
7S/ 11/24 23pp 

7904050314 Forwards suppl to 9ER up to including Amend 26 6 fire 
protection evaluation rep t» Revl s Ion C Fire protection 
program meets std of General pesign Criterion 3 
KANAUERfS H Assistant Director for Plant Systems 79/03/19 
3pp 


7906260002 Confirms results of 790613 meeting re NRC licensing review 
Lists remaining action items 

KAOAp P D obsolete code 79/06/20 3pp 

■G Adjudicatory correspondence 


7906040410 Notion to establish schedule for filing of partial proposed 
findings of fact ^ conclusions of law Proposed schedule & 

Certificate af Svt one I 

COWAN. B Z , DOUGHERTY, r M - KENDRICK. J R Offshore Power Systems 
(subs of Westinghouse Electric Corp ) 79/04/04 3pp 

7906080136 Responds to A&LB 790404 inquiry re submittal of groposed 
findings of fact X/ conclusions of law Atlantic CountypNJ 
will submit findings State of NJ has not made final 
doclsion Certificate of Sve encl 

KENRICK. J n Eckert* Seamans. Chorin t- Melkott 79/04/12 4p p 


7906230178 Reviews relevance of St Lucio Investigative rapt transmitted 
790411 Rept prepared per NRC 771108 order 
REtS/E J Branch 3 79/09/02 2pp 


7906230239 Advises that NRC members involved in responding to board 
questions cantained in 790329 Itr have completed TMf 
assignments Uritten responses will be transmi t tod on or 
before 790921 

SQKINKI.S M Uranch 3 79/03/02 Ip 


7906220180 Oenif* NROC 790216 motion for summary disposition of 
licensee FES for mfg of floating nuclear plants No genuine 
issue as to any matl fact Grants cross-motions for summary 
disposition by applicant */ NRC 

WOLFE* S J Atomic Safety and -Licensing Appeal Panel 79/09/23 

1 Ipp 


Q Inspection reports. IF Bulletins correspondence 


7906290809 Forwards IE Info Notice 79-10. "Noncomf oreii ng Pipe Support 
Struts “ 

O'RElLLViJ P Region 2. Atlanta. Office of the Director 

79/04/16 Ip 


7906290366 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

O'REILLVfJ P Region 2i Atlanta. Office of the Director 

79/03/10 tp 


U Congress lona l/Ex ecut Ive Correspondence 


7906260109 Responds to 790404 Itr which forwarded KT Bridges 790312 Itr 
re floating nucleat power plants Forwards EIS of floating 
power plants indicating no unacceptable impact on marine 
biota or man W/o encl 

GOSSICK.L V Office of the Executive Director for Operations 
79/05/14 3pp 


DOCKET 50-430 QELLEFQNTE NUCLEAR PLANT* UNIT I 


A Appl Ication/f 


7906230063 Submits ACRS consultant 790416 rept on containment shell 
buckling criteria 

SAERiR L Light Water Reactors Branch 2 79/09/23 12pp 


7906230199 Notification of 790600 meeting w/wtil in BethesdarMD to 
discuss addl (nfd re core-debris distr ibut) un* michani sms fer 
dispersion ^ related dose calculation 

HAVFTjC a Envlroninental Projects Branch i 79/09/29 tp 


7906110171 Forwards Revision I to 790317 cor* ladle ropfc (OPS Rept 
36A39) 

HAGAi P B Offshore Power Systems (sobs of Westinghouae Electric 
Corp ) 79/06/06 Ip 


— 7906110173 Revision I to 790317 core ladle rept (OPS Rept 36A39) 

■e Northern Indiana Public Service Co 36A99 79/06/06 3Spp 


7906100446 Ack receipt of NRC 790317 rppt of 790307-00 meeting, 
Rept 36AS9 4- PDR Amend 27 contain definitive criteria for 
reverlne bi estuarine sites 

HAGAi P 8 obsolete code,., 79/06/06 Ip 
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— 7S06140445 IE Insp ftapts 50-438/79-04 & 30-439/79-04 on 790312-15 No 
none o<np 1 i^nc e noted Major areas inspected const status ai 
inta)ce structures U canals Zr site audit program 

14R1GHT.R U . HEEDT. A R Region 2« Atlanta. Reactor Construction 

8» Engineering Support Branch 79/03/23 6pp 


790^250353 Forwards IE Insp Ropts 50-43B/79-06 U 30-439/79-0A on 
790403-06 No noncompliance noted 

KURPHVrC E Region 2. Atlanta* Reactor Construction Si Engineering 

Support Branch 79/04/24 2pp 


— 7906250353 IE Insp Rept 30-439/79-06 t< SO-439/79-06 on 790403-06 No 
noncomp 1 lance noted Major areas inspected structural steel 
structures V supports S* Unit 2 containment liner plate« 
including revieu of uork observation & c^ualiftg records 
BRYANT. J C . UALLfSH. E J Region 3/ Atlanta. Reactor 

Construction if Engineering Support Branch 79/04/23 Ip 


7906210096 Responds to IE Bulletin 79-03 Investigation shows no piping 
in use or planned for use in saf etii-rela ted sys Effort in 
progress to locate any ASKE SA-312 Type 304 piping supplied 
by Youngstown Uleldlng U Engineering Co 

OILLELANO. J £ Tennessee Valley Authority 79/05/14 Ip 


7906220169 Act receipt of 790309 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-43B/79*'05 fc 
30-439/79-05 

MURPHY*C E Region 2. Atlanta* Reactor Construction if Engineering 

Support Branch 79/05/14 Ip 


— 790622018S Responds to NRC 790412 Itr re violations noted in lE Insp 
Repts 50-438/79-03 t SO-439/79-05 Corrective actions 
informed by Prairie Tant of certified tests rept & removal 
of persannal qualification records 

OILLELAND.J E Tennessee Valley Authority 79/05/0B 2pp 


7906220234 Forwards IE Insp Repts 50-438/79-05 *, 50-439/79-05 on 
790327-30 ^ notice of violation 

hlTRPHVrC E Region 2* Atlanta. Office of the Director 
79/04/12 2pp 


—7906220239 Notice of violation from Insp on 790327-30 

« Region 2. Atlanta* Office of the Director 79/04/12 Ip 


--7906220242 IE Insp Repts 50-430/79-08 SO-439/79-05 on 790327-30 

Noncomp 1 lance noted missing uelding filler metal certificate 
h inspector qual j f l cat i on records 

VANDORN. P K Region 2* Atlanta* Reactor Operations Nuclaar 

Support Hrahcb CONLON.T £ Region 2* Atlanta. Reactor 

Construction Engineering Support Branch 79/04/12 7pp 


S Reportable occurrences. LERs if related correspondence 


7906140420 Forwards deficiency rept re blown fuses in low voltage 
swl tchgear 

OILLELAND.J E Tennessee ValUy Authority 79/05/25 Ip 


--7906140423 First interim deficiency rept blown fuses in low voltage 
sultchgear Cause unknown, Uti 1 informed Uestinghouse L 
requested investigation of problem 
* Tennessee Valley Authority 79/05/25 ip 


7906130221 Provides first interim rept re seismic response for primary 
branch lines which may not be conservative Eepects to submit 
neat rept by 790727 

OILLELAND.J E Tennessee Valley Authority 79/06/07 2pp 


0 Inspection reports. IE Bulletins tf correspondence 


7906150034 Forwards lE Insp Repts 30-438/79-03 h 30-439/79-03 on 
790220-23 No noncompliance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction £i Engineering 

Support Branch 79/03/27 2pp 


— 7906150039 IE Insp Repts 50-438/79-03 ?« 50-439/79-03 on 790220-23 Mu 
honcomp 1 lance noted Major areas Inspected quality records & 
observation of work on reactor coolant pressure boundary 
piping i 

BLAKE. J J , KLEINSORCE, W P . CONLON, T E Region 2, Atlanta. 

Reactor Construction Engineering Support Branch 79/03/26 5pp 


7906140641 Forwards IE Insp Repts 50-438/79-04 tf 50-439/79-04 an 
790312-15 No noncompl lanc e noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction Engineering 

Suppart Branch 79/03/30 2pp 


— 7906140643 IE insp Repts 50-433/79-04 tf 50-439/79-04 on 790312-13 N[> 
noncomp 1 lance noted Major areas inspected const status of 
intake structures 6- canals t- site audit program 

URIGHT.R U . MERDT. A R Region 2. Atlanta. Reactor Construction 

(c Engineering Support Branch 79/03/23 6pp 


7906250332 Forwards IE Insp Repts 30-43B/79-06 Ta 50-439/79-06 an 
790403-06 No noncomp 1 lanc e noted 

MURPHY.C E Region 2. Atlanta. Reactor Construction Engineering 

Support Branch 79/04/24 2pp 


—7906230355 IE Insp Rept 50-439/79-06 U 50-439/79-06 on 790403-06 ^o 
noncompliance noted Major areas inspected structural steel 
structures 6 supports 6 Unit 2 containment iiner plate, 
including review of work observation 6 qualifty records 
BRYANT. J C , VALLISH.E J Region 2, Atlanta. Reactor 

Construction V Engineering Support Branch 79/04/23 Ip 


7906210098 Responds to IE Bulletin 79-03 Investigation shows no piping 
in use or planned in safety-re iated sys Effort in progress 
to locate any ASME SA-312. Type 304 piping supplied by 
Youngstown Melding b Engineering 

OILLELAND.J E Tennessee Valley Authority 79/03/14 Ip 


7906220169 Ack receipt of 790508 itr Informing NRC of steps taken Ifl 
correct violations noted in IE Insp Repts 50-430/77-05 ^ 

50-439/79-05 

MURPHY.C E Region 2. Atlanta. Reactor Construction if Englnairiny 

Support Branch 79/05/14 Ip 


—7906220103 Responds to NRC 790412 Itr re violations noted in IE Imp 
Repts 30-438/79-03 8. 50-439/79-03 Corrective actions 
informed by Prairie Tank of certified tests rept 4- removal 
of personnel qual if icat ion records 

OILLELAND.J E Tennessee Valley Authority 79/05/09 Spp 


—7906220234 Forwards I£ Insp Repts 30-430/79-05 |< 50-439/79-05 on 
790327-30 U notice of violation 

MURPHV.C £ Region 2. Atlanta. Office of the Director 
79/04/12 2pp 


— 790622023B Notice of violation from insp on 790327-30 

* Region 2. Atlanta. Office of the Director 79/04/12 Ip 


—7906220242 IE Insp Repts 50-438/79-05 U 50-439/79-08 on 790327-30 
Noncompliance noted missing welding filler metal certificate 
k inspector qualification records 

VANDORN. P K Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch CQNLON. T £ Region 2. Atlanta. Reactor 

Construction h Engineering Support Branch 79/04/12 7pp 


6 Reportable occurrences. LERs |< related correspondence 


7906140420 Forwards deficiency rept re blown fuses in low voltage 
swl tchgear 

OILLELAND.J E Tennessee Valley Authority 79/03/23 Ip 


’"“7706140423 First interim deficiency rept blown fuses in low voltage 
switchgear Cause unknown Util informed Nest inghause Ic 
requested investigation of problem 
a Tennessee Velley Authority 79/05/25 Jp 


7906130221 Provides first interim rept re seismic response for primary 
trench lines which may not be conservative Expects to submit 
next rept by 790727, 

OILLELAND.J E Tennessee Valley Authority 79/06/07 2pp 


79062SD279 Forwards final Interim deficiency rept re pipes embedded in 
structural concrete 

OILLELAND.J £ Tennessee Valley Authority 79/06/15 Ip 
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— 79062502B1 Final Interim deficiencij rept pipe« embedded in structrural 
concrete Review confirmed that no conduit.pipe sue or 
spacing violation impaired structural integntg 
« Tennessee Valleg Authority 79/06/lS 2pp 


7906280113 Forwards final deficiency ropt re failure of cadtueld sister 
splice rebar to meet ASTM A613 strength requirements 
OILLELAND- J E Tennessee Valleg Authority 79/06/22 2pp 


— 7906260114 Final deficiency rapt failure of cadueld sister splice rebar 
to meet ASTM A615 strength requirements Rebar in failed 
splices is not representative of rebar used in permament 
struc ture 

tt Tennessee Valley Authority 79/06/22 Ip 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT I 


M Antitrust correspondence 


79062S0266 Notifies that certain documents were removed from A8LAB 
secretary's dest by unauthoriied person Documents found 
in another ofc Investigation initiated 

DUFLQ, H E Atomic Safety and Licensing Appeal Panel 78/10/02 

2pp 


-7906220270 Forwards ABLAB memo issued In Davis-Besse U Perry proceeding 
re missing papers In ofc 

ROSENTHALi A S Atomic Safety and Licensing Appeal Panel 
70/10/03 tp 


-*-7906220277 Forwards 701107 reptr "Investigation of Unauthoriied Removal 
of ASLAB Documents *' flept withheld (ref FQIA Exemptions 7A t> 

?£) 

CUMMlNOSeJ J Office of Inspector «< Auditor 70/11/10 Ip 


-7906220205 Provides info re limited inquiring in loss or theft of ASLAB 
sensitive documents Info partly withheld due to enforcement 
proceedings (ref FOIA Exemptions 7A 7E) 

ATWELL, T L Division of Security 78/10/05 2pp 


—7906220302 Provides summary of investigation into alleged removal of 
documents from-^&LAB ofcs Info partly withheld due to 
enforcement proceedings (ref FOIA Exemptions 7A it 7E) 

ABBTON, □ 0 Office of Inspector it Auditor 76/11/07 4pp 


— 7906220320 Comments on Ofc of Inspector i< Auditor rept re investigation 
of document removal Info partly withheld due to enforcement 
proceedings (ref FOIA Exemption 7A) 

ROSENTHAL, A 8 Atomic Safety and Licensing Appeal Panel 
78/11/03 2pp 


--7906220336 Responds to 731107 memo re investigation of document 
removal Info partly withheld due to enforcement proceedings 
(ref FOIA Exemption 7A) 

BURGH,C L Division of Security 70/12/04 2pp 


— 7906220349 Comments on Ofc of Inspector U Auditor rept re investigation 
of document removal Info partly withheld due to enforcement 
proceedings (ref FOIA Exemption 7A 7E) Forwards Maehlngton 
Post 790120,0213 & 23 articUi 

HURNEYrTF Office of Inspector it Auditor 79/02/2B 7pp 

—7906220364 Comments on Ofc of Inspector Auditor rept re investl gatl or 
of document removal Info partly withheld due to enforcement 
proceedings (ref FOIA Exemption 7E) 

CUMMINOBxJ Office of Inspector it Auditor 79/06/22 2pp 
Q Inspection reports, IE Bulletins t* correspondence 


7906010333 Forwards IE Insp Repti 30-440/79-02 30-441/79-02 on 

790313-16 No noncomp 1 lane a noted 

FIORELLliO Region 3, Chicago, Reactor Construction U Engineering 

Support Branch 79/04/04 2pp 


— 7906010336 IE Insp Repts 30-440/79-02 8^ 30-441/79-02 on 790313-16 No 
n.oncofflp 1 lance noted Major areas Inspected audit 
observations^ revi «w of Ernst-Cometocli QA implementing 
procedures it. quality records relative to civil activities 
HAWKINS, F C I HAVES, D U Region 3, Chicago. Office of the 
Director 79/04/02 llpp 


7706070048 Responds to IE Bulletin 79-03 No A6ME eA-312 Types 304 U 316 
piping used 

OAViDSONrD R Cleveland Electric Illuminating Co 79/03/02 Ip 


7906120097 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required. 

KEPPLER,J 0, Region 3. Chicago, Office of the Director. 79/03/07 

ip 


7906190086 Forwards IE Info Notice 79-12, ^’Attempted Damage to New Fuel 
Assemb lies " 

KEPPLERiJG Region 3, Chicago. Office of the Director 79/05/11 

tp 


7906130090 Forwards IE Bulletin 79-lJ, "Faulty Ovaregrrent Trip Device 
in Circuit Breakers for Engineered Safety 8ys " Licensee 
action required 

KGPPLERxJG Region 3. Chicago. Office of the Director 79/05/22 

tp 


7906200101 Forwards IE Info Notice 79-13. "Indication of Low Hater 
Level in Oyster Creek Reactor *' 

KEPPUER, J 0 Region 3. Chicago. Office of the Director 79/03/29 

Ip 


8 Reportable occurrences, LERs V related correspondence 


7906080257 Summariies status of evaluation of significant deficiency re 
St-M Cons true tors, I nc OA program Work on intake structures 
contl nuingi f 1 na 1 rept delayed until 790B31 

DAVtOSON^D B Cleveland Electric Illuminating Co 79/05/29 Ip 


DOCKET SO-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


M Antitrust correspondence 


7906220266 Notifies that certain documents were removed from ASLAD 
secretary's desk by unauthoriied person Documents found 
in another ofc Invest i gat ion initiated 

OVFLO.M E Atomic Safety and Licensing Appeal Panel 78/10/02 

2pp 


—7906220270 Forwards ASLAB memo issued in Davis-Desse V Perry proceeding 
re missing papers in ofc 

R08ENTHAL, A S Atomic Safety and Licensing Appeal Panel 
70/10/03 Ip 


—7906220277 Forwards 701107 rept, '’Investigation of Unauthoriied Removal 
of ASLAB Documents " Rept withheld (ref FOIA Exemptions 7A i 
7E) 

CUMrtlNOS, J J Office of Inspector 8* Auditor 70/11/10 tp 


—7906220285 Provides info re limited inquiring in loss or theft of ASLAD 
sensitive documents Info partly withheld due to enforcement 
proceedings (r«f FOIA Exemptions 7A & 7£} 

ATWELL, T L Division of Security 78/10/05, 2pp 


—7906220302 Provides summary of investigation into alleged removal of 
documents from A6LA0 ofcs Info partly withheld due to 
enforcement proceedings (ref FOIA Exemptions 7A ^ 7E> 

ABBTON, a 0 Office of Inspector it Auditor 70/11/07 4pp 


—7906220320 Comments on Ofc of Inspector L Auditor rept re Investigation 
of document removal Info partly withheld due to enforcement 
proceedings (r«f FOIA Exemption 7A) 

ROSENTHAL. A 8 Atomic Safety and Licensing Appeal Panel 
78/U/Oa 2pp 


— 7906220336 Responds to 781107 memo re investigation of document 
removal Info partly withheld due to enforcement proceedings 
(ref FOIA Exemption 7A> 

DURCHiC L Division of Security 78/12/04 2pp 


—7906220349 Comments on Ofc of Inspector I* Auditor rept re inves t igation 
of document removal Info partly withheld due to enforcement 
proceedings (ref FOIA Exemption 7A V 7E> Forwards Ifashington 
Post 790128,0213 & 25 articles 

HURNEY.r F Office of Inspector 1< Auditor 79/02/20 7p p 


—7906220364 Comments on Ofc of Inspector Auditor rept re Investigation 
qf ifocument removal Info partly withheld due to enforcement 
proceedings (ref FOIA Exemption 7E> 

CONMINQS.J J Office of Inspector V Auditor 79/06/22 2pp. 


0. Inspection reports, IE Bulletins 4< correspondence 


7906010333 Forwards IE Insp Repts 50-440/79-02 it 50-441/79-02 on 
790313-16 No noncompL lance noted 

FI(]RELLI,G Region 3, Chicago, Reactor Construction it Engineering 

Support Branch 79/04/04 app 


—7906010336 IE Insp Repts 50-440/79-02 it 30-441/79-02 on 790313-16 No 
noncomp 1 lance noted Major areas inspected audit 
observations, review of Erne t-Coms tact QA implementing 
procedures quality records relative to civil activities 
HAUKZNS.F C , HAVES. D N Region 3, Chicago, Office of the 
Director. 79/04/02 llpp 
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7906070048 Responds to IE RulUttn 79-03 No ASHE SA.-313 T<|pes 304 t 
piping used 

OAVIOSOM, D R CleveUnd Electric I H uailo^t ing Co 79/05/03 Ip 


7906120097 Forwards f£ Info Notice 79-1 1» “Louer Re.actor v^essej Mead 
Insulation Support Problem “ No action reciuired 

KEPPLER. J G Region 3, Chicago. Office of the Director 79/03/07 
IP 


790619003& Forwards IE Info Notice 79-f2< “Attempted Damage to Neu Fuel 
Assemblies " 

KEPPLER. J G Region 3.. Chicago. Office of the Director 79/03/11 

IP 


7906130090 Forwards IE Bulletin 79- H . ''Faulty Dvercurrent Trip Device 
in Circuit Breaters for Engineered Safety Sys " Licensee 
action required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/05/22 
IP 


7906200101 Faruiards lE Info Notice 79-13, “Indication of Low Mater 
Level in Oyster Creak Reactor “ 

KEPPLERf J 0 Region 3* Chicago. Office of the Director 79/D5/29 

Ip 


S Reportable occurrences, LERe & related correspondence 


79D-60B0237 Summarires status of evaluation of significant deficiency re 
SicH Cons true t or « I I nc OA program Monk an intake structures 
eontinu i ngi # inal rept delayed until 790931 

DAVIDSON. D R Cleveland Electric Illuminating Co 79/0S/S9 Ip 


DOCKET 50-443 SEABROOK NUCLEAR fiTATlQN. UNIT 1 


A Appl Lca t ion/< onstr uction stage documents 4^ correspondence 


79060B0282 Responds to NRC 79Q324 request Forwards matl Danger 
Hgdpo-Elec tr ic Co filed under Amend 39 of license 
app I ic at 1 0 n . d td 793315 Requests expedited antitrust review, 
in order t« complete processing of new Amend 4D 
ftlTSHERf J A Ropes & Dray 79/0S/S9 4pp 


0 Adjudicatory correspon tf ence 


79D62i0D47 Motion for extension until 770411 bo prepare response to 
ALAB-507 

SCINTO.J F Hearings Division 79/04/02 2pp 


—7906210060 Responds to 790322 request for info re status of rulematlng 
proceeding to develop value for radon In Table S-3 Rept 4« 
proposed rule will be sent to NRC by 790406 Rule does net 
address health effects of radon releases 
CHRIRTENDURY.^ Hearings Division 79/03/26 34pp 


7906050034 Lists reasons far nonparticipation In tclenilc design 
proceedings Relates Till incide-nt to 9SE studies by public 
Sve Co of NH Forwards comments re fc ill tyi presented to 
CemmisfioneT DL Ray. but not allowed as evidence 
WerNMOLD. E H Affiliation Unknown 79/04/30 i2pp 


7906050136 Forwards Seacoast Anti-Pollution League 790S02 request 
for order to show cause re suspension or revocation of CPs 
BACKUS. R A 0 'Nelli Backus. Splelman 79/03/02 Ip 


--7906050139 Request by Seacaast Anti-Po 1 1 utior League for order to shoi/ 
cause re suspension or revocatijjh of CPs Certificate of avc 
etxcl 


7906010276 Suspends further consideration af alternative site Issufidgt 
to appeals court finding that cooling towers were not 
required 

DUFLOrM E Atomic Safety and Licensing Appeal Panel 79/03/14 

app 


7906210095 NRC motion for summary disposition re radon issue leas In 
error) ALAB-540 consolidated only 5 of 16 cases Denies NfiC 
motion as to parties in other proceedings Certificate of Sve 
enc 1 

DUFLO. M E Atomic Safety and Licensing Appeal Panol 79/03/25 
3pp 


H Genera 1 correspondence 


7906070065 Aclt receipt of 79032S 1 tr to J Deutch of DOE re use ot 
velocity caps Discusses capability pf velocity caps to 
withstand northeasters if other damaging storms 

DEVQUKG.R C Division of Bite Safety t/ Environmental Analysis 
79/04/14 4pp 


[ Financial information 


7706060246 Forwards Buppl 1 to Amend 40 W/supporting documentation, 
including financial qualifications of several utils re 
partial transfer of ownership 
RPTSHER.x/ A Ropes it Gray 79/06/05 Ip 


— 7906060253 Forwards info re Suppl I to Amend 40 if request for par till 
transfer of CPPR-135 6 CPPR-136 Forwards “Annual Financial 
Rept 1978“ for utils 

HERRILI-. D N Public Service Co of New Hampshire 79/06/01 /Pf 


—7906060236 “Annual Financial Rept 197G " Supplemental info enc I 
* Central Vermont Public Service Corp 78/12/31 200pp 


—7906060239 “Annual Financial Rept 1973 " Supplemental Info end 
* Green Mountain Power Corp 79/12/31 lODpp 


--7906060S63 "Annual Financial Rept 1973 “ Supplemental info end 
* Bangor Hydro-Electric Co 70/12/31 llOpp 

—7906060267 “Annual Financial Rept 1973 “ Supplemental info enc I 
» Central Maine Power Co 70/12/31 I75pp 


—7906060268 “Annual Financial Rept 1973 “ Supplemental info end 
e Taunton Hunicipai Lightini Plant 70/12/31 S4pp 


7906190317 Forwarde annual finarvclal repts for each facility 
par t-own«r 

RITSHER. JA Ropes t- Gray 79/06/18 2pp 


— 7906190323 “Annual Financial Rept 1970 ” 
a Northeast Utilities 78/12/31 4app 


—7906190328 “Annual Financial Rept 1979 ” 

HUEHMER. H Hudson Light 1* Power Dept 76/12/31 55pp 


—7906190340 “Annual Financial Rept 1970 “ 

e Eastern Utilities Associates 73/12/31 40pp 

—7906190343 “Annual Financial Rapt 1978 “ 

a Fitchburg Oas U Electric Light Co 78/12/31 20pp 


—7906190346 “Annual Financial Rept 1970 '* 

a Vermont Electric Coopfretive. Inc 70/12/31 24pp. 


—7906190381 “Annual Financial Rept i978 “ 

a Naesachf/sette Municipal Hholesale Co 70/12/31 40pp 


—7906190367 “Annual Financial Rept 1970 “ 

* Uni tad Illuminating 70/12/31. S8pp 


— 7906190374 “Annual Financial Rept 1970 “ 

a New England Oas 6 Electric Assec 70/12/31, 36pp 


—7906190373 “Annual Financial Rept 1978 “ 

* Maine Public Service Co, 70/12/31 a4pp 


^“^6190379 “Annual Financial Rept 1977-70 “ 

Varmunt Electric Power Co. r Inc. 78/12/31 13pp 


>344 Forward* annual financial repts for Public 9vc Co of NH.New 

ind PQUier Co & Vnlted 11 1 uminating 

lER. J A Ropes It Gray 79/06/22 220pp 
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— 790^250301 “Annual Financial Ropt 1977" ?« SEC Form lO-K 

* Public Service Co of Neui Hampshire 77/lS/3t 5@pp 


— 7906250302 “Annual Financial Rapt 1970 " 

« Public Service Co of Neu Hampshire 7B/l2/3i Slpp 


-“7906250305 “Annual Financial Rapt 1977“ & SEC Form 10-K 
* Neu Engtanii Pouer Co 7B/12/31 43pp 


—7906250309 "Annual Financial Rapt 1978“ U SEC Form lO-K 
a Neui England Pouer Co 78/12/31 45pp 


—7906250392 “Annual Financial Rept 1977'' 6 SEC Form lO-K 
* United Illuminating 77/12/31 63pp 


— 7906250394 "Annual Financial Rept 1970" 6 SEC Form tO-K 
» United Illuminating 70/12/31 51pp 


H Antitrust corresp ondence 


7906290816 Discusses impact of Amend 40 to CP Oang or Kgdro Electric 
will no longer be de minimus applicant Public Svc Co of 
NH should submit answer to Question 9 of App Lil0CFR504an 
bahalf of Bangor Hydro Electric 

TOALSTOMiA Antitrust tr Indemnity Group 79/05/24 Ip 


a Inspection reports^ IE Bulletins U correspondence 


7906140574 Forwards IE Insp Ropt 50-443/79-04 50-444/79-04 on 

790312-13 No noncompliance noted 

CARLSON^ R T Region l< Ph i ladeiph ia« Reactor Construction h. 

Engineering Support Branch 79/04/u 2pp 


— 7906140582 IE Insp Rept 50-443/79-04 ?- 30-444/79-04 on 790313-13 No 
noncomp 1 iance noted Major areas inspected const work in 
progress it licensee action on previous insp U findings 
MCOAUOHYiR M . MCBREARTY. R A i F0L8DM, J A Region 1. 

Philadelphia! Reactor Construction & Engineering Support Branch 
79/04/10 4pp 


7906100416 Forwards IE Info Notice 79-IO» “Noncomf orming Pipe Support 
Struts " No written response necessary 

OniER.B H Region li Ph i lade Iph ia. Office of the Director 
79/04/16 Ip 


7906110041 Forwards IE fiuUetin 79-05D- "Nuclear Incident at 
TMI“8uppl " No written response required 

CRIER^B H Region li Ph i ladelph la« Office of the Director 
79/04/23 Ip 


7906010130 Act receipt of 790316 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 80-443/79-02 U 
50-444/79-02 

CARLSQNrR T Region li Philadelphia. Reactor Construction U 

Engineering Support Branch 79/04/S6 Ip 


—7906010134 Responds to NRC 790316 Itr re violations noted In IE Insp 
Repts 50-443/79-02 & 50-444/79-02 Corrective actions 
clarifies wording of two statements in insp repts 
HASELTINE.J 0 Public Service Co of New Hampshire 79/03/16 
3pp 


7906120198 Forwards IE Info Notice 79-U. "Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 
ORIERrB H Region Ph i lade Iph ia. Office of the Director 
79/05/07 2pp 


7906260156 Forwards IE Info Notice 79-12i "Attempted Damage to Now Fuel 
Assemblies " 

ORIERfB H Rtglon Ir Ph 1 lade Iph iar Office of the Director 
79/05/li. Ip 


/906290782 Responds to IE Bulletin 79-03 Pipes mfg by Youngstown 
Uelding ii Engineering Co ere being used ^ will he 
u I trasonically tested in accordance w/Dravo Procedure 
ESH-UT-4 

SHCPARDf A H Public Service Co of New Hampshire 79/05/11 2pp 


7906290667 Responds to IE Bulletin 79-07 Nestinghovse does not employ 
algebraic summation techniques for response spectrum modal 
analysliihor do tine history analysis techniques employ 
earthquake directional motions 

SHEPARD. A « Public Service Co of New Hampshire 79/05/24. 5pp 


S Reportable occurrencos. LERs V related correspondence 


7011090147 Forurarde subj facils refueling water storge tank design 
deficiency rept 

JOHNSON. W P Public Service Co of New Hampshire 70/10/27 Ip 


DOCKET 50-444 SEA BROOK NUCLEAR STAY 1 ON i UNIT 2 


A App 1 ication/cone true 1 1 on stage documents & correspondence 


7906080282 Responds to NRC 790524 i equeat Forwards matl Bangor 
Hydro-Electric Co filed under Amend 39 of license 
app L lea tion. d td 780513 Requests etpedited antitrust review, 
in order to complete processing of new Amend 40 
RUSHER. J A Ropes 6 Gray 79/05/39 4pp 


G Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB-S09 

SCINTO, JF Hearings Division 79/04/02 2pp 


--7906210060 Responds to 790032 request for info re status of rulemaking 
proceeding to develop value for radon in Tabic S-3 Rept t 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CMRISTENBURY, E Hearings Division 79/03/26 34pp 


7906050034 Lists reasons for nonpartl c i pat 1 on in seismic design 
proceedings Relates TMI incident to BSE studies by Public 
Svc Co of NH Forwards comments re fc i 1 ity i presented to 
Commissioner OL Ray. but not allouod as evidence 
WE IN HOLD. E H Affiliation Unknown 79/04/30 I2pp 


7906050136 Forwards Seacoast Anti-Pollution League 790502 request 
for order to show cause re suspension or revocation of CPs 
BACKUS. R A O'Neil. Backus. Spielman 79/05/02 Ip 


— 7906050138 Request by Be^coast Anti-Pollution League for order to show 
cause re suspension or revocation of CPs Certificate of Svc 
end 

BACKUS.R A O'Neil. Backus. Splelman 79/05/02 I6pp. 


790604004S Responds to 790322 petition No proceeding to revoke CP will 
be inltiatod 

DENTON. K R Office of Nuclear Reactor Regulation 79/05/00 tp 


—7906040054 Forwards Clamshell Alliance petition asking NRC to revoke 
CP Suggests response be in Itr format Ofc of Executive Legal 
Director will be available for assistance in preparing 
response 

MORRAV, JP Rulemaking & Enforcement Division 79/04/24 Ip 


— 79O6OdOO50 Forwards Clamshell Alliance petition for appropriate 
action Petition asks NRC to revoke CP 

CRIER. B H Region 1. Ph i lade Iph ia. Office of the Director 
79/04/03 2pp 


— 7906040069 Petition to revoke CP 

« CUmsheli A1 llance 79/03/22 3pp 

7906010276 Suspends further consideration of alternative Site issue. due 
to appeals court finding that coaling towers were not 
required 

DUFLO.M E * Atomic Safety and Licensing Appeal Panel 79/05/14 

0pp 


7906210095 NRC motion for summary disposition re radon issue was in 
errorj ALAO-540 consolidated only 5 of 16 cases Denies NRC 
motion as to parties In other proceedings Certificate of Svc 
end 

PVFLO. M E Atomic Safety and Licensing Appeal Panel 79/05/25 
3pp 

H General correspondence ' 


7906070065 Ack receipt of 790325 Itr to J Doutch of DOE re use of 
velocity caps Discusses capability of velocity caps to 
withstand northeasters other damaging storms 

PEVOUNGrR C Division of Site Safety t. Environ-ntnta 1 Analysis 
79/04/14 4pp 

I Financial information 


7906060246 Forwards Suppl L to Amend 40 W/supportihg documentation. 
Including financial qua I if icat i ons of several utils re 
partial transfer of ownership 
RITBHER.J A Ropes 6 Gray 79/06/09 Lp 
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DOCKETED ITEMS 


— 7<?06040a53 Forwards it\fo ro Suppl 1 to Amend AO te reqtfast for partial 
transfer of CPPR-*35 h CPPR~136 Forwards “Annual Financial 
Rept 1978" for ijtlls 

MERRlI^LiD N Public Service Co of N«u Hampshire 79/06/01 7pp 


— 7906060256 “Annual Financial Rept 1970 " Supplemental info arc 1 
* Ca-ntrai Vermont Public Service Corp 78/12/31 SOOpp 


— 7906060239 '‘Annual financial Rapt 1970 " Supplemental info end 
^ Oreen Mountain Power Carp 78/12/31 lOOpp 


— 7906060863 "Annual Financial Rept 1978 " Supplemental info anc I 
a Oan 9 or Hydro-Electric Co 7B/i2/3l ilOpp 


— 7906060867 "Annual Financial Rept 197B ” Supplemental info end 
« Central Ma i ne Power Co 78/12/31 I75pp 


-"7906060266 "Annual Financial Rept 197B " Supplemental info ene I 
* Taunton Municipal Lightlny Plant 78/18/31 BApp 

7706190317 Foruardi annual financial repts for each facility 
part"Q(iiner 

RlTSHERr J A Ropes Gray 79/06/lQ 2pp 


— 7906 190323 "Annual Financial Rept 1978 " 

• Northeast Utilities 78/12/31 A8pp 


— 7906190320 “Annual Financial Rept 1978 

KUEHhER/ H Hudson LiQht Power Oept 78/18/31 S5pp 


—7906190340 “Annual Financial fiept 1978 " 

* Eastern Utilities Asscciates 7S/12/3I AOpp 


—7906190343 "Annual Financial Rept 1973 " 

a Fitchburg Gas I, Electric Light Co 78/12/31 80pp 


—7906190346 "Annual Financial Rept 1978 " 

a Vermont Electric Cooperat i V6i Inc 78/12/31 24pp 


--7906190351 "Annual Financial Rept 1976 " 

» Massachusetts Municipal (Wholesale Co 78/18/31 40pp 


— 7906190367 "Annual Financial Rept 1978 " 

* United Illuminating 78/12/31 29pp 


— 7906190374 "Annual Financial Rept 1978 " 

a New Enfll^nd Gas 4- Electric Assoc 78/12/31 36pp 


— 7906190375 "Annual Financial Rept 1970 " 

a Maine Public Service Co 78/12/31 24pp 


—7906190379 "Annual Financial Rept 1977-78 « 

* Vermont Electric Power Co j Inc 78/18/31 I3pp 


7906250344 Foruards annual financial repts for Public Svc Co of NK^Keu 
England Power Co ^ United Illuminating 
RirSHERaJA Ropes L Crag 79/06/22 220pp 


—7906250301 "Annual Financial Rept 1977" 6 BEC Form 10-K 

a Public Service Co of Neu Hampshire 77/12/31 SSpp 


"-7906230382 "Annual Financial Rept 1978 “ 

« Public Service Co of New Hampshire 7B/12/31 81pp 


-’-7906250385 "Annual Financial Rept 1 977" 1^ SEC Form lO-K 
e New England Power Go 78/12/31 43oo 


Qi Inspection reports* IE Bulletins & corre sp ondenc e 


7906140374 Forwards IE Insp Rept 30-'143/79"04 & 50-444/79-04 on 
790312-13 No noncamp 1 lance noted 

CARLS0N*R T Region 1* Phi ladelph la* Reactor Construction 6 

Engineering Support Branch 79/04/11 2pp 


— 7906140S92 IE Insp Rept 50-'443/79-04 50-444/79-04 on 7903l2-)3 Np 

noncomp 1 lance noted Major areas inspected const work in 
progress 4> licensee action on previous insp ?* findings 
MCOAUOHViR W , MCBREARTY, R A . FOLSOM. J A Region 1* 

Phi ladelph ia* Reactor Construction it Engineering Support Branch 
79/04/10 4pp 


7906180416 Forwards IE Info Notice 79-10. "Noncomf ormlng Pipe Support 
Struts " No written response necessary 

CRIER. B H Region 1* Phi lade Iph ia* Office of the Director 
79/04/16 Ip 


79061 I004J Forwards IE Bulletin 79-05B. "Nuclear Incident at 
TMI-Suppl " No written response required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/04/23 ip 


/906010130 Act receipt of 790316 Itr informing NRG of steps taken to 
correct violations noted in IE Insp Repts 50-443/79-02 6 
50-444/79-02 

CARUSQN.R T Region I* Ph i lad e 1 ph i a* Reactor Construction 6 

Engineering Support Branch 79/04/26 Ip 


—7906010134 Responds to NRC 790316 Itr re violations noted in IF Inip 
ftopts 50-443/79-02 50-444/79-02 Corrective actions 

clarifies wording of two statements in map repts 
HASELTINE/J D Public Service Co of New Hampshire 79/03/16 
8pP 


7906120196 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
GRIER* 8 H Region 1. Ph i ladelphia* Office of the Director 
79/05/07 2pp 


7906260156 Forwards IE Info Notice 79-12* "Attempted Damage to Ntfw Fuel 
Assemblies " 

ORIER.B.H Region 1* Phi ladelphia. Office of the Director 
79/05/11 Ip 


7906290782 Responds to IE Bulletin 79-03 Pipes mfg by Youngstown 
Holding ^ Engineering Co are being used ^ will be 
ul trasonlcal ly tested in accordance w/Dravo Procedure 
ESM-UT-4 

SKEPARDiA M Public Service Co of New Hampshire 79/05/i I 8pp 


7906290667 Responds to IE Bulletin 79-07 Westtnghouse does not employ 
algebraic summation techniques for response spectrum modal 
analysls*nor do time history analysis techniques employ 
earthquake directional motions 

SHEPARD. A M Public Service Co of New Hampshire 79/05/S4 5pp 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STA * UNIT I 


A App I ication/cons tructlon stage documents 6 correspondence 


7906200604 Summary rept re Unit 2 pressure vessel mlsorlenta tlan ■Ceuked 
by combined factor s* including inadequate communication of 
evolving design criteria to designers & breakdown in vendor 
drawing review between Olbbs 6 Hill it Westinghouse 
OARY.R J Teias Utilities Generating Go 79/04/30 See 


7906250319 Summary of 790327 meeting w/util in Bethesda.MD td dlseuit 
repair of reactor vessel support pedestal for Unit 2 
BURWELL, 8 B Light Water Reactors Branch 2 79/05/13 4pp 


7906250323 Summary of 790425 meeting w/util in BethesdB,MD re 
status of t* applicant plans for control of exclusion area 
BURWELL, S. B Light Water Reactors Branch 2 79/05/18 App 


7906230163 Forwards requests for add I info required to complete 
evaluation of appLlcatlan for OL 

8AER,R L ^ Light Water Reactors Branch 2 79/05/22 20pp 


706130003 Forwards 790511 update of F8AR info re natural gas V oil 
walls surrounding facility site 

FEISTiC.K Texas Utilities 8ervices, Inc 79/05/30 Ip 


906130012 Updates F8AR info re natural gas P oil wella in vicinity cl 
nuclear facility Overiiied drawing end, 

MlLLERrW C H J Oruy 6 Assoclatesi Inc 79/05/11 lOpp 
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79-06230200 Retiue^trs amand to CPPR‘-126 U 127 to authorize uithdraual of 
grounduratar during const for addl gear Submits pumpage 
summargrTX govt lire 1 1 data & I tr re evaluation of planned 
treatment facilit(| Amend Pee ti tu/o oversized maps encL 
<^ARYiR J Tezas Utilities Generating Co 79/06/15 32pp 


G Adjudicatorg correspondence 


7905L10360 Confirms 790410 meeting In Arlington, TX to discuss 
contentions re facility Requests proposed contentions be 
foriuarded before meeting 

CHANDLER, L J Branch I 79/04/06 Ip 


7906050236 Suppl to petition to intopvene Adds contentions re const of 
plant Affidavits it Certificate of Svc end 

FQUKEiR L , JACOnsQNrN H Citizens for Fair Utllitg Regulation 
79/05/07 25pp 


7706070305 Suppl to 790220 petition to intervene listing of 
contentions 

ELLIS, J Citizens Association for Sound Energg 79/05/07 5Bpp 

79062600B4 Suppl to amended petition of intervcnors Association of 
Community Organizations for Reform Nou, M ti C Bishop Q (( M 
Wood Lists provides bases for safetg anvlron 
contentions Affidavit & Certificate of Svc end 
GAY. 0 « West Texas Legal Services 79/05/07 36pp 


7906070399 Denies 790406 motion bg Association of Community 
Organizations for Reform Mow it West TX Legal 8vcs for 
continuance of prehearing conference & filing contentions 
BOWERS, E S Atomic Safety and Licensing Board Panel 79/09/09 
3pp 


7906S30483 Memo bg applicants re interest 6 contentions of petitioners 
No petitioner has shown requisite interest or valid 
contention necessary to support intervention in proceeding 
Certificate of Svc end 

REYNQLDarN 8 Debevolse t- Lieberman 79/05/17 lOpp 


7906260205 Recommends intervenor status be granted to all petitioners 
Intervener contentions should be consol tdatedi drafts 
acceptable contention re adequacy of facility const 
Certificate of Svc end 

CHANDLER, L J Branch 1 79/05/17 5pp 


7906260494 Memo by applicants re significance of ALAR~549 In 
proceeding Aisodational standing doctrine has been 
tnisappjied to organi zations seeking standing through people 
who are not member s, Certl flcate of Svc end 
REYNOLDS, N S Debevolse ^ Lieberman 79/06/04 9pp 


K Utility Final Safetg Analgsls Report IFSARi it amends 


7906120239 Forwards Amend 6 to F8AR Affidavit end 

OARYrR J Texas Utilities Oeneratlng Co 79/05/31. 3pp 


-7906120239 Amend 6 to FSAR 

* Texas Utilities Oeneratlng Co 79/09/31 600pp 


7906120293 Forwards Affidavit of Svc for Amend 6 to FSAR 
FEISTrC K Texas Utilltias Services, Inc 79/06/08 3pp 


41 Antitrust correspondence 


7906070311 Notice of appearance of MG Berger on behalf of DQJ 
Certificate qf Svc end 

0EROER,M G Justice, Dept of 79/03/19 4pp 


7906070317 Answer of TX Util Co it subsidiaries to Central Power it 
Light's first set of interrogatories it request for 
production of documents Affidavit & Certificate of Svc end 
WORSHAM, J I , a AMP ELS, M 0 Worsham, Forsythe it Sampeis 79/03/20 

16pp 


79060-60030 TX Utils Generating Co discovery rapt for 41ar 1979 
responded to interrogatories &t document requests from NRCr 
City of Brownsville it Central Power tt Light & submltteil 
response to NRC motion to compel W/Cer tif 1 cate of Svc 
KNOTTS, J B Oebevoise it Lieberman 79/04/05 5pp 


7906020255 Supplemental answers by TX Utils Generating Co it 
subsidiaries to first set of interrogatories i request for 
production of documents from DOJ Supporting documen tation it 
Certificate of Svc end 

WORSHAM, J, I i SAMPELSrM D Worsham, Forsythe U Sampels KNOTTS, J B 
Debevolse it Lieberman. 79/04/11. 40pp 


790604-D4I7 Request by Haustan Lighting t Power for e z ten s 1 an . unt 1 1 
790430, for filing replies to motions for summary 
disposition Certificate of Svc encl 

BARN£TT,£ W Baker f/ Botts UOUKNIGHT, J A . FRANKLIN. W J 
Lowenste in, Newman, Re i s , Ax el rad i Toll 79/04/11 5pp 


7906020129 Response by DOJ to various motions of Houston Lighting 6 
Power, TX Utils Generating Co it City of Austin Supporting 
documentation V Certificate of Svc end 

HARRIS. J L « BERGERrN G t CLARK, R H Ju<e t ice, Oept of 79/04/23 

62pp 


7906040136 Forwards anstuer by T«x-La Electric Cooperative# Inc to TX 
Utils Generating Co motion to dlsoiiss Central 6 South West 
Corp as party intervenor, or. in a 1 1 ernat Ive, f or summary 
disposition Certificate of Svc end 
RITTS, FH Nortbeutt Ely 79/04/23 4pp 


— 7906040190 Forwards answer by Tez-La Electric C oop e rat ( ve, I nc to Tx 
Utils Generaiting Co motion to dismiss Central i South West 
Corp as party intervenor, or, in a 1 tarnat i vc, f or summary 
disposition 

RITTSrF H Northeutfc Ely 79/04/23 Ip 


“^7906040154 Request by Tez-La Electric Cooperative far denial of motion 
by TX Utils Generating Co to dismiss Central L South West 
Corp as party intervenor, or, in a I ternat i ve, f or summory 
d isp os 1 tion 

RITTS, F H Northeutt Ely 79/04/23 5pp 


7906040454 Denies 790405 motion filed by Public Utils Board of City of 
Brouinsvi 11 e. TX to coirpel further production of documents by 
South TX Electric Cooperative i Medina Cooperatlva 
HILLER, M E Atomic Safety and Licensing Board Panel 79/04/23 

2pp 


7906020009 Addl reaponsas by Houston Lighting it rower to DDJ first sat 
of interrogatories i> request for production of documents 
Certificate of Svc end 

COPELAMBrJ G Baker 6- Ootts 79/04/27 31pp 


7906190034 Forwards second supplemontal answer of TX Uttls Generating 
Co to DOJ first ifi terr ogator ies it requests for production of 
documen ts, forwarded per 790410 moettng 

SLICKER, F K Worsham, Forsythe it Sampels 79/04/27 Ip 


““7906190043 Second supplemental answer bg TX Utils Generating Co bo DOJ 
first interrogatories it requests for produclion of 
documents Supporting documentation i Certificate of 8vc 
enc I 

WORSHAM. I , SAMPELS, H D Worsham, Forsythe it Sdmpals KNOTTS, J R 
Debevolse 4- Lieberman 79/04/27 24pp 


7906020119 Response bg Public Utils Board of City of Brownsvl U e. TX to 
Central Power it Light Co first set of interrogatories 6 
request for production of documents Certificate of Svc eneJ 
JABLQN, R A Spiegel 6 McDiapmiii 79/04/30 GBpp 


7906020149 Answer in opposition to Houston Lighting i Power mobton to 
compel NRC production of privileged documents Certificate of 
Svc end 

LESSVjR , OLUME, M Anti“Trust Division 79/04/30 lOpp 


790602O2D9 Response by Houston Lighting i Power to NRC 7904J9 motion 
for reconsideration of A8LD 790416 order Requests that A8LQ 
affirms order re creation of new documents not maintained in 
norma] course of business Certificate of Svc encl 

BOUKNtGHT, J A , FRANKLIN, W J Lowenste in, Newman, Re i s. Axe Irad & Toll 
BARNETT. EW Baker it Botts 79/04/30 llpp 


7906020250 Reply by TX Utils Generating Co to combined answer of 
Central Rower it Light it Central it Southwest in opposition to 
former's 790403 motion to dismiss Central i Southwest as 
intervenor W/pertlnent documentation i Certificate of Svc 
KNOTTS, J B Debovoise it Lieberman WORSHAM, J I , SAMPELS. M D 

Horshaim, Forsythe i Sampels 79/04/30 iSpp 


7906190094 Discovery progress rapt for Apr 1979 Retpendod to TX Utils 
Generating Co it Houston Lighting 8, Power interro-gatories Met 
w/utlls on 790418 Certificate of 8vc encl 

HARRIS, JL . BERGER, M O , CLARK, R H JusticerDept of 79/04/30 

6pp 


7906200299 Forwards Public Utils Boards of City of Drounsvi 1 le , TX 
response to Houston Lighting it Power Co first set of 
interrogatories it first request for production of documents 
Affidavit i Certificate of Svc encl 
MHITErS G Spiegel V McDlarmid 79/03/02 6pp 
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— 7906S00300 Public Utils Bflard of Brotufiivi 1 1 e responsfr to Houston 
Lig-hting ik Pawa-r Co f*r^t 1 n fc e rrogd t or 1 os first request 

for p-roduction of documents 

JABLOM/R A Spiegel & HcDtarmid 79rD5/02 lllpp 


7*906200^76 TX Utils Generating- Co ansuer to Central Pousr Light 
770420 riotion to compel farther responses to latter 
Interrogatories Previously supplied aficuers are convplete & 
feirfadili demands by Central Power are redundant 
KMOTTBrJ B Debevoiss tk Lieberman SAMPHLSiK D , WQRSffAH. J I 
tforshamif Forsgtfie t< Sampels 79/03/05 App 


7906070034 Discovery status rept for Apr 1979 NRC filed answer in 
opposition to motion of Houston Lighting 6 Power Co to 
compel production of privileged documents 
L£S5V«R P Anti-rrust Division 79/05/03 Spp 


7906040122 TX Utils Generating Co discovery progress r ep t for Apr 1979 
responded to Interrogatories from DOJi enet w/DDJ 1/ NflC ?i 
endeavored to coordinate remaining discovery w/Cttg of 
Brounsvi 1 le< TX Certificate of 5vc end 
Kf^OTTSrU B Bebevoise If Uieberman 79/03/04 3pp 


7706230131 South TX Electric Cooperative It Medina Electric Cooperative 
monthly discovery rept for Apr 1979 no neu discovery 
requests initiated or received during month 
JOHMiD F Akin. Ooirp. Hauer U Feld 79/05/0A 4pp 


7906190140 Respdrvse by Houston Lighting 6 Power to Central Pouer L 
Light 790420 motions to compel answers to inter rogator ies 
Provides info re preparation of previous answers Certificate 
of Svc anti 

BARWETTfE W Baker U Dotts 79/03/07 lOpp 


7906210405 Rules on dlscoveriji in respgnse to MRC 790419 motion for 
reconsideration of ASLB 790416 order Upholds order re 
protection of settlement documents excepting Houston 
Lighting Power from producing certain documents 
MILLER. M E Atomic Safety and Licensing Board Panel 79/05/07 
2pp. 


7906040G3S Second request for util supplemental production of 
nontechnical documents 

BUUME.H B Anti -Trust Division 79/GS/Oa Ip 


7906020137 Answer by Public Utils Board of City of Br ownsvi 1 le. TX to 
790423 U 790-430 aiotlons by Gulf States Util re compliance 
U/7902S6 subpoena duces tecum from ASLB Supporting 
documentation fk Certificate of Svc end 

MCOlARtllD. fl C . POIRER. M R Spiegel & McOlarmid 79/05/10 90pp 


7906020037 Answer in opposition to Gulf Btates Util 790425 motion 
for protective order ^ for order setting conditions for 
compliance w/790226 subpoena for production of documents 
Certificate of Svc end 

HARRiSiU L Justice. Dept Of 79/03/11 13pp 


7906020167 Notices of appearance by SB Cyphert It RH Clark on behalf of 
DOJ Certificate of Svc encl 

CVPHERT«<5 B t CLARK. R H Jus tice< Dept of 79/03/U Spp 


7906070315 Grants Houston Lighting ?t Power Co 790511 motion for 
ertension of timB.ufltil 790529. for filing motion to 
compel further production from City of Brownsvi 1 1 e. Ti 
KILLER. M E Atomic Safety and Licensing Board Panel 79/09/16 Ip 


79D619D124 Requests RK Rader b DM Clements be added to svc list 
RADER. R H Conner. Moore iS. Corber 79/05/16 Ip 


79060200 96 All Houston Lighting ft Power confidential documentsr 
produced! for Publ ic fJtils Board of City of Drownsvi 11 a. TX Ic 
reviewed by Central Power Light, shall be subjt to terms b 
conditions of 790409 protective order 

MILLER^ M E Atomic Safety and Licensing Board Panel 79/03/10 Ip 


7906130410 Grants Gulf States Util 790506 motion requesting leave 
to file reply brief in response to DOJ 6 City of 
Brownsvi lie. TX answers to util request for protective order 
MILLER.M E Atomic Safety and Licensing Board Panel 79/03/22 Ip 


7906290396 TX Utils Generabttig Co discovery rept for May 1979 Uti] 
provided supplementary responses to NRC interrogatories 6 
requests fpp production of documents Certificate of Svc 
one 1 

KNQTT3. J B Pebevoise ft Lieberman 79/06/06 Spp 


0 Inspection reports. If Bulletins 6 correspondence 


7906200474 Forwards IE Tnsp Repts 50-445/79-O8 t> S0-446/79-0B on 
790326-29 Mo noncamp 1 lanco noted 

SElDLE.IrJ C Region 4. Dallas. Reactor Construction 6 Engineering 

Support Branch 79/04/17 2pp 


--7906200S24 IE Insp Repts 3O-44S/79“0a 6 90-446/79-00 on 790326-29 No 
none omp 1 lance noted Major areas inspected observation of 
work fit review of OA documentation re concrete placement in 
containment bldg safety injection sys check valves 
TAPIA. J I . TAYLOR, R G . HALL.fi B Region 4. Dallas. Office Of 
the Director 79/04/17 Spp 


7906110005 Forwards IE Bulletin 79-050. “Nuclear Incident at 
THI-Suppl " No written response required 

SEVFRiTiK V fiegion 4. Dallas. Office of the Director 79/04/21 

Ip 


7906120079 Forwards IE Info Notice 79-11, “Lower Reactor Vessel Heed 
Insulation Support Problem, " No action required 

SEYFRIT. K V Region 4, Dallas, Office of the Director 79/05/07 

Ip 


79G6250027 Forwards IE Info Notice 79-12, “Attempted Damage to New Full 
Assemblies " 

aEYFRITrK V Region 4. Dallas. Office of the Director 79/03/11 

Ip 


7906130073 Forwards IE Bulletin 79-lt. "Faulty Overcurrent Trip Devics 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

SEYFRIT..K V Region 4. Dallas. Office of the Director 79/03/22 
IP 


7906250426 Houston Lighting & Power Co petition for extension until 
790529 te compel further responses from Public Utils Board 
of City of Sroufnsvi 1 1«« TX Addl time required to determine 
scope of planned mutton Certificate of Svc end 

FRANKLINftf J « BQUKNrQHT. J A Lo went te flit -Newman, file! s< Axe Irad U Toll 

BARNETT. E N Baker Bett« 79/Od/Ll Bpp 


7906190147 Answers first set of Interrogatories 6 request fpr 
production af documents submitted by TX Jtils Generating Co 
Supporting documentation k Certificate of Svc encl 
LESSYrR P. r BLUME. M B Anti-Trust Division 79/09/14 lOpp 


7906070312 Notice of 790601 conference in Bethesda.HD to discuss 
pending motions ^ responses re discovery L summary 
d i epos 1 tlon 

MILLER. M E Atomic Safety and Licensing Hoard Panel 79/09/15 tpt 


7906280103 Motion by Houston Lighting k Power to Include Central Bauer 
At Light within A8LB 79-0409 protective order setting terms 
for production of confidential documents to Public t/tlls 
Board of City of BrownsvH le. TX, Cf rtlf Ua be of Svc end 
BAANETT.E N. Baker & Betts BPUKNIOHT, J A Lowensteln. Newman. Relt. 
Axelrad k Toll. 79/09/15 9pp 


79060-7<K>46 Motion by»Oulf States Util* Co to file brief In reply to 
DQJ k City of Brownsvi,! la. TX aneweri to previous util 
motion & supp laiqental motion for pretectlva order Seeks to 
clarify third party status, 

WET TERM AH N. M. J . RADER.. R M. Conner i Moore k Corbep 79/03/ i6 7pp 


7906290339 Ack receipt of 790317 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-445/70-03 k 
50-446/76-03 

8EIDLE. W C Region 4, Dallas. Reactor Construction U Engineering 

Support Drench 79/06/12 Ip 


— 79062906D3 Responds to NRC Itr re violations noted in IE Insp Reptl 
50-445/70-08 ^ 50-446/73-08 Corrective actions 
Imp I omen tat ion of use of supplemental water from Squaw 
Greek Reservoir 

GARY, R J Texas Utilities Generating Co 79/03/17 2pp 


S Reportable occurrences. LERs k related correspondence 


7906200567 Notifies that evaluation of reactor vessel noixle weld metal 
defects is continuing NRC u^lll be informed of conclusion 
when reached 

GARYrR J Texas Utilities Generating Co 79/04/16 ip 


7906100163 Forwards PN0-79-67AM 

8ElDLErH C Reglan 4. Dallas. Reactor Construction & Engineering 

Support Branch 79/03/00 Ip 


7906180134 Forwards PN0-79-67AN 

0 EIDLE 4 N G Region 4. Dallas. Reactor Construction & Engineering 

Support Branch 79/03/16 ip. 


! 
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^^O&lSOaSO forwards PNa-7‘?-67AO 

SEtDLEiU C Rejian DalldSi Reactor ConsfcructlDn tt Engineering 

?^iioport Branch 7^/Q^/13i2 Ip 


7‘?06iB0331 forwards PNO~7‘7-67AP 

SEEDLErM C Region 4i Oalias* Reactor Conetruction & Engineering 

Support Branch 79/05/23 Ip 


79O61SQ203 Informs of RO of apparent weld metal defects in shop weld 
between Unit ! reactor pressure vessel hot leg nozele C S' 
safe-end Investigation continuing 

GARYrR J Texas Utilities Generating Co 79/06/0B Ip 


790^190209 Notifies that 1981-83 2« 300 MW installation pipe supports 
mav not meet seisinic r ectuirements Condition mag be 
reportable Investigation continuing 
OARYrR J Texas Utilities Co 79/06/15 Ip 


7906220324 Reconfirms 790522 verbal rept to RG Taylar that pipe wall 
thickness requirements in project piping specs mag not be 
adequately conservative to meet ASHE code stress 
requirements Investigation 5 evaluation continue 
GARY. R J Texas Utilities Generating Co 79/06/18 ip 


T Hearing transcripts on non-4nti trust (natter* 


7906070011 Transcript of 790522 prehearing conference in Glen Rose«TX 
Pp 1-133 

aoUERSiE S . COLE. R f , RORNPLITHi L Atomic Safety and Licensing 
Board Panel 79/05/22 135pp 


7906160736 Transcript of 790601 hearing in Hethesda.MD Pg 213-471 
MILLER'H E ■ H0LfE< S J Atomic Safety and Licensing Hoard Panel 
79/06/01 260pp 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STA r UNIT 2 


A App 1 ication/construction stage documents S correspondence 


7906200604 Summary rept rc Unit 2 pressure vessel misor ientation Caused 
by combined factore. inc lud ing inadequate communication of 
evolving dpsign criteria to designers h breakdown in vendor 
drawing review between Gibbs & Hill ^ Westlnghouse 
GARYrR J Texas Utilities Oenerating Co 79/04/30 3pp 


7906250319 Summary of 790327 meeting w/util in Betheedai MO to discir«s 
repair of reactor vessel support pedestal for Unit 2 
nURHELLiS B Light Water Reactors Branch 2 77/05/15 4pp 


79062S0323 Summary of 790425 meeting w/util in Dethesda^MD re 
status of t( applicant plans for control of exclusion area 
BUHWELLrB D Light Water Reactors Branch 2 79/05/lB 4pp 


7906230163 forwards requests for addi info required to complete 
evaluation of application for OL 

BAEfl.R L Light Water Reactors Branch 2 79/03/22 20pp 


7906130003 forwards 790511 update of fSAR info r« natural gas oil 
wells surrounding facility site 

fElSTiC K Texas Utilities Servicosi Inc 79/09/30 Ip 


—7906130012 Updates fSAR info re natural gas oil walls In vicinity of 
nuclear fac i 1 1 ty . Oversl zed drawing end 

MILLER' W C HU Gruy S' Associatesi Inc 79/05/11 lOpp 


7906220200 Requests amend to CPPR-126 S< 127 to authorize withdrawal of 
groundwater during const for addl year Submits pumpage 
summary' TX govt well data St Itr re evaluation of planned 
treatment facility Amend fee two oversized maps end 
OARYj R J Texas Utilities Generating Co 79/06/13, 32pp 


G Adjudicatory correspondence 


7905110360 Confirms 790413 meeting in, Arlington# TX to discuss 
contentions re facility Requests proposed contentions be 
Farwarded before meeting 
CHANDLER# L J Branch I 79/04/06 Ip 


7906090236 8uppl to petition to intervene Adds contentions re const of 
plant Affidavits t' Certificate of five end 

FQUKEiR L , UAGOBSONrN H Citizens for fair Utility Regulation 
79/03/07 2Spp. 


7906070305 Suppl to 79022B petition to Intervene it listing of 
contentions, 

ELLlftiU Citizens Association for Bound Energy, 79/05/07 5Bpp 


790626O0S4 Buppl to amended petition of interveoors Association of 
Community Organizations for Reform Now,M 6 C Bishop h 0 f* W 
Wood Lists % provides bases for safety h environ 
contentions Affidavit & Certificate of Sve end 
GAY# G H West Texas Legal Bervices 79/05/07 36pp 


7906D70399 Denies 790406 motion by Association of Coiriniun 1 ty 
Organ! la tlona for Reform Now h West TX Legal Sves for 
continuance of prehearing conference t< filing contentions 
BOWERS# £ 8 Atomic Safety and Licensing Board Panel 79/03/09 
3pp 


7906250483 Memo bg applicants re interest & contentions of petltlonors 
No petitlaner has shown requisite interest or valid 
contention necessary to support intervention in, proceeding 
Certificate of Sve enc I 

REYNQLDSgN S Debevomo <# Lieberman 79/03/17 lOpp 


7906260205 Recoinaiends intervenor status be grartted bo a) i petitiDOers 
Intervenor contentions should be c onso I idatedi d raft s 
acceptable contention re adequacy of facility const 
Certificate of €vc and 

CHANDLER, L J Branch J 79/03/17 5pp 


7906210117 Time for NRC to elect to review ALAB-533 8# ALAl}-539 is 
extended until 790604 

CKfLK, 6 J Office of the Secretary of the Commission 79/05/21 
Ip 


7906260494 Memo by applicants re significance of ALAB-549 in 
proceeding Assoc fa 1 1 ona 1 standing doctrine has been 
misapplied to organ! ea t i on* seeking standing through people 
who are not members Certificate pf Sve end 
REYNOLDS# NS Detevoisa 6 Lioberman /9/06/04 9p p 


K Utility Final Safety Analysis Report ( FSAR ► U amends 


7906120235 Forwards Amend 6 to> FSAR Affidavit enc 1 

GARY. R J Texas Utilities Generating Co 79/05/31 3pp 


—7906120239 Amend 6 to FSAR 

« Texas Utilities Generating Co 79/05/31 600pp 


7906120293 Forwards Affidavit of 6vc for Amend 6 to FSAR 
FEIST. C K Texas Utilities Services. Inc 79/06/0S 3pp 


M Antitrust correspondence 


7906070311 Notice of appearance of MO Barger on behalf of DOJ 
Certificate of Sve end 

BERGER. MG Justice^Dept Of 79/03/19 4pp 


7906070317 Answer of TX Util Co 6 subsidiaries to Central Power & 
Light's first set of I ntorragator i es request for 
production of documents Affidavit Certificate of Sve enc I 

NORSHAM'J r , SAMPELB, M D Horsham# Forsythe & Sampels. 79/03/28 

I6pp. 


7906060030 TX Utils Generating Co discovery rept for Mar 1979 
responded to 1 nter r oga tor 1 es (< document requests from NRC# 
City of Brownsville 5 Central Power & i-ight & submitted 
rPsponse to NRC motion to compel N/Cer t If icate of Sve 
KNOTTS# J B Debevoise Lieberman 79/04/0S 5pp 


7906020255 Supplemental answers by TX Utils Generating Co ^ 
subsidiaries to first set of Interragatorles it request for 
production of documents from DOJ Supporting documentation & 
Certificate of Sve *ncl 

NOR0HAM. J t « SAKPEL8.M 0 Harsham. Forsythe 4# Sampels KNOTTS# J B 
Debevo-lse ^ Lieberman 79/04/11 40pp 


7906040417 Request by Houston Lighting & Power for qx tens i on* untl 1 
790430# for fllitiy replies to motions for summary 
disposition Certificate of Sve end 

BARNETT, E,M Baker Botts. BOUHNIGHT. J A # FRANKLIN# W J 
Lowens tain# Newman, Re is« Axe I rad ii Toll, 79/04/ i I 9pp 


7906020129 Response by OOU to various motions of Houston Lighting 
pQweri TX Utils Generating Co City of Austin Supporting 
documentation tt Certificate of Sve end 

HARRISiJ, L • BERGER# H O # CLARK# R H Oustice# Dept of, 79/04/23 

62pp 


7906040136 Forwards answer by Tex-La Electric Cooperat i ve# Inc to TX 
Utils Generating Co ntotion to dismiss Central h South Nest 
Corp as party intervenor# or, in a 1 ter net i ve, f or summary 
disposition Certificate of Bve end 
flm8#F H Northeutt Ely 79/04/23 4pp 
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— 79060401SO Forti/ards anstuor by Tei-La Electric Cocperat ive, Inc to Ti 
Utlis Qeneratlnj Co motion to dismiss Central 4: South West 
Carp as partg i n torvenar« otj in a 1 terna 1 1 ve< f or summary 
d^&sp osi t Jon 

RITTS. F H IJorthcutt Ely 79/04/33 tp 


— 790&O40134 Re(iuest by Tei-^La Electric Cooperative for denial ol motion 
by rX Utils Generating Co to dismiss Central & South West 
Carp as party in tervenor< orj { n altarnat ive* for summary 
i5 i epos t tion 

RITTS, F H North cutt Ely 79/04/23 5pp 


7906040434 Denies 790405 motion filed by Public Utils Board off City of 
Rrot/nsvl 1 1 e, TX to compel further production of documents fay 
South TX Etactrlc Coaparatlve i, Medina Cooperative 
MiLtERi K E /Itomlc Safety and Licensing Board Panel 79/04/23 
app 


79D6D20QD9 Addl responses by Houston Uightiny U Pouier to DOJ first set 
of interrog-ator i as 6 request for production of documents 
Certificate of Svc end 

COPELAND. J G Raker t- Qotts 79/04/37 3ipp 


7906190034 Forwards second supplemental attsuer of TX Utils Generating 
Co to DQJ first 1 nterragator i es 4, requests for production of 
documents, forwarded per 790418 meeting 

SLICKER. F K Worsham, Forsythe »> Sampels 79/04/27 Ip 


■»'“7906190043 Second supplemental answer by TX Utils Generating Co to DOJ 
first interrogatories f/ retiuests for product-ton. of 
documents Supporting documentation 4( Certificate of 8vc 
enc \ 

WORSHAM. I , SAHFELS.M D Worsham, Forsythe 4 Sampels KNOTTS. J B 
Debevoise 6 Lieberman 79/04/37 24pp 

7906020119 Response by Public Utils Board of City of Brownsville. TX to 
Central P-otiter h Light Co first set of interrogatories & 
request for production of documents Certificate of Svc end 
JABLOM, R A Spiegel tr McOiarmid 79/04 /SO SSpp 


7906020163 Answer in opposition to Houston Lighting 4 Power motion to 
compel NRC production of privileged documents Certificate of 
Svc enc 1 

LESSYiR . BLUME. M Anti-Trust Division 79/04/30 tOpp 


7906020209 Response by Houston Lighting 4 Power to NRC 790419 motion 
for reconsideration of ASLB 7904J6 order Requests that ASLB 
affirms order re creation of new documents not maintained in 
normal course of business Certificate of Svc end 

BOUKNICHT, J A , FRANKLIN. W J Lowans teiii« Nstuman. Reis, Aie Irad 4 Toll 
BARNETT, E W Baker 4 Botfcs 79/04/30 Upp 


7906D30250 Reply by TX Utils Generating Co to combined answer of 
Central Power 4 Light 4 Central 4 Southwest in opposition to 
former^s 790403 motion to dismiss Central 4 Southwest as 
intervener W/pertlnent documentation 4 Certificate of Svc 
KNOTTS. J D Debevoise 4 Lieberman WOftSHAHrJ I . 5AHP£L8,H D 
Morsham, Forsythe 4 Sampels 79/04/30 IBpp 


7906I900S4 Discovery progress rept for Apr 1979 Responded to TX Ulils 
Generating Co 4 Houston Lighting 4 Power interrogatories Met 
w/utils on 790410 Certificate of Svc end 

HARRIS, J L , BERGER. M 0 . CLARK. R H Justice. Deft of 79/04/30 

6pp ^ 


7906200299 Forwards Public Utils Boards of City of Brownsvi 1 le, TX 
response to Houston Lighting 4 Power Co first set of 
interrogatories 4 first request for production of documents 
Affidavit 4 Certificate of Svc end 
WHITE, S G Spiegel 4 NcBiarmld 79/05/02 6pp 


*7906200300 Public tftils Board of Bi ownsvi 1 1 e response to Houston 
Lighting 4 Power Co first Ir terrogatories 4 first rogoest 
for production of documants 

JABLONrR A Spiegel 4 (IcOiarmJd 79/05/02 Iflpp 


7906200576 TX Utils Generating Co answer to Central Power 4 Light 
790420 motion to compel further responses to latter 
interrogatories Previously supplied answers are complete & 
fairiaddl demands by Central Power are redundant 
KNQTTB, J B Debevoise 4 Lieberman SAMPELSrH D , WORBHAM.J I 
Worsham, Forsythe 4 Sampels 79/05/02 6pp 


7906070034 Discov/ery status rept for Apr 1979 NRC filed answer In 
opposition to motion of Houston Lighting 4 Power Co to 
comoel oraduction of orfv<t*naa ■.n.i.n*.. 


7906og0122 TX Utils Generating Co discovery progress repk for Apr 1979 
responded to interrogatories from DOJ, met w/DOJ 4 NRC 4 
endeavored to coordinate remaining discovery w/Clty of 
Brownsvi £ le. TX Certificate of Svc end 
KNOTTS, J B Debevolse 4 Lieberman 79/0S/04 3pp 


7906230131 South TX Electric Cooperative 6 Medina Electric Coo-pfritivi 
monthly discovery rept for Apr 1979 no new discovery 
requests Initiated or received during month 
JOHN, D F Akin, Gump, Hauer 4 Fold 79/05/04 4pp 


7906190140 Response fay Houston Lighting 4 Power to Central Power 4 
Light 790420 motions to compel answers to interrogatories 
Provides info re preparation of previous answers Certificate 
of Svc enc I 

BARNETT, E W Baker 4 Dotts 79/05/07 lOpp 


7906210405 Rules on discovery, in response to NRC 790419 motion for 
recons ideration of ASLB 790416 order Upholds order re 
protection of settlement documents 4 excepving Houston 
Lighting 4 Power from producing certain documents 
HILLER, K E Atomic Safety and Licensing Board Panel 79/03/0? 

2pp 


7906040032 Second request for util supplemental production of 
nontechnical documents 

BLUME, « a Anti-Trust Division 79/03/08 Ip 


7906020137 Answer by PufaUc Utils Board of City of Drowns vi i 1 e, TX io 
790425 4 790430 motions by Oulf States Util re compliance 
w/790226 subpoena duces tecum from ASLB Supporting 
doc umeeita felon 4 Certificate of Svc end 

HCDIARHID.R C , POIRER,M R Spiegel 4 McDiarmld 77/OS/lO 90pp 


7906020037 Answer In opposition to Gulf States Util 790425 motion 
for protective order 4 for order setting conditions for 
compliance w/790226 subpoena for production of documents 
Certificate of Svc end 

HARRIS, JL Justice, Dept of 79/09/11 iSpp 


7906020167 Notices of appearance by SB Cyphert 4 RH Clark on behalf of 
OBJ Certificate of Svc end 

CYPHERT, S B , CLARK, fl H Justice, Dept of 79/05/11 9pp 


79062S0426 Houston Lighting 4 Power Co petition for extension until 
790529 to compel further responses from Public Utils Board 
of City of Brownsvi 1 le. TX Add! time required to determine 
scope of planned motion Certificate of Svc enc I 

FRANKLIN, N J , BOUKNICHT, J A Lowensta in, Newman, ReM, Axe I rad 4 Toll 

BARNETT, E N Baker 4 Dotts 79/05/11 8pp 


7906190147 Answers first set of Intel rogator ies 4 request for 
production of documents submitted fay TX Utils Generating Co 
Supporting documentation 4 Certificate of Eve enc I 
ue89Y,R P , BLUME. H B Antl-TfUst Division 79/03/14 lOpp 


7906070312 Notice of 790601 conference in BethesdaiMD to discuss 
pending motions 4 responses re discovery 4 summary 
disposition 

HILLER, M E Atomic Safety and Licensing Board Panel 79/05/15 Sp 


7906260105 Motion by Houston Lighting 4 Power to include Central power 
4 Light within ABLD 790409 protective order setting terms 
for production of confidential documents to Public Utils 
Board of City of Brownsvll 1 e, TX Certificate of Svc encl 
BARNETT, e W Baker 4 Botts BOUKNICHT, J A Lowen* tein, Newman, ■ 
Axelrad 4 Toll 79/05/13 9pp 


7906070046 Motion by Gulf States Utils Co to file brief in reply tb 
DOJ 4 City of Brounsvil U, TX answers to previous util 
motion & supplemental motion for protective order Seeks to 
clarify third party status. 

HETTERHAHN, M J . RADER, R M Conner, Moore 4 Corfaer 79/05/16 7pp 


7706070313 Grants Houston Lighting 4 Power Co 790511 motion for 
extension of time, until 790529, for filing motion to 
campel further production from City of Drownevl 1 le, Tx 
MILLER, M E Atomic Safety and Licensing Board Panel 79/05/16 If. 


7906190124 Requests RM Rader 4 DM Clements be added to svc list 
RADER. R H Conner. Moore 4 Corber 79/03/16 Ip 


7906020096 All Houston Lighting 4 Power confidential document*, 
produced for Public Utils Board of City of Brownsvi 1 le, TX fc 
reviewed fay Central Power 4 Light, shall be subjt to terms 4 
109 protective order 

c Safety and Licensing Board Panel 79/03/18 If 
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1 £ 


790&130418 Grant) Gulf State* Util 790S0:6 aiation requesting^ leave 
to file reply brief in response to DD./ fA •City of 
Brounsvi 11 e. TX ansuers to util request faf protective order 
HILLERi M E Atomic Safety and Licensing Board Panel 79/05/22 Ip 


7906290596 TX Utils Generating Co discovery rept for May 1979 util 
provided supplementary responses to NRC interrogatories ^ 
requests for production of documents Certificate of Svc 
one 1 

KNQTTSf J B Oebevoise it Lleherman 79/0A/06 5pp 
Q Inspection repartsi IE Bulletins & correspondence 


790&200474 Forwards lE Itisp Repts 90-445/79-08 t> 50-44f./79-0a on 
790326-29 No none omp 1 1 anc e noted 

SEIDLEi M C Region 4« Dallasr Reactor Construction U Engineering 

Support Branch 79/04/17 2pp 


7906200524 IE Insp Repts 90-445/79-00 t 30-446/79-08 on 790326-29 No 
noncamp i lance noted Major areas inspected observation of 
work & review of QA documentation re concrete placenent in 
containment bldg & safety injection ays check valves 
TAPIA, J I , TAYLOR, R G . HALL. R E Region 4. Dallas, Office of 
the Director 79/04/17 9pp 


7906120079 Forwards IE Info Notice 79-11* “Lower Reactor Vessel Head 
Insulation Support Problem '* No action required 

SEYFRITrK V Region 4, Dallas, Office of the Director 79/05/07 

IP 

7906290027 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies '* 

8EVFRIT,K V Region 4, Dallas, Office of the Director 79/05/11 

ifj 


7906130073 Forwards IE Bulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Eafoty Sys " Licensee 
action required 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/05/22 

Ip 


7906290989 Ack receipt of 790517 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-445/78-09 6 
SO-446/70-Oa 

SEIDLEfW C Region 4, Dallas, Reactor Construction S< Engineering 

Support Branch 79/06/12 Ip 


— 7906290603 Responds to NRC Itr re violations noted in IE Insp Repts 
50-449/78-00 ^ 50-446/70-08 Corrective actions 
implementation of use of supplemental water from Squaw 
Creek Reservoir 

OARV.R J Texas Utilities Generating Co 79/05/17 2pp 
8 Reportable occurroncest LERs t< related correspondence 


7906200967 Notifies that evaluation of reactor vessel noizle weld metal 
defects l* continuing NRC will be informed of conclusion 
when reached 

GARYiR J Tevas Utilities Generating Co 79/04/16 Lp 


7906180163 Forwards PNa-79-67AM. 

SEIDLEiH C Region 4, Dallas, Reactor Construction U Engineering 

Support Branch 79/09/00 tp 


7906180104 Forwards PN0-79-67AN 

BEIDLEfN C Region 4r Dallas, Reactor Construction ^ Engineering 

Support Branch 79/05/16, lp. 


7906100290 Forwards PN0-79-67Aa 

SEIDLEiU C Region 4, Dallas, Reactor Construction &> Engineering 

Support Branch 79/05/22 lp 


7906180331 forwards PN0-79-67AP 

SEIDLEiN C Region 4, Dallas, Reactor Construction ^ Engineering 

Support Branch 79/09/23 lp 


7906120208 Informs of RQ of apparent weld metal defects in shop weld 
between Unit 1 reactor pressure vessel hot leg nofzto C & 
safe-end Investigation continuing 

GARY, R J Texas Utilities Generating Co 79/06/08 lp 


7906190209 Notifies that 1981-83 2i 300 HU installation pipe supports 
may not meet seismic requirements Condition may be 
reportable Investigation continuing 
GARY, R J Texas Utilities Co 79/06/19 lp 


7906220324 Reconfirms 790522 verbal rept to RG Taylor that pip* wall 
thickness requirements in project piping specs may not be 
adequately conservative to meet A0ME code stress 
requirements Investigation S' evaluation continue 
GARY, R J, Texas Utilities Generating Co 79/06/18 1 p. 


T Hearing transcripts on non-ant 1 trust matters 


7906070011 Transcript of 790522 prehearing conference in 0 1 en Rose* TX 
Pp 1-133 

BOWERS, E S , COLE, R F , KORMBLITH, L Atomic Safety and Licensing 
Board Panel 79/05/22 I33pp 


7906180736 Transcript of 790601 hearing In Bothaada.MD Pp 213-471 
HILLER, H E , WOLFE, 8 J Atomic Safety and Licensing Board Panel 
79/06/01 260 pp 


DOCKET 50-452 GREENWOOD ENERGY CENTER, UNIT 2 


A App£ icati on/construc t i on stage documents & correspondence 


7906250177 Discusses reactivation of environ review of CP application 
Forwards proposed outline of "Need for the plant'* section of 
FES sup p 1 

BALLARD, R L Environmental Projects Branch 1 79/09/23 4pp 


D NRC Draft/Final Envi ronmenta I Statements, suppls correipotidenc e 


7906130264 Ack receipt of 790523 memo Request* copy of preliminary 
OES 6 opportunity to revisw statement 
MIKULA.E J Michigan, Stata of 79/06/06 Ip 


DOCKET 50-453 GREENWOOD ENERGY CENTER, UNIT 3 


A App 1 ica tl on/construc tion stage documents i> correspondence 


7906250177 Discusses r e ac t L va 1 1 on of environ review of CP application 
Forwards proposed outline of IJ^oed for the Plant" section of 
FES sup pi 

BALLARD, R L Environmental Projects Branch I 79/05/23 4pp 

D NRC Draft/Flual Environmental Statements, suppls 6 correspondence 


7906130284 Ack receipt of 790523 memo Requests copy of prsli/ninary 
DES <, opportunity to review statement 
tllKULA, E J Hichigan. Stata of 79/06/06 lp 


DOCKET 50-454 BYRON STATION, UNIT t 


A App 1 1 ca t len/cons true t ton stage documents f/ correspondence 


7906050125 Supports part of (notion requesting ASLB schedule prehearing 
conference Opposes contention in motion that sufficient time 
has been allowed for preparation Certificate of 8vc end 
JOHNSON. B League of Women Voters of Rockfprd,lL 79/04/23 2pp 


7906020138 Confirms 790521 meeting u/utll in Glen Ellyn, IL to discuss 
Insp findings re const activities 

KEPPLER.JO Region 3, Chicago, Office of the Director 79/05/0S 

lp 


7906290156 Forwards specific requests for Info re review of OL 
application Covers areas of review performed by various 
NRC branches Auxiliary Sys, Power Sy s, Mechanica 1 Engineering, 
Structural Eng ineering , OA Effluent Treatment Sys 
VARGA, B A Light Water Reactors Branch 4 79/05/15 77pp 


o Adjudicatory correspondence 


7906050445 Requests clarification of procedures necessary to be 
accepted as petitioner at prehearing conference , 

JOHNSON, B League of Women Voters of Rockford, IL 79/04/06 2pp 


7906250124 Respo-nds In support of applicant 790418 motion requesting 
scheduling of special prehearing conference Conference 
should be scheduled at earliest convenient dote Certificate 
of Sve end 

KARMAN, M Branch 2 79/05/04 4pp 

Q Inspection reports, IE Bulletins L correspondence 


7906050054 Forwards IE Inap Repts 50-454/79-09 50-455/79-05 on 

790321-0323 No noncomp I iance noted 

FIORELLIfG Region 3. Chicago, Reactor Construction & Engineering 

Support Branch 79/04/06 2pp 


—7906050057 IE Insp Repts 50-434/79-05 V 50-455/79-05 on. 790321-23 No 
noncompliance noted Major areas inspect ed , hanger 
Installation & related hanger procedure* & records ^ 
concrete anchor installation 

OALLAOHERrE J i SUERMANN, J,F r HAYES, D W Region 3, Chicago, 
Office of the Director 79/03/05 7pp 
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7902>aSQI32 ForwarJi IE Insp Rept» 50-<l9<l/79~0S & 50-153/79-Oi on 
793404-11 ti notlca ot violation 

FIDRECLtiQ Raglan 3( Chicago# QFfic* of the Director 79/04/20 

2|>(> 


— 790&250Ii36 Notice of violation from trup on 790404-11 

« Region 3# Chicagoi Office of the Director 79/04/18 Ip 


— 7906250141 IE Insp Rept« 50-454/79-06 I# 50-453/79-06 on 790404-11 
No nc amp 1 1 anc e noted ina^e^uate storage of piping 
p«n« tra 1 1 ons 

KNOP, R 0 . O/kULAOHERiE J # KQNKLtN. vli E Region 3i Chicago, 
Office of the Director 79/04/10 iSpp 


7906120003 Forwards IE Info Notice 79-11# "Lower Rcactnr Vessel Head 
Insolation, Support ProhUm *• No action reiiuiped 

KEPPLER,J D Region 3. Chicago# Office of the Director 79/05/07 
IP 


7906070341 Responds to- IE Oulletln 79-03 Reg-uests 90-(Sav extension 
to re^ieui present use of ASMS 8A-312 Type 304 pipe spools 
REED# C Commonwealth Edison Co 79/OS/D0 2pp 


7906190070 Faruiarrfs IE Info Notice 79-la, "At tempted Damage to New Fuel 
Ass«ni)itles '* 

KEPPLERiiJ G Region 3, Chicago, Office of the Oiractor 79/05/11 
Ip 


7906130092 Forwards I£ Sulletln 79-lli "Faultq Overcurrent Trip Device 
in Circuit breakers for Engineered Safety Syi " Licensee 
action required 

KEPPLERi J G Region 3, Chicago, Office of the Director 79/05/22 

ip 


— 7906050057 IE Insp Repts 3O-454/79-0S it 50-435/79-05 on 790321-23 Ha 
noncORip 1 lance noted Major areas Ihspacted hanger 
Installatlan V related hanger procedures i< records ic 
concrete anchor installatiori 

OALLAGHER, E J i SUERMANN# J P , HAYeS# D N Region 3# Chicago, 
Office of the Director 79/03/05 7pp 


7906250132 Forwards IE Insp Repts 30-454/79-06 6 30-455/79~06 on 
790404-li V notice of violation 

FIORELLIiG Region 3, Chicago# Office of the Director 79/04/2i> 

2pp 


—7906250136 Notice of violation from Insp on 790404-11 

* Region 3# Chicago, Office of the Director 79/04/lD Ip 


—7906230141 IE Insp Repts 30-454/79-06 it 50-453/79-06 on 790404-1 1 
Noncamp 1 iance noted inadequate storage of piping 
penetrations 

KNDP.R C , -GALLAGHERiE J . KONKLIN, J E Region 3# Chicago, 
Office of the Director 79/04/10 I2pp 


7906130083 Forwards IE Info Notice 79-11# "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER# J 0 Regions, Chicago, Office of the Director 79/03/07 
Ip 


7906070241 Responds to IE Bulletin 79-03 Requests 90-day eitenilon 
to review present use of ASME EA-3i3 Type 304 pipe spools 
REEDiC CnmAonuea I th Edison Co 79/05/06 2pp 


7906190070 Forwards IE Info Notice 79-12, "Attempted Damage to New Ful-I 
Assembllas " 

KEPPLER# J 0 Region 3, Chicago, Office of the Director 79/05/11 

ip 


7906200080 Forwards lE info Notice 79-13# "Indication of Low Water 
Level In Oyster Creek Reactor " 

KEPPLERrJ 0 Region 3# Chicago, Office of the Director 79/05/29 
tp 


B Reportable occurrences# LERs 6 related correspondence 


7906020134 Ack receipt of 790419 final rept re post-tens loning 
buttonhead deficiencies 

FIORELLIrO Region 3, Chicago, Reactor Construction Etigineerlng 

Support Branch 79/0S/09 Ip 


79062502B4 Forwards Inrqco 7903D9 rept, "Investigafri an of Buttonhead 
Defects," in response to 790523 request W/o end 
DELOEOROE,!, Q Commonwealth Edison Co 79/06/10 Ip 


DOCKET 50-4SS BYRON STATION. UNIT 2 


A App 1 1 cat i 0 n/cons true t i on stage documents correspondence 


7906050125 Supports part of motion requesting ASL8 schedule prehearing 
conference Opposes contention in motion that sufficient time 
has been allowed for preparation Certificate of Syc end 
JOHNSON, B League of Women Voters of Rockford# IL 79/04/23 2pp 


7906020I3B Confirms 790521 meeting w/util in Olen Ellyn# IL to discuss 
Insp findings re const activities 

HEPPLERrJ 0, Region 3# Chicago# Office of the Director 79/05/00 

Ip 


7906290156 Forwards specific requests for Info re review of OL 
app i Icat 1 on, Covers areas of review performed by various 
NRC branches Auxiliary Bye, Power Sys, Mechanical Engineering, 
Structural Engineer tng* OA U Effluent Treatment Sys 
VARGA, 8 A Light Mater Reactors Branch 4 79/05/lS 77pp 


S Adjud Icatory correspondence 


79D6poi24 Responds in support of applicant 790410 motion requesting 
scheduling of special prehearing conference Conference 
should be scheduled at ^earliest convenient date Certificate 
of Sve enc I 

KARMAN#H Branch 2 79/05/04 4pp 


7906130082 Forwards IE Dullobin 79-11# "Faulty Overcurrent Trip Device 
In Circuit OreaVors for Engineered Safety Sys " Licensee 
action required 

KEPPLER, J 0 Region 3, Chicago# Office of the Dlrocfcor 79/D5/S2 

ip 


79D6200080 Forwards TE Info Notice 79-13, "Indication of Low Mater 
Level in Qyster Creek Reactor " 

KEPPLERi J 0 Region 3# Chicago# Office of the Director 79/05/89 
lp< 


S Reportable occurrences# LERs & related car respendence 


7906020134 Ack receipt of 790419 final rept re post-tons loning 
buttonhead deficiencies 

FIORELLIrO Region 3, Chicago# Reactor Construction b Eng Inetr inp 

Support Branch 79/0S/D9 Ip 


7906250284 Farujards Inryco repti "Investigation of Buttonhsad Dericls* 
dtd 790309# in response to 790523 request W/o end 
DELOEOROEiL 0 Commonwealth Edison Co 79/06/10 Ip, 


DOCKET 50-456 BRAIDMDQD STATION# UNIT I 


A App 1 ication/cons truction stage documents correspondence 


7906020138 Confirms 7905SI meeting w/utll in Glen Ellyn# IL to disewii 
insp findings re const activities 

KEPPLER# J Q Region 3, Chicago# Office of the Director 79/05/08 
ip 


7906290156 Forwards specific requests for info re review of OL 
application Covers areas of review performed by various 
NRC branches Auxiliary 8ys#Pawer Sys, Mechanical Engineering, 
Structural Eng Ineer Inq, QA t' Effluent Treatment Sys 
VARGA# 3 A Light Water Reactors Branch 4 79/05/15 


7906200336 Responds to 790409 request for mods to fish eggs tt larvae 
portion of aquatic monitoring programs Approves proposed 
oto^s 

BaClARDi R L Environmental Projects Branch i 79/05/18 3pp 


a Inspection reports, IE Bulletins ^ correspondence 


G Adjudicatory correspondence 


Repts 90-454/79-05 t> 50-455/79-05 on 
790321—0323 No nancomp I lance noted. 

FlORELLXiG Reactor Censtroetlon h Engineering 

euppart Branch 79/04/06 Spp 


7906200629 Responds to applicant 790410 motion requesting scheduling sf 
special prehearing conference at earliest possible date 
Certificate of 0vc enc I 
KARMANtli Branch 2 79/05/04. 4pp, 
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Q tnspsction r9port«i IE Qulletiins (' corr espandenca 


7‘?OA050222 Forwards IE Insp Repts go-456/79-03 90-497/79-03 on 

790313-0315 Ma no ncomp lia nc e noted 

FIORELLIiO Region 3» Chica^Of Reactor Construction & Englnearlng 

Eupport Branch 79/04/06 2p p 


■7906050228 IE Insp Repti 50-456/79-03 50-437/79-03 on 790313-0319 No 

noncompliance noted Major areas inspected status of 
electrical contractors t' respective OA/QC programs Revieui 
of previouslg identified items of noncatnp 1 lance 

JONESiC E i KNOPrR C Region 3, Chicago. Office of the Director 

79/04/04 4pp 


7906120083 Forwards IE Info Notice 79-U. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER.J Q Region 3. Chicago, Office of the Director 79/09/07 

Ip 


7906070241 Responds to IE Bulletin 79-03 Requests 90-daij extension 
to review present use of A8ME 8A-3i2 Tgpe 304 pipe spools 
REED.C Commonwealth Edison Co 79/03/00 2pp 


7906190070 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/09/lt 

Ip 


7906130002 Forwards IE Dulletln 79-11. "Faulty Overcurront Trip Device 
in Circuit Breakers for Engineered Safety Sgs *' Licensee 
action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/22 

Ip 


7906220138 Forwards A5ME response supporting util contention re welding 
of split backing rings in const Requests NRC re-examine 
apparent noncomp 1 iance ^ consider changing infraction to 
observation 

REED.C Comcnanwea 1 th Edison Co 79/05/S3 4pp 


79<>6200080 Forwards IE Info Notice 79-13. "Indication of Lou Water 
Level in Oqster Creek Reactor " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/05/29 

Ip 


DOCKET 30-497 ORAIDWOOD GTATiaN. UNIT 2 


A Application/construction stage documents V correspondence 


7906290136 Forwards specific requests for info re review of QL 
application Covers areas of review performed bg various 
NRC branches Auxiliary Sgs. Power Qgs. Mechanical Eng Ineer Ing. 
Structural Eng ineer ing. QA U Effluent Treatment Sqs 
VARCAi 8 A Light Mater Reactors Branch 4 79/03/15 77pp 

79-06200336 Responds to 790407 request for mods to fish eggs larvae 
portion of aquatic monitoring programs Approves proposed 
mods 

BALLARD. R L Environmental Projects Branch I 79/03/18 3pp 


O Adjudicator^ correspondence 


7906030443 Requests clarification of procedures necessarg to be 
accepted as petitioner at prehearing conference 

JOHNSON. B League of Women Voters of Rockford. IL 79/04/06 2pp 


7906200623 Responds to applicant 790410 motion requesting scheduling of 
special prehearing conference at earliest possible date 
Certificate of 8vc encl 
KARMAN. M Branch 2, 79/05/04 4pp 


P Operating license stage documents correspondence 


7906020130 Confirms 790321 meeting ui/utll in Olen EUgn. IL to discuss 
imp findings re const activities 

KEPPLER.J 0 Region 3. Chicago. Office of the Director ' 79/05/00- 

Ip 


Q Inspection reports. IE Bulletins Ac correspondence 


7906030222 Forwards IE Insp Repts 50-436/79-03 Ac 30-437/79-03 on 
7903J3-0313. No noncompl lance noted 

FIORELLl.O' Region 3. Chicago. Reactor Construction Engineering 
Support Branch 79/04/06. 2pp 


—7906050220 I£ Insp Repts 50-456/79-03 U 50-437/79-03 on 790313-0313 No 
noncompliance noted Major areas inspected status of 
electrical contractors & respective QA/OC programs Review 
of previousLq identified iteiris of noncompliance 

J0NE8« C E . KNOPi R C Region 3.- Chicago. Office of the Director 

77/04/04 4pp 


7906120083 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem '* No action required 

KEPPLER. J C Reglo-n 3- Chicago. Office of the Director 79/05/07 

ip 


7906070'241 Responds to IE Bulletin 79-03 Requests 90-day extension 
to review present use of A9ME SA-3i2 Type 304 pipe spools 
REED.C Commonwealth Edison Co 79/03/08 2pp 


7906190070 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/05/11 

Ip 


7906130082 Forwards IC Bulletin 79-11. "Faulty Ovareorrent Trip Device 
in Circuit Breakers fur Engineered Safety Bys " Licensee 
action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/05/22 

Ip 


7906220130 Forwards ASME response supporting util contention re welding 
of split backing rings in const Requests NRC ro-exanlne 
apparent noncompliance t. consider changing infraction to 
observat ion 

REEDj G Commatiwea 1 th Edison Co 79/03/23 4pp 


7906200000 Forwards IC Info Notice 79-13. ■'Indication of Lou Water 
Level in Oyster Creek Reactor “ 

KEPPLER. JO Region 3. Chicago. Office of the Director 79/05/29 
IP 


DOCKET 50-430 RIVER DENO STATION, w.stT 1 


A App 1 1 cat ian/c onstruct ion stage documents & correspondence 


7906130004 Requests that proprietary portion of Gould, Inc qualification 
rept suppl. "Accelerated Aging Procedure." be withdrawn U 
returned to util w/o placement in PDRs (ref 10CFR2 790> 

MEtOAND. JO Gulf States Utilities Co 79/06/01 Ip 


0 Inspection reports. IE Dulletins tn correspondence 


7906110001 Forwards IE Bulletin 79-030. "Nuclear Incident at 
TMf-8uppl " No written response required 

SEVFRIT.K V Region 4. Dallas, Office of the Director 79/04/21 

Ip 


7906120063 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

BEYFRIT.K V Region 4. Dallas. Office of the Director 79/03/07 
IP 


7906250010 Forwards IE Info Notice 79-12, “Attempted Damage to New Fuel 
Assemblies " 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/03/li 

Ip 


7906I30D65 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Action 
required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/05/22 
Ip 


8 Reportable occurrences. LERs related correspondence 


7906220036 Updates rept re potential deflcle-ncy of caduell sleeves 
Evaluation continues^ issue not resolved at present. Upda te to 
follow within 30 days, 

HUMPHREYS. L L Qu If States Utilities Co 79/04/87 Ip 


7906180132 Forwarde PNQ-79-67AM 

8EIDLE. H C Region 4, Dallat. Reactor Construction Engineering 

Support Branch 79/03/08 Ip 


7906100174 Forwards PN0-79-67AN 

SEIDLEi Ul. c Region 4, Dallas. Reactor Construction 4. Engineering 

Support Branch 79/03/16 Ip 
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7'?0&ia0241 FoT^iiard* PN0-79-67^Q 

SEfDLEi tl C Rc^giun 4# D,all4ai Reactor Construction ht Engin««ring 

Support Branch 79705722 Ip 


79Oi>10O3ia Forwards PN0-79-67AP 

SElDLEiH C Rejfon 4< Daltasr Reactor Construction U Enginoerlflfl 

Support Branch 79/05723 Ip 


790A120392 Notifies that deficiency rept re cadu/eld sleeves will be 
completed luithin 30 days 

WEIOAND.J G Oulf States Utilities Co 79/03/31 Ip 


DDCKEf 50-439 RIVER OEMD STATIQW. UUIT 2 


A App licatlon/c one tructi arv stage docunnents S’ correspondence 


790A1300D-4 Requests that proprlotary portion of Qouldilnc qual 1 f lea tion 
rept suppl. "Accelerated Aging Procedurei “ be withdrawn f* 
returned to iftit w/o placement in PDRs fra# 10CFR2 790K 
UEIGAND.J Q Gulf States Utilities Co 79 /06/DI Ip 


D Inspection reports. IE Bulletins it correspondence 


7706110001 Forwards IE Bulletin 79-05D. "Nuclear Incident at 
TMI-Suppl '* No written response required 

SEYFRir. K V Region 4. Dallas. Office of the Oirettor 79/04/21 

Ip 


7906120065 Forwards I£ Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

SEYFRIT. K V Region 4, Dallas, Office of the Director 79/03/07 
tp 


7906250018 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

SEYFRIT. K V Region 4. Dallas, Office of the Director 79/05/11 

ip 


7906130063 Forwards IE Bulletin 79-11, '^Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Eafety 8ys " Action 
required 

SEYFRITfK V Region 4i Dallas, Office of the Director 79/05/22 
IP 


8 Reportable occurrencesi LERs ^ related correspondence 


7906 1 001 38 Forwards PN0-79-67AM 

SElDUErM C Region 4, Dallas. Reactor Construction 6 Engineering 

Support Branch 79/05/03 Ip 


79061 a at 74 Forwards PMa-79-67AN 

SEIDLE. N C Region 4. Dallasi Reactor Construction S' Engineering 

Support Branch 79/05/16 ip 

7906 le 0241 Forwards PN 0-79- 67 AO 

SETDUErU C Region 4i Dallas. Reactor Construction Engineering 

Support Branch 79/05/22 ip 


7906190316 Forwards PN0-79-67AP 

SEIDLEi N C Reg ien A* Dallasi Reactor Gonstructton 6 Engineering 

Support Branch 79/05/23 Ip 


DOCKET SO-460 WPP83 NUCLEAR PROJECT, UNIT 1 


A. App 1 i cat ion/con s true 1 1 on stage documents 6 correspondence 


7906060013 Approves of j^ug i 9 eo for submittal of FSAR t 

- - • 70/AU — 


Q Inspection reports. IE Bulletins it correspondence 


7906220133 Forwards IE Insp Repts 30-460/79-05 6 50-513/79-03 on 
790327-29 No noncompl iance noted 

SPENCER, 0 S Region 5. San Francisco. Office of the Director 
79/04/13 2pp 


—7906220137 IE Insp Repts 50-460/79-03 6 50-313/79-03 on 790327-29 No 
noncoflipl £anc Q noted Major areas inspected const activities, 
training programs t/ misee 1 laneous open items 

ALBERT, if O , HAYNES, R C Region 5, San Francisco, Office of the 
Director 79/04/13 4pp 


79061SO0SS Responds to NRC 790321 Itr re violations noted In I£ Ensp 
Repts 50-397/79-03.50-460/79-04 6 50-513/79-04 Corrective 
actions audit conducted Feb 1977 Deficient hanger RD-403 
will be removed & replaced properly 

RENDEROER. 0 L Washington Public Power Supply System 79/04/20 
3pp 


— 79061S0090 Ack receipt of 790420 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-397/79-03. 
50-460/79-04 *i 50-513/79-04 

ENGELKEN, R H Region 5. San Francisco. Reactor Construe t i on 6 

Engineering Support Branch 79/03/03 Ip 


— 7906150038 Forwards IE Insp Repts 50-397/79-03.50-460/79-04 6 
50-513/79-04 on 790201-02 ^ 14-15 6 notice of violation 
SPENCER.G 8 Region 5, San Francisco, Reactor Construction 4 

Engineering Support Branch 79/03/21 2pp 


“79061S0063 Notice of violation from insp on 790201-02 6 14-15 

e Region 5. San Francisco. Reactor Construction It Engineering 
Support Branch 79/03/21 2pp 


—7906150079 IE Insp Repts 50-397/79-03.50-460/79-04 t S0-5t3/79'-04 on 
790201-02 f/ 14-19 Noncomp I i anc e noted failure to respond 
effectively to audit finding 6 failure to implement 
effective insp program 

BISHOP. T N . SHACKLETDNtO G . HAYNES. R C Region 3. Ban 

Francisco* Reactor Construction & Engineering Support Dranch 
79/03/21 7pp 


7906120057 Forwards IE Info Notice 79-11, "Lower Reactor Vetfsl Head 
Insulation Support Problem " No action required 
ENGELKEN.R H Region S< Ban Francisco. Office of the Diractor 
79/05/07 ip 


7906160483 Forwards IE Info Notice 79-19. "Attempted Damage to Ngw Fuil 
Assemblies *’ No written response necessary 

ENGELKEN,R H Region 5. San Francisco, Office of the Dlmctar 
79/09/10 tp 


7906060249 Forwards IE Circular 79-Oai "Attempted Extortion - l.OW 
Enriched U “ 

ENGEtiiENfR H Region 9, Ban Francisco. Office of the Director 
79/05/10 Lp 


7906130054 Forward* IE Bulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Drealcera for Engineered Safety Sys " Licensee 
action required 

ENGEtKENiR H Region 5. Ban Francisco, Office of the Director 
79/05/22 lp 


7906200061 Forwards IE Info Notice 79-13. "Indication of Low Hatgr 
Level in Oyster Creek Reactor " 

ENOELKEN,R Hi Region 5, San Francisco. Office of the Director 
79/05/29 1 p 


8 Repartablfl occurrences! LERs related correspondence 


7906180231 Forwards PN0-79-67AN 

ENGELKENiR H Region 5, San Francisco, Office of the Director 
79/05/14 lp 


79061 802QO Forwards PNa-79-67A0 

ENGELKENIR K Region 5. San Francisco. Office of the Director 
79/05/21 lp 


160351 Forwards PN0-79-67AP. 

3ELKEN. R H Region 5, San Francisco, Office of the Director 
/05/22 I p 


160371 Forward* PNa-79-67AG 

>ELK£NrR K Region 3. San Francisco, Office of the Director 
/O5/30 I p 



DOCKETED ITEMS 


195 


DOCKET 50-'461 CLINTON POWER STATION. UNIT 1 
O Intp«ction reports. IE Dulletln« ^ corr G«pondonce 


— 7906260364 Reaponda to 7a030J Itr re proposed meeting on behalf of 
Fulton Tounsh ip. PA, requesting that NRC not grant earlg site 
re vleu 

SIDEBOTTGM. W J Af f 1 1 iation Unknotjti 78 / 0 S /12 Ip 


7906230110 ForuJarda IE tnsp Rapt 50-461/79-04 * on 790403-05 No 
noncomp 1 iance noted 

FIORELLI.O Region Chicago. Reactor Construction 4. Enpinsering 

Support Drench 79/04/25 3pp 


— 7906260369 
const of 
Roques ts 
WEAVER, J 


Advises that Fulton Townshlp.PA Planning Commission 
electrical generating plant on proposed site 
termination of util application 
W Affiliation Unknown 7B/05/3i Ip 


opposes 


— 7906250123 IE Insp Rept 50-461/79-04 on 790403-05 No noncompliance 
noted Major areas inspected procedures for removal 6 
replacement of recirculation inlet safe ends 1N2) on reactor 
pressure vessel 

DANIELSON, D H . ERD, C M Region 3. Chicago, Office af the 

Director 79/04/25 6pp 


— 7906260375 R ague 5 ts« on behalf of Drunoro Township. PA sopervlsorsi 
termination, of early site review plan Opposes const of any 
type of electrical generating plant 
HQRRIS.A D Affiliation Unknown 79/04/07 2pp 


7906l20Itt Forbiards IE Info Notice 79-11. '♦Lower Reactor Vossel Head 
Insulation Support Problem " No action required 

KEFPLER, J 0 Region 3. Chicago, Office of the Director 79/05/07 

Ip 


O Ad jud 1 catory corr esp onde-nce 


— 7906260378 
HESS, R W 


Opposes const of addl 
Pennsylvania. State 


nuc 

of 


ear fac i 1 1 ty in area 
79/04/30 2pp 


7906140464 Advises that response to IE Oulletin 79-03. ’"Longitudinal 
Weld Defects in A5ME SA-312 Type 304 Stainless Steel Pipe 
Spools." will be submitted by 791231 
WULLER.O E Illinois Power Co 79/05/10 ip 


7906190093 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assomblies " 

KEPPLERj J 0 Region 3. Chicago. Office of the Director 79/09/11 

ip 


7906130103 Forwards IE Dulletln 79-1 
in Circuit Breakers fot Engineered 
action required 

KEPPLER.U 0 Region 3. GhicagOr 
IP 


li "Faulty Overcurrent Trip Device 
Safety Sys " Licensee 

Office of the Director 79/05/22 


7906200125 Forwards IE Info Notice 79~I3. "Indication of Lou Water 
Level in Oyster Creek Reactor " 

KEPPUER.J 0 Region 3, ChlcagOr Office of the Director 79/05/29 

Ip 


— 7906260388 Opposes application for early site review 
WIDOFF, M P Pennsylvania. State of 79/03/02 2pp 


— 7906260391 Opposes application for early site reviBu Requests 
termination of proceeding Certificate of Svc enc 1 
WALKER. R S House of Rep 70/07/03 4p p 


DOCKET 50-464 FULTON OENERATINO STATTON/ UNIT 2 


O Adjudicatory correspondence 


7906260351 Requests by Save Solanco Environ Canservafclon Fund that NRC 
order util to show cause why application should not be 
termina ted 

SAOER* L Sager 5 Sager Associates 79/05/14 7pp 


— 7906260355 Urges on behalf of Peach Dottom Township. PA that site he 
reviewed at time plant needs to be Constructed 
MALONErOO Affiliation Unknown 79/05/03 Spp 


DOCKET 30-462 CLINTON POWER STATION, UNIT 2 
Q Inspection reports. IiE Bulletins S. correspondence 


— 7906260364 Responds to 780501 Itr re proposed masting on 
Fulton Townsh ip. PA. requesting that NRC not grant early 
review 

SIDEBOTTOM, W J Affiliation Unknown 73/05/12 Ip 


behalf 

site 


at 


7906120111 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER.UO Region 3. Chicago, Office of the Director 79/09/07 

ip 


— 7906260369 
const of 
Requests 
WEAVE FI, J 


Advises that Fulton Township, PA Planning Commission 
electrical generating plant on proposed site 
termination of util application 
W Affiliation Unknown 78/05/31 Ip 


opposes 


7906140464 Advises that response to IE Rulletln 79-03. ♦'Longitudinal 
Weld Defects in ASMS 8A-3t2 Type 304 Stainless Steal PIpa 
Bpoolsi" will be submitted by 791231 
MULLER. 0 E Illinois Power Co 79/05/10 Ip 

7906190095 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

KEPPLERrUO Region 3. Chicago. Office of the Director 79/09/It 

Ip 


— 7906260375 Requests, on behalf of Drumore Townshlp.PA supervisors, 
termination of early site review plan Opposes const of any 
type of electrical generating plant 
MORRIS. A 0 Affiliation Unknown 79/04/07 2pp 


— 7906260370 Opposes const of addl nuclear facility In area 
HESB, R W Pennsylvania. State of 79/04/30 2pp 


7906130103 Forwards IE DuUotln 79-1 
in Circuit Breakers for Engineered 
action required 

KEPPLERrU 0 Region 3, Chicago. 

Ip 


1. '’Faulty Overcurrent Trip Device 
Safety Sys " Licensee 

Office of the Director 79/09/22 


— 7906260388 
WtDOFF.H 


Opposes application for 
P Pennsylvania, State 


early site review 
of 79/03/02 2pp 


(» 

—7906260391 Oppo-ses application for early site review Requests 
termination of proceeding Certificate of 8vc end 
WALKER, R S House of Rep 78/07/05 4pp 


7906200125 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level In Qyster Creek Reactor " 

KEPPLER.d 0 Region 3. Chicago. Office of the Director 79/05/29 

Ip 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION. UNIT I 

0 NRC Draft/Final Environmental Statements, supple correspandence 


DOCKET 50-463 FULTON OENERATINO STATION, UNIT 1 
0 Adjudicatory correspondence 


7906190408 Requests addl info re endangered or threatened species In 
area of proposed facility Forwards appropriate sections of 
FE3 ^ suppl W/o enc I 

BALLARD, R L Environmental Projects Branch I 79/84/26 Ip. 


7906260351 Requests by Save Solanco Environ Conservation Fund that NRC 
order util to show cause why applicatign should not he 
terminated 

SAOERfL Sager M Sager Aesoclatee 79/09/14 7pp 


— 7906260359 Urges on behalf of Peach Bottom Township. PA that site be 
reviewed ' at ' time plant needs to be constructed 
HALONE. 0. 0 Affiliation Unknown 79/OS/03 2pp 


O Adjudicatory c orresponderce 


7906070307 Request by util that two 790312 motions be found untimely 
NRDC motion to file brief amicus curiae ^ joint motion 
for estoniion to file brief amicus curiae by NRDC U Inst for 
Public Representation Certificate of Sve and 

NEWMAN, . REIS. H F , CULP.R H La wenstein. Newman. Rei*» Ase Ir ad V 
Toll 79/03/16 app 
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7 *? 0 & 0 t 0082 Rei^uiBst for convenictnt taqdkian for prehffarling conf^rsnce 
Certificate of &vc end 

MCCQRKLE, B i H I NDERSTEIN. C Affl Hatton Utilnown 79/03/24 2pp 


— 790601 00Q3 Motion for period of rfiscoz-ery extent ion until 790502 

MCCORKLE. a . HINDERSTEIWj C Affiliation Unknown 79/03/24 3pp 


7706030183 Motion iii| Hoi»»ton Cightlny & Pou/Ot Co to file reaponie to 
790319 amicus curiae brie# from NRDC V Inst for Public 
fteprecenta t ion 

REIS, if F ■ MEVJMANfJ R Lowenstein, Maumani R«1 s. Axe 1 rad & Toll 
COPELAND. J 0 Baker t* Batts 79/03/28 2pp 


— 7906000190 Response Houston Lighting U Power Co to NRDC & Inst for 

Public Repr esaoCation brief a/nicus curiae In support of 
Natl Lawyers Guild Urgas denial of appeal 

NEWMAN, J R , REIS, H f LouensteiOj Newman, Rei«. Are Irad U Toll 
COPELAND, Q Baker & Batts 79/03/28 lOpp 


7906040303 Motion tu pos tp atie, uot 11 investigation of TMt-2 is 
coniple ted. a 1 1 further action in Kearing process, escep t for 
discovery Certificate of Svc end 

SCOTT. J M Teras Public Interest Research Group 79/04/02 3pp 


— 7906040390 Req.uo5t fox production of documents 

SCOTT, J M Taras Public Interest Research Croup 79/04/02 Ip 


—►7906040394 Interrogatories submitted ta State of TX 

SCOTT, J M Taias Public Interest Research Group 79/04/02 ip 


7906110440 Request by Houston Lighting *< Power for denial of TX PJRC 
untimely 790327 brlaf seeking admission of renumbered 
Contention 12 re fire in wiring Certificate of Svc end 
NEWMAN. J a , REIS, H F , CULP. R H Louens to In. Neuman, Reis, Axelrad it 
Toll 79/04/03 7pp 

7906090016 First set of interrogatories V first request for document* 
submitted to NRC Certificate of Svc end 
00HERT7. J F Affiliation Unknown 79/04/09 4pp 


79060900G2 Forwards response to first round of interrogatories 
submitted by TX PIRG 

LDWERRE.R W Teras, State of 79/04/10 Ip 


79D604044& Denies motions filed by TX PIRO it J Doherty For postponment 
of action Denies applicant^'s motion to reconsider 790406 
order Denies TX PIRG motion to 4(dopt UR Shreffler 
content i ons 

WOLFE, S vi Atomic Safety and Licensing Board Panel 79/04/(3 3pp 


790602G107 Answers C HindersteinM second set of interrogator ies h 
requests for production of documents Affidavit tc Cer t i f tea te 
of Svc end 

COPELAND, G J Baker Bo tts NENMAK,J R , CULP.R M 
Lowenste i ni Neuman, Re is, Aielrad & Tall 79/04/17 9pp 


7906030021 First request for admissionf from Houston Lighting it Power 
Co Certificate of Svc end 

DdHERTVrJ F Affiliation Utiknown 79/0A/17 3pp 


’'-7906050191 Request for documents from NRC. •Certificate of Eve end. 
DDHERTV, J F Affiliation Unknown 79/04/17 Ip 


7906030414 Expresses opposition to nudaar plant const 
VEAOER.F B Affiliation Unknown 79/04/17 Ip 

9 

7906180768 Requests opportunity to make limited appearance at 
evidentiary hearing 

WOODARD, S W Af#di«ti«n ~ '"''“4/23 Ip 


7906000032 Applicant's response in opposition to TX PIRG request for 
entry upon land RequBst^ falls to set forth 6 describe items 
it lands to be Inspected u/reasonable particular 1 ty 
Certificate of Svc end 

COPELAND, J O . THRASH, C 0 Baker 6 Botts NEWMAN, J fl 
Louens teln, Neuman. Reis, Axelrad 6 Toll 79/04/30 6pp 


7906140178 Applicant response to D R3 Framson 790413 contentions 
Petitioners' contentions should be denied due to untimely 
filing 6 lack of merit Certificate of Svc end 
COPELANDr J G Baker i Botts 79/04/30 6pp 


7906iB£)723 Applicant response to JF Doherty first set of 
interrogatories 6 second set of requests for documents 
Affidavit U Certificate of Svc oncl 

COPELAND, J 0 . THRASH, C 0 , NEWMAN, J R Baker 6 Botts 79/04/30 

Upp 


7906190015 Applicant response to JF Doherty first request for 
documents re NEDO-20623, NE0O-I0349, NEDO-20964 6 0ES8AR 
Certificate of Svc enc 1 

COPELAND, J G Baker 6 Botts 79/04/30 3pp 


7906040066 Responds to Intervener C Hinder stein 's first set of 
interrogatories it requests for production of documents, 
received by NRC on 790410 Supporting documentation 6 
Certificate of Svc end 

FROELICH. R W Division of Site Safety i Envlr onmenta 1 Analysla 
79/03/01 15pp 


7986040114 Responds to TX PIRG 790402 request for production of 
documents Certificate of Svc end 
SOHIHKI.S M Branch 3 79/05/01 tOpp 


7906030103 Grants petitioners Rentfro, Framsoti, Potthof f , Marrat k 6 
Doherty ex tension, unti I 790S25, in which to file submissions 
Directs Doherty to clarify affiliation w/TX PIRG 

WOLFE, 0 J Atomic Safety and Licensing Board Panel 79/03/01 Ip 


7906070326 Responds to Intervenor JF Doherty 790417 request for 
production of documents Forwards Research Info Ltr 9< other 
documents will be placed in PDR W/o end Certificate of &VC 
enc 1 

BOKlNKIrS H Drench 3 79/03/01 3pp 


7906040444 Notifies that time for NRC review of ALAB»d3S is extended 
until 790322. to correspond w/review of ALAP-539 
CHILK.S J Office of the Secretary of the Commission 77/03/0^ 

Ip 


7906180124 Applicant response to JF Doherty first request for 
admissions Denies officers have discussed permanent 
abandonment of site because of ASLAB 790404 decision 
Affidavit 6 Certificate of Svc end 
COPELAND, J O Baker 6 Botts 79/03/02 6pp 


7906040430 Denies TX PIRG motion for reconsideration U darif Icati an 
of ALAB-SSS re application of relief on notice repubHcation 
issue 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 77/09/03 
9pp 


7786070248 Admits intervenor JF Doherty's renumbered Contention 9 re 
strength of steel containment shells 

UQLFEiS J Atomic Safety and Licensing Board Panel 77/03/83 3pp 


7706130240 Protests location of plant in close proximity to populatod 
area Requests full party status for CP proceedings S' receipt 
of EIS 

GRIFFITH, R Affiliation Unknown 79/05/03 tp 


7906230179 Forwards 770316 board notification re recent issue on 
nonsaf a ty-Grade Equipment to mitigate transients 
SOHlNKlrS M Branch 3 79/05/03 2pp 


--7906230177 Board notification recent issue on nonsaf ety^grade 
equipment ta mitigate transients 

TEDE0CO,R L Assistant Director for Reactor Safety 77/03/16 
3pp 


7906130239 Requests full party status for CP proceedings 6 receipt of 
E15 

SCOTT, U W , FILLER, C , MCFARLAND, D Affiliation Unknown 79/09/04 

Ip 


7906070119 Denies, on basis of untimel iness, E Basklr 790301 appeal of 
ASLB 790209 rejection of petition to intervene 

DU FLO, M E Atomic Safety and Licensing Appeal Panel 79/05/08 
3pp 



DOCKETED ITEMS 
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790^220458 AppH<:ant Aiotion for supplemental notiCB of intervention 
procedures Notice uouLd provide oppdr tunity far parties 
discouraged bg 7S053t fy 0911 notices to Pile petitions 
Draft notice ft- Certificate of Svc end 

RE^IS^H F , NEWMAN. J F Laufenste i n. Neuman. Re i «/ Axe Irad a. Toll 
COPELAND. J G Baker U Dotts 79/05/09 12pp 


790i629OS-22 Opposes plant const Requests EIS for facility & status as 
full party to CP proceedings 

STADE.KL Affi nation unknown 79/05/09 3p p 


790^070109 Defers action on applicant 790509 motion for supplementary 
notice of intervention procedures. in view of Commision 
790502 order indicating N-RC review of ALAQ^S33 tc ALA0-339 
NQLFE. S J Atomic Safety and Licensing Board Panel 79/05/11 tp 


79062BO2&2 Opposition by applicant to intarvenor FH Potthoff undated 
motion for 15-day extcnsl-on to t-ilc submiss 1 on. per ASLQ 
790411 order Patt^^)ff has not ahaun good cause for 
Bi tens lon> motion should b-e denied Certificate of Svc end 
COPELAND. J G , THRASH. C G Baker iy Dotta NEWMAN, J R 
Lowens te in, Neumani Reis. A»c Irad it Toll 79/05/14 4pp 


7906280245 Houston Lighting Power second set of Interrogatories &> 
request for production of documen ta. submi feted to intervener 
TJf PIRO Certificate of Svc end 

COPELAND, J 0 , THRASH, C 0 Baker Dotts NEWMAN. J R 
Lowens teln. Newmant Reia . Axdlrad h Toll 79/05/18 16pp 


7906130429 Grants Potthoff extension of time, until 790601. to file 
aubinlosion permitted bg 790411 order 

WOLFE. S J Atomic Safety and Licensing Board Panel 79/05/21 2pp 


7906210249 Responds to applicant 790509 motion for supplementary notice 
of intervention procedures Approves of motlon«but seeks two 
amends re restrictiona in motion limition contentions fy 
time given to potential imtervenora 
POTTHOrF.F H Affillatloo Unknown 79/05/22 2pp 


7906260024 Submits new contentions per ALAn-53S 790413 order 
Giroetlons ability of ECCS.soley dependent upon ASLR single 
source of power 

GTTHCIFF, F H Affiliation Unknown 79/03/23 3pp 


/9062S0431 Submits addl contentions per 790S21 order Conservation 
program, if i ni t iated, wl 1 1 eliminate need for generating 
capacity Biomass sys envtr onmenta 1 ly preferable to facility 
POTTHOFF, F H Affiliation Unknown 79/06/01 2pp 


H General correspondence 


7906020116 Comments on radioactive emtssione during normal operations, 
temporary onsite storage of spent fuel elements 6 ether 
conteiRii na ted metis t passible tectonic motion i> geologic 
faulting at proposed site 

fiASKiR.E Affiliation Unknown 79/05/01 Spp 


Q Inspection reports. IE Bulletins t- correspondence 


7906110003 Forwards IE Bulletin 79-080, ^'Nuclear Incident at 
TMI-Stippl " No written response required 

SEYFRIT, K V Region 4, Dallas. Office of the Director 79/04/21 
tp 


DOCKET STN-50-470 CCBSAR SYSTEM 80 


A App 1 i cation/construc ti on stage docuntents i correspondence 


7906070277 Requests extension to file addl info re CESSAR-F 
pre-docketing amend 

aCHERER.AE Combustion Engineering# Inc 79/06/01 Ip 
DOCKET 50-471 PIUORIM NUCLEAR POWER STATION. UNIT 2 


D NRC Draft/Final Environmental Statements, suppls ir correspondence 


7906060003 Forwards final suppl to FES re plant cr>nst (NUREO''0549) 
REOANr 14 H Environmental Projects Branch 2 79/05/10 2pp 


— 7906060005 Notice of availability of final suppl to FES r* unit const 
REOAN, H H Environmental Projects Branch 2 79/03/16, 2pp* 


7906030184 Forwards DES re CP application <NURE0-0529J U FR notlcs of 
ava 1 lab i 1 ity, Also foruar<ff Bpabroolc alternate elte study 
CNUREO-05011 U Pilgrim FES, final suppl <NURE0-0849J , f or up# 

In Tfview of DES 

SALLARDiR. L Environmental Projects Branch 1 79/05/ai 3pp 


— 7906050176 Final suppl to FEB re plant const 

a Office of Nuclear Reactor Regulation NUREG-0S49 79/OP/Ji 
I33pp Available at N7I5 7 25 


G Adjudicatory correspondence 


7903200314 Forwards FA Licitra affidavit indicating that NRC 
reconsideration of reactor safety per Lewis Committee 
recoirmendat I ons will have no Impact on this proceeding 
SMITH. B H Branch 2 79/03/01 4pp 


7906050011 Forwards draft suppl to FES re unit const (<f/a end 
- SMITH. B H Branch 2 79/04/12 ip 


7906120003 Notices of appearance of FS NrLght it SM Leonard an behalf 
of Cammanwralth of MA tt. notices of withdrawal of appearance 
of C Cork N J Brant on behalf of Commonwealth of MA 
Certificate of Svc ar< 1 

WRIGHT, F S Massflchusebtsi State of 79/04/12 Bpp 


7906010222 Clarifies Commonwealth of MA request for extension of time 
to comment on draft ewppl fro FES (NUREG-0530)i 
BURT. L Mdsaac hose tts. State of 79/04/13 2pp 


7906020251 Notifies that deposition intervanor of util personnel who 
prepared draft rapt *'Stfrtng Study. Boston Edison Co.*' wilt he 
on 790426 Deponents will bring documents reflecting changes 
in ropt since 790731 Certificate of Svc end 
BURT, U Hassachuse t tsr State of 79/04/20 Spp 


7906010144 Response in support of Commonwealth of MA second motlan to 
suppl record an ^’need for power" issue Requests ASLB allow 
addl testimony be filed by 790518 Supporting documentation 
tf Certificate of Svc end 
SMITH, 0 H Branch 2 79/04/23 1 5p 


7906010264 Suspends indefinitely deposition: of applicant'^s consultant 
scheduled for 790426 Certificate of Svc entl 
HRlGHT.r 8 Has sach usat ts, State of 79/04/25 3pp 


7906010263 Motion for cons i dera t ton of emergency planning issue Parties 
should be given opportunity to discuss sufficiency of 
emergency plans prior to issuance of CP Certificate of Svc 
end 

URIGHT. F S . QUnr. L Massachusetts. State of 79/04/27 I4pp 


7906230113 Souks dismissal of liitervonor Cleetons 790416 
interrogatories re radon values in Table S-3 ASLB doe« not 
haver jurisdiction, over interrogatories as presented 
Certificate of Svc end 

MULKEY.M E Branch 2 79/05/07 2 pp 


— 7906230114 Responds to 790322 request re status of rulemaking to 
develop value for radon tn Table S-3 NRC is presently 
preparing paper A proposed rule which will be sent by 
790406 

CHRISTENDURY. E Hearings Division 79/03/26 Ip 


7906040041 Grants Commofiwaa I th of MA 790404 motion to reopen record 
re "need for power" issue Applicant shell submit most recent 
long-range energy it. demand forecasts of util Now Eng land 
Power Pool 

LUTQN 4 E Atomic Safety and Licensing Board Panel 79/05/09 Ip 


7906290185 Testimony on behalf of State q-f MA re ability of util to 
finance share of facility Financial ana lys i s, transcript of 
util Board of Directors meeting. addl testimony t- Certificate 
of Svc end 

UEVVfP F Arkansas, State of 79/05/09 llOpp 


7906290179 Forwards PF Levy 790507 testlimony on behalf of State of 
MA 

MEYEfttM fl MassachusPtta, State of 79/05/09* Ip 


7906260027 Diract testimony on behalf of applicant re alternative 
« 1 tes. Elaborates on util siting study for long range 
generating capacity expansion 

ORIFFJN.W R Boston Edison Co FRASCIMO.P d United Engineers 
Constructors, Inc (subs of Raytheon Co } 79/03/11 I3pp 


7906260032 Direct testimony on financial qualifications of Intervanor 
State of MA Contention 3. Delineates RH Kelmon role in 
license application i> general financial duties Elaborates 
on TJ May financial respons i b 1 1 i t le* 

KELMDN.R M , MAY, T J Boston Edison Co 79/05/11 13pp 
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DOCKETED ITEMS 


790&2?016S Opposition tjij uttl to St^ate of HA (notion to admit omergenci^ 
pkanTiing contentions No factoal basis presented or good 
cause shewn for admission of contentions 

LEIVALD.O H Ropes U Grav S TODD LEY < D O Boston Edison Co 

79/05/14 13pp 


79Q£i720n6 Boston Edison Co supplemental testlmoin/ re need for 
factlit*! Teitimorn^ provided bij BH Ueiner<PA tegreu/OV 
BaurcifT/AN Barstau/FC Turner. N &adley fe 0 Hanna Supporting 
documentation end 

HElhER.B K . LECRGH. P A Boston Edison Co 79/05/21 59pp 


7906240003 Notification of appearance on behalf of HA Governor Ofc of 
Energij Resources 

KEKN/.P J Massachusetts. State of 79/05/24 ip 


790A25Q434 Orders resumption of evidentiar<j hearing on 790611 at 
Hccaorial Ha 1 1 • P Isfmouth. HA 

HI TQM, E Atomic Safeti^ and Licensing Board Panel 79/06/04 Ip 


7906230104 Permits State of MA Ofc of Energy Resources to participate 
in proceeding re need for power issue as interested state 
ag ency 

LUTOM. E Atomic Safety and Licensing Board Panel 79/06/07 2pp 


7906230260 Notice of reconstitution of ASLB AC Goodhope replaces 
E Luton as chairman 

LAZO, R ri Atomic Safety and Licensing Board Panel 79/06/07 ip 


T Hearing transcripts on non-antitrust matters 


7906140117 Transcript of 790524 meeting in Plymouth. HA Pp 9097-9219 
LtITONj £ I CQLE.R F . CALLlHANiD Atomic Safety and Licensing Board 
Panel 79/05/24 I2lpp 


7906110159 Submits addi info re base matdn reponse to 790327 telcon 
between uti I, consul tants. Qechtd ^ NRC 

KOESTEfl.G L Kansas Oas r. Electric Cq 79/06/06 9pp 


7906110267 Submits info re DSAP computer program miscellaneous 
project-developed programs, in response to NRC rociuest 
Requests c lass if icatlon of info as proprietary End 
withheld <ref 10CFR2 790) 

KGME8. JM Bechtel Power Corp (subs of Bechtel Corp I 77/06/0* 

3pp 


G Adjudicatory correspondence 


7906210047 Motion for eitension until 790411 to prepare responso to 
ALAB-509 

SCiNTOi J F Hearings Division 79/04/02 2pp 


—7906210060 Responds to 790322 request for info re status of rulemaliirp 
proceeding to develop value for radon in Table 9-3 Rept Ik 
proposed rule will be sent to NRC by 790406 Rule doos not 
address health effects of radon releases 
CHRI8TENBURY, E Hearings Division 79/03/26 34pp 


7906040171 Responds to 790130 Itr to JM Hendrie Forwards summary af 
concrete problems at facility At present, several requests 
for revocation of CP are under consideration f/ will be 
addressed when investigations are done 

DAVIS. J 0 Office of Inspection */ Enforcement 79/04/27 Opp 


— 7906040179 Recomenends CP be revoked due to concrete probloms 
DEBELLO, H Affiliation Unknown 79/01/30 ip 


7906050096 Supports nationwide halt to nuclear plant const Cltoi 
Wolf Creek controversy as example 

MATH I ASM I ER, R L Affiliation Unknown 79/04/27 Ip 


7906060L95 Transcript of 790525 hearing in Plymouth. MA Pp 9219-9407 
LUTON. E J COLE. R F . CALLIHANiD Atomic Safety and Licensing Board 
Panel 79/05/25 189pp 


7906220147 Transcript of 790529 meeting in Plymouth. MA Pp 9.408-9.592 
LUTON. E. COLE.R F . CALLIHAN.D Commission 79/05/29 ie6pp 


7906160726 Transcript of 790530 hearing In Plymouth. HA Pp 9.593-9,798 
LUTON. E . COLE.P F . CALLIHAN.D Akomid Safety and Licensing Board 
Panel 79/05/30 2Q0pp 


7906320109 Transcript of 790531 hearing an Plymouth. MA Pp 9799-10i 046 
LUTON, E * COLE.R F . CALLIHAN.D Atomic Safety and Licensing Board 
Panel 79/05/31 294pp a •• 

T Hearing transcripts on non-anti trust matters 


7906290834 Requests CP be revoked Forwards Iti to newspapor 
WHITE. T Affiliation Unknown 79/05/03 ip 


7906210095 NRC motion for summary disposition re radon isniJa wa6 In 
error JALAB-S40 consolidated only 5 of 16 cases Denies NflC 
motion as to parties in other proceedings Certificate of 8vc 
enc 1 

DUFLQ.M E Atomic Safety and Licensing Appeal Panel 79/03/23 
3pp 


7906260403 Requests timely notification of any OL proceed ingi ultHin 
jurisdiction of MO Public Sve Commi ss ion. to facilitate state 
participation 

HEAHNE.T Missouri, State of 79/06/19 Ip 


H General correspondence 


7906100738 Transcript of 790601 hearing in Plymouth. MA 
Pp 10.047-10,201 

LUTON, £ . CflLE. R F . CALLIHAN.D Atomic Safety and Licensing Board 
Panel 79/06/01 ISOpp 


7906010307 Responds to 790324 hearing re possible sale of 17*/. lntgr««| 
to rural electric cooperatives Request for hearing is 
prematures ownership notice not yet received 

ENGELHARDT. T F Deputy Executive Legal Director 79/04/1* 3pp 


^^10^341^^ 790611 hearing in Plymouth. MA Pp 10,209- 

GOODHOPE. A C , COLE, R F , CALLIHAN.D Atomic Safety and Licensing 
Board Panel 79/06/11 i32pp ^ 


—7906010309 Requests hearing re possible sale of X7Y, 
electric cooperatives 

BELL. J E Affiliation Unknown 79/03/24 Ip 




DOCKET BTN- 50-402 WOLF CREEK GENERATING STATION 
A Applicafrion/construction stage documents t correspondence 


7906070212 Clarifies current status of resolution of concrete 
DAVIS. J 0 Office of Inspection Enfor cement 79/04/25 


problems 

6pp 


RuUetins « correspondence 

receipt of IE Insp Rept 50-483/78-13 No proprlBtary 
KQE&TER. G L Kansas Gas * Electric Co 79/03/OS Ip 


— 79060702 1 4^0p poses further bldg of nuclear plants in KS Concerned re 
5ALAVA. J Wolf Creek Nuclear Opposition. Inc 79/01/02 ip 

7906130180 Responds to 781224 Ifcr ra quality of cement being used at 
site Forwards current summary of facts related to concrete 
problems At present time no concrete is IjElng placed in 
bldg, pending Tfsolutlon of problem 
DAVt3r J G Office of Inspection t Enforcement 79/04/27 5pp 

conc.rn r. ,«,tUv «f ..In, u<.d 

70 *^ 24 '” ’ InH.n.tion.J L.n.n. f.r Pe.c. fc Fr..do« 


nonco».lUnc. noted on r.o 

So^irtVeneh “'sj"' CondtrocUnn & Enfinferinf 


“tid^jJr f 790336-37 No nonoomp I ,«nc. 

J’HnJ ^ *• “<"•» »n .af.tif-p.l.ted concrete ^ 




79/06/01^ ^Ip Nuclear Unit Power Plant System, 


auUetin 79-OSB. *<NucUar 
BEYFRTT^i u ^ response required 

BEYFRtT.K V Region 4. Dallas, Office of thi 


Incideni 

Direct! 


79/04/31 



DOCKETED ITEMS 


7?0fr310300 Matifie* Dechtel does concur u/utiL initial asssssirent 
re unacceptable uelda in piping preassembl^ Installation 
cf asienblies suependad until differences are resolved 
KQESTERrO U Kansas Oas U Electric Co 79/0A/Z5 Ip 


790A090056 Act receipt of 790426 Itr informing- NRC of steps taken to 
correct violations noted in IE Insp Ropt 90-482/73-13 
Regiuests addl info re failure to complete user tests uitftin 
time limits 

BEIDLEiU C Region 4i Dallas. Office of the Director 79/04/26 
Ip 


— 7906050064 Responds to NRC 790216 Itr re Violations noted in lET Irtap 
Rept 50-482/78-13 Corrective actions AC 1 Method 1 mill be 
followed for neu mix designs Compliance u/ttems S<3i4i5 tc 6 
has been achieved 

KQESTER.O L Kansas Oa s ^ Electric Co 79/03/23 6pp 


7906050073 Ac k receipt of 790323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0”'4a2/79-0l 
Requests addl info re testing of -concrete for slump limits, 
training 4c corrective measures planned 

SEJDLEfW C Region 4. Dallas. Office of the Director 79/04/26 
ip 


— 7906090090 Responds to NRC 790301 Itr re violations noted in IE Insp 
Rept 50-402/79-01 Corrective actions documentation of 
failure to teat batches 7909 4< 7387 has been sent to A/E 
KQESTER.G L Kansas Oas 4i Electric Co 79/03/23 2pp 


7906120060 Forwards IE Info Notice 79-11. “Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 

eE/FRIT, K V Region 4. Dallas* Office of the Director 79/05/07 
IP 


7906250021 Forwards IE info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies " 

SeVFRIT.K V Region 4* Dallas* Office of the Director 79/05/11 
IP 


7706130027 Ack receipt of 790423 Itr informing NRC of steps talken to 
correct violations noted in IE Inep Rept 50-482/79-03 
S£1DLE*14 C Region 4* Dallas* Reactor Construction Engineering 

Support Branch 79/05/14 ip 


'7906130033 Responds to NRC 790314 Itr ro violations noted in IE Insp 
Rept 90-402/79-03 Corrective actions intensive training 
program conducted for concrete crews 4s concrete control 
procedures revised 

KQESTER*G Kansas Oas ii Electric Co 77/04/23 Spp 


7906140165 Act receipt of 790425 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 90-482/78-12 
BElDLCfkl C Region 4* Dallas* Reactor Construction U Engineering 

Support Branch 79/05/14 Ip 


— 7906140172 Responds to NRC 790221 Itr re violation noted in IE Insp 
Rept 50-402/78-12 Corrective actions weld procedural changes 
have been completed b surveillance insps will be completed 
bg 790528 

KQESTER/0 L Kansas Oas V Electric Co 79/04/25 3pp 


7906130069 Forwards IE Bglletin 79-11* "Faulty Overcurront Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

SEVFRIT*K V Region 4* Dallas* Office of the Director 79/09/^2 
a Reportable occurrenceff LERs U related correspondence 


7902120222 Final significant deficiency rept re spot resistance welding 
of electrical raceway support matl Discusses matl deficiency 
safety implications V testing program at job sites 
a Kansas Oas 4t Electric Co 79/02/07 I4pp 


7906180160 Forwards PNQ-79-67AK 

SCIDLEiN G Region 4* DaHae. Reactor Construction 4* Engineering 

Support Branch 77/05/00 Ip 


7906180177 Forwards FN8-77-67AN 

eEIDLErN C Region 4. Dallas* Reactor Construction 6 Engineering 

Support Branch 77/05/16 Ip 


7906180245 Forwards PN0-79-67Aa 

SCIDLEild C Region 4* Dallas* Reactor Construction 4* Engineering 

Support Branch 77/05/22 Ip 


7906100324 Forwards PN0-77-67AP 

SEIDLEiN G Region 4* Dallas* Reactor Construction 6 Engineering 

Support Branch 77/05/23 Ip 


U Congressional/Exacutive Correspondence 


7706050166 Act receipt of 790301 request Forwards su/nmary of concrete 
problems at site No concrete being placed in reactor 
conta^lnment bldg*pending resolution of basemat strength 
ques t ions 

0QS51CK.L V Office of the Executive Director for Operations 
79/05/01 4pp 


— 7906050172 Requests Info re concrete in facility basemat 
WHITTAKER. R Mouse of Rep 79/03/01 Ip 


7706250457 Forwards SL Dates 790412 Itr to T Eagketon re substandard 
bldg matls X* disposal of radioactive wastes 
EAGtETON* T F Senate 79/03/07 2pp 


DOCKET gTN-50-403 CALLOWAY PLANT. UNIT 1 


A App 1 ica bion/cons true t ipn staga documents t correspondence 


7706150174 Forwards Dames 4* Moore interim rept* "Detailed Excavation 
Happ i ng. U1 timate Heat Sink Excavations “ Rept available in 
Central Files only 

SCHNELL, D F Union Electric Co 79/05/09 ip 


7706120146 Confirms plan to discuss 4' resolve matters re fuel rod 
bowing effects in SNUPPS F5AR 

FETRiCKiN A SNUPPS-Standard 1 t ed Nuclear Unit Power Plant System 
79/05/30 Ip 


7706120263 Reqcjosts NRC concurrence re use of ASMS Section Eli Code 
Case N-242* “Ma tls C art i f 1 ca tion 

PETRICK. N A SNUPPS-Standardi z ed Nuclear Unit Power Plant Systam 
77/06/01 Ip 


O Adjudicatory correspondence 


7906260403 Requests timely notification of any OL proceedings within 
jurisdiction of MO Public Sve Commission, to facilitate state 
partic i patlon 

HE ARNE, r Missouri, State of 79/06/19 ip 


O Inspection reports. IE DullstiTis V correspondence 


7906140562 Forwards IE fnsp Rept 50-403/79-03 on 790306-12 U notice of 
violation 

FIDRELLI.O Region 3* Chicago* Reactor Constructlan & Engineering 

Support nranch 79/04/04 2pp 


—7906140564 Notice of violation from Insp on 790406-18 

e Region 3* Chicago-* Reactor Construction Engineering Support 
Branch 77/04/04 |p 


■7906140570 IE Insp Rept 50-483/79-03 on 770306-12 Noncomp 1 ianc e noted 
failure io fotlow established procedures for training non- 
QA/DC personnel who perform safety-related work activities 
KNOP.R C I HANaON. M A t JAeLONSKt* F, J Region 3* Chicago* 

Reactor Construction Z> Engineering Support Branch 79/04/02 

18pp 


79D6010124 Ac k receipt of 770425 Itr informing NRC of steps taken to 
correct violattons noted in IC Insp Rept 50-403/79-03 

F - “ - - - 

6 
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DOCKETED ITEIVTS 


7906lMUa Foruartls IE Sulletln 79-11. "Faulty Ov&rcurrBnfc Trip Davice 
in Circuit Breakara for Engitieered Safet^j Sys “ Lfeconsea 
action required 

KEPPLERtJ Q Region 3. Chicago. aPTice of the Director 79/03/22 


1P 


7906130111 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

KEPPLER. J 0 Region 3. Chicagoi Office of the Director 79/03^22 
IP 


7906200IG9 Forwards IE Info Notice 79-13. "rndlcation of Low Water 
Level in Oyster Creak Reactor 

WEPPLERrJ O Region 3. Chicago. Office of tha Director 79/05/29 

Ip 


7906230020 Responds to IE Bulletin 79-04 re incorrect weights for Vi I ai* 
swing check valves Incorrect valve weights not used No mod 
required 

DIEWHART.A V Northern States Power Co 79/05/22 Spp 


DOCKET STM-SO-4a4 TYRONE ENEROY PARK, UNIT I 


A App 1 i cat lon/cons true t ion stage docu/nents & correspondence 


79O6120146 Confirms plan to discuss 4- resolve matters re furl rod 
bowing effects In 8NUPPS FSAR 

PETRICK. N A SNIPPPS-Sfcandard I led Nuclear Unit Power Plant System 
79/05/30 Ip 


7906330046 Responds to IE Bulletin 79-07 ro seismic stress analysis of 
safety-related piping Lists computer codos used in analyses 
DIEMHART.A U Northern States Power Co 79/03/23 2pp 


790620013S Forwards IE Info Notice 79-13. "Indication of Low Hater 
Level in Oyster Creek Reactor “ 

KEPPLER, J 0 Region 3. Chicago. Office of the Dlroctor 79/03/S9 
IP 


7906120263 Requests NRC concurrence re use of ASHE Section III Code 
Case H-242. "Nafcls Cer tl f ica tlon " 

PETRlCKiN A SNUPPS-Standardi led Nuclear Unit Power Plant System 
79/06/01 ip 


0 Adjudicatory correspondence 


7906210047 Motion for esfcenslon until 7904H to prepare response to 
ALAB-509 

SCINTO. J F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790322 request for info re status of rulemaking 
proceeding to develop value for radon in Table S-3 Rept h 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENBURY. E Hear mgs 01 vlsi an 79/03/26 34pp 


790621009S NRC mofcieti for summary disposition re rad-on Issue was In 
errors AlAB-540 consolidated only 5 of 16 cases Denies NRC 
motion as to parties tn other proceedings Certificate of Bve 
enc 1 

DUFLO. M E Atomic Safety and Licensing Appeal Panel 79/05/29 
3PP 


DOCKET 8X14-90-405 STERLING POWER PROJECT NUCLEAR. UNIT I 


A Applicatlon/constructlon stage documents 6 correspondence 


7906130146 Confirms plan to discuss 6 resolve matters re fuel rod 
bowing effects In SNUfPS FfiAR 

PETRICK, N A SNUPPS-Standard i led Nuclear Unit Power Plant BysUn 
79/05/30 Ip 


7906120263 Requests NRC concurrence re use of ASME Section III Cod* 
Case N-24S "Metis Certification " 

PETRICK, N A SNUPPS-Standardiied Nuclear Unit Power Plant Qysttn 
79/06/01 ip 


790-6270160 Reques ts notification of date for meeting w/NRC to ditcuti 
computer models which reflect upper plenum injection of 
ECC8 

WHITE.L 0 Rochester Oas V Electric Corp 79/06/20 ip 


0 Adjudicatory q OJ respondence 


7906230107 Request tty utils that ASLAH grant summary disposition of all 
issues in consolidated Radon proceeding Decision sought as 
matter of law since no genuine issue as to matl facts 
SiLBEROiJ A Shaw. Pittmani Potts. U Trowbridge 79/05/25 4pp 


>79-06230110 Statement of matl facts re Rn proceedings as to which thare 
is no genuine Issue to be hoard Discusses Alleged 
Defleienctes 1-7.9-18.20-24 6 26 Affidavit df Ml Goldman U 
supporting documentation encl 

SILBERT. JE Shaw. Pittman. Potts. 6 Trowbridge 79/05/25 36pp 


— 7906230U2 Suppls 790525 affidavit of Ml Ooldman 6 utiU 790409 memo re 
Rn omissions ^ de minimus approach Discusses Alleged 
Deficiencies 2.9.16 ^ 21 Beets notion for summary 
disposition Certificate of Sve encl 

SrUBERG. J A ahaw» Pittman. PdttSi t« Trowbridge 79/05/23 19pp 


7906310047 Motion for extension until 770411 to prepare respO|\*e tft 
ALAB-SQ9 

3CINT0. J F Hearings Division 79/04/02 2pp 


■7906210060 Responds to 790322 request for Info re status of rii It wsk inj 
proceeding to develop value for radon in Table 8-3 Rept 6 
proposed role will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHR18TENBURY. E Hearings Division 79/03/26 34pp 


7906120019 Requests 2-day eitsntlon until 790411 In which to file (ieaa 
per NRC 790308 order 

BREMNER.L Branch 3 79/04/09 2pp 


7906260403 Requests timely notification of any OL proceedings within 
jurisdiction of MO Public 8vc CQ-mmlssion. to facilitate state 
partlclpat ion 

KEARNE. T fUsiouri. State of 79/06/19 Ip 


1 Financial Inf or mat I on 


7906220206 "Annual Financial Rept 197B " 

a Cooperative Power Association 78/12/31 25pp 


a Inspection reports. IE Bulletins b correspondence 


7906120119 Forwards IE Info Notice 79-n. "Lower Reactor Vessel Heed 
Insulation Support Problem " No action required 

KEPPLER. 0 Region 3, Chicago. Office of the Director 79/05/07 

IP 


7706190098 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies 

KEPPLER. J 0 Region 3, Chicago. Office el the Olrecter 79/05/11 

Ip 


7906210095 NRC motion for summary disposition re radon Issue w4i lA 
erropi AtAB-S40 consolidated only 5 of 16 cases Denies NRC 
motldn as to parties in other proceedings Certificate of ttvc 
end 

DUFLQ.M E Atomic Safety and Licensing Appeal Panel 79/03/29 
3pp 

7906230107 Request by wfclls that A8LAB grant summary disposition pf ell 
Issues in consolidated Radon procseding Decision sought as 
matter of law since no genuine Issue as to matl facts 
eiLBEROiJ A Qhaw. Pittman, Potts, tv Trowbridge 79/09/29, 4gp 


—7906230110 Statement of matl facts re Rn proceedings as to which tMfe 
is no genuine issue to be heard Discusses Alleged 
Deficiencies 1-7.9-18.20-24 U 26 Affidavit of MI Goldman ft 
supporting documentation encl 

aIL8EftT.^/E Shaw, Pittman, Potts, t, Trowbridge 79/05/28 36fp 


—7906230112 Suppls 790S25 affidavit of MI Oo Uman U utils 790409 ataa tt 
Rn emtsiions de minimus approach Discusses Alleged 
Doflclencies 2.9,16 S« 21 Seeks motion for summary 
disposition Certificate of 8vc encl 

aiUBERO, J A ahaw, Pittman, Potts, U Trowbridge 79/03/29 I9pp 


7906220001 Responds tft IE Bulletin 79-03 re use of fusiun welded pipe 
spools mfg 9V Youngstown Ne|-dtng 6 Engineering Co No such 
pipe spools have been shipped to facility 
DJENHARTrA. V Northern Btates Power Co 79/03/11 2pp 


7906260403 Requests timely notification of any OL proceedings wltMn 
jurisdiction of MQ Public 8vc Commission, to facilitate state 
participation 

MEARNE, T, Missouri. State of 79/06/19 Ip 
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Q Inipsetion rsportsr IE Bullatins corre apandence 


7906IB0417 Foruarda IE Info Notice 77~10f “Noncom f orning Pipe Support 
Struts " No urlttoh response necessary 

ORIERfB H Region PMladelphiaf Offica of the Director 
77/04/1& Ip 


7906110042 Forwards IE DuHettn 79-030* ‘'Nuclear Incident at 
TMI-Suppl " No written response re<iuired 

GRIERiB H Region li Pit t lade Ip h la* Office of the Director 
79/04/23 ip 


7906120202 Forurards IE Info Notice 79-ltf “Lower Reactor Vessel Head 
Insulation Support Probleet “ No action ret^ulred 
GRIER. B H . Region 1. Fh i lade Ip h ia* Office of the Director 
79/03/07 2pp 


7906270195 Responds to IE Bulletin 79-03 To date, there hove been no 
pipe spools of any type fabricated for or shipped to 
f ac i 1 Ities 

ARTHUR. J E Rochester Gas & Electric Corp 79/05/10 3pp 


7906260137 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies '• 

GRIERiB H Region 1. Philadelphia. Office of the Director 
79/05/11 ip 


DOCKET STN-50-4a6 CALLOWAV PLANT. UNIT 2 


A Application/construction stage documents correspondence 


7906120146 Confirms plan to discuss resolve matters re fuel rod 
bowing effects In SNUPPS FSAR 

PETRICK. N A BNUPPS-Blandardi zed Nuclear Unit Power Plant System 
79/03/30 Ip 


7906120263 Requests NRC concurrence re use of ASNE Section III Code 
Case N-242 "Matls Certification " 

PETRICKiN A SNUPPS-Standard i zed Nuclear Unit Power Plant System 
79/06/01 Ip 


G Adjudicatory correspondence 


7906260403 Requests timely notification of any QL proceedings within 
jurisdiction of MO Public Sve Commi ss Ion. to facilitate state 
part ic Ipatton 

HEARNE. T Missouri. Btate of 79/06/19 Ip 


0 Inspection reports. IE Bulletins U correspandonce 


7906120127 Forwards IE Info Notice 79-11. “Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/05/07 

tp 


7906190104 Forwards IE Info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies ” 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/05/lt 
Ip 


7906190220 Responds to IE Bulletin 79-03 re use of fusion welded 
stainless steel pipe mfg by Vaungstoiun Shipment of 69 spools 
at Callawayf70 at Uolf Greek 

BRYAN. J K Union Electric Co 79/05/11 Spp 


7906130118 Forwards IE Bulletin 79-U. ’•'Faulty Gvercurrent Trip Device 
in Circuit Breakers for Englnaered Safety 8ys '* Licensee 
action required 

KEPPLER.J G, Region 3. Chicago. Office of the Director 79/03/22 

ip 


7906200139 Forwards IE Info Notice 79-13. '‘Indication of Lou Water 
Level In Oyster Creek Reactor " 

KEPPLER.J 9 Region 3. Chicago. Office of the Director 79/03/29 

tp 


DOCKET 8TN-5O-4a0 PERKINS NUCLEAR QTATIONf UNIT 1 


0 Adjudicatory correspondence 


7706010126 Opposes interveners 790309 motion to reopen record for 
addl hearing Requests initial decision be issued 
Certificate of 8vc end 

MCOARRYfJ.M Duke Power Co 79/03/21 3pp 


7906050240 Forwards rniemo re problems experienced in connection w/pipe 
support base plate design Problems are applicable to 
facility 

BARTH, C A Branch 3 79/04/03 2pp 


7906110009 Forwards addl info on accumulator delivery re PWRs.as 
identified during continuing studies of ECCS performance 
NRC does not believe this matter has any effect on 
proceeding issues 

BARTH. C A Branch 3 79/04/05 2pp 


— 7906110017 Cancludee accumulator delivery behavior can have important 
effect on ECCS performance Suggests US std problem 
participants provide pressure flow comparisons for all 
past (/ future std prob 1 ems. where applicable 

ROBS. D F Assistant Director for Reactor Safety 79/04/05 
3pp 


7906040431 Denies interveners 790305 motion to reopen record for addl 
hearings Revises woidlng of 781027 partial initial decision. 
Paragraph 39 

BQMEES.E 8 Atomic Safety and Licanslitg Board Panel 79/04/12 
Spp 


7906020113 Opposes interveners 790405 motion to reopen record t stay 
or suspension of licensing activities Intervenors have not 
satisfied criteria for stay of proceedings Certificate of 
Sve end 

BARTH, C A Branch 3 79/04/19 8pp 


H General correspondence 


7906140376 Ltrs of concern re use of nuclear power 

JOHNSON, F r WINGATE, S Affiliation Unknown FAOGART. J R 
Affiliation Unknown 79/04/22 Spp 


J Insurance tf indemnity inf orcitatlon 


7906130331 Forwards Endorsemonts 54 U 33 to ANI Policy HF-lBa 4- 
Endorsements 40 41 to MAELU Policy MF-61 

SANDERS. F D Uuke Power Co 79/36/08 Spp 


d Inspection reports. IE Bulletins ft- correspondence 


7906130443 Responds to IE Bulletin 79-03 Site has received 200 ft of 
pipe mfg by Youngstown Welding S. Engineering Co Youngstown 
methods meet ASME code stdo 
DAIL.L C Duke Power Co 79/04/20 2pp 


790614042a Responds to IE Dulletln 79-04 Velan valves not in use 
DAIL, L C Duke Power Co 79/04/24 Ip 


7906250446 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies '' 

O'REILLY, JP Region St Atlanta. Office of the Director 

79/05/10 Ip 


DOCKET STN-50-4a9 PERKINS NUCLEAR STATION, UNIT 2 


O. Adjudicatory corresp and ence 
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7906040451 Oenie? tn t « r veim rs 790305 motlott to reopo-n record for 4ddl 
hCiarings uiordlng of 7B1027 partial initial decisioni 

PaT4girapi< 39 

BOUERSt E S Aton^ic Sofetij and 1-ic«nsing Board Panel 79/04/12 

Qpp 


7906020110 Opposes tntervenor^ 790405 motion to reopen record V stag 
or suspenolOTi of licensing activities Intsrvenore have not 
satisfied criteria for stag of proceedings Certificate of 
Svc ere 1 

BARTH. C A Branch 3 79/04/19 8pp 


J Insurance Indemnity information 


790&130331 Foruiards Endorsenenfcs 54 h 53 to AMI Pol leg NP-l9a 6 
Endorsements 40 U 41 to MAELU Policy MF-61 
SANDERS, F D Duke Pouer Co 79/06/00 3pp 


Q Inspection reportsi IE Bulletins 6 correspondence 


7906130443 Responds to IE Bullet U 79-03 Site has -ecoived 200 ft of 
pipe ntfg by Youngstauun Uelding 6 Engineering Co Youngstoun 
methods meet ASHE code stds 
OAILi L C Duke Power Co 79/04/20 2pp 

7906140423 Responds to IC Bulletin 79->04 Velan valves not in use 
DAEt,L C Duke Power Co 79/04/24 ip 


7906250446 Forwards IE Info Notice 79-12, '^Attempted Damage to New Fuel 
Assemblies " 

Q'nEILLVpJ P Region 2, Atlanta, Office of the Director 

79/03/10 Ip 


DOCKET STN-SO-490 PERKINS NUCLEAR STATION, UNIT 3 


0 Adjudicatory correspondence 


7906010126 Opposes intervenors 790305 mofcloci to reopen record for 
addl hearing Requests initial decision be issued 
Certificate of Sve end 

MCOARRY, J H Duke Power Co 79/03/21 Spp 


7906040374 Forwards memo which contains Info potentially relevant to 
issue of sabotage of spent nuclear fuel 
BARTH. C A Branch 3 79/04/05 2pp 


7906050240 Forwards (nemo rs problems etperienced Ih connection u/pipe 
support base plate design Prflhle(ns are applicable to 
facility 

Barth, C a Branch 3 79/04/05 2pp 


7906110009 Forwards addl info on accumulator delivery re PWRs, as 
identified during continuing studies of ECC5 performance 
NRC does not believe this matter has any effect on 
proceeding issues 

BARTH, C A Branch 3 79/04/DS 2pp 


■7906110017 Concludes accumulator deliv-ery behavior can have Important; 
effect on ECcs performance Suggests Ua std proble(n 
participants provide pressure U. flow comparisons for all 
past future std prob I emsi wh ere applicable 

R095. D F Assistant Director for Reactor Safety 79/04/05 
3pp 


7906040451 Denies intarvenors 790305 motion to reopen record for addl 
hear ings, Revise* wording of 781027 partial initial decision, 
Paragraph 39 

BDMEftB. E a Atomic Safety and tltensing Board Panel 79/04/12 

Spp 


7906020113 Opposes Intervanors 790405 motion to roopen record U stay 
or suspension of licensing activities Intervenors have not 
satisfied criteria for stay of proceeding* Cartfficato of 


O Inspection reports, IE Bulletins correspondence 


7906130443 Responds to IE Bulletin 79-03 Site has received 200 ft of 
pipe mfg by Youngstown Melding b Engineering Co Youngstown 
methods meet ASHE code stds 
DAILpL C Duke Power Co 79/04/20 2pp 


7906140428 Responds to IE Bulletin 79-04 Velan valves not in use 
DAIL.U C Duke Power Co 79/04/24 Ip 


7906250446 Forwards IE Info Notice 79-12, "Attempted Damage to New Ftd 
Asse(nblies '* 

Q'RElLUY.^f P Region 2, Atlanta, Office of the Director 
79/05/10 ip 


DOCKET 8TN-50-491 CHEROKEE NUCLEAR STATION, UNIT I 


0 Ad j-udi ca tory correspondence 


79062:10047 Notion for extension until 790411 to prepare resoonsa Id 
ALA0“5O9 

SCINTO, J F Hearings Division 79/04/02 2pp 


— >7906210060 Responds to 790322 request for info ro status of rulsm^Liri 
proceeding to develop value for radon in fable S-3 Rept b 
proposed rule will bo sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENBURY. E Hearings Division 79/03/26 34pp 


7906130443 Responds to IE Bulletin 79-03 Bite has received 200 ft of 
pipe mfg fay Youngstown Melding 4 Engineering Co Youngstown 
methods meet ASME code stds 
DAIL, LC Duke Power Co 79/04/20 2pp 


7906210095 NRC motion for summary disposition re radon issus ua« in 
errori ALAD-940 consolidated only 8 of 16 cases Denies NIIC 
motion as to parties in other proceedings Certificate of Sve 
end 

DUFta. H. E Atofolc Safety and Licensing Appeal Panel 79/0S/25 
3pp 


J Insurance ^ indemnity information 


7906130331 Forwards Endorsements 84 U 55 to ANI Policy Nr-102 4, 
Endorsements 40 6 4t to MAELU Policy KF-6i 
SANDERS, F D Duke Power Co 79/06/08 Spp 

0 Inspection reports, IE Bulletins & correspondence 


79060702B4 FoTvards IE Insp Repts 30-491/79-06,50-492/79-06 6. 
80-493/79-06 on 790313-16 No noncompliance noted 

HVRPHYtC E Region 2, Atlanta, Office of the Director 79/04/06 

2pp 


—7906070302 IE Insp Repts 50-491/79-06,50-492/79-06 U 30-493/79-06 Ci 
790313-16^ No noncotnp I iance noled Major areas inspected QA 
program, const procedures. Part 21 itnp lementat ion, containment 
plate welding b vendor surveillance 

RAUSGHtJ K Region 2, Atlanta, Reactor Construction fit 

Engineering Support Branch HERDT, A R Region 2, Atlanta. 
Office of the Director 79/04/05 4pp 


—7906070302 IE Insp Repts 50-491/79-06.50-492/79-06 t, 30-493/79-06 
790313-16 Ho noncompl iance noted. Major areas inspected OA 
program, cons tr procedures Part 21 intp 1 ementation, containment 
plate welding U vendor surveillance 

RAUSCH, J K Region 2, Atlanta, Office of the Director 
79/04/03 4pp 


790614042B Responds to lE Bulletin 79-04 Velan valves not In utp 
DAIL, L C Duke Power Co 79/04/24 ip 


7906190114 Ack receipt of lE Insp Repts 50-491/79-08.50-492/ 79-00 b 
50-493/79-08 on 790417-19 No proprietary Info 
DAIL.L C Duke Power Co 79/03/08 Ip 


—7906190116 Forwards IE Insp Repts 50-491/79-09,30-492/79-00 & 
30-493/79-00 on 790417-19 No nonconip I lance noted 
MURPHVfC E Region 2, Atlanta, Reactor Construction fit 

Engineering Support Branch 79/05/01 2pp. 


—7906190120 IE Insp Repts 50-491/79-08,30-492/79-00 4 50-493/79-08 
on 790417-19 No noncompliance noted. Major areas Inspected' 
review of OA implementing procedure* for saf ety-ratatsd 
structures 6. containment, 

VALLiBHiE J Region 2, Atlanta, Office of the Director 

BRYANT, J C Region 2, Atlanta, Reactor Construction I* 

Engineering Support Branch 79/05/01. 3pp 
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7706200027 Re^panrfs to NRG 7904t3 I tr ro violation? noted in IE tnsp 
Rapt 50-491/78-081 50‘-49a/7B-0Qi 30-493/70-08 Corrective 
actions sieves used for soil concrete aggregate tests uill 
be put in regular calibr program 
DA!L,L C Duke Power Co 79/05/09 Ip 


7906230446 Forwards IE Info Notice 79-12* "At tenp ted Damage to New Fuel 
Assemblies " 

□ -'REILUViJ P Region Si Atlanta* Office of the Director 
79/OS/lO Ip 


7906200037 Aespo-nds to NHC 790413 Itr re violations noted in IE Insp 
Rept 50-491/70-08* 50-492/78-001 30-493/78-00 Corrective 
actions sieves used far soil 4- concrete aggregate tests ui 1 1 
be put in regular calibr program 
DAlLiL C Duke Pouer Co 79/OS/09 Ip 


7906250446 Forwards IE Info Notice 79-12* "Attempted Damage to New Fuel 
Assemblies " 

O'RElLLVi^ P Region 2* Atlantoi Office of the Director 

79/03/ to Ip 


5 Reportable occurrences* CERs t' related correspondence 


S Reportable occurrencesi LERs fy related co r rosp ondenc s 


7906140334 Forwards Final Rept 79/01-3PS-491 /492/493 re recall of 
pipe fittings 

DAILi L C Duke Power Co 79/03/10 ip 


--7906140336 Final Rept 79/01-3PS-49 1 /492/493 weld fittings w/lot number 
VJ6719 contained erroneously identified high carbon steel 
matl that could crack when being welded All matl returned 
to vendor on 790412 
« Duke Power Co 79/03/11 Ip 


7906140334 Forwards Final Rept 79/0t-5PS-491 /493/493 re recall of 
pipe fittings 

DAIL/i, C Duke Power Co 79/05/10 Ip 


— 7906140336 Final fiepfc 79/0 t-5P8-49 1/492/493 weld fittings w/lot number 
W6719 contained erroneouslg identified high carbon steel 
matl that could crack whan being welded All matl returned 
to vendor on 790412 
* Duke Power Co 79/05/11 Ip 


OaCKET 8TN-30-492 CHEROKEE NUCLEAR STATION, UNIT 2 DOCKET BTN-50-493 CHEROKEE NUCLEAR STATION. UNIT 3 

Q Adjudicatory correspondence 0 Adjudicatory correspondence 


7906210047 Notion for extension until 790411 to prepare response to 
ALAD-509 

SCINTO. JF Hearings Division 79/04/02 2pp 


--7906210060 Responds to 790323 request for info re status of rulemaking 
proceeding to develop value for radon in Table 8-3 Rept 1* 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENDURY* E Hearings Division 79/03/26 34pp 


7906130443 Responds to IE Bulletin 79-03 Site has received 200 ft of 
pipe mfg by Youngstown Melding U Engineering Co Youngstown 
methods meet A8ME code stds 
DAILi L C Duke Power Co 79/04/20 2pp 


7906210095 NRC motion for summary disposition re radon issue was in 
error ) ALAIJ-540 consolidated only 5 of 16 cases Oenioa NRC 
motion as to parties in other proceedings Certificate of 8vc 
end 

OtiFLQiK E Atomic Safety and Licensing Appeal Panel 79/05/25 
3pp 


J Insurance St indemnity information 


7906130331 Forwards Endorsements 54 V 55 to AN! Policy NF-102 h 
Endorsements 40 6 41 to MAELU Policy lir-61 
SANDERS* F D Duke Power Co 79/06/00 5pp 


Q Inspection reports, IE Bulletins U correspondence 


7906070284 Forwards IE Insp Repts 50-491/79-06*50-492/79-06 
30-493/79-06 on 790313-16 No noncomp I lance noted 

MORPHYrC E Region 2* Atlanta. Office of the Director 79/04/06 

2pp 

— 7906070302 IE Insp Repts 50-491/79-06*50-492/79-06 )k 50-493/79-06 on 
790313-16 No noncomp i iance noted Major areas inspected QA 
program* const procedures, Part 21 imp lementation* containment 
plate welding ^ vendor surveillance 

RAUSCH* J K Region 2* Atlanta* Reactor Construction 

Engineering Support Branch HERDT* A R. Region 2* Atlanta. 
Office of the Director 77/04/D3 4pp 


7906140428 Responds to IE Bulletin 79-04 Velan valves not in use 
DAILj L C Duke Power Co 79/04/24 ip 

7906190114 Ack receipt of IE Insp Repts 50-491/79-08,30-492/79-08 4* 
30-493/79-00 on 790417-19 No proprietary info 
DAILj L C Duke Power Co 79/05/08 Ip 


— 7906190116 Forwards IE Insp Repte 50-491/79-08,50-492/79-00 & 
50-493/79-00 on 790417’-19 No noncompl lance noted 
HURPHYrC E Region 2, Atlanta, Reactor Construction U 

Engineering Support Branch 79/09/01 2pp 


— 7906190120 IE Insp Repts 90-491/79-00,50-492/79-00 b 50-493/79-00 
on 790417-19 No noncompliance noted, Major areas inspected 
review of OA implementing procedures for eaf ety-related 
structures & containment 

VALLIBHjE J Region 2i Atlanta, Office of the Director 

BRYANTj C Region 2, Atlanta* Reactor Construction It 

Engineering Support Branch 79/03/01 3pp 


7906210047 Motion fur extension until 790411 to prepare response to 
ALAB-S09 

SCINTO* J F Hearings Division 79/04/02 2pp 


—7906210060 Responds to 790322 request for info re status of rulemaking 
proceeding to develop value for radon in Table 8-3 Rept ?* 
proposed rule will be sent to NRC by 790406 Rule does nut 
address health effects af rador* releases 
CHRISTENDURY. E Hearings Division 79/03/26 34p p 


7906130443 Responds to IE Bulletin 79-03 Site has received 200 ft of 
pipe mfg by Youngstown Uelding 4* Engineering Co Younqstwon 
methods meet ASME coda stds 
DAIL,L C Duke Power Co 79/04/20 2pp 


7906210099 NRC metion for summary disposition re radon issue luas in 
errorji At.AD-540 consolidated only 5 of i6 cases Denies NRC 
motion as to parties in olbar proceodlngs Certificate of 8vc 
enc 1 

OUFLO.H E Atomic Bafetg and Licensing Appeal Panel 79/03/25 
3pp 

J Insurance ty indemnity informatlan 


7906130331 Forwards Endorsements 54 tt 53 to ANI Policy NF-IC2 ft* 
Endorsements 40 U. 41 to MAELU Policy MF-61 
8ANDER0.F D Duke Power Co 79/06/03 9pp 

Q Inspection reports, t£ Bulletins & correspondence 


7906070284 Forwards IE Insp Repts 50-491/79-06,50-492/79-06 S* 
30-493/79-06 on 790313-16 No noncomp 1 lanco noted 

MURPHY. C E Region 2. Atlanta, Office of the Director 79/04/06 

2pp 


—7906070302 IE Insp Repts SO-491/77-06, 30-498/79-06 h 50-493/79-06 on 
790313-16 No noncomp 1 1 anc e noted Major areas Inspected QA 
program* const procedures. Part 21 imp J emontatlon, containment 
plate welding (r vendor surveillance 

RAUSCH, J K Region 2. Atlanta, Reactor Construction ^ 

Engineering Support Branch HERDT,A R Region 2, Atlanta* 
Office of tfiQ Director 79/04/03 4pp 


7906140428 Responds to IE Bulletin 79-04 Velan valves not in use 
OAIL.L C Duke Power Co 79/04/24 Ip, 


7906190114 Ack receipt of IE Insp Repts 30-491/79-00, 50-492/79-00 Jk 
SO-493/79-Oa on 790417-19 No proprietary info 
OAIL.L C Duke Poufor Co 79/03/00 Ip 


—7906190116 Forwards IE Insp Repts 50-491/79-00,50-492/79-08 tt 
30-493/79-08 nn 790417-19. No noncompliance noted 
MVRPHYjC.E Region 2, Atlanta, Reactor Construction Si 

Engineering Support Branch 79/05/01 Spp 


—7906190120 IE Insp Repts 50-491/79-08*50-492/79-00 U 50-493/79-00 
on 7?€4l7-t9 No noncomp 1 lance noted Major areas inspected 
review of QA implementing procedures for safety-related 
structures in containment. 

VALLIBHrE, J Region 2, Atlanta* Office of the Director 

BRYANT; J C Region 2* Atlanta, Reactor Construction li 

Engineering Support Branch. 79/05/01 Spp 
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790£>2000S7 Raijiond? to NRC 790413 Itr to violations noted in IE Insp 
Rept 50 - 491 / 78-081 50-492/78-00, 30-4'93770-Oa Corrective 
actions sieves used for lall^l, concrete aggregate tests (tfi 1 1 
be put in regular caltbr program 
DAIL.L C Duke Power Co 79/0S/09 Ip 

7906250446 Forwards IE Info Notice 79-12, ''Attempted Damage to Neu Fuel 
Assemfallet " 

O'REItLV, J P Region 2, Atlanta* Office of the Director 
79/03/ 10 Ip 


& Reportable occurrences* LERs te. related correspondence 


7906140334 Forwards Final Rept 79/01-5P8-491 /492/493 re recall of 
pipe fittings 

DAILtL C Duke Power Co 79/05/10 Ip 


—7906140336 Final Rapt 79/01-5PS-491/492/493 weld fittings u/lot number 
M6719 contained erroneousltj identified high carbon steel 
matl that could crack when baing welded Alt matl returned 
to vendor on 790412 
» Duke Power Co 79/05/11 Ip 


7906230096 Opposes applicant brief appealing A 8 LD prehearing 
conference order ruling on intervention petitions Untimely 
submittal of petition to intervene due to mitigating 
c ircumstances 

aUCHORN, P Affiliation Unknown 79/04/30 13pp 


7906040040 Grants Cltiians Concerned About Nuclear Power until 790514 
to respond to applicants' brief on appeal 

DUFiL0,H E Atomic Safety and Licensing Appeal Panel 79/03/0J Ip 


7906200601 Motion to strike applicant 790417 appeal 790416 brief 
Brief appeal are net in compliance w/NRC rules of 
practice Notice of appearance Certificate of Sve end 
SINKINGS A Clt liens Concerned About Nuclear Power, Inc 79/09/01 
7pp 


7906190032 Responds ta applicant 790417 brief appealing 790403 
prehearing conference order granting intervention petitions 
ASLB did not abuse Its discretion nor err in finding 
standing Certificate of Syc end 

NCGURREN, H Branch 1 ULMAN, M B Operations it Administrative 
Division 79/05/02 2 app 


DOCKET BTM-50-495 SWESSAR-Pl 


A App 1 Ic at iqn /c onst r uc t ion stage documents correspondence 


7906010168 Forwards Amend 2 to Pr«!ininar,y Design ApprDvo|-4 i FB 
notice 

DQ'i'DrR B Division of Project Kanagament 79/05/04 9pp 


■-7906010-169 Eitends expiration date of Preliminary Design Approval— 4 
from 790505 to 790605 

BDYDiR Q Division of Project Management 79/05/04 2pp 


7906190132 Denies motion by Citizens Concerned About Nuclear Power 
to strike applicant appeal from order granting 
intervention Applicant papers satisfy criteria of 
10CFR2 71 4a 

SKRUT 8 KI,R M Atomic Safety and Licensing Appeal Panel 79/03/07 

2 pp 


7906130430 Supports ALAB-349 allowing Citizens Concerned About Nuclear 
Power, Inc to Intervene as party opposing issuance of OL 
Defers Citizens for Equitable Utils petition to Board for 
judgment in favor of admission 

BKRUTSKlfR H Atomic Safety and Licensing Appeal Panel 79/05/10 
I3pp 


— 79060J0171 Notifies of ertension of expiration data of Preliminary 
Design Approval-4 from 790503 to 790605 

HELTEMESi C J Stan dard 1 1 at ion Branch 79/05/04 4pp 


DOCKET STK-SO-498 SOUTH TEXAS PROJECT* UNIT I 


A App lica tion/construct ion stage documents & correspondence 


7906110414 Forwards "Marviken Full-Scale Critical Flew Tests Interim 
ReptrResults from Test 7 “ Rapt to assist NRC in responding 
to req.uest for justification of use of ^ATAN-^^ methods for 
prediction of flaw through orifices tl/o end 
PARR,D D Light Water Reactors Branch 3 79/05/08 3pp 


7906260053 Submits reformulated contentions ro denial of OL Facility 
has not been built in compliance w/safety stds,nQ reasonable 
assurance exists re public health 6 safety & applicant has 
violated 10CFR30 of QC requirements 

8 INKIN, L A Citizens Concerned About Nuclear Power, Inc 79/03/29 
4pp 


K Utility Final Safety Analysis Report (FSAR) & amends 


7706130314 Forwards Amend 6 to FSAR Certificate of 9vc end 
TURNER, E A Houston Lighting it Power Co 79/06/11 Gpp 


—7906 1303 1 5 Amend 6 to FSAR 

a Houston Lighting 4 Power Co 79/06/11 200pp 


7906250075 Req,=uests addl Info by 790716, for review of FSAR 
PAftRrO D Light Water Reactors Branch 3 79/05/22 5pp 


7906250190 Summary of 790510 meeting w/otil In Bethesda, MD re soil/ 
structure interaction analysis 

LICITRAi E A Light Water Reactor* Branch 3 79/03/23 5 pp 


0 Adjudicatory correspondence 


7906050403 Notifies that LA Sinkin will replace C Ryan as group 
representative before Board in petition to intervene in DU 
request by util Certificate of Bve end 

JAN£K *8 M Citizens Concerned About Nuclear Power* Inc 79/04/14 
Spp 


M Antitrust correspondence 


7906070311 Notice of appearance of MO Berger on behalf of DOJ 
Certificate of Sve end 

BERGER, M 0 Justice, Dept of 79/03/19 4pp 


7906070317 Answer of tX Util Co ^ subsidiaries to Central Power U 
Light's first sat of Interrogatories It request for 
production of documents Affidavit & Certificate of Sve end 
WORSHAM, J I , 8AMPEL8,f1 D Worsham, Forsythe 8 t Sampels 79/03/2B 
16pp 


7906060030 TX Utils Generating Co discovery rept for Mar 1979 
responded to interrogatories if document requests from NRC, 
City of Brownsville If* Central Power It Light It submitted 
response to NRC motion to compel W/Cer tl f icate of 8 vc, 
KNOTTS, J B Debevolse & Lieberman 79/04/05 3pp 


7906020255 Supplemental answers by TX Utils Generating Co It 
subsidiaries to first set of interrogatories tt request for 
production of documents from DQJ Supporting documentation 8 < 
Certificate of 8 vc end. 

N0RSHAK.J I , SAMPEL 81 M.D Worsham. Forsythe It Sampels KNOTTS. J B 
Debevoiie |t Lieberman 79/04/H 40pp 


7906040417 Request by Houston Lighting 6 Power for extens ion, until 
790430, for filing replies to motions for summary 
disposition Certificate of 5 vc end 

BARNETT, E H Baker 4- Botts BOUKNIOHT, J A 1 FRANKLIN, W J 
Lowenste in* Newman, Reis, Axel rad 1^ Toll 79/04/11 Spp 


D20I29 Responsa by DOJ to various motions of Houston Lighting h 
wer,TX Utils Generating Co It City of Austin, Supporting 
cumentatlon It Certificate of Sve and 

RRIS, J L , BERQER, H 0., CLARK, R H Justice, Dept of 79/04/23 
PP 
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79-0£i0404S4 Denies 790405 motion filed b<j Public Utils Boerd of City of 
Brounsv i 1 1 e I TX to compel further production of dacuments bij 
South TX Electric Cooperative Medina Cooperative 
lilLLERrH E Atomic Safeti^ and Licensing Board Panel 79/04/23 

2pp 


790£)0B0141 Motion hi^ Qulf States Utils Co for protective order re 
confidential info Requests production of dacuments per 
790236 subpoena be conditioned an r oimbursement of expenses 
Supporting documentation & Certificate of Svc end 
METTERHAHN. M J Conneri Moore Corber 79/04/25 29pp 


7906020009 Addl responses bq Houston Lighting U Power to DOJ first sot 
af interrogatories 4< request for production of documents 
Certificate of Svc end 

COPELAMDrJ 0 Baker R. Dotts 79/04/27 31pp 


7906190034 Forwards second supplemental answer of TX Utils Generating 
Co to DOJ first interrogatories & requests for production of 
document S i forwarded per 790418 meeting 

ELICKERrF K Uorshami Forsythe t Sampels 79/04/27 Ip 


— 7906190043 Second supplemental answer bg TX Utils Generating Co to DOJ 
first interrogatories 4> requests for production of 
documents Supporting documentation U Certificate of Svc 
enc 1 

UDRSKAKr I I SAMPELSi M D Horshami Forsythe Sampels KNOTTS* J B 
Debevoise V Lieberman 79/04/27 24pp 


7906010243 Forwards reply of Houston Lighting it Power Co in support of 
motion for summary disposition Certificate of Svc end 
werss. T F Baker R. Botts 79/04/30 7pp 


— 7906010260 Reply by Houston Lighting R> Power Co in support of motion 
for summary judgment Urges that request for application 
of collateral estoppel against Central Power it Light be 
granted Certificate of Svc end 

BARNETT. E W Baker t- Botts DOUKNIGHT. J A Lowenstein. Newman, 
Reis.Axelrad U Toll 79/04/30 32pp 


7906020119 Response by Public Utils Board of City of Brownsvl U e, TX to 
Central Power R- Light Co first set of interrogatories t* 
request for production of documents Certificate of Svc end 
JABLDNiR A Spiegel tt McDlarmid 79/04/30 38pp 


790602016S Answer In opposition to Houston Lighting & Power notion to 
compel NRC production of privileged documents Certificate of 
Svc end 

LESSYiR I BLUMEiM Anti-Trust Division 79/04/30 lOpp 


7906020209 Response by Houston Lighting R< Power to NRC 790419 motion 
lor reconsideration of A8LD 790416 order . Re quests that ASUfI 
affirms order re creation of now documents not maintained in 
normal course of business Certificate of Svc end. 

BOVKNIGHTrJ A j FRANI^LINrW J Lowenstei hr Newman* Re ISr Axe Irad it Toll 

BARNETT* E W Baker I* Dotts 79/04/30 llpp 


7906020250 Reply by TX Utils Generating Co to combined answer of 
Contra! Power t* Light i* Central & Southwest in opposition to 
former's 790403 motion to dismiss Central it Southwest as 
Intervenor W/pertlnent documentation it Certificate of Svc 
KNOTTS* J B Debevoise it Lieberman. WORSHAM, J I ■ SAMPELS, M D 
Worsham, Forsythe ^ Sampels 79/04/30 IBpp 


7906040393 Supplemental motion by Gulf States Util emending protective 
order it order for setting canditians for compliance 
u/subpoena Certificate of Svc end 

RADER* R M Conner* Moore Ri Corber 79/04/30 6pp 


7906190054 Discovery progress rept for Apr 1979 Responded to TX Utils 
Generating Co R> Houston Lighting it Power interrogatories Met 
(j/utils on 790418 Certificate of Svc enc I 

HARR IS* J L , BEROERiM.O . CLARK* R H Justice, Dept of 79/04/30 

6pp 

7906200299 Forwards Public Utils Boards of City of Brownsvi I I e* TX 
response to Houston Lighting |c Power Co first set of 
interrogatories it first request for production of documents 
Affidavit 4* Certificate of dvc enc I 
WHITE, 8 0 Spiegel it McDlarmld 79/03/02, 6pp 


““7906200300 Public Utils Board of Brownsville response to Houston 
Lighting tt Power Go first Interrogatories first request 
for production of documents 

JABLONiR A Spiegel 4* McDlarmld. 79/05/02 Illpp 

7906200576 TX Utils Generating Co ansuter to Central PoiiJer 4i Light 
790420 motion to compel further responses to latter 
Interrogator iis, Previously supplied answers are complete V 
falriatfdl demands by Central Power are redundant 
KNOTTS* J.B, Oebavolse 4» Lieberman. SAMPELS* M D , WORSHAM, J, I. 
Worsham, Forsythe 8* Sampels. 79/03/02, 6pp 


7906290762 Submits Apr 1979 discovery progress rapt for City of San 
Antonio Certificate of Svc end 

WILSON, W R Matthawsi Noiulin* Macfarlane Barrett 79/05/02 4pp 


7906070034 Discovery status rept for Apr 1979 NRC filed answer in 
oppos-ition ta motion of Houston Lighting 4* Power Cn to 
compel production of privileged documents 
LESSV, R P Anti-Trust Division 79/05/03 2pp 


7906040122 TX Utils Generating Co discovery progress rept for Apr 1979 
responded to interrogatories from OQ J, me t w/DQJ b NRC i 
endeavored to coordinate remaining discovery la/City of 
Brownsvi 11 6, TX Certificate of Svc end 
KNOTTS, J B Debevoise ^ Lteberman 79/05/04 5pp 


790623D151 South TX Electric Cooperative 4* Medina Elbctrlc Cooperative 
monthly discovery ropt for Apt* 1979 no new discovery 
requests Initiated or received during month 
JPHN, D F Akin. Gump. Hauer e,Feid 79/03/04 4pp 


7906190140 Response by Houston Lighting V Power to Central power 4. 
Light 790420 motions to compel answers to interrogatories 
Provides info re preparation pf previous answers Certificate 
of Svc end 

BARNETT, E W Baker & Batts 79/05/07 lOpp 


7906210405 Rules on discovery, in response to NRC 790419 mptlon fur 
r econsiderati o-n of ASLD 790416 order Upholds order re 
protection; of settlement documents & excepting Houston 
Lighting 6 Power from producing certain documents 
MILLER, M E Atomic Safety and Licensing Board Panel 79/03/07 
app 

7906040032 Second request for util supplemental production of 
nontechnical documents 

BLUME,M a Anti-Trust Division 79/05/03 Ip 


7906020137 Answer by Public litl Is Board of City of Brownsvi 1 le* TX to 
790425 if 790430 motions by Gulf States Util re compliance 
ui/790226 subpoena duces tecum from ASLD Supporting 
documentation ir Certificate of Svc end 

HCDIARMID. R C , POIRER.M ft Spiegol 4* McDlarmld 79/05/10 90pp 


7906020037 Answer In opposition to Gulf States Util 790423 motion 
for protective order kt for order setting conditions for 
compliance w/7?0226 subpoena fot production, of documents 
Certificate of Svc enc I 

HARRIS* J L Justlce.Dept of 77/05/11 ISpp 


7906020167 Notices of appearance by SB Cypherfc Sc RH Clark on behalf of 
DOJ Certificate of Svc end , 

eVPHERT, a B * CLARK. R.H Justice, Dept of 79/03/11 5p p 


7906250426 Houston Lighting 4i Power Co petition for extension until 
790529 to compel further responses from Public Utils Board 
qI City of Brownsvi lie, TX Addl time required to determine 
scope of planned motion Certificate of Svc end 

FRANKLIN, W J . BOUKNIOHT, J A Louie ns te In, Neuma n* Re I S* Axe I rad & Toll 

BARNETTiE W Baker 8- Dotts 79/05/11 Spp 


7906190147 Answers first sot Of interrogatories 4* request for 
production of documents submitted by TX Utils Generating Co 
Supporting documentation It Certificate of Svc enci 
LESSY.R P , BLVtlE, M B Anti-Trust Division 79/03/14 iOpp 


7906070312 Notice of 790601 conference In Bethesda*MD to discuss 
pending motions responses re discovery 8< summary 
d i sposi tlon 

MILLER, M E Atomic Safety and Licensing Board Panel 79/05/lS Ip 


7906200105 Motion by Houston Lighting 4* Power to include Contral Power 
4« Light within ASUB 790409 protective order setting terms 
for production of confidential dacuments to Public Jtils 
Board of City of Brownsvi 1 1 e , TX Certificate of Svc end 
BARNETT, E.W. Baker & Dotts. BDliKNIGHT. J. A Lo wens t eln, Newman^ Reis* 
Axelrad 4« Toll 79/03/15 9pp 


7906070046 Motion by Gulf States Utils Co to file brief In reply to 
DOJ 4( City of Browns Vi 1 1 e, TX answers to previous util 
motion it supplemental motion for protective order Seeks to 
clarify third party status. 

METTERHAHN, M J * RADER, R M. Conner, Moore & Corber 79/03/16 7pp 


7906070313 Grants Houston Lighting it Power Co 790511 motion for 
sKtenslon of tinve, until 790529, for filing motion to 
compel further praductlon from City of Brownsvi U e, Tx 
MILLER, ti E. Atomic Safety and Licensing Board Panel 79/05/16 Ip 


7906190124 Requests RM Rader it DM Cieiaents be added to svc list 
RADER, R rt Conner. Haore 8* Corber. 79/03/16 Ip. 
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790&02009A All Hausfcan Lighting tn Power conf latent la 1 docgmenta. 
produ-ced for Public Utils Board Of Cltg of Drounsvi 1 le. TX t/ 
raviBwed b v Central Power 4 Light# shall ha subjt to term* 
condltiont of 7'90409 protective order 

HILLEHiH E Atomic Safety and Licensing Board Panel 7‘7705/IB tp 


7‘?0&i304l8 Grants -Gulf States UtiJ 790506 motion requesting leave 
to file reply brief in response to DOJ City of 
Brounivll 1 e. TX answers to util request for protective order 
MILLED. H e Atomic Safety and Licensing Board Panel 79/03/22 Ip 


7906380233 Golf State Utils reply brief to DOJ Public Util* Board of 
City of Srcwnsv I 11 Br TX answers in response to util motion 
for protective order tt order setting conditions for 
compliance w/subpoena Affidavit & Certificate of Svc and 
WETTERMAHN.lf J • RADER, R M Conner, Hoore t Corber 79/05/31 
37pp 


7906390596 TX Utils Generating Co discovery rept for May 1979 util 
provided supp 1 emantarq responses to NRC i nterrogabar i es It 
requests for production of' documents Certificate of Svc 
eiscl 

KNOTTS, J B Dabevoise *< Lieierman 79/06/06 5pp 


Q inspection reports# IE Bulletins h. correspondence 


7906330044 Forwards IE Insp Rep ts ' 50-498/79-04 t- 30-499/79-04 on 
790350-23 notice of violation 

SEiDLEiU C Region 4, Dallas, Reactor Construction ^ Engineering 

Support Branch 79/04/11 Spp 


—7906350047 Notice of violation from Insp oti 790320-33 

» Region 4, Dallas# Office of the Director 79/04/11 2pp 


— 79062500S1 IE Insp Repts 50-498/79-04 6 50-499/79-04 on 790320-33 
None omp 1 lance noted failure to fallow concrete placement 
procedures 

HUBACEK# If G Region 4, Oallasi Office ef the Director 

HALLj R E Region 4« Dallas, Reactor Construction & Engineering 

Support Branch 79/04/tl 8pp 


7906110003 Forwards IE Bulletin 79-D5B. "Nuclear Incident at 
THI-Suppl " No written response required 

SEVFRlTrK V Region 4. DaUasj Office of the Director 79/04/21 
Ip 


7906210107 Second interim rept of reportable deficiency 

d Imenslonai error in base slat of mechanica 1-electrical Unit 
2 aurlliary bldg Describes progress on redesign of bld$ 

Final rept will not be available by 790501 

TURNER# E A Houston Lighting & Power Co 79/04/34 3pp 


7906310109 Confirms 790426 27 telcons re improper storage of 

reinforcing steel NRC understands that util has found no 
significant departures exist from reinforcing steel 
requirements of site quality const procedures 

8EYFftIT#K V Region 4 j Dallas# Office of the Director 79/03/01 
2pp 


7906120067 Ferti/ards l£ Info Notice 79-11# "Lower Reactor Vessel Head 
fnsulatien Support Problem " No action required 

SEVFRIT. K V Region 4' Dallas. Office of the Director 79/05/07 
Ip 


" tempted Damage to Neu Fuel 
the Director 7O/0S/H 


S Reportable occurrences# LERs V related correspondence 


7906180156 Forwards PN0-79-67AM 

BElDLEi U C Region 4, Dallas# Reactor Construction t# Englnegring 

Support Branch 79/05/09 Ip 


7906180176 Forwards PNa-79-67AN 

&E1DLE«N C Region 4# Dallas# Reactor Construction EngJnserirg 

Support Branch 79/05/16 Ip 


79061 B0243 Foi wards PN0-79-67AQ 

SErDLE*W C Region 4. Dallas, Reactor C ons true t i ofi 8# Engineering 

Support Branch 79/05/23 fp 


7906180320 Forwards PN0-79-67AP 

SEIDLEtU C Region 4# Dallas# Reactor Construction 6 Engineering 

Support Branch 79/05/23 Ip 


7906130390 Forwards final deficiency rept re concrete voids behind 
liner plate in reactor bldg exterior wall 
TURNER# E A Houston Lighting ?« Power Co 79/06/05 ip 


--7906130397 Final deficiency rept on 701020 15th lift concrete volifi 
Caused by inadequate planning for large pour# long pour time, 
longer than normal slick lines t concrete pump breakdowns 
Immediate 4i long-term corrective actions have been effected 
a Houston Lighting A Power Co 79/06/15 I3pp 


7906120430 Second Interim rept af deficiency ie improper anchor- bolt 
matl Final rept will not submitted until 790BtS, due ta 
complexity of identifying 8# testing suspect bolts 
TURNER, E A Houston Lighting 8# Power Co 79/06/05 2pp 


7906130007 Forwards final deficiency rept re failure to properly 
consider application of certain postulated loads in interior 
structural steel beams Deficiency would not have resulted in 
significant safety haiard 

TURNER# E A Houston Lighting 8# Power Co 79/06/05 2pp 


—7906130008 Final deficiency rept on 781025 beam-to-column 
connection* Caused by human error 8' inadequate procedural 
training Beams have been reanalyied# errors corrected 6 
calculations design verified 

* Houston Lighting 8* Power Co 79/06/05 8pp 


7906220367 Interim deficiency lept on 790516 essential cooling walif 
gantry crane not designed to withstand DDT Caused by 
breakdown in design change program Design 8* change procedure 
being corrected 

TURNER. E A Houston Lighting Power Co 79/06/15 6pp 


T Hearing transcripts on non-anti trust matters 


7906180736 Transcript of 790601 hearing in Qethesda.MD Pp 213-471 
MILLER# M E . NOLFEi S J Atomic Safety and Licensing Board Panel 
79/06/01 260pp 


U Congress ional/Executive Correspondence 


7906070043 Requests info on Westlnghouse reactor design 8# posslblllSy 
of facility mod in light of TMI incident 
PICKLE. JJ House of Rep 79/04/25 Spp 


7906290271 Responds to 790416 Itr which forwarded J Lowry 790404 Kr 
requesting info on safety of plant const 8' operation 
Forwards "Summary of Progress of South TX Plant," providing 
general info re facility 

COSSICK.L V Office of the Executive Director for Operations 
79/05/22 4pp 


-7906390S85 Forwards J Lowry 790404 Itr requesting Info on safety of 
plant const 8# operation 
SCHMEIKER.R S Senate 79/04/16 Spp 


#r STN- 50-499 SOUTH TEXAS PROJECT# UNIT 3 


ip 1 icatlon/cons truction stage documents V correspondence 


10414 Forwards "Marviken Full-Scale Critical Flow Tests Intorlrt 
tiResults from Test 7 " Rept to assist NRC In responding 
request far justification of use of SATAN-V methods for 
diction of flow through orifices W/o and 
RjO D Light Water Reactors Branch 3, 79/05/08 3pp 


50073 Requests addl info by 790716, for review of FSAR 
8*8 D Light Water Reactors Branch 3 79/05/22. Spp 
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7906230190 Sumdiary of 790510 meotlng w/uttl in Dethes(f4rHD re s-oil/ 
ttructure interaction anali^sis 

LiCiTflAfE A Light Water Reactors Branch 3 79/05/23 5pp 


7906070317 Answer of TX Util Co fc subs 1 d lar le-s to Central Power 
Light's first s-et of interrogatories 4^ request for 
production of docuniBTits Affidavit 4 Certificate of Svc encl 
MORSHAHj J 1 Worsham. Forsythe h Sampeis 79/03/2B I6pp 




G Adjudlcatorg correspondence 


7906050403 Notifies that LA Sinbin will replace C flgan as group 
representative before Board in petition to intervene in DL 
request by util Certificate of Svc end 

JANEK. S M Citiiens Concerned About Nuclear Potuer, Inc 79/04/14 
5pp 


7906070223 Motion for continuance so as to comply tu/ASLD 790403 order 
re intervention Certificate of Svc enc 1 
BUCHORNiP Affiliation Unknown 79/04/22 Spp 


7906060030 TX Utils Generating Co discovery rept for liar 1979 
responded to interrogatories fj docu^nent requests from NRC. 
City of BrouinsviLle V Central Power 4> Light V submitted 
response to MRC motion to compel W/C er t i f 1 c a te of Svc 
KNOTTS* J B Debevoise fy Laeherman 79/04/05 5pp 


7906020253 Sup p lemonta 1 answers by TX Utils Generating Co ^ 
subsidiaries to first sat of interrogatories & request i-or 
production of documents from DOJ Supporting d ocumentat ion 6 
Certificate of Svc end 

WORSHAM* J I Worsham. Forsythe 4) Sampels 79/04/11 40pp 


79G6070304 Applicants' supplemental memo re 790417 appeal of 790403 
prehearing conference order Since Austin Citiiens for 
Economical Energy have not filed info per order»790417 
appeal should be treated an moot Certificate of Svc end 
flEWMANfJ R . REfSiH F Uouicnstein* Nouiman. Rots. Aie Irad fy Toll 
THRASH, C 0 Baker 6 Dotts 79/04/27 3pp 


7906070169 Intervenor's matinn for extension of time. until 790514. to 
respond to applicant's brief on appeal 

SINKIN.L A Citiicna Concerned About Nuclear Power, Inc 79/04/30 
IP 


7906200231 Grants NRC 790420 motion for ertension until 790529 for 
parties to file repts on contentions 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 79/04/30 
2pp 


7906230096 Opposes applicant brief appealing ASL0 prehearing 
conference order ruling on intervention petitions Untimely 
submittal of petition ta intervene due to mitigating 
c 1 rcumstances 

BLlCHORNrP Affiliation Unknown 77/04/30 I3pp 


7706040040 Grants Citizens Concerned About Nuclear Power until 790514 
to respond to applicants' brief on appeal 

Dl/FLOrM E Atomic Safety and Licensing Appeal Panel 79/03/01 Ip 


7706040417 Request by Hoiuotan Lighting fy Power for ei tens ion. un 1 1 I 
790430* to- file replies to motions for summary disposition 
Certifiate of Svc enc I 

BARWeTT. E W Baker «/ Sotts 79/04/1 1 5pp 


790'6020t29 Response by DOJ to various motions of Houston Lighting fy 
Power. TX Utils Generating Co fy City of Austin Supporting 
documenta t ion tc Certificate of Svc encl 
KARRIS. JL Justice, Dept of 77/04/23 62p p 


7906040454 Denies 790405 motion filed by Public Utils Board of City 0 
Browns Vi 1 1 e. TX to compel further production of documents by 
South TX Electric Cooperative it Medina Cooperative 
miller. H e Atomic Safety and Licensing Board Panel 77/04/23 
2pP 


7906030141 Mation by Gulf States Utils Co far protective order re 
confidential info Requests production of -documents per 
790226 subpoena be conditioned on 1‘eimbur semen t of expenses 
Supporting documentation t Certificate of Svc encl 
WETTERHAHN. M J Conner, Moore ty Corbor 79/04/25 29pn 


7906020007 Addl responses by Houston Lighting )I,Power to DOJ first set 
of interrogatories 6 request for production of documents 
Certificate of Svc encl 

COPELAND, J G Baker fy Botts 77/04/27 31pp 


7906200601 Motion to strike applicant 790417 appeal 6 790416 brief 
Brief & appeal are not in compliance w/NRC rules of 
practice Notice of appearance ^ Certificate of 5vc oncl 
SiNKINiS A Citizens Concerned About Nuclear Power. Inc 79/05/01 
7pp 


7906190032 Responds to applicant 7904i7 brief appealing 770403 
prehearing conference order graiitlr-tg intervention petitions 
ASLB did not abuse its discretion nor eri in finding 
standing Certificate of Svc end 

MCGt/RREN. H Branch 1 ULMAN. M B Operations Zt Administrative 
Division 79/03/02 20pp 


7906190132 Denies motion by Citizens Concerned About Mucloar Pouior 
to strike applicant appeal from order granting 
intervention Applicant papers satisfy criteria of 
iOCFR2 7l4a 

SKRUrSKI.R M Atomic Safety and Licensing Appeal Panel 79/03/07 
2PP 


7906130430 Supports ALAB’'54? allaeuing Citizens Concerned About Nuclear 
Power, Inc to intervene as party opposing issuance of QL 
Defers Citiiens for Equitable Utils petition to Board for 
judgment in favoi of admission 

SKRUTSKIiR K Atomic Safety and Licensing Appeal Panel 79/03/lB 
I3pp 


7906260033 Submits reformulated cantentions re denial of QL Facility 
has not been built in compliance w/safety stds, no reasonable 
assurance exists re public health & safety & applicant has 
violated 10CFn30 of QC requirements 

SiNKINrL A Citizens Concerned About Nuclear Power, Inc 79/03/29 

4pp 

K Utility Final Safety Analysis Report IFSARl fy amends 


7906130314 Forwards Amend 6 to FSAR Certificate of Svc end 
TURNER, E A Houston Lighting Power Co 79/06/11, 3pp 


— 7906130315 Amend 6 to FBAR 

■» Houston Lighting 6 Power Co 79/06/11 200pp 

K Antitrust correspondence 


7906070311 Notice of appearance of MG Berger on behalf of DOJ 
Certificate of Svc end 

BERGER, M 0 Justice, Dept of 77/03/19 4pp 


7906190034 Forwards second supp lemefiial answer of TX Utils Generating 
Co to DOJ first in t errogator les requests far production of 
documen ts, forwarded per 7904 IS meeting 

SLICKER, F K Wo-rsham, Forsythe fy Sampels /9/04/27 Ip 


— 7906190043 Second supplemental answer by TX Utils Generating Co to C 
first i nteri ogator i es *y requests for production of 
documents Supporting d ocumenta tion ^ Certificate of Svc 
enc 1 

WORSHAM, I Worsham, Forsythe ty Sampels 79/04/27 24pp 


7906010243 Forwards reply of Houston Lighting Zt Power Co in support of 
motion for nummary disposition Certificate of Svc en-cL 
MEiea, T F Baker t Botts 79/04/30 7pp 


—7906010260 Reply by Houston Lighting V Power Co In support of motion 
for summary judgment Urges that request for application 
of collateral estoppel against Central Power tc Light be 
granted Certificate of Svc oncl 

PABNETT, E M Baker «< Botts DDUKNIGHT, J A Lowenste i n, Neuman, 
Rels.Axelrad Toll 79/04/30 32pp 


7906030119 Response by Public Utils Board of City ef Brownsvl 11 e, TX tb 
-Central Power t Light Co first set of tnterr-ogat orles b. 
request for production of documents Certificate of Svc encl 
JAnLON, R A Spiegel V McDiarmld 77/04/30 3ajip 


7906020165 Answer in apposition to Houston Lighting & Power motion to 
campal NRC production of privileged documents Certificate of 
&VC encl 

LESSY, R Antl-Truat Division 79/04/3D lOpp 


7706020209 Response by Houston Lighting ty Power to NRC 790419 notion 
for rec nns Ideration of ASLB 790416 order Requests that ASLB 
affirms order re cieation of new documents not maintained In 
normal course of business Certificate of Svc encl 
BQUKNlQHTrJA Louens t e In* Nawman, Rei S j A xe I r ad L Toll 79/04/30 
IIPP 


7706020250 Reply by TX Utils Generating Co to combined answer of 
Central Power t* Light Central S, Southwest in opposition to 
former's 790400 motion to dismiss Central Southwest as 
Intervenor W/pertinent documentation & Certificate of Svc 
KNOTTS, JB Debevoise ^ Lleberman 79/04/30 IQpp 
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790^010393 3upp 1 etnantal motioli bi| Gulf 
& order for setting conditions 
ui/subpoena Certificate of Svc enc I 
RAl>£A^ll H Conneri Moore Z> Corber 


States Util amending protective 
for compliance 

79/01/30 6pp 


790&07D31S Notice of 790A01 conference in BethesdaiMD to discuii 
pending motions it responses re discovery ^ summary 
di spos ition 

MILLERiM £ Atomic Safety and Licensing Board Panel 79/03/15 tp 


7906190054 Discovery progress rept for Apr 1979 Responded to TX Utils 
Generating Co it Houston Lighting i< Pouier interrogatories Het 
ui/utils on 790418 Certificate of Svc encl 
HAftftIB. U L Justice, Dept of 79/04/30 6pp 


79062Q0105 flotion by Houston Lighting it Pouer to Include Central PQver 
it Light uithin ASLB 790409 protective order setting terms 
for production of confidential documents to Public Utils 
Board of City of Brounsvi I le# TX Certificate of Svc encl 
BARNETT. E U Baker it Botts 79/05/15 9pp 


/906200299 Forajards Public Utils Boards of City of Brounsvi lie* TX 
response to Houston Lighting i. peuer first «et of 
Interrogatories & first request for production of documents 
Affidavit b Certificate of Svc encl 
UNITE* S 0 Spiegel ii KcOiarmld 79/05/02 6pp 


—•'7906200500 Public Utils Board of Brownsville response to Houston 
Lighting ix Pouer Co first interrogatories 6 first request 
for production of documents 

JABLOM. R A Spiegel it McDlarmtd 79/05/03 lilpp 


7906200576 TX Util Generating Co answer to Central Power 6 Light 790420 
motion to compel further responses to letter's 
Interriogator 1 e s Previously supplied ans-urers are complete 
fairraddl demands by Central Power are redundant 
KNOTTS. J B Oebevolse t Lisberman 79/03/03 6pp 


7906290762 Submits Apr 1979 discovery progress rept for City of San 
Antonio Certificate of Svc encl 

UIL50N*N R Matthews. Howlln. Macfarlane Barrett 79/05/02 4pp 


7906070046 Motion by Gulf States Utils Co to file brief in reply to 
DOJ U City of firownsvi 1 le> TX answers to previous util 
motion &> supplemental motion for protective order Seeks to 
clarify third party status 

WETTERHAHN, M J Conner, Moore U Corber 79/05/16 7pp 


7906070313 Grants Houston Lighting if Power Co 790511 motion foror 
eitenslon of time*until 790529, for filing motion to 
compel further production from City of Brownsvl 1 le. Tx 
HILLER. M E Atomic Safety and Licensing Board Panel 79/05/16 Ip, 


7906190124 Requests R/1 Rader & DM Clements be added to svc list 
RADER. R M Conner. Moore V Corber 79/05/16 Ip 


7906020096 All Houston Lighting U Power confidential documents, 
produced for Public Utils Board of City of Brounsvi lie, TX 6 
reviewed by Central Power 6 Light, shall be subj to terms t 
conditions of 790409 protective order 

MILLER, M E Atomic Safety and Licensing Board Panel 79/09/18 Ip 


7906070034 Discovery status rept for Apr 1979 NRC filed answer in 
opposition to motion of Houston Lighting & Power Co to 
compel production of privileged documents 
LESBV. R P Arttl-Truit Division 79/03/03 Spp 


7906040122 TX Utils Generating Co discovery progress rept for Apr 1979 
responded to interrogatories from DQJ.met tu/DQJ V NRC & 
endeavored to coordinate remaining discovery v/City of 
Brownsvi 1 le* TX Certificate of Svc encl 
KNOTTS. J a Oebevoise 4 Lioberman 77/05/04 5pp 


7906230151 South TX Electric Cooperative U Medina Electric Cooperative 
monthly discovery rept far Apr 1979 no new discovery 
requests initiated ar receied during month 
JOHNfD F Akin. Gump. Hauer & Ffl 1 d 79/05/04 4pp 


7906190140 Response by Houston Lighting U Power to Central Power f/ 
Light 79042G (nations to compel answers to interrogatories 
Provides info re preparation of previous answers Certificate 
o f Svc e nc I 

BARNETT, E H Baker fr Botts 79/05/07 lOpp 


7906210403 Rules on discovery. in response to NRC 790419 motion for 
reconsideration of ASLB 790416 order Upholds order re 
protection of settlement documents 6 ercepting Houston 
Lighting Power from producing certain documents 
MILLER. M E Atomic Safety and Licensing Board Panel 79/05/07 

2pp 


7906040032 Second request for util supplemental production of 
nontechnical iJocuments 

BLUKE.H a Anti-Trust Division 79/05/08 Ip 


7906020137 Answer by Public Util* Board of City of Orownsvi I U. Tr to 
790425 4c 790430 motions by Gulf States Util re compliance 
u/790226 subpoena duces tecum from ASLB Supporting 
documentation tt Certificate of Svc encl 
MCOIARHID. R C Spiegel 4* McDiarmid 79/03/10 90pp 

7906020037 Answer in opposition to Gulf States Util 790425 motion 
for protective order 8. far order setting conditions for 
CD(rpliance U/7902S6 subpoena for production of documents 
Certificate of Svc end 

HARRIS. J L Justice, Dept of 79/05/11 iSpp 


7906020167 Notices of appearance by SB Oyphert it RH Clark on behalf of 
DOJ Certificate of Svc end 

CVPHERr*S B Justice. Dept of 79/OS/il 3pp 


7906I3041S Grants Gulf States Util Co 790506 motion requesting leave 
to file reply brief in response to DOJ City of 
Browns vi 1 le, TX answers to util request for protective order 
MILLER, M £ Atomic Safety and Licensing Board Panel 79/03/22 Ip 


7906260232 Golf State Utils reply brief to DQJ it Public Utils Board Of 
City of Drownsvi I le , TX answers in response to util motion 
for protective order order setting conditions for 
compliance w/subpoena Affidavit f/ Certificate of Svc encl 
WETTERHAHN, H J . RADER. R M Conner, Moore Corber 79/03/31 
37pp 


7906290596 TX Utils Generating Co discovery rept for May 1979 util 
provided supplementary responses to NRC interrogatories it 
requests for production of docuinents Certificate of Svc 
encl 

KNOTTS. J fi Debevoise i Lieberman 7^/0b/O6 Spp 


Q Inspection reports* IE Bulletins i correspondence 


7906250044 Forwards l£ Insp Repts 50-493/79-04 i 50-497/79-04 on 
790320-23 i notice of violation 

SEIOLE.U C Region 4. Dallas. Reactor Construction i Engineering 

Support Branch 79/04/11 2pp 


—7906250047 Notice of violation from insp on 790320-23 

a Region 4, Dallas. Office of the Director 79/04/11 Spp 


—7906250031 IE Insp Repts 50-490/79-04 !. 50-499/79-04 on 790320-23 
Noncomp 1 lance noted failure to follow concrete placement 
proc edures 

HUBACEK. W 0 Region 4. Dallas. Office of the Director 

HALL, R E Region 4. Dallas. Reactor Construction i Engineerini 

Support Branch 79/04/11 Spp 


7906110002 Forwards l£ Bulletin 79-03D, "Nuclear Incident at 
TMI-Svppl " No written response required 

SEVFRIT.K V Region 4, Dallas, Office of the Director, 79/04/Bl 
If 


7906210107 Second interim rept of reportable deficiency 

dimensional error in base slab of mechanical-elac tr i ca 1 Unit 
2 auiillary bldg Describes progress on redesign of bldg 
Final rept will not be available by 790S0I 
TURNER. E A Houston Lighting i Power Go 79/04/24 2pp 


7906250426 Hpuston Lighting & Power Co petition for extension until 
790527 to compel further responses from Public Utils Beard 
of City of Brownsvi 1 le. TX Add I time required to determine 
scope of planned motion Certificate of Svc encl 
FRANKLIN. N J Lowenste in. Newmain Re 1<« Aielrad I. Toll 79/03/11 
8PP 


7906210109 Confirms 790426 U 27 telcons re improper storage of 
reinforcing steel NRC understands that util has found no 
significant departure* exist from reinforcing steel 
requirements of site quality const procedure* 

SEVFRIT.K V Region 4, Dallas. Office of the Director 79/03/01 

2pp 


7906190147 Answers first set of Interrogatories 
prpiiuction nf documents submitted by TX Utils 
Supporting documentation id. Certificate of Svc 
LESSY. R.P Anti-Trust Division 79/05/14 


It request for 
Generating Co 
encl, 
lOpp 


7906120067 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Heed 
Insulation Support Problem " No action required^ 

SEVFRIT. K V Region 4. Dallas. Office of the Director 79/03/07 

Ip 
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7*70&2S0019 Farii/drd« IE Info N&tic 0 79~1S« “Attempted Dantege to Nsu F4/eL 
Assemblies " 

fiEVFflIT.K V Region 4. Dallas^ Office of the Director 79/05/11 

Ip 


79-06120139 Act receipt of 790503 Ifcr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-493/77-04 b 
30-499/77-04 

SEIDLEjU C Region 4i DaLlatr Reactor Construction & Engineering 

Support Branch 79/05/16 Ip 


— 7906120141 Responds to KfRC 790411 Itr re violations noted in IE In*p 
Ropts 30-490/79-04 t 30-499/79-04 Corrective actions 
concrete placement procedures training session held on 
790411 

TuntiER.E A Houston Lighting Power Co 79/03/03 2pp 


7906130067 Forwards IE Bulletin 79-1 1» "Faultg Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 8ys '* Licensee 
action required 

SEYFRITiK V Region 4. Dallas, Office of the Director 79/09/22 
Ip 


6 Reportable accurrencesr LERs & related correspondence 


7906180156 Forwards PNO-79-67AH 

EEIDLEiM C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Branch 79/03/00 Ip 


7906180176 Forwards PNO-79-67AN 

SEIDLE, H C Region 4, Dallas, Reactor Construction & Engineering 

Support Branch 79/05/16 Ip i 


79061B0243 Forwards PNO-79-67AO 

SEtDLE, H C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Branch 79/03/22 ip 


7906100320 Forwards PNO-79-67AP 

SEIDLE, H C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Branch 79/05/23 Ip 


7906120390 Forwards final deficiency ropt re concrete voids behind 
liner plate in reactor bldg exterior wall 
TURNER, E A Houston Lighting ^ Power Co 79/06/03 Ip 


— 7906120377 Final deficiency rept on 701020 ISth lift concrete voids 
Caused by inadequate planning for large pour, long pour time, 
longer than normal slick lines 6 concrete pump breakdowns 
Immediate 6 long-term corrective actions have been effected 
* Houston Lighting 6 Power Co 79/06/13 13pp 


7906120430 Second interim ropt of deficiency re improper anchor bolt 
matl Final rept will not submitted until 790015, due to 
complexity of identifying 6 testing suspect bolts 
TURNER, E A Houston Lighting Power Co 79/06/05 2pp 


7906130007 Forwards final deficiency rept re failure to properly 
consider application of certain postulated loads in interior 
structural steel beams Deficiency would not have resulted in 
significant safety haxard 

TURNER, E A Houston Lighting It Power Co 79/06/05 2pp 


— 7906130000 Final deficiency rept on 78102S boam-to-column 
connections Caused by human error inadequate procedural 
training Beams have been reanaly zed, errors corrected 6 
calculations design verified 

a Houston Lighting Power Co 79/06/05 0pp 


7906220367 Interim deficiency rapt on 7905J6 essential cooling water 
gantry crane not designed to withstand DDT Caused by 
breakdown in design change program Design 6 change procedure 
being corrected 

TURNER,E A Houston Lighting 6 Power Co 79/06/15 6pp 


T, Hearing transcripts on non-anti trust matters 


7906190736 Transcript of 790601 hearing in Bethesda,MD Pp 213-471 
HILLER, H E / WOLFE, 8 J Atomic Safety and Licensing Board Panel 
79/06/01 260pp 


U, Congresilona 1/Execu tive Correspondence 


7906070043 Requests info on Westinghouse reactor design & possibility 
of facility mod in light of TMl incident 
PICKLE, J J House of Rep, 79/04/25 2pp 


7906290271 Responds to 790416 Itr which forwarded J Lowry 790404 Itr 
requesting info on safety of plant const 6 operation 
Forwards "Summary of Progress of South TX Plant," providing 
general info r« facility 

GOSSICKfL V Office of the Executive Director for Operations 
79/05/22 4pp 


■7906290205 Forwards J Lowry 790404 Itr requesting info on safety of 
plant const 6 operation 
SCHWEIKERiR S Senate 79/04/16 2pp 


DOCKET 30-300 DAVI8-BESSE NUCLEAR POWER STATION, UNIT 2 


A App 1 icatlon/construct i on stage documents 6 correspondence 


7904210301 Forwards revision to 8ER re design criteria t bases for 
protoction against dynamic effects associated w/postulated 
rupture of piping outside containment 

HANAUERiS H Plant Systems Branch 79/03/29 0pp 


F Security, medical, emergency ^ fire protection plans 


7906000303 Emergency Procedure 1202 24 steam supply sys rupture 
SIMON, L , MURRAY, T D Toledo Edison Co 79/06/02 17pp 


0 Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALA0-3O9 

SCINTa,J F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790392 request for info re status of rulemaking 
proceeding to develop value for radon in Table S-3 Ropt b 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENBURY, E Hearings Division 79/03/26 34pp 


7906210093 NRC motion for summary disposition re radon issue was In 
errorj ALA0-54O consolidated only 5 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Sve 
enc 1 

DUFLQ, M E Atomic Safety and Licensing Appeal Panel 79/03/25 
3pp 


J, Insurance 6 Indemnity Information 


7906200336 Forwards Endorsements 22 fr 23 to MAELU Policy MF-92 
LLOYD, R D Marsh & McLenon, H t' K Nuclear Consul tants* Inc Div 
79/06/15 3pp 


M Antitrust correspondence 


7906220266 Notifies that certain documents were removed from A6LAB 
secretary's desk by unauthorized person Documents found in 
another ofc Investigation initiated 

DUFLQ, ME Atomic Safety and Licensing Appeal Panel 70/10/02 

app 
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— 790622033& Reipoada to 761107 rfemo re Investigation oF document 
rernoval Infd partli^ uttMielcf due ti> ervf arce/nont proceedings 
(ref FOfA Eiemption 7A1 

BURCHrC L Oivision of Sacurltij 76/12/04 2pp 


—7906220349 Coitiments on Qfc of Inspector U Auditor rept re investigation 
of document removal Info parilij uithheld due to enforcement 
proceedings Craf FDIA Eiemption 7A i> 7E> Forwards Idasfi ington 
Post 790126,0213 S- 25 articles 

HURIJE7. T F Off tee of Inspector U Auditor 79/02/28 7pp 


— 7906220364 Comments on Ofe of Inspector 6 Auditor rapt re investigation 
of document removal Info partly i^rithheld due to etiforcement 
proceedings fref FQIA Exemption 7E> 

CUMKXWOS, J J Office of Inspector Auditor 79/06/22 3pp 


DoctiEr 5o~aai davis-oesse nuclear power station, unit 3 


A App 1 Ice 1 1 on/co-nstruc tion stage documents ^ correspondence 


7904210503 Fortuards revision to SER re design criteria 4 bases for 
protection against dynamic effects associated u/postulated 
rupture of piping outside containment 

HANALPER. s H Plant Systems Branch 79/03/29 Bpp 


F Security^ medical, emergency ^ fire protection plans 


79O6O8O303 Emergency Procedure 1202 24 steam supply sys rupture 
SIMON, L , MUHRAr, T D Toledo Edison Co 79/06/02 I7pp 


0 Ad jud Lcatary correspondence 


79062100+7 Motion for eitenfion until 790+11 to prepare response to 
ALAP-S09 

SC INTO, J F Hearings Division 79/04/02 2pp 


7906210060 Responds to 790322 request for info re status of rulemaking 
proceeding to develop value for radon in Table 6-3 Rept U 
proposed rule uili 6e sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENBURY, E Hearings Division 79/03/26 34pp 


790621009S NRC motion for summary disposition re radon Issuer was in 
errorf ALA5-540 consolidated only 5 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Sve 
enc 1 

DUFUG, M £ Atomic Safety and Licensing Appeal Fanol 79/09/29 
3pp 


J Insurance 6 indemnity information 


79062-0 D336 Foruards Endorsements 22 23 to MAELU Policy MF-92 

LLQVDj R D Marsh i> McLenon, M ^ M Nuclear Consultants^ Inc Oiv 
79/06/15 3pp 


M Antitrust correspondence 


79062202'66 Notifies that certain documents were removed from A3LAQ 
secretary's desk by unauthor lied person Documents found In 
another ofc Investigation initiated 

DliFLCl, M E Atomic Safety and Licensing Appeal Panel 76/10/02 
3pp 


-“790622-0270 Forwards A8LAB memo issued in Davis— Sesse t- Perry proceeding 
re missing papers In ofe 

ROSENTHAL, A 5 Atomic Safety and Licensing Appeal Panel 
70/10/03 Ip- 


7906220320 Comments on Qfc of Inspector +i Auditor rept re Invest! gatlE^ 
of document removal Info partly withheld due to enforcement 
proceedings <ref FOIA Exemption 7A) 

RQSENTHAL/A & Atomic Safety and Licensing Appeal Panel 
70/11/08 2pp 


— 79D6220336 Responds to 7B1107 memo re Investigation of document 
removal Info partly withheld due to enforcement proceedings 
ire# FOIA Eiamptlon 7A) 

BLTHCH. C L Division of Security 78/12/04 2pp 


•7906220349 Comments on Qfc of Inspector 6 Auditor rept re 1 nvestlgatic"- 
of document removal Info partly withheld due to enforcement 
proceedings (ref FOIA Exemption 7A 6 7E> Forwards Washington 
Rost 790128,0213 U 25 articles 

HOftNEY.T, F Office of- Inspector 6 Auditor 79/02/28 7pp 


•7906220364 Comments on Ofc of Inspector ^ Auditor rept re investigattc’' 
of document removal Info partly withheld due to enforcement 
proceedings <ref FDiA Exemption 7E1 

CUMMINGS, J J Office of Inspector tr Auditor 79/06/22 2pp 


DOCKET STN- 50-302 HAVEN NUCLEAR PLANT, UNIT I 


A App I ica tion/constructlon stage documents 6 correspondence 


7906QG0272 Submits addl info on const runoff settling basins fa 
Industrial wastewater treatment fac 1 i i ti es, in response to 
790406 request 

BURSTEIN. S Wisconsin Electric Power Co 79/05/29 3pp 


7906130269 Forwards mass energy i elease rates 6 main steam Una break 
rates Rates withheld Cref 10CFR2 7901 

FAY, C (4 Wisconsin Electric Power Co 79/06/04 9pp 


7906120421 Forwards Paper 24, “Toward Universal C I imatologi cal Extreme 
Wind Distribution, " by KC Thom Paper was requested in J Ooll 
790524 telcon re response to NRC Question 372 6(2 3 1) 

FAY, C W Wisconsin Electric Power Co 79/06/05 31pp 


7906280117 Forwards response to NRC 790314 6 790419 requests for 
addl Info re alternative site studies 

FAY,C N Wisconsin Electric Power Co 79/06/20 105pp 


0 Utility Preliminary Safety Analysis Report, amends 


7906120147 Forwards Amend 18 to P8AR 

BURSTEIN. 8 Wisconsin Electric Power Co 79/05/31 3pp 


—7906120151 Amend IB to P8AR 

a Wisconsin Electric Power Co 79/06/30 ISOpp 


7906120193 Forwards Amend 23 to PSAR, for insertion into site addendum 
BURSTEIN. S Wisconsin Electric Power Co 79/05/31 Ip 


— 7906120200 Amend 23 to P8AR 

^ Wisconsin Electric Power Co 79/05/31 il7pp 


7906290579 Forwards Fp Llbertowici 790625 Affidavit of 8vc affirntng 
d is tr 1 but Ion of P5AR Amend 16 PSAR Bite Addendum Amend 23 
BURSTEIN, 5 Wisconsin Electric Power Co 79/06/12 3pp 


C Utility Environmental Report (ER>, amends J5, correspondence 


79060202C3 Forwards request for addl Info based on review of environ 
rept Amends 9-11 ^ site visits Questions re alternate sites 
were sent 790314 

BALLARD, ft L Environmental Projects Branch 1 79/05/15 I4pp 


7906I302I6 Forwards June 1979 “ftesponse to Dept of Natural ftesourcos 
Specific Comments on Amends 11 & 12 Environ Rept “ 
niiRSTEINfS P Wisconsin Electric Power Co 79/05/29 25pp 


•260409 Forwards complete environ rept, inc lud ing Amends lO 6 11 
errata Amend 12 

IRSTEIN, S Wisconsin Electric Power Co 79/06/18 2pp 


,260411 Forwards complete environ rept, Inc lud log Amends 10 It 
'errata V Amend 12 

IRSTEIN, B Wisconsin Electric Power Co 79/06/16 2pp 


■260414 Forwards complete environ rept, inc lud ing Amends 10 & 11 
'errata te Amend 12 

IRSTEIN, S Wisconsin Electric Power Co 79/06/18 2pp 
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C A.d judicatory correspondence 


7906010311 Advises that ASLO ref to both Haven unit* in legal 
documents is appropr latei even tbouQh applicants are 
seeking for only one unit Certificate of Svc end 

CHURCKILLiB U Shaur Pittmani Pottsr U Troubridge 79/04/13 4pp 


7906.030175 Dismisses intarvenor 790330 request for verification & 
analysis of mathematical computations (c computer codes of 
SfrU 

LOTORj E Atomic Safety and Licensing Board Panel 79/05/07 Spp 


DOCKET STN-50-503 HAVEN NUCLEAR PLANTi UNIT 2 


A App 1 ication/construction 9 tage documents V correspondence 


7906060272 Submits addl info on const runoff settling basins U 
industrial uastewater treatment f ac i 1 i t 1 es i in response to 
790406 request 

BLiRSTEINiS Htsconsln Electric Powor Co 79/05/29 3pp 


C Utility Environmental Report ( ER ) » amends U correspondence 


7906150216 Forurards June 1979 "Response to Dept of Natural Resources 
Specific Comments an Amends 11 & IS Environ Rapt " 

HUR8TEIN, S P Wisconsin Electric Power Co 79/05/29 25pp 


7906260409 Forwards complete environ rep t> Inc lud ing Amends 10 S* Ll 
ui/errata t> Amend IS 

BUR8TE1N.8 Wisconsin Electric Power Co 79/06/18 Spp 


79062604H Forwards complete environ rep t. inc lud ing Amends 10 ^ ll 
w/orrata V Amend 12 

BURSTEIN. 8 Wisconsin Electric Power Co 79/06/18 2pp 


79C6260414 Forwards complete environ rep t/ inc lud Ing Amends 10 ll 
w/errata h Amend 12 

BURSTE!Nr8 Wisconsin Electric Power Co 79/06/18 2pp 


Q Adjudicatory correspondence 


79C6050175 Dismisses intarvenor 790330 request for verification i’ 
analysis of mathematical computations U computer codes of 
St-W 

LUTONrE Atomic Safety and Licensing Board Panel 79/05/07 2pp 


DOCKET aTN-30-504 KOSHKONONO NUCLEAR PLAMTi UNIT 1 


A Application/construction stage documents // correspondence 


7906080272 Submits addl info on const runoff settling basins tt 
industrial wastewater treatment facilities* in response to 
790406 request 

HURST6IN*8 Wisconsin Electric Power Co 79/03/29 3pp 


C Utility Environmental Report (ERl^ amends ^ correspondence 


7906150216 Forwards June 1979 "Response to Dept of Natural Resources 
Specific Comments on Amends 11 12 Environ Rept " 

&UR8TEIN45 P Wisconsin Electric Power Co 79/05/29 23pp 


7906260409 Forwards complete environ rep t* inc lud Ing Amends 10 V (i 
u/errata Amend 12 

BUR8TEIN. 8 Wisconsin Electric Power Co 79/06/18 Spp 


7906260411 Forwards complete environ rept* inc luding Amends 10 V It 
u/errata ^ Amend 12 

BUR8TE1N. 8 Wisconsin Electric Power Co 79/06/18 2pp 


7906260414 Forwards complete environ rep t* inc lud Ing Amends 10 if 11 
w/orrata Amend 12 

BURSTEIN* S Wisconsin Electric Power Co 79/06/10 2pp 


DOCKET STN-30-505 KQSHKONONO NUCLEAR PLANT, UNIT 2 


A App 1 ication/construct 1 on stage documents ft' correspondence 


7906080272 Submits addl info on const runoff settling basins 6 
industrial wastewater treatment f ac 1 1 i ties, in response to 
790406 request. 

DURSTElNiB Wisconsin Electric Power Co 79/05/29 3pp 


C Utility Environmental Report lER), amends Zt correspondence 


7906130216 Forwards June 1979 "Responso to Dept of Natural Resources 
Specific Comments on Amends 1 1 6 12 to Environ Rept “ 

BURSTEIN. 8 P Wisconsin Electric Power Co 79/03/29 25pp 


7906260409 Forwards complete environ rapt* including Amends 10 & ll 
w/errata ft Amend 12 

BURSTEIN.S Wisconsin Electric Power Co 79/06/18 2p p 


7906260411 Forwards cempletr environ rept* including Amends £0 ft- 11 
w/errata ft Amend 12 

BURSTEIN*S Wisconsin Electric Power Co 79/06/10 2pp 


7906260414 Forwards complete environ rept, me lud ( ng Amends lO ft, 11 
u/errata ft Amend 12 

BURSTEIN. 6 Wisconsin Electric Power Co 79/06/10 2p p 


DOCKET STM-50- 506 K05HKON0NQ NUCLEAR PLANT, UNIT □ 


A App I ica tion/construct i on stage documents ft corrospondenco 


7906080272 Submits addl info on const runoff settling basins ft 
Industrial wastewater treatment fac 1 1 1 1 1 es, in response to 
790406 request 

BURSTEIN.S Wisconsin Electric Power Co 79/05/29 3p p 


C Utility Environmental Report <ER). amends ft correspondence 


7906130216 Forwards June 1979 ^'Response to Dept of Natural Resources 
Specific Comments on Amends tl ft 12 to Environ Rept '• 

BURSTEIN, 6 P Wisconsin Electric Power Co 79/05/29 23pp 


7906260409 Forwards complete environ rapt* inc lud Ing Amends 10 ft* 11 
w/errata ft Amend 12 

BUR6TEIN.8 Wisconsin Electric Power Co 79/06/10 2pp 


7906260411 Forwards complete environ rept, inciudl ng Amends 10 ft 11 
w/errata ft Amend 12 

BURSTEIN.S Wisconsin Electric Power Co 79/06/10 2pp 


7906260414 Forwards complete environ rept* inc lud ing Amends 10 ft ll 
w/errata ft Amend 12 

BURSTEIN, 8 Wisconsin Electric Power Co 79/06/18 2pp 


DOCKET STN-30-307 KOSHKOMONQ NUCLEAR PLANT, UNIT 4 


A App 1 ic atlon/construc t i an stage docgmcrits ft correspondence 


7906080272 Submits addl info on const runoff settling basins ft 
industrial wastewater treatment fac i 1 1 ties ■ in response to 
790406 request 

BURSTEIN, S Wisconsin Electric Power Co 79/05/29 3pp 


C Utility Environmental Report (ERK amends ft correspondence 


7906130216 Forwards "Responso to Dept of Natural Resources Bpeciftc 
Comments on Amends 11 ft 12 to Environ Rept," dtd June 1979 
BURSTEIN.S P Wisconsin Electric Power Co 79/05/29 23pp 

7906260409 Forwards complete environ rep b, inc lud ing Amends 1C 
w/errata ft Amend 12 

BURSTEIN.S Wisconsin Electric Power Go 79/06/18 2pp 


7706260411 Forwards complate environ rept, i nc luding Amends 1 
w/errata ft Amend 12 

BURSTEIN.S Wisconsin Electric Power Co 79/06/18 2pp 


7906260414 Forwards complete environ rep t, inc lud ing Amends 1 
u/errata ft Amend 12 

BURSTEIN, 6 Wisconsin Electric Power Co 79/06/10 2pp 


DOCKET 8TN-50-50B HPP8B NUCLEAR PROJECT, UNIT 3 


A App I icatlon/constr action stage documents ft correspondence 


7906270123 Forwards groundwater drainage analysis for 790331 
contained in two oversiced drawings 

RENBERDER,DL Washington Public Power Supply System 74 

3pp 
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DOCKETED ITEMS 


— 7906270130 Fifth %iippl to 4 »si 9 n p^araenvtrrs of graunduatsr drainage 
sqs for 79033l“05l5, conta ined In two o-veB>*lt»d drauiiriQa 
» Washington Public Pow«r Supply Systam 79/06/22 3pp 


Q Inspection reports^ \C bulletins & correspondance 


7906260320 Forwards lE Insp Repts 30-500/79-03 h 50-509/79-03 on 
790313-19 No noncotnpl lance noted 

SPENCERrO S Region 5, 8an FrancistOi Reactor Construction i 

Engineering Support Branch 79/04/20 2pp 


--7906260S33 IE In«p Repts 50-306/79-03 50-309/79-02 on 790312-15 No 

noncompliance noted Major areas Inspected changes in site 
OA organl *at i ons 4c structural concrete QA procedure review 
ALBERTiU O r HAVNESc ft C Region 9* San Francisco* Reactor 

Construction ir Engineering Support Branch HUTSON* T H Region 
S« San FrancliCOf Office of the Director 79/04/lB lipp 


7906120057 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem ” No action required 
ENOELKENrR H Region 3, San Franciicoi Office of the Director 
79/05/07 ip 


7906ia04aB Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assembliec " No written response necessary 

EN^IELKEM, R H Region S, San Francisco, Office o# the Director 
79/05/10 Ip 


7906000343 Forwards TE Circular 79-03, "Attempted Eitortton - Low 
Enriched \J " 

ENCELKEM, ft- H Region 5i Gan Francisco, Office of the Director 
79/09/ I a ip 


7906130054 Forwards IE Bulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sgs " Licensee 
action required 

ENCELHENrtt H Region 9, San Francisco* Office of the Director 
79/05/22 Ip 


7906200061 Forwards IE Info Notice 79-13, "Indication of Law Nater 
Level In Oyster Creek Reactor " 

6NGELKEN,R H Region 9, San Francisco, Office of the Director 
79/05/29 tp 


a Reportable occurrences, LERs related correspondence 


7906180231 Forwards PN0-79-67AN 

ENDELKGNi R H Region 9, San Francisco, Office of the Director 
79/05/14 ip 

7906160230 Forwards PN0-79-67Aa 

ENOELKENrR H fteglon 9, San Francisco, Office of the Director 
79/0S/2I Ip 


7906160391 Forwards PN0-79-67AP 

ENOELKEN, R H Region 9* San Francisco, Office of the Director 
79/08/22 Ip 


7906160371 Forwards FND-79-67Aa 

ENOELKEN. R H Region 9, San Francisco, Office of the Director 
79/05/30 Ip 


DOCKET aTN-30-3O9 WPP9S NVCUEAR PROJECT, UNIT 9 


A Applicat i dn/cons true t ion stage documents 4' correspondence 


7906270123 Forwards groundwater drainage analysis for 790331-0319, 
> oversiied drawings. 

Washington Public Power Supply System 79/06/22 


7906120057 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

ENDELKENi R H Region S, San Francisco, Office of the Director 
79/05/07 Ip 


79O6tGO40B Forwards IE Info Notice 79-12, "Attempted Damage to Ntw FoeJ 
Assemblies " No written response necessary 

ENGELKEN, R H Region S, San Francisco, Office of the Director 
79/05/10 ip 


79060Q0245 Forwards IE Circular 79-08, "Attempted Extortion - Lflu 
Enriched U " 

ENGEL KEN, R H Region 3, San Francisco, Office of the Director 

79/03/ la ip 


7906130034 Forwards IE Bulletin 79-11, "Faulty Overcurrdnt Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

EMGELKEN,R H Region 5, San Francisco, Office of the Director 
79/03/22 ip 


7906200061 Forwards IE Info Notico 79-13, "Indication of Low Uater 
Level in Oyster Creok Reactor " 

ENGELKEN,ft H Region 9, &an Francisco, Office of the Director 
79/05/S9 Ip 


8 Reportable occurrences, LERs 6 related correspondence 


7906180231 Forwards PHO-79-67AN 

ENGELKEN, R H Region S, San Francisco, Office of the Director 
79/05/14 ip 


7906180200 Forwards PND-79-67A0 

ENCELKEN. R H Region 9, San Francisco, Office of the Director 
79/03/21 Ip 


7906J603SI Forwards PN0-79-67AP 

£NGELKEN,R H Region 3i Ban Francisco, Office of the Director, 
79/03/22 tp 


7906160371 Forwards PN0-7'7-67AQ 

ENGELKEN,R H Region 3, San Francisco, Office of the Director 
79/03/30 Ip 


DOCKET 90-51O BLUE HILLS STATION, UNIT I 


D NftC Oraft/Flnal Envlrotimental Statements, suppls & correspondence 


7906120006 Forwards errata sheet to FES for facility (NUREO-0^49) 
6LAT£R,M Environmental Projects Branch I 79/04/J30 3pp 


0 Adjudicatory correspondence 


7906020132 Forwards info re occupational exposure in commercial nuclear 
reactors 4 adequacy of neutron dosimetry now used 
WOODHEA»,C P Branch 3 79/04/04 Ip 


7906030020 Forwards prof qualifications of applicant witness panel in 
upcoming early site review hearing 

WETTERHAHN.M Conner, Moore V Corber 79/04/17 I2pp 


7906140644 Requests to make limited appearance statement at liceitting 
prehearing conference 

WRIOHT. B Affiliation Unknown 79/04/26 ip 


7906140470 Request* appearance at site hearings near Jasper, TiC during 
week of 790506 

SPREADBURy, W N Stephen F Austin State Uni v 79/04/26 Ip 


7906140638 Request* to make limited appearance statement at licensing 
prehaaring egnfereneq 

LEBLANC, L P Affiliation Unknown 79/04/23 ip 


80163 Forwards applicant Gulf States Utils 790607 proposed 
dings of fact conclusions of law in form of partial 
(rial decision 

TERJfAHN, M J Conner, Moore 8, Corber 79/06/07 Ip 


626016? Oulf States Utils proposed findings of fact 6 conclueioni 
f law in form of partial initial decision re issues of «lt» 
ultablllty Certificate of 8vc end 

ETTE«HAHN,M J Conner, Moore 4 Corber 79/06/07 39pp 
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H 0«-ner4il correspondence 


7?06150S46 Supports consf; of nuclear plant 

WILLIAMS# C H Affiliation Unlcnoun 79/04/28 Ip 


DOCKET 30-511 blue: HILLS STATION, UNIIT 2 


I) NRG Draft/Final Envlron<nental Statements# suppLs ^ correspondence 


7906120006 Forwards errata sheet to FES for faciUty (NUflEO-0449) 
SLATERcH Environmental Projects Branch 1 79/04/30 3pp 


O Adjudicatory correspondence 


7906020132 Forwards info re occupational exposure in commercial nuclear 
reactors it adequacy of neutron dosimetry now used 
WOODHEAD. C P Branch 3 79/04/04 Ip 


790605D02B Forwards prof qualifications of applicant witness panel in 
upcoinlnp early site review hearing 

WETTERHAHNrM J Conner. Moore 4- Carter 79/04/17 12pp 


7906140644 Requests to make limited appearance statement at licensing 
prehearing conference 

WRIOKT, B Affiliation Unknown 79/04/26 Ip 


7906140470 Requests appearance at site hearings near Jasper# TX during 
week of 790506 

SPR£ADDURY,W N Stephen F Austin State Unlv 79/04/26 Ip 


790614063B Requests to make limited appearance statement at licensing 
prehearing conference 

LESLANCiL P Affiliation Unknown 79/04/23 ip 


7906280165 Forwards applicant Gulf States Utils 790607 proposed 
findings of fact & conclusions of law in form of partial 
Initial decision 

WETTERHAHNrM J Conner# Moore U Cortar 79/06/07 l^p 


— 79O62Q0169 Gulf States Utils proposed findings of fact tt conclusions 
of law in form of paitial initial decision re Issues of site 
suitability Certificate of Svc end 

WETTERHAHNrM J Conner# Moore t- Carter 79/06/07 59pp 


H General correspondence 


7906150246 Supports const of nuclear plant 

WILLIAMS. C H Affiliation Unknown 79/01/20 tp 


DOCKET 50-313 WPP89 NUCLEAR PROJECT, UNIT 4 


A Application/construction stage documents ^ correspondonce 


7906060013 Approves proposed date of Aug 1980 for submittal of F6AR U 
environ rept 

SQYD.R a Division of Project Management 79/09/01 3pp 


0 Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB -509 

BCINTO. J F Hearings Division 79/04/02 2pp 


—7906210060 Responds to 790382 request for Info re status of rulemaking 
proceeding to develop value for radon in Table S-3 Rapt 
proposed rule will be sent to NRC by 790406 Rule doee nob 
address health effects of radon releases 
CHRlSTENOURYrE Hearings Division 79/03/26. 34pp 


7906210095 NRC motion for summary disposition re radon issuer was In 
erroff ALAB-340 consolidated only 9 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Svc 
enc 1 

DUFLOrM E Atomic Safety and Licensing Appeal Panel 79/03/29 
3pp 


Q Inspection reports, IE Bulletins correspondence 


7906220133 Forwards IE tnsp Repts 90-460/79-09 it 90-913/79-03 on 
790327-29 No noncomp I lance noted. 

SPENCERiG.E. Region 5i San Franeisco, Office of the Director 
79/04/13 2pp 




— 7906220137 IE Insp Kepts 50-460/79-03 6 50-313/79-03 on 790327-29 No 
nancomp 1 tanc e noted Major areas inspected const activities# 
training programs 4, miscellaneous open items 

ALBERT. H 0 , HAYNES, R C Region 9# San Francisco., Office of the 

Director 79/04/13 4pp 


7706130069 Responds to NRG 790321 Itr re violations noted In IE Insp 
Repts 50-397/79-03,90-460/79-04 4# 50-313/79-04 Corrective 
actions audit conducted Feb 1977 Deficient hanger RD-40S 
uiill be removed tt replaced property 

RENHEROER, D L Washington Public Power Supply System 79/04/20 

3pp 


— 7906150090 Ac l( receipt of 790420 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-397/79-03, 
50-460/79-04 4- 50-513/79-04 

ENGELKEN, R H Region 5# San Francisco# Reactor Con s tru c t ton t 

Engineering Support Branch 79/09/03 Ip 


— 7906150058 Forwards |E Insp Repts 50-397/79-03.90-460/79-04 4. 
30-913/79-04 on 790201-02 6 14-15 4 notice of violation 
SPENCER# 0 5 iRegian 5, San Francisco, Reactor Construction 4 

Engineering Support Branch 79/03/21 2pp 


--7906IS'0063 Notice of violation from insp on 790201-02 & 14-15 

a Region 3# San Francisco# Reactor Construction 6 Engineering 

Support Branch 79/03/21 2pp 


— 7906190077 IE Insp Repts 50-397/79-03.90-460/79-04 4 50-513/79-04 on 
790201-02 4t 14-15 None omp I lane e noted failure to respond 
effectively to audit finding 6 failure to implement 
affective Insp prograni 

BISHOP, T W , SHACKLCTON, O C # HAYNES- R C Region 8, San 

Francisco# Reactor Construction 4# Engineering Support Branch 
79/03/21 7pp 


7906120057 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Read 
Insulation Support Problem " No action required 

ENGELKEN#. R H Region 3, San Francisco, Office of the Director 

79/05/07 tp 


79061804BQ Forwards IE Info Notice 79-12# "Attempted Damage to New Fuel 
Assemblies " No- written response necessary 

ENGELKEN# R H Region 5# 3an Francisco# Office of the Director 

79/09/10 Ip 


/9060B0243 Forwards IE Circular /9-O0# "Attempted Extortion - Low 
Enriched U " 

ENGELKENiR H Region 5# San Francisco, Office of the Director 

79/05/10 ip 


7906130054 Forwards IE Dullotln 79-11# "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety 8ye " Licensee 
action required 

ENGELKEN# R H Region 9# San Francisco# Office of the Director 

79/09/22 Ip 


7906200061 Forwards IE Info Notice 79-13. "Indlcatipn of Lou Water 
Level in Oyster Creek Reactor " 

ENGELKEN.fl H Region 5, San Francisco, Office of the Director 
79/09/29 1 p 


S Reportable occurrences. UERs 6 related corr ospondonc e 


7906100231 Forwards PN0-7^-67AN 

ENGELKEN# R H Region 3#- San Francisco# Office of the Director. 
79/09/14 Ip 


7906190280 forwards PN0-79-67A0 

ENGELKEN, R If Region 5« San Francisco, Office of the Director 

79/05/21 Ip 


7906180351 Forwards PN0-79-67AR 

ENGELKEN# R H Region 5# San Francisco, Office of tlie Director 

79/05/22 Ip 


7906100371 Forwards PNQ-79-67AQ 

ENGELKEN# R H Region 5, Ban Francisco# Office of the Director 

79/05/30 ip 


DOCKET 50-314 PED81.E SPRINGS NUCLEAR PLANT# UNIT 1 


A Application/construction stage documents it correspondence 


7906190473 Ack receipt of NRC 790518 Itx re PQE-1020 Response schedule 
(uiU be confirmed by 790615 

JOHNSON# A W Portland General Electric Co 79/06/f 1 Ip 
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DOCKETED ITEMS 


770&2202-30 Forwards Jan 1979 "Haustng tf Cornmunitg Facilittes 
Requireinentt Updat9< " Vol 2 

LINDDLADjM J Portland Oeneiral Electric Co 79/06/13 2pp 


(r Adjudieatorv corrfl-spon d efic e 


7903210011 Foruarde proposed NRC rsiponse Rt Gotchg I R Wellar to 
771215 memo re ASLB questions Unable to give filing date 
for f^RC revised alternative sites analysis being prepared by 
AML 

BOROErirCK. 13 M Branch 4- 79/03/07 Up 


R Periodic, operating reports fc related correspondence 


7906200481 Forwards "8eismU Netuork Annual Rapt.*' Nov 1977’'0ct 1978 
LINDBUAO. W J Portland Genera t Electric Co 79/04/12 Ip 


— 7906200489 ■Seismic Network Aniiioal Rept. " Nov 1977-Oct 197B. by 
TERA Copp 

♦ Portland General Electric Cg 79/01/31 58pp 


DOCKET SO- 5; 5 PEB&LE SPRINGS NUCLEAR PLANT, UNIT 2 


A App I ica tion/construc tion stage documents 6 correspondence 


7906190473 Act receipt of NRC 790518 Itr re P0E-t020 Response schedule 
will be confirmed by 790615 

JOHNSON. R M Portland General Electric Co 79/06/11 Ip 


7906220230 Forwards Jan 1979 "Housing ^ CooimunitU Facilities 
Requirements Update,'' Uol 2 

LINDBLAD.W J Portland General Electric Co 79/06/15 2pp 


G Adjudicatory correspondence 


7903210311 Poruards proposed NRC response by RL Gotchy U R Nellor to 
771215 memo re ASLB questions Unable to give filing date 
for NRC revised alternative sites analysis being prepared by 
ANL 

SDRDENICK, D H Branch 4 79/03/07 lip 


R Periodic operating reports & related correspondence 


7906300491 Forwards "Saismic Network Annual Rapt." Nov 1977-Dct 197B 
UlNOBLADiN J Portland General Electric Co 79/04/12 ip 


—7906200489 "Seismic Network Annual Regt, ’■ Nov 1977-Oct 1976, by 
TERA Corp 

e Portland General Electric Co 79/01/31 58pp 


DOCKET aTN-50-Sl6 JAMEfiPORT NUCLEAR STATION. UNIT 1 


G Ad jud scatory correspondence 


7906040093 Notion to file supplemental brief Certificate of Syc end 
LIKE.! Suffolk County, NY 79/G4/I9 7pp 


7906020223 Forwards IE Bulletin 79-02, "‘Pipe Support Base Plate Designs 
Using Concrete Eipansion Anchor Bolts " 

BORDEMECKifi M Branch 4 79/04/26 Ip 


ponds to 761205 Itr re design deficiencies in support 
NRC still waiting lor SLW evaluation of both , 
ctrlcal type supports Info will be evali/Jted 
ontinulng safety review 
M Branch 4 79/01/15 Ip 


upplemental 

or 


r reply to 
U 

AS V 


ef or, in 
ght 


G Inspection reports, IE Bulletins l> correspondence 


7906160394 Forwards lE Info Notice 79-10, "None omf ormlng Pipe Qupppri 
Struts " No written response necessary 

GRlER,Q H Region 1, Philadelphia, Office of the Director 
79/04/16 Ip 


7906110015 Forwards IE Bulletin 79-OSB. “Nuclear Incident at 
THI-Suppl " No written response required 

GRIER,B H Region 1, Philadelphia, Office of the Director 
79/04/23 Ip 


7906120166 Forwards IE Info Notice 79-'ll, "Lower Reactor Vessel Mead 
Insulation Support Problem " No action required 
GRiER.D H Region 1, Philadelphia, Office of the Direetpr 
79/05/07 2pp 


7906260115 Forwards IE Info Notice 79-12, "Attempted Damage to Ntu Fwil 
Assemblies " 

GRIER, B H Region 1, Ph i ladelph la. Office of the Director 
79/05/i I ip 


7906290794 Responds to IE Bulletin 79-03 Station design revleuad 4 
welded pipe is not used in Wostinghouse N3S8 
PLASKON, R E Long Island Lighting Co 79/05/11 Ip 


7906290609 Responds to IE Bulletin 79-07 No seismic stress anolys«« 
of saf eby-re iated piping have been performed Intends to 
use NUPIPE computer program for piping analysis 
PLASKON, R E Long Island Lighting Co 79/05/30 Ip 


DOCKET 8TM-50-517 JAHESPORT NUCLEAR STATION, UNIT 2 


G Adjudicatory correspondence 


7906040093 Motion to file supplemental brief Certificate of Sve encl 
LIKE, I Suffolk County, NY 79/04/19 7pp 


7906020223 Forwards IE Bulletin 79-02, "Ripe Support Base Plate Ueilgni 
Using Concrete Expansion Anchor Bolts " 

BORDENICK, B M Branch 4 79/04/26 Ip 


— 7906020226 Responds to 7B1205 Hr re design deficienfles in support 
base plates NRC still waiting for fitW evaluation of both 
piping ^ electrical type supports Info will be evaluated 
as part of continuing safety review 
DORDENICK, DM Branch 4 79/01/13 Ip 


7906160669 Opposes Suffolk County 790419 motion to file supp lemofilal 
brief Arguments presented are outside scope of evidence or 
redundant of arguments already admitted into evidence 
Certificate of 6vc encl 

REVELEY^W T Hunton t Will lama 79/05/04 4pp 


7906300S8B Requests ASLAB grant extension until 790606 for reply te 
Suffolk County motion to file supplemental brief NRC will 
complete evaluation of matl re T«I 4, submit info to ASLAB 
all parties Motion granted by ASLAB on 790516 
BORDENICK. IJ N Branch 4 79/03/00 5pp 


7906370269 Renews 790419 request to file supplemental brief or* in 
alternative, to reopen record Further relief will be sought 
after ASLB has received NRC response to 790419 order 
Certificate of Bve end 

LICK, I Suffolk County. NY 79/03/16 6pp 


G Inspection reports, IE Bulletins 6 correspondence 


7906180394 Forwards IC Info Notice 79-10, "Noncomf ormlng Pipe SuppOTk 
Struts " No written response necessary 

GRIER, B H Region I, Philadelphia, Office of the Director 
79/04/16 Ip 


79Q61I0015 Forwards IE Bulletin 79-'05B, "Nuclear Incident at 
TMI-Suppl “ No written response required 

GRIER, B H Region 1, Phi ladelphia. Office of the Director 
79/04/23 Ip 


7906120166 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Metl 
Insulation Support Problem *’ Ne action required 
GRIER, B H Region I, Philadelphia, Office ef the Director 
79/05/07 2pp 


7906260115 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

GRtER.E H Region 1, Phi ladelph ia, Office of the Director 
79/03/11 ip 
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7?0&29079^ Responds to tE Bulletin 79-03 Station design revieuied K 
iLielded pipe Is not used (n Mestinghouse NSSB 
PLASKON. R E Long Island Lighting Co 79/05/LI ip 


790^390000 Responds to IE Bulletin 79—07 No seismic stress analyses 
of saf ety-related piping have been performed Intends to 
use NUPIPE computer program for piping analysis 
PLASKON. R E Long Island Lighting Co 79/05/30 Ip 


DOCKET STN-50-31B HART8VILLE NUCLEAR PLANT. UNIT 1 


A Application/construction stage documents & correspondence 


7906190173 Confirms JC Killian & CE Kurphy 790513 tclcon re 
d iscontinuance of production of caduald splices ^ placement 
of concrete for Category I structures 

O'RElLLVi J P Region 2, Atlanta. Office of the Director 
79/05/13 app 


790625D264 Notification of 790619 meeting ux/util to discuss leak 
testing. temp & pressure s tds for piping embedded in 
concrete 

BENEDICTiR A . ROOD. H Light Water Reactors Branch 3 79/05/21 

4pp 


0 Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB-509 

aciNTO. J F Hearings Division 79/04/02 2pp 


—7906210060 Responds to 790323 request for info re status of rulemaking 
proceeding to develop value for radon in Table S-3 Rept fr 
proposed rule ul 11 be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHftlSTENDURY, E Hearings Division 79/03/26 34pp 


7906210093 NRC motion for summary disposition re radon Issue uas in 
errors ALA0-34O consolidated only 5 of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of 6vc 
enc 1 

DUFLO.M E Atomic Safety and Licensing Appeal Panel 79/09/23 

3pp 


Q Inspection reports. IE Bulletins it correspondence 


7906010322 Forwards IE Insp Repts 90 910/79-05,90-319/79-03. 
50-920/79-05 6 50-521/79-09 on 790220-23 No noncompliance 
no tod 

hURPHY. C E Region 2. Atlanta. Reactor Construction 5. Engineering 

Support Branch 79/04/02 2pp 


—7906010328 IE Insp Repts 30-818/79-09.30-919/79-03.50-920/79-05 6 
SO-921/79-03 on 790220-83 No noncomp I iance noted Major areas 
Inspected review of previous insp findi ngs . spray ponds it 
containment concrete 

SWAN. W B Region 2. Atlanta. Office of the Director 79/04/02 

6pp 


7906130147 Forwards IE Circular 79-07. "Unexpected Speed Increase of 
Reactor Motor Generator Bet Resulted In Reactor Power 
Increase, " No written response ro 4 uired 

O'REILLY. U P Region 2, Atlanta. Office of the Director 
79/05/02 Ip 


7906210090 Responds to IE Bulletin 79-03 Investigation shows no piping 
in use or planned In saf ety-related sys Effort in progress 
to locate any ASME SA-3l2fType 304 piping supplied by 
Youngstown Welding Engineering 

GILLELAND. J E Tennessee Valley Authority 79/05/14 Ip 


Raportable occurrences. LERs V related correspondence 


7906140411 Submits interim deficiency rept breakdown in QC program at 
Intfustrlal engineering works on reactor pressure vessel 
shield wall Initial rept to M Gouge on 790417.Pinal rept to 
be transmitted 790702 

OILLELAND. JE Tennessee Valley Authority 79/09/17 3pp 


7906190431 Forwards deficiency rept re const of piping elbows 
w/unspec If led mat) 

OILLELAND. V£ Tennessee Valley Authority 79/05/85 Ip 


— 790&190448 Deficiency rept on 790989. p ip ing elbows constructed from 
unspecified matl. Elbows w/heat code W6719 were identified, 
tested returned to manufacturer 

Tennessee Valley Authority 79/05/25 3pp 


DOCKET STN-S0-5L9 HARTS VBLLE NUCLEAR PLANT. UNIT 3 


A App 1 tea t ion/cons true t Lon stage documents ^ correspondence 


7906190173 Confirms JC Killian ^ CE Murphy 790515 telcon re 
discontinuance of production of cadweld splices S, placement 
of concrete far Catagorg I structures 

D'REILLY. J P Region 2, Atlanta. Office of the Director 

79/05/15 2pp 


7906250364 Notification of 790619 meeting w/util to discuss leak 
test ing. temp V pressure stds for piping embedded in 
c ancre te 

BENEDICT, R A . ROOOrH Light Mater Reactora Dranch 2 79/05/21 

4pp 


G Ad jud lea tory correspondence 


7906210047 Notion for extension until 7904 J I to prepare response to 
ALAB-3Q9 

SCINTO. J r Huarings Division 79/04/02 2pp 


— /9062t00A0 Responds to 790322 re<iuest For Info re status of rulemaking 
proceeding to develop value for radon in Table S~3 Rept & 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENOURV. E Hearings Division 79/03/36 34pp 


7906310093 NRC motion, for summary disposition re radon issue was in 
errori ALAB-540 consolidated only 5 of 16 cases Dames NRC 
motion as to parties in other proceedings Certificate of Svc 
enc I 

DUFLO. Ml E Atomic Safety and Licensing Appeal Panel 79/09/23 
3pp 


G Itispec tiuii reports. 1C Bulletins U correspondence 


7906010332 Forwards IE Insp Repts 50-310/79-05.50 -519/79-05. 
90-520/79-05 & 90-521/79-0 5 on 790320-23 No noncomp I iance 
noted 

MURPHY, C E Region 2, Atlanta, Reactor Constructlan -S* Engineering 

Support Branch 79/04/02 2p p 


—7906010325 IE Insp Repts 30-310/79-05.50-519/79-03.50-520/79-05 6 
90-521/79-05 on 790220-23 No none omp 1 lance noted Major areas 
Inspected review of previous (nsp find ing s . spray ponds 
containment concrete 

SWAN.M D Region 2. Atlanta. Office of the Director 79/04/02 

6pp 


7906130147 Forwards IE Circular 79-07, "Unexpected Gpeed Increase op 
Reactor Motor Generator Set Resulted In Reactor Rower 
Increase *' No written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/05/02 Ip 


7906210099 Responds to IE Bulletin 79-03 Investigation shows no piping 
in usa or planned in sa f ety -r e lated sys Effort in progress 
to locate any ASME SA-3l2rTypo 304 piping supplied by 
Youngstown Welding ^ Engineering 

OILLELANDt^/ E Tenne os e e Va 1 1 ey Au thor 1 ty 79/05/14 Ip 


0 Reportable occurrences. LERs t' related correspondence 


7906190431 Forwards deficiency rept re const of piping elbows 
w/unsp ec If i cd matl 

GILLELANDji J E Tennessee Valley Authority 79/05/85 Ip 

— 7906190442 Deficiency rept on 790525 piping elbows constructed fran 
unspecified matl Elbows w/heat codv N671? were identified, 
tested If returned to manufac turrr 
a Tennessee Valley Authority 79/03/25 3pp 


DOCKET STN-90-92O HARTSVILLE NUCLEAR PLANT. UNIT 3 


A App 1 i cat 1 an/c dns true t i on stage decuments cor responden.ee 


7906190173 Confirms JC Killian t> CE Murphy 790515 telcon re 
d i scon t Inuance of production of caduield splices 6 placement 
of concrete for Category I structures 

O'REILLV.J P Region 2. Atlanta. Office of the Director 

79/05/13 Spp 


7906290264 Notification of 790619 meeting w/utll to discuss leak 
testing, temp 6 pressure stds for piping embedded in 
concrete. 

BENEDICTiR A , ROOD. H Light Nater Reactors Branch 2 79/03/21 

4pp 
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0 Adjudicator)^ correspondence 


79&32104&6 Ack receipt of 790222 Itr requesting leave to Intervene 
Informs that 790209 Itr uas treated as intervention 
petition Forwards notice b s tab J i s hmen t of ASLB to rule 
on petition H/q end 

OaLDBEiRS, S C Branch 3 79/03/03 Ip 


7906310047 Motion ^or ectenaian until 790411 ta prepare response to 
Al.AB-509 

SOrNTQ^JF Hearings division 79/04/02 2pp 


— 790&210060 Responds to 790322 request for Info re status of ^ul6t^aklns 
proceeding to develop value for radon tn Table S-3 Rept U 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRlSTEiNBURY. E Hearings Division 79/03/26 34pp 


7906310095 HRC motion for summary disposition re radon Issue was in 
error) ALAB-S40 consolidated onli; 5 of 15 cases Dames HflC 
motion as to parties in other proceedings Certificate of 6vc 
end 

OUFLOfM E Atonic Safety and Licensing Appeal Panel 79/05/25 

3pp 


Q rnspection reports, l£ Bulletins 8t correspondence 


7906010322 Forwards IE Insp Repts 50-516/79-05.50-519/79-05, 
30-520/79-05 6 50-521/79-05 on 790230-23 Np none omp I lance 
noted 

Kl7RPHVi C E Region 2. Atlantai Reactor Construction ^ Engineering 

Support Branch 79/04/02 2pp 


—7906010228 IE Fnsp Repts 50-51B/79-03. 50-519/79-05, 50-520/79-05 ic 
50-521/79-05 an 790220-23 Mo noncenp I lane e noted Major areas 
inspected review of previous insp f Ind ing s. spraq ponds U 
containment concrete 

SUAN^U a Region 2. Atlanta. Office of the Director 79/04/02 

6pp 


7906130147 Forwards IE Circular 79-07r "Uneipected Speed Increase of 
Reactor Motor Cenerator Set Resulted in Reactor Power 
Increase " No written response required 

O^REILLYrO P Region 2. Atlanta. Office of the Director 
79/05/02. ip. 


7906210098 fteipands to IE Bulletin 79-03 Investigation shows no piping 
in use or planned in taf at y-related sys Effort in progress 
to locate any ASME SA-312*Tfjpe 304 piping supplied by 
Youngstown Ifaiding & Engineering 

OlLLELANDiJ E Tennossea Valley Authority 79/55/14 Ip 


B Reportable occurrences. LERs related correspondence 


7906190431 Forwards deficiency rept r< const of piping elbows 
uf/untpec 1 f ied mat] 

OttLELANO. J E Tennessee Valley Aut-horlty 79/05/25 Ij) 


— 7906190442 Deflclencv rept on 790325 piping elbows constructed from 
unspecified mat! Elbows w/hcat code tl67l9 were identified, 
tested ht returned to manufacturer. 

-s Fennessea Valley Authority 79/05/23 3pp 


unrMPT *!tN-30-52I HARTS VILLE NUCLEAR PLANT, UNIT 4 


/construe tlon stage documents ^ correspondence 


Us tetcan re 

lacemont 

r*»r f«- 


790'6210047 Motion for eitenslon until 790411 to prepare rospanee to 
ALAB-S09 

aCiNTO. JF Hearings Division 79/04/02 2pp 


•7906210060 Responds to 790522 request for Info re status of rulioakirl 
proceeding to develop value for radon in Table S-3 Rept 6 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRJSTENBURF. E Hearings Division 79/03/26 34pp 


7906210095 NRC motion for summary disposition re radon issue was in 
error) ALA B-340 cansoHdated only 5 of 15 cases Denies NRC 
motion as to parties in other proceedings Certificate of Qvc 
qnc 1 

OUFLO, M E Atomic Safety and Licensing Appeal Panel 79/05/25 
3Pi) 


a Inspection reports. IE Bulletins 6 correspondence 


7906010322 Forwards IE Insp Repts 50-310/79-05, 50-319/79-03. 
50-520/79-05 ft 50-521/79-05 on 790220-23 No noncomp I ianc e 
noted 

MURPHV.C E Region 2. Atlanta. Reactor Construction ft Eng knerrini 

Support Branch 79/04/02 2pp 


—7906010328 IE Insp Repts 50-51 B/79-05. 50-51 9/79-05. 50-520/ 79-03 % 
50-521/79-03 Oh 790220-33 No noncomp 1 1 anc c noted Major areas 
inspected review of previous insp find ings. spray ponds ft 
containment concrete 

SWAN^M fl Region 3, Atlanta. Office of the Director 79/01/02 

6pp 


7906130147 Forwards IE Circular 79-07. "Unexpected Speed Incroaie of 
Reactor Motor Generator Set Resulted in Reactor Power 
Increase ” No written response required 

O'-REILLYr J P Region 2. Atlanta. Office of the Director 
79/05/02 Ip 


7906210098 Responds to IE Bulletin 79-03 Investigation shows no plpirif 
in use or piannod in saf ety-re lated sys Effort in progress 
to locate any ASHE SA-312. Type 304 piping supplied by 
Youngstown Heldlng ft Engineering 

OILLELAND. JE Tennessee Valley Authority 79/03/14 Ip 


DOCKET STN-50-S23 SKAOIT NUCLEAR POWER PROJECT. VNIT I 


A App 1 icatton/cons truction stage documents ft correspondence 


7906150239 Forwards May 1976 "Environ Analysis Rept Mt BakBr-Cnogveldll 
Natl Forest " Rept avalUble In Central Files only 
KCGIIIRE, J R Agriculture. Dept of 76/06/06 ip 


7903310303 "Rept of Geologic Investigations in 1978-79 
a Puget Sound Power ft Light Co 79/05/31 200pp 


790615D261 Forwards info re costs associated u/sel»ction of alternals 
sites. as requested in NRC 790S21 Itr Tabulation ft summary 
explanation sheets end 

MECCA, J E Puget Sound Power ft Light Co 79/06/12 4pp 


G Adjudicatory correspondence 


7906010014 Replaces 79D115 list of principal issues, submi fcted per A4LA» 
790208 order Certificate of Sve end 

LEEO,R M • GENDLER.M N Skagitonians Concerned About Nudoar F’lanii 
79/03/16 23pp 


7906050115 Various Itrs objecting to proposed const of facility 
IVERSON, W , MIENER, R , SCHULTZ, 8 Affiliation Unknown 79/04/10 
13pp 


7906020227 Request by interveoors Skagitonians Concerned About Nuclear 
Plants for motion ordering review of NRC position re 
relevance of Class 9 accident issue Renews motion to 
consider Class 9 accidents Certificate of 8vc end 
LEED. R N Leed, Roger M 79/04/27 3pp 


7906220122 Forwards »'I979 Nest Croup Forecast " 

THaH3EN.F T Park ins. Cole, Stone, Olsen ft NtlUams 79/03/04 
'P 


>0224 Forwards amended response to Interrogatory 5 previously 
fitted on 79D214. 

IK, R L Branch 1 79/05/04 Ip 
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790&0£026i> Forwards press release ennouncinj; 1-vr d&lay in Unit t 
commercial opera ti opi uh i ch is still uithiri CP latest 
completion date 1413 1 fila FSAR & OL staso environ pept in 
Oct 1979 

VAN BRUNT. E E Ariiona Public Service Cp 79/05/25 4pp 


0 Adjudicatory correspondence 


7906220334 Objects to proposed facility site 

PARKER, 0 A Affiliation Unknown 79/06/07 ip 


Q Inspection reports. IE DtiLletiiis 2c c orres p and e nc e 


7906200602 Requests denial of 790427 «nation by Skag £ tonlans Coricerned 
About Nuclear Pauer in NRC p roceed ingi ASLB. not NRC. grants 
license on basts of record 24 Board member perianal 
expertise Certificate of 5vc end 

BAUSER. M A Louenstein. Neuntanr Rei Sr Are Irad h Toll 79/05/00 8pp 


7906SB0017 Requests denial of Skagitoniani Concerned About Nuclear 
Plants 790427 motion re c ons iderati an of Class 9 accidents 
NRC policy provides that Class 9 accidents need no-t be 
considered in EIS Certificate of Sve end 

THQMSEN, F T Perkins. Coio. Stone. Olsen & Williams 79/03/11 
3pp 


7906200466 Reviews NRC safety review efforts. in response ta 790405 
Itr expressing concerns re proposed nuclear facility close 
to Canadian border 2i City of Vancouver 

OENTON. H R Office of Nuclear Reactor Regulation 79/05/16 Spp 


DOCKET aTN“S0-523 SKAOIT NUCLEAR POWER PROJECT. UNIT 2 


A App i ication/construction stage documents 2( correspondence 


7906150229 Forwards May 1976 "Environ Analysis Rept Mt Daker-Snog valmi e 
Natl Forest " Rapt available in Central Files only 
MCOUIRErJ R Agriculture. Dept of 76/06/06 Ip 


7909310385 "Rept of Oeologic investigations in 1978-79 
* Puget Sound Power 2< Hfiht Co 79/09/31 200pp 


79061S0261 Forwards info re costs associated u/seiection of alternate 
sites.as reguestod in NRC 790921 Itr Tabulation 2- summary 
explanation sheets end 

MECCA. J E Puget Sound Power 2- Light Co 79/06/12 4pp 


O Adjudicatory corresp ondence 


7906010014 Replaces 790119 list of principal issuos. s ubmittad per ASLAD 
790200 order Certificate of Sve end 

LEED.R M I OENDLER.M U Skagitonlans Concerned About Nuclear Plants 
79/03/16 23pp ' 


7906050113 Various Itrs objecting to proposod const of facility 
I VERSON, N , WIENER, R « SCHULTZ. S Affiliation Unknown 79/04/10 
I3pp 


7906020229 Request by intervenors Skagitonlans Concerned About Nuclear 
Plants for motion ordering review of NRC position re 
relevance of Class 9 accident issue Renews motion to 
consider Class 9 accidents Certificate of Sve encl 
LEEO. R.N. Leed, Roger M 79/04/27 Spp 


7906220122 Forwards 'M979 West Group Forecast *' 

THOMSEN. F T Perkins, Coie, Etone, Olsen StWllliama 79/0^/04 

loopp ; 


7906290224 Forwards amended response to Interrogatory 9 previously 
lubmitted on 790214 

BLACK. R L, Branch I 79/09/04 Ip 


7906200602 Requests denial of 790427 motion by Skagitonlans Concerned 
About Nuclear Power, In NRC proceed ing. A0LB, not NRC. grants 
license on basis of record Board member personal 
expertise Certificate of Bve and 

DAUSERiM A Lowens te i n^ Newman. Re I ■ , Axe 1 rad S' Toll 79/03/08, 8pp 


7906280017 Requests denial of Bkagitontans Concerned About Nuclear 
Plants 790427 motion re cons! deration of Class 9 accidents 
NRC policy provides that Class 9 accidents need not be 
considered in EI0 Certificate of Bye end 

THOMSEN, F T Perkins, Cde. Stone. Olsen & Williams 79/05/11 
3PP 


7906200466 Reviews NRC safety review efforts. in response to 790405 
Itr, expressing concerns re proposed nuclear facility dose 
to Canadian border 8. City of Vancouver 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/16 2pp 


docket 8TN-50“S2a PALO VERDE NUCLEAR STATION. UNIT 1 
A App 1 icatlpn/construction stag# documents t. correspondence 


7906200319 Summary flf 790423-26 meeting w/uttl in Pfioenlx.AZ re status 
□ f const. 

LICJTRA, E. Light Water Reactors Branch 0, 79/03/14 6pp 


7906120043 Forwards IE Info Notice 79-lt. "Lower Reactor Vessel Head 
IneulatioTt Support Problem ” No action required 

ENGELKENrR K Region 5, San Francisco. Office of the Director 
79/05/07 Ip 


7906160472 Forwards 1C Info Notico 79-12. "Attempted Damage to New Fuel 
Assemblies " No written response necessary 

ENGELKEN. R H Region 5. San Francisco, Office of the Director 
79/03/ ID ip 


7906080240 Forwards IE Circular 79-00, "Attempted Extortion - Low 
Enriched U " 

ENGELKEN, R H Region &. San Francisco. Office of the Director 
79/03/18 ip 


7906130037 Forwards lE Bulletin 79-U, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

ENGELKEN. R H Region 5, San. Francisco. Office of the Director 
79/03/22 tp 


7906200049 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor " 

ENGELKEN. R H Region 9, San Francisco. Office pf the Director 
79/03/29 Ip 


a Reportable acciirrences. LERs L related corrosp ondence 


7906 1 0021 3 Forwards PN0-79-A7AN 

ENGELKEN, R H Region S* San Francisco. Office of the Director 
79/03/16 ip 


7906100261 Forwards P NO-? 9-67 AO 

ENOELKEM. R H Region 3, San Francisco. Office of the Director 
79/09/21 Ip 


7906100333 Forwards PN0-79-67AP 

ENGFUKENrR.H Region 5, flan Francisco, Office of the Director 
79/09/22, Ip 


7906100361 Forwards PN0-79-67AQ 

EN0ELKEN,R H, Region 9, San Francisco. Office of the Director 
79/05/30* Ip 


DOCKET aTN-50-329 PALO VERDE NUCLEAR STATION. UNIT 2 


A App 1 icatlon/canstruc bion stage documents correspondence 


79062a'03l9 Summary of 790429-26 meeting w/util in Phoenix. AZ re status 
of const 

LfCiTRA. E Light Water Reactors Branch 3 79/09/14, 6pp. 


7906060266 Forwards press release announcing i-yr delay in Unit 1 
commercial opera t i on, wh Ich Is stilt within CP Latest 
compistlon date Mill file FBAR DL stage environ rept in 
Oct 1979 

VAN BRUNT, E,e, Arliona Public Service Co 79/05/23 4pp. 


0 Adjudicatory coTrespondcnce 


7906220334 Objects to praposed facility site. 

PARKER,©. A Affiliation Unknouin. 79/06/07 Ip 


O Inspection raparts, IE Bulletins 4t correspondence 


7906120043 Ferwarde IE Info Notice 79-H, »'Lower Reactor Vestel Head 
Insulation Support Problem.'* No action required. 

ENGELKEN. R H Region 5. 8an Francisco. Office of the Director. 
79/05/07 ip. 
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79061SO472 Forwards IE Info Kotice 79-12. "Attampted Dainag a to Mciu Fuel 
Assenb-lics “ No written response nece^-aart^ 

ENGELKEN.R M Region 5. 3an Francisco. Office of the director 

79/05/ 10 ip 


79060802<I0 Forwards lE Circular 79’’09f ^'Attempted Eitortian - Lou 
Enriched U *' 

ENOELKEN.R H Region 5. San Francisco. Office of the director 

79/03/ia Ip 


7906130037 Forwards IE Bulletin 79-1 U '"Faulty Overcurrent Trip Device 
111 Circuit Breakers for Engineered Safety Sys " Licensee 
action rei^utred 

ENCELKEN.R H Region 3. San Francisco. Office of the Director 

79/05/22 Ip 


7906200049 Forwards JE Info Notice 79-S3. ’’Indication of Lou Uatar 
Level fen Oyster Creek Reactor ” 

EIMGELKEN.R H Region 5. San Francisco. Office of the Director 
79/05/29 Ip 


S Reportable occurrences. LERa t related correspondence 


790618 Data Forwards PN0-79-67AN 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 

79/05/16 ip 


7906180261 Forwards PN0-79-67A0 

ENOELKEN.R H Region 5* San Francisco. Office of the Director 
79/05/21 ip 


7906180333 Forwards PNO-79-6 7AP 

ENGELKENrR H Region 5. San Francisco. Office of the Director 

79/05/22 ip 


79061G0361 Forwards PNO -79-67 AQ 

ENCELKEN.R H Region 5. San Francisco. Office of the Director 
79/05/30 i p 


DOCKET STM-SO-530 PALO VERDE NUCLEAR STATION. UNIT 3 


A Appl i cation/cons truct i on stage documents t, correspondence 


7906200319 Summary of 790425-26 meeting w/utii in Phoenlx.AZ re status 
of const 

LICITRA.E Light Water Reactors Branch 3 79/05/14 6pp 


7906060266 Forwards pi ess release announcing 1-yp delay in Unit 1 
commercial op era t ion. w1i 1 ch is still within CP latest 
completion date Will file FSAR U OL stage environ rept in 
Oct 1979 

VAN BRUNTrE € Arizona Public Service Co 79/03/25 4pp 


D Adjudicatory correspondence 


7906220334 Objects to proposed facility site 

PARKER. D A Affiliation Unknaun 79/06/07 Ip 


Q Inspection reports. IE Bulletins t correspondence 


I Forwards IE Info Notice 79-11. ’'Lower Reactor Vessel Head 
on Support Problem *♦ No action required 

’. R H Region 5. San Franciscor Office of the Director 
ta 


79-12. "Attempted Damage to New Fuel 
necessary 

Office of the Director 


tlon - Low 


S Reportable occurrences. LERs h related correspondence 


7956190213 Forwards PN0-79-67AN 

ENCELKEN.R H Region 5. San Francisco. Office of the Director 
79/05/16 Ip 


7906100261 Forwards PND-79-67AD 

ENGELKEN.R H Region 5. San Francisco. Office of the Dimcior 
79/05/21 Ip 


79061BO335 Forward* PN0-79-67AP 

ENCELKEN.R H Region 5. San Francisco. Office of the Director 
79/05/22 Ip 


7906180361 Forwards PN0-79-67AQ 

ENCELKEN.R H Region 5. San Francisco. Office of the Dlractor 
79/05/30 Ip 


DOCKET 30-337 CLINCH RIVER BREEDER REACTOR 


F Security, medical, emergency firo protection plana 


7906080209 Forwards responses to NRC request foi addl info re physical 
security plan Plan withheld (ref 10CFS2 790) 

COPELAND, R L Energy, Dept of 79/06/01 4pp 


DOCKET 50-330 MEHPHIS STATE UNtV RESEARCH REACTOR 


0 Inspection reports, IE Bulietins A correspondence 


7906250417 Forwards IE Info Notice 79-12. "Attempted Damage Ifl N«u Full 
Assemblies " 

O'REILLViJ P Region 2. Atlanta. Office of the Director 
79/05/10 ip 


7906060133 Ac k receipt of 790417 Itr informing NRC of steps tak«n to 
correct violations noted in IE Insp Rept 50-530/79-01 
KENNA.W D Region 2. Atlanta. Safeguards Branch 79/05/14 Ip 


—7906000157 Forwards IE Insp Rept 30-538/79-01 on 790306-07 Natlc* df 
violation withheld (ref 10CFR2 790) 

KENNA. U 0 Region 2, Atlanta. Safeguards Branch /7/03/2J 

2pp 


—7906080169 IE Insp Rept 50-530/79-01 on 790306-07 Noncomp I lance note! 
failure to conduct security pregram review Details withheld 
(ref lOCrR2 790) 

PERNV. C D Region 2. Atlanta. Office of the Director 
GILLESPIE. F P Region 2. Atlanta. Safeguards Branch 79/0J^2l 

tp 


DOCKET STN- 50-546 MARBLE HILL NUCLEAR STATIDN. UNIT I 
C Utility Environmental Report (CR), amends i* correspondence 


7906280030 Environ rept for OL stage 

* Public Service Co of Indiana. Inc 79/05/31 80Qpp 


0 Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB-309 

SC INTO. J F Hearings Division 79/04/02 2pp 


— 7906210060 Responds to 790322 request for info re status of rulei* 4 Hr| 
proceeding to develop value for radon in Table 8-3 Rept 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENDURY, E Hearings Division 79/03/26 34pp 


'06040164 Util responds in support of de minimus theory per AUAB‘5't>9. 
45 modified by ALAB~5I2 4' 790305 order Recomends 
termination of reservation of jurisdiction initiated in 
ALAB-480 4t continued in ALA8-493 Certificate of 8vc end 
VOICHTiH H LeBoeuf. Lamb, Lei by U MacRae 79/04/09 I6pp 


06180565 Ack receipt of 790403 board notification Items dlscusiitf 
are outside jurisdiction of boards & NRC Requests NRC stop 
distributions in this docket 

VOKJT.H H LeBoeuf, Lamb. Lelby MacRae 79/04/23 2pp 
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7*?0S2l00?S NRC motion for summary disposition re radon is«uo was in 
orror j ALAQ-340 consolidated only S of 16 cases Denies NRC 
motion as to parties in other proceedings Certificate of Svc 
end 

Dl/FLOi M £ Atomic Safety and Licensing Appeal Panel 79/03/25 
3pp 

7906100497 Forwards CE Cutshall statement) to be considered as part of 
Save the Valley motion to reopen safety hearing 
DATTILOrT M Dattllor T M 79/06/12 ip 


^-7906100500 Transcript of C£ Cutshall statement re honeyeromb patches in 
cement at fac i U ti|i support ing Save the Valleij motion to 
reopen safety hearings 

CUTSHALLiC E Affiliation Unknown 79/05/08 2app 


K Utility Final Safety Analysis Report (F8AR) ht. amends 


7906230025 Forwards Amend 22 to license app 1 icati ooj cons is ting of FSAR 
& environ rept for OL stage 

COUOHLlNi J Public Service Co of Indiana# Inc 79/06/01 3pp 


— 79062B0027 FSAR for facility 

* Public Service Co of Indianai Inc 79/05/3* BOOOpp 

— 7906230030 Environ rept for OL stage 

* Public Service Co of Indiana) Inc 79/05/31 eoopp 


0 Inspection reports* IE Dulletins I’ con espondence 


7906120123 Forwards IE Info Notice 79-11, “Lower Reactor Vessel Head 
Insulation Support Problem " No action required 

KEPPLER* J G Region 3* Chicago* Office of the Director 79/05/07 
ip 


7906190101 Forwards IE Info Notice 79-t2) "Attempted Damage to New Fuel 
Assemblies '■ 

KePPLER*J G Region 3* Chicago* Office of the Director 79/05/tl 
ip 


7906190225 Notification of 790S15 meeting w/NRC in P latnf ield* IN to 
discuss insp findings 

FIDRELLI*G Region 3* Chicago* Office of the Director 79/05/14 
IP 


7906230119 Responds to lE Oulletin 79-07 requesting info re seismic 
stress safety piping analysis OYNAPIPC ** PIP3Y8 computer 
programs are used for piping sys 

COUGHLINfJ Public Service Co of Indiana* Inc 79/05/15 3pp 


7906130113 Forwards IE Dullefcin 79-11) "Faulty Overcurront Trip Device 
in Circuit Qreakers for Engineered Safety Sys " Licensee 
action required 

KEPPLER*U 0 Region 3* Chicago* Office of the Director 79/03/22 

Ip 


7906200£G6 Forwards IE Info Notice 79-13* “Indication of Low Water 
Level in Oyster Creek Reactor “ 

KEPPLER*J 0 Region 3» Chicago* Office of the Director 79/05/29 

Ip 


7906220175 Ack receipt of 790502 interim rapt re containment sump 
recirculation piping sleeve Will complete review upon 
receipt of final rept 

FIORELLirG Region 3* Chicago* Reactor Construction Engineering 

Support Branch 79/03/24 Ip 


7906250145 Ack receipt of 790509 interim rept re damage to containment 
liner 

FIORELLIiO Region 3* Chlcagdr Reactor Construction t> Engineering 

Support Branch 79/05/24 tp 


7906290004 Ack receipt of 790316 interim rept re post-tensl oning 
trump lates 

FiaRELLIiG Region 3. Chicago* Reactor Constructlen ^ Engineering 

SupjJort Branch 79/05/29 Ip 


790613024S Provides addl info re two potentially repertable incidents 
Discusits qua! if Icati one of welders utiliiing Cherne 
Contracting Corp welding procedures for radiographic 
ekaminatton of welds & qual if Ication repts 

COUGHLIN* J Public Service Co of Indiana* Inc 79/0-6/0B 2pp 


U Cengressiona 1/Execut ive Correspondence 


790627OO3S Forwards CE Greenwood 790426 Itr re emergency planning far 
locaiitlei near nuclear facilities. 

HUDDLESTON* W iO Senate 79/03/21 Ip 


DOCKET STN-50-S47 MARBLE HILL NUCLEAR STATION. UNIT 2 


C Utility Envl r onmenta 1 Report (ER>* amends t* c orraspondence 


7906280030 Environ rept for OL stage 

# Public Service Co of Indiana* Inc 79/05/31 SOOpp 


O Adjudicatory correspondence 


7906210047 Motion for entension until 790411 to prepare response to 
ALAB-509 

SCINTO,^ F Hearings Division 79/04/02 2pp 


—7906210060 Responds to 790322 request for info re status of rulemakl? 
proceeding to develop value for radon in Table 3-3 Rept ^ 
proposed rule Will he sent to NRC by 790406 Rule does not 
address health affects of radon releases 
CHRISTENDURY. e Haarlngs Division 79/03/26 34pp 


7906040164 Util responds in support of de minimus theory per ALAR- 309. 
as modified by ALAn-Sl2 ** 790305 order Recomenda 
termination of reservation of jurisdiction initiated In 
ALAH-4ao 4* continued in ALAB-493 Certificate of Sve end 
VOIGHTiH M LcBoeuf* Lamb* Lelby t> MacRae 79/04/09 I6pp 


7906160565 Act* receipt of 790405 board notification Items discussed 
are outside jurisdiction of boards V NRC Requests NRC stop 
distributions in this docket 

V3IGT, HH LeBoeuf. Lamb* Leiby MacRae 79/04/23 2pp 


7906210095 NRC motion for summary disposition re radon issue was in 
error) ALAB-540 conso 1 1 dated only 5 of 16 -cases Denies NRC 
motion as to parties in other proceedings Certificate -of Sve 
end 

DUFLO* H E Atomic Safety and Licensing Appeal Panel 79/05/25 

3pp 


7906180497 Forwards CE Cutshall s ta tomant* to be considered as part of 
Sava the Valley motion bo reopen safety hearing 
OATTILO*T, fl Dattilo* TM 77/06/13 Ip 


—7906180500 Transcript of CE Cutshall statement re honeycomb patches 1 
cement at fac 1 1 1 ty. sup por ting Save the Valley motion to 
reopen safety hearings 

CUTSHALL* c E Affiliation Unknown 79/05/08 Sapp 


K Utility Final Safety Analysis Report (FSAR) V amends 


7906280025 Forwards Amend 22 to license ap p J icat i on* cons 1st Ing of FSAR 
«< environ rept for DL stage 

CaifOHLIMiJ Public Service Co of Indiana* Inc 79/06/01 3pp 


—7906280027 F8AR for facility 

e Public Service Co of Indiana* Inc 79/05/31 QOOOpp 


Q Inspection reports* IE Bulletins h correspondence 


7906120123 Forwards IE Info Notice 79-11* “Lower Reactor Vessel Head 
Insulation Support Problem " Mo action required 

KEPPLER* J O Region 3* Chicago* Office of the Director 79/05/07 

tp. 


7906190101 Forwards IE Info Notice 79-12, “Attempted Damage to Mew Fuel 
Assemblies ” 

KEPPLER, vl O Region 3^ Chicago* Office of the Director 79/05/11 
tp 


7906190225 Motif lea tion of 790315 meeting w/NRC in Pla i nf le I d. IM to 
discuss insp findings 

Fr0RELLI*0 Region 3* Chicago* Office of the Director 79/05/14 
Ip 


7906230119 Responds to IE Bulletin 79-07 requesting Info r« seismic 
stress safety piping analysis DYNAPIPE b PIP8Y8 computer 
programs are used for piping sys. 

COUGHLIN. J Public Qarvica Co of Indiana. Inc 79/03/15 3p p 


7906130113 Forwards IE Rut la tin 79-11* "Faulty Ovarcurrent Trip Device 
in Ciregat Breakers for Engineered Safety Sys." Licensee 
action required 

KEPPLER, J,G Region 3. Chicago. Office of the Director 79/05/22 

ip 


7906200136 Forwards IE Info Notice 79-13* "Indication pf Low Nater 
Level in Oyster Creek Reactor " 

KEPPLER* J O Region 3. Chicago* Office of the Director 79/05/29 

Ip 
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DOCKETED ITEMS 


3 R^portiUl® occuprencefl4 ULR* t rfllatad €orr«spondance 


7706220173 Ac k recvlpt of 790502 inttrlm r« containment sump 

recirculation piping sleeve Will complete revla^ri upon 
receipt of final rept 

FIOflELLI.O Region 3. Chicagoi Reactor Conetroction Sc Engineering 

Support Branch 79/05/2^ Ip 

7906230145 Act receipt of 79OS09 interim rept re damage to containrtant 
i Iner 

FIORELtlrO Region 3i Chicago^ Reactor Construction tc Engineering 

Support Branch 79/0S/24 Ip 


7706290804 Ac k receipt of 790516 interim rept re post-tenalonlng 
trumplates 

FIDRELH*© Ragion 3i Chicago. Reactor Construction *c Engineering 

Support Branch 79/05^29 Ip 


7706130248 Pravides addl irnfo re tuo potentially reportable incidents 
Oiscusses qual if i cat 1 one of ueldere utilliing Cherne 
Contracting Corp uelding procedures for radiographic 
eiemination of uelds 2; qua 1 i f lea tlon repts 

COUOHLIN, J Public Service Co of Indiana. Inc 79/06/09 Spp 


If Congreselonal/Execut ivB Correspondence 


7706270038 Forwards CE Oreenuiood 790426 Itr re emergency planning for 
localltiei near nuclear facilities 
HUODLEaTON.M D Senate 77/05/21 Ip 


7906260224 Foriiiarda addl drawings to end to 790430 Itr re fault in 
area of cooling water pumping station Two oversized draulngs 
enc 1 

OILLELAND) J E Tennessee Valley Authority 79/06/19 Ip 


Q Adjudicatory correspondence 


7906210047 Motion for extension until 790411 to prepare response to 
ALAB~509 

SCINTOrJ F Hearings Division 79/04/02 2pp 


— 7906210060 Respond* to 790322 request for info re status of rulerali'J 
proceeding to develop value for radon in Table 3-3 Rapt 6 
proposed rule will be sent to NRC by 790406 Rule does not 
address health effects of radon releases 
CHRISTENSURV.E Hearings Division 79/03/26 a4pp 


7906210095 KRC motion for summary disposition re radon issue wet in 
errori AUAD-540 consolidated only S of 16 cases Denies l^RC 
motion as to parties in other proceedings Certificate of Bve 
end 

DUFLQ. h E Atomic Safety and Licensing Appeal Panel 7?/0Li/ijl 
3pp 


Q Inspection reports. IE Bulletins U corr eopondence 


7906130146 Forwards IE Circular 79-07. "Unexpected Speed Iricreesf ef 
Reactor Kotor Oenerator Set Resulted in Reactor Power 
Increase " No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/02 Ip 


DOCKET 50-549 OREENE COUNTY NUCLEAR POWER PLANT 


G Adjudicatory correspondence 


7903210406 Objects to interrogatories of Oreen County. NYi because 
Interrogatories 9(A1«9(D) 4c IKH) require compilation of 
dataiaddl research 6 addl cal culatl one. Certificate of Sve 
end 

LEWIS, a H Branch 2 79/03/05 2pp 


7906040147 Grants various extensions in discovery schedules 

GOaDKQPErA C Atomic Safety and Licensing Hoard Panel COHEN. E D 
Niw Yortf State of 79/03/13 2pp 


7906010070 Objects to util 790305 second document request Certificate 
of Sve end 

LEWIE. S H Branch 2 79/03/14 i3pp 


7906010106 Forwards JA Nickolitch 790312 testimony re land use Issues 
NICKOLITCH. J A Cementon Civic Association 79/03/14 Ip 


—7906010111 Testifies on land use issues Supporting documentation end 
NICKOLITCH. d A Cementon Civic Association 79/03/12 2tpp 


7906010133 Ack receipt of 790409 Itr Informing NRC of steps taktrt to 
correct violations noted in IE Insp Repts 50-5S3/79-0? tf 
30-534/79-02 

HURPHY.C E Region 2. Atlanta. Reactor Construction It Engtnaeri^l 

Support Branch 79/03/04 Ip 


—7906010139 Responds to NRC 790315 Itr ro violations noted In 11* Imp 
Repts 90-353/79-02 50-954/79-02 Corrective actions 

requested CF Braun ^ Co to amend concrete spec 
OILLELAND. J E Tennessee Valley Authority 79/04/09 Jpp 


—7906010138 Forwards IE Insp Repts 50-553/79-02 t* 90-354/77-Oa or. 
790205-08 notice of violation 

MURPHY. C E Region 2. Atlanta. Reactor Construction I. 

Engineering Support Branch 79/03/15 9pp, 


—7906010141 Notice of violation from Insp on 790205-00 

« Region 2. Atlanta. Office of the Director 79/03/13 If 


—7906010143 IE Insp Repts 30-553/79-02 St 50-534/79-02 on 790205 >00 
Noncompliance noted replacement of 3-lnch aggregate 
u/1 5-inch aggregate 

WRIOHT.R W . HERDT. A R Region 2. Atlanta. Office of the 
Director 79/03/13 6pp 


7906010066 Response by intervenar Greene County (NYI to NRC S« NV State 
Public 8vc Commission objections to Interrogatories 
submitted by county to NRC 6 state Commission witnesses 
BUTZEL.A K Butzet Kass 79/03/19. 4pp 


7906010290 Notice of cancellation of all scheduled hearings at request 
of util 

COLE4R F Atomic Safety and Licensing Beard Panel 79/04/19, Ip 


DOCKET 8TN-5 0-553 PHIPPS BCND NUCLEAR PLANT. UNIT I 


7906210098 Responds to IE Bulletin 79-03 Investigation shous no flpn«| 
in use or planned in saf e ty-rolated sys Effort in progreet 
to locate any ASKE 8A-312i Type 304 piping supplied by 
Youn»town Welding Engineering 

OILLELAND. J E Tennessee Valley Authority 79/05/14, Ip 


7906020131 Ack receipt of 790308 Itr informing NRC of steps tal#" t* 
correct violations noted in IE Insp Rept 80-553/79-03 6( 

30-354/79-03 

MURPHY. C E Region 2. Atlanta. Reactor Construction Sc enginieri''r 

Support Branch, 79/05/16 2pp 


A Application/construction stage documents S. correspondance 


7906180733 Concurs Uf/#nci util rept conclusion component coaling water 
trench fault is minor cross fault Based on evidence to date, 
trench fault is considered to be noncapabU 
JACKEON. R E Oeasciences Branch 77/05/14 2pp 


/906250264 Notification of 790619 meeting w/util to discuss leal 
testing, tamp & pressure stds for piping embedded in 
concrete 

BENEOICT.il A Light Water Reactors Branch S 79/05/21 4pp 


7906220245 Forward* "Structural Ocology of Sevier Formation Folds 6 
Faults at Plant Site, " 

OIU.ELAND1 J, E Tenriessei Valley Authority 79/06/19 ip, 


-7906220246 "Structural Geology of Sevier Formation Folds U Faults at 
Plant Site " 

WEBB.r, Tsnnassea Valley Authority 79/05/16, lOpp, 


—7906020133 Responds to NRC 790413 Itr re violation* noted In IE Imai- 
Rept 50-553/79-03 U 50-954/79-03 Corrective actions lit* 
procurement files have baeo reviewed It site OA unit ravlew 
verified. Documentation review ongoing, 

OILLELAND. 0 E Tennessee Valley Authority. 79/05/08 4pp 


—7706020139 Forwards IE Insp Rept 50-553/79-03 6 80-834/79-03 on 
790326-29 6 notice of violation 

MURPHY.C e Region 2. Atlanta. Office of the Director 
79/04/13. 2pp 


—7906020140 Notice of violation from insp on 790326-29 

a Region 2. Atlanta, Office of the Director 79/04/13 2fp 


—7906020144 IE Imp Rept 50-833/79-03 ti 80-394/79-03 on 790326-29 
Noncompliance noted failure to foUPie procedures for 
safety-related sv'* ront*'arts preventive maint implemantatien 
in-procesi ue.cii., 

WRIOHT.R W, . Of r I HrF A ' Hejisn 2. At Ian 

the Director, '* ('t'l i i.,. 


U. OfPice «F 



DOCKETED ITEMS 


R Perlpcflc opera<;ing reports It related carrespertdence 


7‘?06120337 Retiuest^ comments V recommendations re const effects 
monitoring programi semiannual ^ sediinent''elutr iate repts 
Requests reaponsB bg 790613 

ZELLER) H D Environmental Protection Agency 79/06/04 Ip 


S Reportatle occurrencesi LERs U related corres pandence 


7906140406 Submits Interim deficiency rcpt tensile anchor capacities 
being lower than assumed in design a 1 leuiahles Initial rept 
made to M Oouge on 790307 Final rept expected bg 770Q17 
■OILLELANDi J e Tennessee Valley Authority 79/05/24 2pp 


79-06190431 Forwards deficiency rept re const of piping elbows 
w/unspec 1 f i ed matl 

OILLELANDr J E Tennessee Valley Authority 79/05/23 Ip 


— 7906190442 Deficiency rept on 79-0323 piping elbows constructed from 
unspecified matl Elbows w/heat coda U6719 were identified! 
tested U returned to manufacturer 
* Tennessee Valley Authority 79/05/25 3pp 


7906190301 Forwards detailed description of fault discovered in Unit 2 
turbine bldg area 

OILLELANDrvi E Tennessee Valley Authority 79/06/14 4pp 


DOCKET BTN-30'534 PHIPPS BEND NUCLEAR PL AMT, UNIT 2 


A App l Icat i on/construc fcion stage documents *< correspondence 


7906100733 Concurs u/encl util rept concltislan component cooling water 
trench fault Is minor cross fault Based on evidence to date* 
trench, fault is considered to be noncapable 
JACKGON, R E Geosciences Branch 79/05/14 2pp 


7906250264 Notification of 790619 meeting u/util to discuss leak 
testing, temp U pressure stds for piping ombedded in 
concrete 

BENEDICTiR A Light Ifater Reactors branch 3 79/03/21 4pp 


7906220245 Forwards “Structural Geology of Sevier Formation Folds 6 
Faults at Plant Site. “ 

OILLELANDrUE Tennessee Valley Authority 79/06/19 Ip 


-~7906220246 “Structural Geology of Sevter Formation Folds 6 Faults at 
Plant Site " 

WEBG^F Tennessee Valley Authority 79/03/16 iOpp 


7906260224 Forwards add I drawings to end to 790430 Itr re fault In 
area o-f cooling water pumping station Two oversized drawings 
ene 1 

OILLELANDj J E Tennessee Valley Authority 79/06/19. Sp 


O Adjudicatory correspondence 


7906210047 tfotion for extension until 790411 to prepare response to 
ALAB-30? 

BGINTQiJF Hearings Division 79/04/02. 2pp 


— 790621006-0 Responds to 790322 request for info re status of rulemaking 
proceeding to develop value for radon In Table S'S Rept 6 
proposed rule will be sent to NRC by 790406. Rule does not 
address health effects of radon releases 
CHRiaTENBURY, E Hearings Division 79/03/26 34pp 


7906210095 HRC motion for summary disposition re radon Issue was In 
errors ALAB^a40 consolidated only 3 of 16 cases, Denies NRC 
motion as to parties in other proceedings Certificate of Bvc 
enc 1. 

OUFLOrM E Atomic Bafety and Llctnilng Appeal Panel 79/03/25 
3pp 


0. (nipictlon reportsi IE Sulletins It correspondence 


7906130146 Forwards IE -Circular 79*“07f ''Unexpected Speed Increase of 
Reactor Motor Generator Set Resulted in Reactor- Power 
Increase " No written response required 

0'REILLV«^/ P. Region 2, Atlanta^ Office of the Diractor. 
79/05/02 ip 


7906010133 Ack receipt of 790409 Itr Informing NRG of etope taken to 
correct violations notad in IE Insp Repts 50-353/79-02 t) 

30-534/79-02 

HURPHYrC. E. Region 8* Atlanta^ Reactor Construction & Engineering 
Support Branch. 79/05/04. ip. 




■7906010135 Responds to NRC 790315 Itr re violations noted in IE Insp 
Repts S0-S53/79-02 Z> 50-534/79~G2 Corrective actions 
requested CF Braun Co to amend concrete spec 
OILLELAMD, J E Tennessee Valley Authority 79/04/09 3pp 


— 7706010141 Notice of violation from (nsp on 790205-08 

• Region 2. Atlanta. Office of the Director 79/03/13 Ip 


— 7906010143 IE Insp Repts 50-553/79-02 U 50-554/79-02 on 790205-08 
None amp 1 iance noted replacement of 3-inch aggregate 
tu/1 3-inch aggregate 

HRIGHT. R U , HERDT.A R Region 2. Atlanta. Office of the 
Director 79/03/13 6pp 


7906210098 Responds to IE Bulletin 79-03 Investigation shows no piping 
in use or planned in safety-related «ys Effort tn progress 
to locate any ASHE SA-3i2)Type 304 piping supplied by 
Youngstown Melding tt Engineering 

OlLLELANDrJE Tennessee Valley Authority 79/05/14 Ip 


7906030131 Ack receipt Of 790508 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 30-553/79-03 % 

50-554/79-03 

MURPHY. C E Region 2) Atlanta. Reactor Cons true felon ti Engineering 

Support Branch 3pp 


7906020135 Responds to NRC 790413 Ifer re violations noted in IE Insp 
Rept 50-553/79-03 4 30-354/79-03 Correct ivo actions site 
procurement files have been reviewed & site OA unit review 
verified Documeti feat i on review ongoing 

GILLELAMD, J E Tenneisoe Valley Authorifry 79/05/08 4pp 


— 7906020139 Forwards IE Insp Rept 50-593/79-03 U 50-334/79-03 on 
790326-29 6 notice of violation 

MURPHYjC E Region 2i Atlanta. Office of the Director 
79/04/13 2pp 


—7906020140 Notice of violation from insp on 790326-29 

• Region 2. Atlanta. Office of the Director 79/04/13 2pp 


—7906020144 IE Insp Rept 50-553/79-03 J- 50-554/79-03 on 790326-29 
Noncomp 1 lance noted failure to follou procedures for 
safety-related sve c ontrac ts. proven t ive maint imp iementet ion 
& in-process welding 

WRIGHT. R W . GOUGE. <1 J . HERDT. A R Region 2. Atlanfca. Office of 
the Director 79/04/13 Upp 


R Periodic operating reports related correspondence 


7906120337 Requests comments V recommendations re const effects 
monttoring program. semiannual k sed lment-« 1 utr iate repts 
Requests response by 79061S 

2ELLER.. H D Environmental Protection Agency 79/06/04 Ip 


a Reportable occurrences. LERs ^ related correspondencB 


7906140406 8-ubmlts interim deficiency rept tensile anchor capacities 
being lower than assumed in design allowables Initial rept 
made to M Gouge on 790307 Final rept expected hy 790B17 
OILLELAND. JE Tennessee Val 1 ey Author tty 79/05/24 8pp 


7906190431 Forwards deficiency rept re const of piping elbows 
u/unspeclf led matl 

OILLELAND. xJ E Tennessee Valley Authority 79/05/25 Ip, 


'790619044^ Deficiency rept on 790525 piping elbows constructed from 
unspecified matl Elbows w/heat code 14671? were identified, 
tested returned to manufacturer 
* Tennessee Valley Authority 79/0-3/83 3pp 


7906190301 Forwards detailed description of fault discovered in Unit 2 
turbine bldg area 

OILLELAND. J E Tennessee Valley Authority 79/06/14. 4pp 


DOCKET aTN-50-336 BLACK FOX STATION. UNIT I 

A Appi i cat 1 on/coni truct i on stage documents it correspondence 


7906200333 Describes technical advisory committee program to a 
TMI-8 events h apply lessons learned Tasks included assuring 
containment isolation (e identifying sys used in transfer 
of radioactive fluid, 

FATErM E Public Service Go. of Cklahoma, 79/06/15 SOpp 
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DOCKETED ITEMS 


0 Ac} jud icAtorij c o rre%p ondcnc e 


790'60LOOQ1 A(!vl«t& filing of util proposed findings of fact re 
load c offhb ina 1 1 on me thodo Icigy for reasons discussed in 7903S6 
finding of fac ts. conclos i ons of lauis tt proposed order 
Certificate of Sve end 

GALLO* J IshatriP Lincoln tt Doale 79/03/26 ^pp 


— 7*306010099 Util proposed finding? of f^ct r« loacj combination 
me thodn logg 

OALUOi 0 Ishami Lincoln ^ Beale 79/03/28 I4pp 


790<i0403B5 Grants 790403 motion for ex tentmni unti 1 7904l2i fur 
Interveners to file proposed findings of fact t conclusions 
of tau 

WOLFE#S J Atomic Safety and Licensing Board Panel 79/04/11 Ip 


790f»0403S7 Denies OE 790329 motion re (lue? 1 1 ng return of Reed rept 
related subtasV force repts 

SHQMvF J I tJOUFE.S J Atomic Safety and Licensing Board Panel 
79/04/ia app 


7906040418 Grants 790416 motion for eitensiom until 790436< requested by 
to file proposed findings of fact & conclusions of I aw • as 
requested by NRG 

l^OLFEiS J Atomic. Safety and Licensing Board Panel 79/04/17 ip 


7906090068 Responds to JO Davis 790411 Itr Pravidei info re ultimate 
heat sink sys U interconnection of sy? between reactors 
Certificate of Sve end 

DALTDN. A T Dalton. A T 79/04/17 3pp 


7906040379 Forwards application & complaint as attachment to motion 
of State cf for indefinite stay in issuance of initial 
dec is an 

ROGERS. C S OicLahomar State of 79/04/20 Spp 


7906020293 Notice of filing by util to proposed findings of fact & 
conclusions of law from NRG fc interveners Notice of 
appearance of ME Qittia on behalf of util t Certificate of 
Sve end 

GALLO. J * OIEBS.M E Isham. Lincoln L Beale 79/04/26 3pp 


-•‘7906020294 Response by util to proposed findings of fact fr conclusions 
of law from NRC joint mtervenors Citiiens Action for 
Safe Energy. 1 Younghein 6. L BuTrell Limited to findings 
where clar if lea t ion of record Is required 

OIBBS.Ii E . GALLO* J I sham. Lincoln U Beale 79/04/26 37pp 


7906'080lt4 Util request that ASLB grant extension until 790501. to 
permit util to file answer to State of QK 790419 motion 
for indefinite stay in issuance of initial decision 
Certificate of Sve end 

GALLO. J Public Service Co of OVlahama 79/04/30 4pp 


7906040024 Grants util 790S04 motion to file replies by 790518 to 
Intervenors 790427 roponae to State of OK 790427 motion for 
indefinite stay in issuance of initial decision 

WOLFE. 3 J Atomic Safety and Licensing Board Panel 79/05/04 Ip 


7906200590 Requests ASLft grant eitension until 7905l'8 for utvl to file 
ansver to intervenors 790419 motion for indefinite stay of 
initial decision Motion seeks addl r e 1 lef* reply is 
warranted Certificate of Sve <ncl 

GALLQiJ Public Service Co of Otlahama 79/05/04 5pp 


79G6220J30 Submits draft of proposed ECCS findings which reflect 
record as of close of Feb 1979 hearing Certificate of Sve 
end 

DAUia.L D Branch 4 79/05/09 Qlpp 


7906260490 Response by applicants to State of OK mot id n. for indefinite 
stay in issuance of initial decision State lacks standing 
to file motion u/ASLDj legal requiremati ts for obtaining stay 
have not been met U/supporting Itr Certificate of Sve 
QALLa. J I GIBBSiM E Isham. Lincoln Beale 79/05/li 24pp 


7906190022 Grants applicant 790521 motion to file reply by 790S3i to 
MRC response to State of OK motion for itidcfinlte stay on 
Issuance of initial decision & to Intarvenor 790518 motian 
to reopen record 

WOLFE. S J Atomic Safety and Licensing Eoard Panel 79/05/2^ ll 


7906250171 Certifies NRC determination of returning Reed rept U 
eubtasb force repts to OE Two requests to review repts were 
untimely Recommends repts. under protective ordtr.be 
returned 

WOLFErS J Atomic Safety and Liceniirg Board Panel 79/05/30. Bpp 


— 7906250184 Motion by CE ta quash ASLB 701018 subpoena to produce Rtei 
rspt OE willing to submit rept for Insp by ASLB to determine 
lack of relevance to proceeding Requests appearance to 
present oral argument in support of motion 

EOGaR. o L . OALLEN. K P Morgan. Lewis tc Dockius 70/10/30 3pp 

—7906250203 Memo by GE supporting 791 l 30 motion to quash ASLB 
731Q18 subpoena to produce Rsed rspt Requests discovery be 
denied Info neither relevant nor necessary to decision 
M/supportlng documentation 

EDOAR. G L , OALLEN. K P Morgan. Lewis h Bockius 78/10/30 44pp 


H General correspondence 


7906010163 Responds to 790417 Itr Discusses release of all portions 
Qf safety hearing transcripts 

EKGELHARdT.T F Office of the Executive Legal Director 79/05/oa 

2pp 


—7906010166 Requests release of all portions of transcripts qf safety 
hearing s 

OARNETT.H Aff I Uat ion Unknown 79/04/17 Ip 


DOCKET STN-SO-557 BLACK FOX STATION. UNIT 2 


A App 1 icat lon/construc tion stage documents & correspondence 


7906200333 Describes technical advisory committee program to assess 
TMI-2 events 6 apply lessons learned Tasks included assuring 
containment isalation 4- identifying sys used in transfer 
of radioactive fluid 

FATE. M E Public Service Co of Oklahoma 79/06/15 QOpp 


G Adiud icatory correspondence 


79G6010081 Advises of filing of util proposed findings of fact re 
load combination methodology for reasons discussed in 790356 
finding of facts, cone lus ions of laws 6 proposed order 
Certificate of ^vc anc I 

GALLO. J Isham. Lincoln fc Beale 79/03/28 4pp 


‘7906010069 Util proposed findings of fact re load combination 
methodology 

GALLO* J Isham. Lincoln t* Deals 79/03/28 i4pp 


7906040305 Grants 790403 motion for extent Ion. untl I 790412. for 
intervenors to file proposed findings of fact conclusions 
of law 

WOLFEiS J Atomic Safety and Licensing Board Panel 79/0*1/11 


7906O4O3S9 Denies GE 790320 motion requesting return of Reed rept 6 
related subtask force repts 

SHON.F d . MOLFe.S J Atomic Safety and Licensing Board Panel 
79/04/1 a 2pp 


7906040412 Grants 790416 motion for extens ion. unt i I 790426. requested 6 
to file proposed- findings of fact t conclusions of law. as 
requested by NRG 

WOLFE. 8 d Atomic Safety and Licensing Board Panel 79/04/17 Ip 


7906G5OO68 Responds to JO Bavis 790411 Itr Provides info re ultimata 
heat sink sys L interconnection of sys between reactors 
Certificate of 5vc end 
DALTON* A T Dalton. A T 79/04/17 3pp 


79G6040379 Forwards application i complaint as attachment to motion 
of State of OK for indefinite stay in issuance of initial 
declsan 

ROGERS. C S Oldahomaf State of 79/04/20 0pp 


7906020253 Notice of filing by util to proposed findings of fact 
conclusions of law from NRC i Intervenors Notice of 
appearance of HE Qlbbs on behalf pf util h Certificate of 
8vc eiicl 

GALLO, J , GIBBS. « E Isham. Lincoln St Beale 79/04/26 Spp 


>—7906020254 Response by util to proposed findings of fact it conctusloni 
of law from NRC joint intervenors Citliens Action for 
Safe Energy. I Vounghein It L Burrelt Limited to findings 
whore clarification of record is required 

GIBBS, M E f G^ALLO.J Isham. Lincoln ^ Beale 79/04/26 37pp 


7906080114 Util request that ASLB grant extension until 79090|.te 
parmlfc util to- file answer to State of QK 790419 motion 
for indefinite atay in Issuance of initial decision 
Certificate of Sve end 

GALLQrJ Public Service Co of Oklahoma 79/04/30 4pp 



DOCKETED ITEMS 
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7906040024 Grants util 790S04 motion to file replies b</ 79051Q to 
intervenors 790427 reponse to State of QK. 790427 motion for 
indefinite stay in issuance of initial decision 

WOLFEi S J Atomic Safety and Licensing Qoard Panel 79/03/04 Ip 


7906200390 Renuests ASL0 grant extension until 790510 for util to file 
answer to intorvenors 790419 motion for indefinite stay of 
initial decision Motion seeks addi relief* reply is 
warranted Certificate of Sve enc I 

QALLOr J Public Service Co of Oklahoma 79/05/04 5pp 


7906220130 Submits draft of proposed ECCS findings which reflect 
record as of close of Feb 1979 hearing Certificate of Sve 
ent I 

DAVIS# L D Branch 4 79/05/09 3lpp 


7906260490 Response by applicants to State of OK motion for indefinita 
stay in issuance of initial decision State lacks standing 
to file motion w/ASLB# 1 egal requirements for obtaining stay 
have not been met kl/suppor ting Itr ^ Certificate of Sve 
OALLQiJ # OIBBS. M E Isham# Lincoln t> Beale 79/05/11 24pp 


7906190022 Grants applicant 790321 motion to file reply by 790S31 to 
NRC response to State of DK motion for indefinite stay on 
issuance of initial decision to intervenor 790510 motion 
to reopen record 

WOLFE. S J Atomic Safety and Licensing Board Panel 79/03/S2 Ip 

7906250171 Certifies NRC determination of returning Reed rept f/ 
sobtask force repts to GE Two requests to review repts were 
untimely Recommends repfcsi under protective order# be 
re turned 

WOLFE. 3 J Atomic Safety and Licensing Board Panel 79/03/30 flpp 


— 7906250104 Motion by GF to quash ASUD 781010 subpoena to produco Rend 
rept GE willing to submit rept for insp by ASLD to determine 
lack of relevance to proceeding Requests appearance to 
present oral argument in support of motion 

EDGAR#0 L r QALLEN# K P Morgan# Lewis Zt Bockius 78/10/30 3pp 


— 7906250205 Memo by GE supporting 701030 motion to quash ASLB 
781018 subpoena to produce Reed rept Requests discovery be 
denied Info neither relevant nor necessary to decision 
U/supporting documentation 

EDGAR# G L # 0 ALLEN, K P Morgan. Lewis tf Dockius 70/1O/3O 44pp 


H General correspondence 


7906010163 Responds to 790417 Itr Discusses release of all portions 
of safety hearing transcripts 

ENGELHARD!. T F Office of the Executive Legal Director 79/05/00 

2pp 

— 7906010166 Requests release of all portions of transcripts of safety 
hearings 

OARNETT.H Affiliation Unknown 79/04/17 Ip 


DOCKET aTN-30~56l a*'SAR-205 


A Application/construction stage documents correspondence 


790629016? Discusses end Dt'W responses to NRC request for Info r« 
generic issues identified in answers to BSAR~241 first 
round questions 

TEDESCOrR L Assistant Director for Plant Systems 76/04/00 Ip 


Q Inspection reports, IE Bulletins t correspondence 


7906010018 Forwards lE Insp Repts 30'366/79"05 ^ 50-567/79-03 on 
790313-15 No noncomp) lanc b noted 

MURPHV, C E Region 2. Atlanta# Reactor Construction & Engineering 

Support Branch 79/04/02 2pp 


— 7906010023 IE Insp Repts 50-566/79-05 50-567/79-05 on 790313-13 No 

noncomp 1 lance noted Major areas inspected const 
3 tatus# pT oced ures # (Mor k performance 6 associated quality 
records for site preparation h structural concrete 
KARRIS# J R Region 2# Atlanta# Office of the Director 

BRYANT# U C Region S# Atlanta, Reactor Construction 6 

engineering Support Dranc/i 79/04/02 4p p 


7906260241 Forwards IE Insp Repts 50-566/77-06 ft* 50-567/79-06 on 
790410-12 No noncomp 1 lance noted 

MURPHY. C E Region 2, Atlanta. Reactor Construction 8# Engineering 

Support Branch 79/04/26 2pp 

—7906260247 IE Insp Repts 50-566/79-06 50-567/79-06 on 790410-12 No 

noncompliance noted Major areas inspected const 
s tatus# 1 i censea action on previous insp findings. OA records, 
warehouse storage ft* preventive malnt sys 

OOUGE.h J # HERDT.A R Region 2# Atlanta# Reactor Construction 

Engineering Support Branch 79/04/26 7pp 


7906210090 Responds to IE Bulletin 79-03 Investigation shows no piping 
In use or planned in safety-related sys Effort in progress 
to locate any ASME SA-312# Type 304 piping supplied by 
Youngstown Welding Engineering 

GILLELAND.J E Tennessee Valley Authority 79/05/14 tp 


S Reportable occursences# LERs ft# related correspondence 


7906190431 Forwards deficiency rept la const of piping elbows 
w/unspec if i od mat! 

GiLLELANDf vf £ Tennesseo Valley Authority 79/05/25 Ip 


--7906190442 Deficiency rept on 790525 piping elbows constructed from 
unspecified mall Elbows u/heat code W6719 were identified# 
tested & returned to manufacturer 
« Tennessee Volley Authority 79/05/25 3pp 


DOCKET 8TN~S0-567 YELLOW CREEK NUCLEAR PLANT, UNIT 9 


A Ap p 1 ical i on/construct 1 on stage documents ft> correspondence 


7906010245 Notification of 790511 meeting w/otit in CornlthfMS to 
observe & discuss site geology ft# soils 

RaODiH Light Water Roactors Branch 2 79/05/07 2pp 


7906230264 Notification of 790619 meeting w/utll to discuss leak 
testing# temp ft# piessure stds for piping embedded in 
concrete 

BCNEDICTt R A Light Water Reactors Branch 2 79/05/21 4pp 

7906290637 Summary of 79D5XI site visit ft# meeting w/MS Geological 
Survey. AL Ooological Survey# Army Corps of Engineers ft# TVA at 
Yellow Creek site to inspect V discuss foundation conditions 
fti verify continuity of exposed geological strata 
LEFEVRE.K E 


DOCKET 8TN-30-966 YELLOW CREEK NUCLEAR PLANT. UNIT I 


A Appl icatlen/construction stage documents ftt correspondence 


79G6qi024S Notification of 790511 meeting w/utll in Cornith#M8 to 
observe ft# discuss site geology h soils 

RODD.H Light Water Reactors Branch 2 79/05/07 2pp 


7906250264 Notification of 790619 meeting w/util to discuss leak 
testing# temp h pressure stds for piping embedded in 
c oncrete 

BENEDICT# R A Light Water Reactors Branch 2 79/05/Si 4pp 


7906290657 Summary of 790511 site visit ft# meeting w/MB Geological 
SurveyrAL Geological SurveyrArmy Corps of Engineers ft# TVA at 
Yellow Creek site to inspect ft# discuss foundation conditions 
b verify continuity of exposed geological strata 
LEFEVRE, H E. Geosciences Branch 79/05/24 6pp 
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DOCKETED ITEMS 


7906S1009Q netponds to IE BullatXri 79-03 Eitve^t tlon shout no piping 
In use or plannei! In safe tg-rel.a ted sga Effort in progress 
to locate any V^EhE &A-312. Tgpe 304 piping supplied tUf 
Voungstacdn Ueldltig ft Engineering 

OlLLELAMDi J E Tennessee Valleg Authority 79/05/14 Ip 
S Reportable occurrence s» LERi Cc related correspondence 


?90Xil9043l Foruards deficlencg rept re const of piping elbows 
w/unspecif led matl 

OILLELAND, J E Tennessee Valley Authority 79/05/35 Ip 


— 7906190442 D-eficiency rept on 790525 piping elbotiifs constructed from 
unspecified matt Elbows w/heat code W6719 were Identified, 
tested & returned to manufacturer 
» Tennessee Valley Authority 79/05/25 3pp 


DOCKET STN-50-56Q NEF NUCLEAR. UNIT | 


A Appllcation/cons truct 1 dn stage documents V correspondence 


7906080239 Fortifards "Distribution ^ Abundance of Lobster Larvae In 
Block Island Sound. 1976 '* 

HARRlNOTONiJ New England Power Co 79/05/30 Ip 


—7906080260 " Di a tr lb ut ion St Abundance of Lobster Larvae In Slock Island 
Sound. 1976 “ 

HERSE/. R . WALSH. W P Raytheon Co 79/03/30 93pp 


7906210383 Forwards preliminary case rept L fourth draft of *'Hl 5 topie. 
Architectural V Archeological Investigation of former 
Charlestouin Naval Air Station Zt Vicinity " 

BALLARD. R L Environmental Projects Branch 1 79/05/31 lOpp 


— 7?062tC3?3 ^'Hlstor i c. Archi tectural -L Archeological Investigation of 
Farmer Chariest-own Naval Air Station & Vicinity.** fourth 
draf t 

♦ Rhode Island. State of 75/03/20 63pp 


7906120279 Forwards “Population Statistics L Commercial Catch Rate of 
Amertca-n Lobster (Humarus Americanusl In Charlestown- 
Hatunue l f RI Region of Block Island Sound." 

KARRINOTONj 3. Neu England Power Co 79/06/05 Ip 


—7906120267 '''Population Statistics i Commercial Catch Rate of American 
Lobster (Homarus Americanus) in Charlestown - Hatunuck.Rr 
Region of Bloch Island Sound *^ 

MARCELLO, R A New England Power Co DAVIS, W. Vankeo Atomic 
Electric Co YAEC-117S 79/04/30 aOpp 


7906120402 Forwards "Currents & Residual Drift in Block Island Sound 
During Parlod Feb-Dee 1977 ’* 

HARRINOTOM. J New England Power Co 79/06/06 Ip 
9 

—7906120403 "Corrantt V Residual Drift In Block Island Sound During 
Period Feh-Dec 1977 “ 

SNOOKS. J H New England Power Cq JACOBSON. J P Yankee Atomic 
Electric Co YAEC-1149 79/03/30 173pp 


7906130379 Forwards "Velocity Cap Fish Entrapment Assessment, Phase II, 
Comparative Study " 

HARRINGTON, J Mew England Power Co 79/06/07 Ip 


— 79061203B3 "Velocity Cap Fish Entrapment Asses smenti Phase II. 
Comparative Study " 

* Yankee Atomic Electric Cq 79/03/00 225pp 


7906160523 Forwards revised pages to PSAR. Indicating that ref to 
Westlnghoyse RE8AR. Rs vision 3. Includes Amends 1-6 Info will 
be Included in Amend Nl3 of PSAR 

DEV I -MC ENT 1 3. J. New England Power Co 79/06/13 2pp 


7906190288 Confirms telcon notification re suspension of efforts to 
obtain QLi CPs until 08A decision on disposition of 
Char lestown, RI s i to. Forwards 790612 press release announcing 
curtailment of activity 

HARRINGTON. J New England Power Co 79/<J6/I3. fp 
D NRC Draft/Final Environmental Statements, fvppls & correspondence 


7906050154 Forwards.DES re CP app Meet ion <NUItEO-05291 k FR notice of 
aveilabMlty Alio forwards Beatarook alternate site study 
{NURE0-0Si>i > k Pilgrim FEE, final typpl <NllREO-p549h for use 
in review of DEB 

BALLARD. R L Environptfntal Projects Drench i. 79/05/31 3pp 

— 7906090158 Notice of availibiiltg of DE8, 

BALLARD, ft, L Environmental Projects Branch 1 79/03/3 1 2pp 


— 7906050162 DES re plant const 

* Office of Muclsar Reactor Regulation NUREO-0529 79/05/31 
S54pp 


--7906050176 Final suppl to FES re plant const 

» Office of Nuclear Reactor Regulation NUREO-0549 79/03/31 
IG3pp Available at NTIS 7 25 


7906290216 Forwards DEB for proposed facllitlus 6 notice of 
availabiMty Requests comments 

BALLARD, R L Environmental Projects Branch 1 79/03/31 


7906120396 Offers no comment on DES 

COTNER.M L Agr leu Ituro, Dept of 79/06/05 Ip 


7906210170 No comments on DCS re plant const 

MCCARTHY, 0 R Transportation. Dept of 79/06/15 Ip 


G Adjudicatory correspondence 


790626015B Forwards 790316 Board notification re recent issua on 
nonsafoty-grade equipment to mitigate transients 
CUrCHiN. J H Branch 3 79/03/03 2pp 


-7906260166 Board notification recent nonsaf ety-grade equipment to 
mitigate transients Recommends add 1 reviews to ensure 
adequate thermal margins 

TEOESCOrR L Assistant Director for Reactor Safety 79/03/16 
3pp 


1 Financial information 


7906190010 Applies for order withholding financial Info from pub ) f e 
disclosure Forwards Revisioit 3 in response to 781016 Itr 
Supporting affidavit end 

STEVENS, J R New England Power Co 79/02/09 I7pp 


7906190003 Advises of public release of financial tab les. forecasts t 
schedules submitted u/790209 Itr to PORs Thirty days 
have elapsed since NRC 790312 request for justification for 
withholding data 

PARR. 0 D Light Water Reactors Branch 3 79/05/11 4pp 


DOCKET STN-30-569 NEP NUCLEAR. UNIT 2 


A Application/construction stage documents 6 correspondence 


7906000259 Forwards *’Distrlbut ion k Abundance of Lobster Larvae in 
Block Island Sound. 1978 '* 

HARRINGTON. J Mew England Power Co 79/05/30 Ip 


— 7906080260 '‘Distribution 6 Abundance of Lobster Larvae in Block iilfnjl 
Sound. 1978 “ 

HERSEY, R , WALSH. W P Raytheon Co 79/05/30 9app 


7906210303 Forwards preliminary case rept k fourth draft of "HlStoPlc. 
Architectural t' Archeological Investigation of former 
Char Lestown Naval Air Station k Vicin'lty ** 

BALLARD, ft L Environmental Projects Branch I 79/05/31 lOpp 


— 790 6210392 ‘'Historic, Arch itectura i tt Archeological Investigation ef 
Former Charlestown Naval Air Station k Vicinity,*' fourth 
draft 

e Rhode Island, State of 75/02/28 63pp 


7906120279 Forwards “Population atatlstics k Commercial Catch Rati of 
American Lobster (Humarus Americanus) in Charleetown- 
Hatunuck.RI Region of Block Island Sound *' 

HARRINGTON. J New England Power Co 79/06/05 ip 


—7906120207 "Population Statistics 5. Commercial Catch Rate of A«IPie*n 
Lobster (Homarui Americanos) in Charlestown - Matunuck.ftI 
Region of Slock Island Sound “ 

MARCELLQ. R A New England Power Co DAVIS. W Yankee Atcmli; 
Electric Co YAEC-1175 79/04/30 50pp 


7906120402 Forwards ''Currents k Residual Drift in Block Island SovnI 
During Period Feb-Dec 1977 *’ 

HARRINGTON, J New England Power Co 79/06/06 Ip 


—7906120408 “Currents It Residual Drift in Block Island Sound During 
Period Feb-Dec 1977 '* 

SNOOKS. J H New England Power Co, JACOBSON. J P, Yankee Atomic 
Electric Co. YAEC-U49 79/03/30 I75pp 



DOCKETED ITEMS 


7'?0&ia037’7 Forwards ‘'Velocitij Cap Fi«h Entrapment Assessment, Phase 11- 
Comparative Study •' 

KARRINOTONrJ Mew England Power Co 79/06/07 Ip 


— 79061203B3 “Velocitij Cap Fish Entrapment Assessmontc Phase II, 
Comparative Study " 

« Vankee Atomic Electric Co 79/03/30 223pp 


7906100523 Forwards revised pages to PSARi Indicating that ref to 
Westlnghouso RESAR, Revision 3, includes Amends 1-6 Info will 
he included In Amend N13 of PSAR 

DEV I NCEMTISi J New England Power Co 79/06/13 2pp 


79O619O2Q0 Confirms telcon notification re suspension of efforts to 
obtain OUs t CPs until GSA decision on disposition of 
Char I estown, R I site Forwards 790612 press release announcing 
curtailment of activity 

HARRINGTON, J New England Power Co 79/06/13 Ip 


0 NRC Draft/Ftnal Environmental Statemontsi suppls &c correspondence 


79060SOl3d Forwards DES re CF application <NURC0-0529» FR notice of 
availability Also forwards Seabrook alternate site study 
INUREG-OSOl) Pilgrim FES. final suppl (NURCO-03^9), for use 
In review of DE8 

RALLARDfR U Environmental Projects Branch 1 79/05/31 3pp 


--7906030150 Notice of availibility of DES 

□ALt-AROrR L Environmental Projects Dranch 1 79/05/31 2pp 


--7906030162 DES re plant const 

* Office of Nuclear Reactor Regulation NUREO-0529 79/05/3t 
5S4pp 


--79060S0176 Final suppL to FES re plant const 

« Office Of Nuclear Reactor Rogulation NUnEO-0549 79/03/31 
133pp Available at NTtS 7 25 


7906290216 Forwards OES for proposed facilities 8« notice of 
availability Requests comments 

BAl-LARDiR L Environmental Projects Dranch 1. 79/05/31 Ip 


7706180376 Offers no comment on DES 

COTNER, M L Agr 1 cu 1 1 ure . Dep t of 79/06/05 Ip 


7706810170 No comments on DES r« plant const 

MCCARTHYrO R Transportation! Dep t of 79/06/15. Ip 


0 Adjudicatory correspondence 


7706260156 Forwards 790316 Board notification re recant issue on 
nonsafety-grade equipment to mitigate transients 
CUTCHtNr J M Branch a 79/05/03 2pp 


— 7906260166 Board not i f teat ion’ recent nonsaf ety-grade equipment to 
mitigate transients Recommends addl reviews to eneure 
adequate thermal margins. 

TEDEECOfR L Assistant Director for Reactor Safety 79/03/16 
3pp. 


I Financial information 


7706190010 Applies for order withholding financial info from public 
disclosure Forward* Revision 3 in response to 761016 Itr 
Oupportlng affidavit encl 

STEVENS! J R New England Power Co, 79/02/09 I7pp 


7706190003 Advises of public release of financial tab leei forecasts ?< 
schedules submitted w/790209 Itr to PPRs Thirty days 
have elapsed since NRC 790318 request for justification for 
withholding data 

PARRfO D Light Water Reactor* Dranch 3 79/05/11 4pp 


DOCKET 8TN- 50-572 RESAR^-aM 


A App 1 Icatlon/conetr uc tion stags documents It correspondence 


7706270007 Comments on RESAR-aU integrated protection sys, App 1 icants 
should provide reliability analysis of protective sys to 
aesess whether tyn will perform satisfactorily after 
installation 

LlPlNaKliM Q Argonne National Laboratory 79/04/20. 2pp 


DOCKET STN-50-374 0ACNAC NUCLEAR POWER PROJECT 


A App I icafc lon/cons truct Ion stage documents St correspondence 


7906250211 Concludes that IAEA investigations of proposed Philippine 
nuclear reactor application are sufficient NRC should be 
aware of previous carnments re application suitablility 
before decision is made on application merit 

DENTON. H R Office of Nuclear Reactor Regulation 79/01/22 3pp 


7906290ai9 Responds ta 770119 Itr re export requirements for reactor 
equipment intended for The Philippines Equipment not subj to 
NRC export licensing authority 

SHEA, J R Office of International Programs 79/03/08 £p 


’7906290838 Responds to 790302 memo re export of reactor equipmont 
The Philippines Components are listed as balance of plant 
equlpmen t 

BUNCH, D F Program Support Dranch 79/02/27 Ip 


■7906290836 Forwaids Westinghouse 790119 Itr listing reactor equlpm 
for export to The Philippines Equipment is not considered to 
be specifically designed or prepared for use in -nuclear 
facility Requests comments 

OPLINGERrO G Assistant Director for Expor fc/Impor t 8e 
International Safeguards 79/02/02 ip 


--7906290845 Forwards list in chronological shipping order of baianc 
plant components intended for shipment to The Philippines 
Inquires whether ma 1 1 is subject to NRC export licensing 
action 

RODI.J P Westlnghouss Electric Corp 79/01/19 3pp 


7906250030 Requests that NRC consider neutron detector positioning 
device S' safety injection sys accumulators for export 
RQDI,J P. Nestinghouse Electric Corp 79/05/02 8pp 


— 7906250034 Ac k receipt of 790427 Itr concerning export of reactor 
components to The Philippines Revsew of components has been 
initiated 

SHEAiJ R Office of International Programs 79/03/Ot Ip 
G Adjudicatory correspondence 


7906220224 Opposes proposed shipment of Westtnghouso reactor to The 
Ph 1 1 ipp ines 

ATOR, D Affiliation Unknown 79/04/10 Spp 


7906050383 Petition to intervene 5- request for hearing per lOCFRllO 
Ctr for Development Policy, JN Porla* !< Philippine Movement 
for Environ Protection Supporting documentation end 
ASHER.tr . BOOIN. M D Asher, T H PC 79/04/19 20pp 


7906160138 Requests denial of joint Intervenors 790419 petition te 
Intervene No objection to consolidation of XSNtl-1471 I* 

XR-0120f op poses conso 1 Ida tlon w/XCOM-OOi3 Certificate of 
8vc encl 

BECKER. J M Office of the Executive Legal Director 79/05/22 

aipp 


7906260072 Joint reply of petitioners to NRC fi' Westlnghouse request 
for denial of intervenor status Petitioners have standing 
under all applicable tests Consolidation of licenses will 
aid proceedlngt Certificate of Sve encl 

ASHER, T R r BQOtM. M B Asher, T R PC 79/06/04 i3pp. 


DOC I 


7906110124 Forwards PSAR Amend 22 re QAi in response to NRC 790430 
Itr Affidavit encl 

MCWHORTER, R. J Ohio Edison Co 79/06/05 3pp 


— 7906110128 Amend 22 to PSAR 

» Ohio Edison Co 79/06/05 16pp, 


Q Adjudicatory correspondence 


7903210453 Supports applicant 790S16 motion to dismiss E Stebblns tt 
Coalition for Safe Electric Power as intervenorsj ASI-B 
7004204' 790122 orders dismissed all contention* of those 
intervenors Certificate of 8vc end. 

BARTH, C A Branch 2 79/03/07 3pp 


7906040376 Forwards memo re behavior of iodine during postulated sti 
generator tube rupt-ure accident* 

BARTH, C A Dranch 3 79/04/05 Ip 
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DOCKETED ITEMS 


DOCKET STN-30-&ai ERIE NUCLEAR PLANT, UNIT 2 


B Utilitij Pr e 1 1 ml nar Safety Analysis Report, amands 


7901il 10124 Forwards PSAR Amend 22 re QA, In response to NRC 790430 
Itr Affidavit and 

liCNHQRTER,R J Ohio Edison Co 79/0&/05 3pp 


— 7906110128 Amend 22 to PSAR 

* Ohio Edison Co 79/06/03 I6pp 


0 Adjudicatory correspondence 


7903210453 Supports applicant 790216 motion to dismiss £ Stebbins h 
Coalition for Safe Electric Power as in tervenorsi ASLB 
730420 tf 79D122 orders dismissed all contentions of these 
intervenars Certificate pf Sve end 
flARTH, C A Branch 2 79/03/07 3pp 


7906040376 Forwards memo re behavior of iodine during postulated steam 
generator tube rupture accidents 
BARTH. C A Branch 3 79/04/03 Ip 


DOCKET SO-SSa REGDDOLA NUCLEAR POWER STATION 


G Adjudicatory correspondence 


7906040374 Forwards memo which contains info potentially relevant to 
issue of sabotage of spent nuclear fuel 
BARTH. C A Branch 3 79/04/0S 2pp 


DOCKET 50-389 ASCO FESCA I NUCLEAR PflMER STATION 


G Adjudicatory correspondence 


7906040374 Forwards momo which contains info potentially relevant to 
issue of sabotage of spent nuclear fuel 
BARTH, C A Branch 3 79/04/0S 2pp 


DOCKET STN-50-592 PALO VEftOE NUCLEAR STATION, UNIT 4 


A App 1 ication/construc t ion stage documents h correspondence 


79G4230I2S FR notice of ACRS 79040S-G7 meeting in Washington, DC 
HOYLE. J L ACRS - Advisory Committee on Reactor Safeguards 
79/03/16 7pp 


7903110399 Confirms 790423 meeting in Riverside. CA 
GOLDBERG, J R Ahti-Trilst Division 77/04/10 Ip 


7906070238 Comments on util environ data statement, in response to NRC 
790412 request No conflict w/ourn plans Requests info re 
plans for use of reclaimed wastewater for cooling units 
ARNQiN Armi|iDept of, Corps of Engineers 77/06/01 Ip 


7906130218 Confirms 790601 telcon extending comment review period for 
DES until 770626 

JANKUS, B Environmental Protection Agency 79/06/08 Ip 


C Utility Environmental Report (ER), amends h correspondence 


906030302 Forwards Suppl 2 to environ rept for CP Stege 

^"JNT.iE E Ariiona Public Service Co 79/06/04 3pp 

23 Suppl 3 to environ rept for CP stage re alternative 
lantal water source evaluation 
■irt^ p.ihM,. Service Co 79/Q6/04 108pp 


Iron rept for CP stage 6 **Prel Iminary 
i Alternative Pipeline 
lids" by Museum of Northern 

AZ Dept of Anthropology 

COTE.F M MUS Corp 79/06/00 tp 


—7906180406 Suppl 2 to environ rept for CP stage tt preliminary 
Archaeological Assessment of Five Alternative Pipeline 
Routes 6 Four Alternative Wellflalds" by Museum of Northern 
A2 Dept of Anthropology 

« Arizona Public Service Co 79/0S/31 99pp 


0 NRC Draft/Final Environmental Statements, supple U correspondence 


7906120270 Confirms 790608 telcon granting extension until 790626 to 
comment on DES 

HASTBAUM. 0 Environmental Defense Fund 79/06/08 Ip 


7906200338 Submits joint app 1 icant-consultant comments on DBS 
VAN BRUNT, E E Arliona Public Service Co 79/06/11 30pp 


7906260462 Forwards comments on DEB suggests expansion of radioactiv 
waste disposal section to indicate alternatives Section on 
environ impact of postulated accidents should be deleted It 
is outdated 

CUSTARD, C Health, Education V Welfare, Dept of 79/06/21 3pp 
0 Adjudicatory correspondence 


7906040420 Requests funding aa intervenor in proceeding Cost 6 
available time for preparation malre NRC funding nocessary 
DARDrL Affiliation Unknown 79/03/27 2pp 


79060S0062 Responds to 790326 Itr requesting notification of hearing 
date << time No hearing data set at present time 
SDHiNKt.BM Branchs 77/04/03 Ip 


7906010301 Forwards Rules of Practice ( 10CFR21 f/ 701208 
supplemental FR notice of hearing W/o end 
SOHINKi,S M Branch 3 77/04/tO Spp 


7906070347 Confirms 790424 meeting in Los Angles, CA 
GaLDDERO, J R Anti-Trust Division 77/04/17 tp 


7906020030 Joint applicants' response to Palo Verde Nuclear Intorven 
amended petition for eo- interventi on Petitioners are not 
entitled to intervene as matter of right or matter of 
discretion Certificate of Sve end 

DISCHOFF,C A , GEHR.A C Snell Wltmer 79/04/26 13pp 


7906020243 Petition to intervene Notice of appearrance of D Mastbaum 
DD Rue on behalf of intervenor Affidavit of WA Butter 6 
Certificate of Sve end 

MASTBAUM. D , ROE. D B Envlronmenta 1 Defense Fund 79/05/03 2(p 


7706200291 Requests opportunity to testify at hearing on CP 
JOHNSTON, A Bisbee Antl-Huc lear Group 77/05/07 Ip 


7906040057 Denies Palo Verde Nuclear Interveners 770306 amended 
petition to co-intervane Petitioners failed to justify 
untimely filing of original petition 

LAZO. R N Atomic Safety and Licensing Board Panel 79/05/10 7p 

79Qe)06O22t Forwards 790311 petition to intervene by Morongo Band of 
Mission Indians Draws attention to request for special 
consideration re sve requirements 

QUESENDERRY, 8 V California Indian Legal Services 79/03/14 3pp 


-"-7906080223 Petition to intervene by Morongo Band of Mission Indian 
Proposed transmission lines will adversely affect 
Indians' uso of reservation lands Notice of appearance 
^ Certificate of Sve end 

QUE9ENBERRY, 8 V California Indian Legal Services 79/05/11 
tlpf 


7906270233 State of CA tr CA Public Utils Commission motion for 
extension until 790701 for latter to file formal comments re 
DES DES not received until 7905D7i Commiss ion needs addl time 
for evaluation Certificate of Sve end 
MACKENZIE, V V California, State of 79/03/16 7pp 


790623Q042 Responds to 790327 Itr requesting NRC funding for 
participation in proceeding Request has been denied 
Funding policy currently under consideration 
HENDRIE, J M Commission 79/05/17 Ip 


7906180603 Orders inadmisslb i I Ity of L Bard 790301 first amended 
contention challenging Section 3 8 2 of lOCFRTliApp B, re 
spent fuel containers Second t' third amended contentions re 
transportation of radioactivo matls should remain open 
LAZOrR M Atomic Safety and Licensing Board Panel 79/O5/£0 4p 


7906200170 Opposes Facility const Unnoeded extra generating capacity 
waste problem remains unsolved 
VOSS. M A, Affiliation Unknown 79/05/30 2 pp 


7906290815 Motion to file reply to NRC 8t joint applicants response I 
Environ Defense Fund petition to Intervene Responses contain 
factual Inaccuracies, citation of Inapposite cases & 
inaccurate analyses Certificate of Sve end 

lASTBAUM, D , ROE, 0 B Environmental Defense Fund 79/06/01 4pp 



DOCKETED ITEMS 


22 


H O^nerdl correspondence 


7906fS0323 Comments on DES suggests recapture of uaste bg using 
cogeneration Solar energy is more appropricto technology 
Expresses concern re high level wastes Urges end to nuclear 
power 

• Affiliation Unknown 79/06/11 4pp 


[ Financial information 


7906200326 Notification of 7905'23 meeting tu/utxl In Bethesda<HD to 
discuss submittal of nonpropr letarg financial info to 
complete review 

LIClTRAiE A Light Water Reactors Branch 3 79/05/14 2pp 


DQCHET STN-50-593 PALO VERDE KUCLCAR STATION. UNIT S 


A App 1 ica tion/construc t ion stage documents tf correspondence 


7904230125 FR notice of AGRS 790405-07 meeting in Wash Ing ton. DC 
HOYLE. J L ACRS - Ad/isorg Committee on Reactor Safeguards 
79/03/16 7pp 


7905110359 Confirms 790425 meeting in Riverside. CA 
GCLDBEROrJ R Anti-Trust Division 79/04/10 Ip 


7906070256 Comments on util environ data statement. in response to NRC 
790412 reguest No conflict w/own plans Requests info re 
plans for use of reclaimed wastewater for cooling units 
ARNO. N Army. Dept of. Corps of Engineers 79/06/01 Ip 


7906130216 Confirms 790601 telcon extending comment review period for 
DES until 790626 

JANKUB. B Environmental Protection Agency 79/06/00 Ip 


C Utility Environmental Report (ER>. amends ^ correspondence 


7906050302 Forwards Suppl 2 tp environ rept for CP stage 
VAN BRUNT, E E Arliona Public Service Co 79/06/04 3pp 


—7906050325 Suppl 2 to environ rapt for CP stage re alternative 
sifpp 1 emanta 1 water source evaluation 
*■ Arizona Public Service Co 79/06/04 lOSpp 


7906100453 Forwards Suppl 2 to environ ropt for CP stage U ''Preliminary 
Archaeo 1 og ica 1 Assessment of Five Alternative Pipeline 
Routes fj' Four Alternative Wetlfields" by Museum of Northern 
AZ Dapt of Anthropology 
COTE, F M NUS Corp 79/06/08 tp 


—7906180406 Suppl 2 to environ rapt for CP stage 4, preliminary 
Arctiaeolog leal Assessment of Five Alternative Pipeline 
Routes 4- Four Alternative Wellfields" by Museum of Northern 
AZ Dept of Anthropology 

• Arizona Public Service Co 79/05/31 99pp 


7906260459 Forwards Affidavit of Bve for Suppl 2 to environ rept 
VAN DRUNT, E E Arltona Public Service Co 79/06/18 23pp 


D NRC Draft/Final Environmental Statements, supp Is % correspondence 


7906120270 Confirms 790608 telcon granting extension until 790626 to 
comment on OES 

KASTDAUM, D Environmental Defense Fund 79/06/08 Ip 


7906200338 Submits 4 oint app 1 tcant-coneul tant comments on OES 
VAN BRUNT, E E Arizona Public Service Co 79/06/11 30pp 


7906260462 Forwards comments on DBS suggeets expansion of radioactive 
waste disposal section to indicate alternatives Section on 
environ impact of postulated accidents should be deleted It 
Is outdated 

CUSTARD, C Health. Education «- Wei fare# Dept of 79/06/21 3pp 


0 Adjudicatory correspondence 


7906040428 Requests funding as Intervenor in proceeding Cost U 
available time for preparation make NRC funding necessary 
DARDiL, Affiliation Unknown 79/03/27 2pp 


79060S0062 Responds to 790326 Itr requesting notification of hearing 
date time No hearing date eet at present time 
aGHINKI,S K, Branch 3 79/04/05. Ip 


7906010301 Forwards Rules of Prac t i co( tOCFR2> i> 761200 
supplemental FR notice of hearing W/0 encl 
SOHINKI.S M Branch 3 79/04/10 2p p 


7906070347 Confirms 790424 meeting in Los Anglos. CA 
OOLDBERO, J R Anti-Trust Division 79/04/17 Ip 


7906020030 Uoint applicants' response to Palo Verde Nuclear Intervenars 
amended petition for co- I nter von tion Petitioners are not 
entitled to intervene as matter of right or matter of 
discretion Certificate of Sve encl 

BIBCHOFFrC A ,• GEHR, A C Snail I- Wllmer 79/04/26 13pp 


7906020243 Petition to intervene Notice of appearrance ef D Masthaum 6 
DB Roe on behalf of intervener Affidavit of NA Gutter St 
Certificate of Sve end 

MAST8AUM, D . ROE, D B Cnvir onroental Defense Fund 79/05/03 2lpp 


7906200291 Requests opportunity to testify at hearing on CP 
JOHNSTON, A Disbee Anti-Nuclear Croup 79/03/07 Ip 


7906040057 Denies Palo Verde Nuclear Interveners 790306 amended 
petition to co-lntervene Petitioners failed tc. justify 
ufitimoly filing of original petition 

LAZQ.R M Atomic Safety and Licensing Board Panel 79/05/10 7pp 


7906000221 Forwards 790511 petition to Intervene by Morango Band of 
Hlssion Indians Draws attention to request fo-r special 
consideration re sve requirements 

QUESENDCRRY. 6 V California Indian Legal Services 79/05/14 3pp 


— 7906080225 Petition to Intervene by Morango Band of Mission Indians 
Proposed transmission lines mill adversely affect 
Indians' use of reservation lands Notice of appearance 
Certificate of Sve encl 

OUeSENBERRY* 8 V California Indian Legal Services 79/05/11 
tlpp 


7906270253 State of CA 5 CA Public Utils Commission motion for 
extension until 790701 for latter to file formal commands re 
DES OES not received until 790507 1 Commie s ion needs addl time 
for evaluation Certificate of Sve end 

MACKENZIE. V V California, Stats of 79/03/16 7pp 


7906230042 Responds to 790327 Itr requesting NRC funding for 
participation in proceeding Request has been denied 
Funding policy currently under consideration 
HENDRIE, J M Commission 79/05/17 Ip 


7906100003 Orders inadmissibility of L Dard 790301 first amended 
contention challenging Ssctlan 3 8 2 of IOCFR7l,App □, re 
spent fuel containers Second i> third amended contentions re 
transportation of radioactive matls should remain open 
LAZQ.R M Atomic Safety and Licensing Board Panel 79/05/18 4pp 


7906200178 Opposes facility const Unneeded extra generating capacity 
waste problem remains unsolved, 

VOaa,MA Affiliation Unknown 79/05/30 2pp 


7906290315 Motion to file reply to NRC joint applicants response to 
Environ Defense Fund petition to intervene Responses contain 
factual inaccurac i es, c ita t ion of inapposite cases 
inaccurate analyses Certificate of Sve end 

MASTDAUM, D . ROE, D B Environmental Defense Fund 79/06/01 4pp 


H General correspondence 


7906150323 Coan-ments on DES suggests recapture of waste by using 
cogeneration Solar energy is more appropriate tochnology 
Expresses concern re high level wastes Urges end to nuclear 
power 

* Affiliation Unknown 79/06/11 4pp 


I Financial information 


7906200326 Notification of 790523 meeting w/utll in Bethesda.MD to 
discuss submittal of nonp ropr i etary financial info to 
c omp 1 ete review 

LIGITRA.E A Light Water Reactors Branch 3 79/05/14 2pp 


DOCKET gTN-5D-596 NEW HAVEN. UNIT I 


A Appllcatlon/constroc tloti stage documents 8- correspondence 


7906010241 Summary of 790424 meeting w/util,a^W LASL in Betho«da,MD 
re reactor safeguards requirements 

CAPRA, R A Light Water Reactors Branch 3 79/05/02 5pp 
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DOCKETED ITEMS 


7904290851 Requests dddl info #or review of FSAR r# probable flood 
ujter 1 evclt protec bion of itrocturee aqaintt lightning & QA 
sect ion 

PARR.O 0 Light Uaber Reactors Branch 3 79/OB/lQ ISpp 


7904150320 Sija<mariits helicopter coite for 790507-10 eite vielt 
RAV, M J New Yarl State Electric & Oas Corp 79/05/23 3pp 


790&290B53 Forwards info requested as result of 790S07-09 site visit i 
790312 Itr Request concerns water ayailabiltg for cooling on 
Ifohaiuk River 

REOAN* H Environmental Project* Branch 3 79/03/25 9pp 


7906120247 Responds to NRC 790427 Ur requesting offshore seismic 
reflection profiles Forwards drawings of Profiles 2 lf4 1< 

6 1.0, to. 10 Ii 12 2. 14. 16 1. 18 1.20 1.22 t« 301.303 U 303 
Transmittal util be included in next PSAR amend U/o encl 
KINTIQH.A E Meu /ork State Electric h Gas Corp 79/06/05 Ip 


7906220342 Requests that environ review not be delagrd due to special 
geological aspects of site Also requests to continue use of 
R Capra as contact point w/NRC 

KIN7I0H. A E New Vork State Electric & Gas Corp 79/06/15 2pp 


C Utility Environmental Report <ERI, amends 8. correspondence 


7906260229 Forwards Amend 3 to facility environ rept Amend contains 
responses to NRC 790423 U 790329 Itrs 

KINTICH. A E New York State Electric it Oas Corp 79/06/21 3pp 


— 7906260233 Amend 3 to facility environ rept 

• Neui Vork State Electric 8« Oas Corp 79/06/21 270pp 


7906260306 Forwards NY Dept of Public 8vc response to Ecology Act ten c 
Oswego interlocutory appeal of denial of motion for 
dismissal of application 

OREY. R New York. State of 79/05/07 Ip 


—7906260511 NY Dept of Public Sve response to Ecology Action of Osueg 
interlocutory appeal of denial of motion for dismissal of 
application Recommends denial of appeal 
GREY, R New York. State of 79/05/07 2pp 


7906030069 Forward* 790112 application to intervene Lists contentions 
opposing proposed facility Seeks confirmation of interior 
status Hinutes of 79010Q meeting adopting resolution to 
intervene end 

gray. R C Heiico. NY 79/03/09 3pp 


— 7906030076 Advises of 790108 resolution to intervene In proceeding L 
is to be considered as petition to intervene 
GRAY.R C Mexico. NY 79/01/12 Ip 


— 79060S0079 Ack receipt of recent c ommun i ca 1 1 on. luh 1 ch has boon forwar 
to Qfc of Executive Legal Director 
s Docketing 6 Services Branch 79/01/17 Ip 


7906040427 Requests intervenor status as p arty-of-lnterost w/o 
contentions 

U0NE8.R P Oswego. NY 79/03/10 2pp 


7906270272 Submits specific contentions re environ radiologic*! 
concerns Assessment of impact on farmland is inadequate re 
estimation of value V use of land ii adverse impact of dusti 
noise, litter S' traffic on area agriculture 
UEBER.N K Oswego County Farm Bureau 79/09/10 9pp 


D NRC Draft/Final Enviranmenta I Statements, suppis & correspondence 


7906010274 Forwards agreement between NRC h NY Depts of Public Sve 6 
Environ Conservati on calling for preparation of designated 
sections of OES h FES by NY State Public Sve Commission 
SELLS. D E Environmental Projects Branch 2 79/04/17 2pp 


—•7906010201 Agreement by NY State Depts of Public Sve U Environ 
Conservation to provide NRC u/ technical support of NY Dept 
of Public Sve staff in preparation of designated sections 
of DES U FES 

GOSSlCKiL V Office of the Eiecutive Director for Operations * 
New Vork. State of 79/04/06 Bpp 


79061900B3 Requests location of bearing bo changed front coiivanUon 
ctr. Empire State Plaia. A Ibany. NY to auditorium of 
Columbla*<Oreene Community Coi logo. Hudson, Change would 
facilitato accessibility 

LANE.C 0 New York. State of 79/03/11 Ip 


7906270111 Submits 40 contentions as suppl to potition to Intorvantf re 
need for addl power, cons idoratton of al ternai i vos. si to 
selection process. impact on existing health facilities, 
financial capacity 6 effect on high voltage t ransmls 1 1 on* 

WEOER.a , DALYiH Ecology Action of Oswego 79/03/11 9pp 


T Hearing transcripts on non-antl trust matters 


F Becuritq. medical, emergency U fire protection plans 


7906120433 Forwards amended physical security plan Plan withheld 
<ref 1QCFR2 790i 

KiNTIGHiA E New York State Electric It Oas Corp 79/06/0B 2pp 


0 Adjudicatory correspondence 


7906050413 Forwards requested info re environ Impact of nuclear plant 
cons t 

INDYKErC-N New York. State of 79/04/13 33pp 


7906290060 Transcript of 790320 prehearing conference before NY Btate 
Public 8vc Dept 8. NY State Board on Electric Oeneratioti 
Siting 8i Environ Pp l-137a 

MATfAS.T R , SCHWARTZ I 8 A New York. State of 79/03/20 lOGpp 


7906290054 Transcript of 790322 prehearing conference before NY State 
Public 8vc Dept 6 NY State Board on Electric Oeneratlon 
Siting tt Environ Pp 108-207 

MATTAS. T R , SCHWARTZ, S A New York. State of 79/03/22 *3pp 


7906290069 Transcript of 790522 joint hearing before NRC 8< NY itata 
govt in Oswego, NY re public statements Pp 204-'4l7, 

WENNERiS . JORDAN. W H . PARIS. 0. Atomic Safety and Licensing Doard 
Panel 79/05/22 2l4pp 


7906100010 Forwards proposed protocol for joint hearing before NRC 8. 
NY State Board an Electric Generation Siting 6 Environ re 
common Issues m const applications of Long Island Lighting 
Co t MY State Electric 6 Gas Corp 

FLYNN. M r ENGEL. D A . LEWIS. S H New York. State of 79/04/27 

2pp 


—7906100812 Proposed protocol for joint hearing before NRC 8. NY State 
Board on Electric Generation Siting 6 £-nvlron re common 
issues in conit applications of Long Island Lighting Co 8c 
NY State Elec 8( Gas Corp 
e New York. State of 79/04/27 13pp 


7906290077 Transcript of 790323 joint hearing before NRC 8« NY state 
govt in Oswego, NV.Pp 418-626 

WENNER.8 , JORDAN. W . PARIS. 0. Atomic Safety and Licensing Hoard 
Panel 79/05/23 a09pp * 


DOCKET 3TN-30-397 NEW HAVEN. UNIT 2 

A AppUcation/construefcion stage documents 8- correspondence 


7906010241 Summary of 790424 meeting w/utll.a8.W & LA8L In Dethecda.HO 
re reactor safeguards requirement* 

CAPRAiR A Light Water Reactors Branch 3 79/03/02 dpp 


7906200302 Public statement hiiring will be on 790322 to hear residen 
living Lft vicinity of preferred siteispecial hearing 
conference will be on 790323 Second public statemenfe hearing 
will be 790614 for alternate site reeidenti 

WENNER.S Atomic Safety and Licensing Board Panel MATIAS.T R N 
Yorkr State of 79/04/30 2pp ' 


7906290831 Requests addl info for review of F8AR re max probable flood 
water level, protection of structures against lightning ^ OA 
section * 

PARR.O D Light Mater Reactors Branch 3 79/03/IQ 10pp 


7906200619 Request by wtll for denial ef 790313 petitions to intervene 
Filed by Town of Gardner k Ulster County Environ Mat 
Council, petitions lack standing 8i fail, to justify 
discretionary intervention CerUfleate of five oncL 
6HUTT, R . ZEBRAK. I, L* Huber# Hagill. Lawrence St Farrell, 

6pp 


79/03/04 


7906130320 
RAY.M J 


fiummariies helicopter costs for 790307-10 site visit 
New York State Electric k Oas Carp 79/03/22 3pp 


7906390833 Forwards info requested as rosult of 
790312 Itr Request concerns water aval lab lltu 
Mohawk River ^ 

REOAN.VI H Environmental Projects Branch 2 


790307-09 site visit L 
for cooling on 

79/0S/25, 9pp 



DOCKETED ITEMS 


22 ! 


790&130247 Respon<}4 to NRC 790427 1 tt* req^ueitlng offshorv seismic 
r 0 #le<tion profiles Foruards (frattiings of Profiles 2 lr4 Ir 
^ i. Br 10^ 10 1. 12 2i 14. 16 1, 19 1.30 1 , S2 1.301.302 303 

Transmittal will be included tn next PSAR amend W/o end 
KlfJTIOH. A E New Yoric State Electric & Oas Corp 79/06/03 Ip 


7906330342 Requests that environ review not be delated due to special 
geological aspects of site Also requests to continue use of 
R Capra as contact point w/NRC 

KINTIGH, A E New York State Electric i, Gas Corp 79/06/13 2pp 


C Utility Environmental Report <£R>< amends & correspondence 


7906360239 Forwards Amend 3 to facility environ rept Amend contains 
responses to NRC 790423 & 790329 ltrs» 

RINTLGH. A E New York State Electric & Gas Corp 79/06/21 3pp 


--7906260233 Amend 3 to facility environ rept 

e New York State Electric ^ Gas Corp 79/06/21 a70pp 


D NRC Draft/Final Environmental Statements, suppls correspondence 


7706010274 Forwards atfreemoht between NRC t NV Dsp ts of Public Svc h 
Environ Conservation calling for preparation of designated 
sections of DES i* FEQ by NY State Public Svc Comotisston 
SELLS. D E Environmental Projects Branch 2 79/04/17 2pp 


— 7906010201 Agreement by NV State Depts of Public Svc & Environ 
Conservation to provide NRC w/ technical support of NY Dept 
of Public Svc staff in preparation of designated sections 
of DES U FEB 

CaSSICK.L V Office of the Executive Director for Operations * 
New York. State of 79/04/06 Qpp 


F Security, medical, entergencg fire protection plans 


7906120433 Forwards amended physical security plan Plan withheld 
irof 10CFR2 790) 

KiNTlOHiA E New York State Electric U Gas Corp 79/06/06 2pp 


0 Adjudicatory correspondence 


7906030413 Forwards requested info re environ impact of nuclear plant 
c Qnst 

iNDYKEiC, M New York. State of 79/04/13 33pp 


7906100010 Forward* proposed protocol for joint hearing before NRC t« 
NY State Board on Electric Generation Siting ik Environ re 
common issues in const applications of Lang Island Lighting 
Go 6 MY State Electric fc Gas Corp 

FLYNN. M . ENOCU. D A . LEWIS. 8 H New York. State of 79/04/27 

2pp 


—790^100812 Proposed protocol for joint hearing before NRC & NY State 
Board on Electric Generation Siting V Environ re common 
issue* In const applications of Long Island Lighting Co 
NV State Elec & Oae Corp 
e New York. State of 79/04/27 i3pp- 


— 79060S0076 Advises of 790103 resolution, to intervene in proceeding Utr 
1 * to bo considered as petition to intervene 
GRAY.R C Mexico. NY 79/01/12 Ip 


— -‘79G6G30079 Ac k receipt of recant communication, wh Ich has been forwarded 
to Ofc of Executive Legal Director > 

* Docketing U Service* Branch 79/01/17 Ip 


7906040427 Requests Intervenar status as par ty^of ~ i nteres t w/o 
contentions 

JONES, R P Oswego, NV 79/03/10 2pp 


7906270272 Submita specific contentions re environ ft. radiological 
concerns Assessment of impact on farmland I* inadequate re 
estimation of value ^ use of land adverse impact of dust, 
noise. litter & traffic on area agriculture 
WEBER. N K Oswego County Farm Bureau 79/05/10 Bpp 


7906190083 Requests location of hearing be changed from convention 
ctr.rmpira State Plata, Albany , NY to auditorium of 
Cotumbta'-Oreenr Community CoL I eg e. Hud son Change would 
facilitate accessibility 

LANE, G 0 New York, State of 79/03/11 Ip 


7906270111 Submits 40 contention* as suppl to petition to intervene re 
need for addi power* consideration of al ternati vos . * Ite 
selection process, impact on existing health facilities, 
financial capacity ft- effect on high voltage transmlas lor* 

NEBER.B , DALY. K Ecology Action of Oswego 79/05/11 ?pp 


T Hearing transcripts on non-anti trust matters 


7906270060 Transcript of 790320 prehearing conference before NY State 
Public Svc Dept ft NY State Board on Electric Generation 
Siting ft Environ Rp l“137a 

MATIAS. T R . SCHUARTZi S A New York. State of 79/03/20 13Bpp. 


7906290034 Transcript of 790322 prehearing conference before NY State 
Public Svc Dept ft NY State Board on Electric Generation 
Siting ft Environ Pp 130-207 

MATIA8, T R . SCHWARTZ. 8 A New York. State of 79/03/22 65pp 


7906290069 Transcript of 790322 joint hearing before NRC ft NV state 
govt in Oswego. NY re public statements , Pp 204-417 

WENNER.S . JORDAN. If H . PAR IS* Q Atomic Safety and Licensing Board 
Panel. 77/05/22 ai4pp 


7906290077 Transcript of 790523 joint hearing before NRC ft NY state 
govt in Oswego. NY Pp 418-626 

WENNER. S. . JORDAN. If * PARJS.G Atomic Safety and Licensing Board 
Panel 79/03/23 209pp 


DOCKET 50-S79 CARROLL FACILITY I 


A Application/construction stage documents ft correspondence 


7906070358 Notification of 7703G2 site visit for NRC ft ANL to inspect 
prlmo ft alternate sites 

BALLARD* R L Envl ronmental Projects Branch t 79/04/26 25pp 


7906200382 Public statement hearing will be on 790322 to hear residents 
Living in vicinity of preferred sitejspecial hearing 
conference will be on 79Q523 Second public statement hearing 
util be 790614 for alternate site residents 

MENNER.8 Atomic Safety and Licensing Board Panel. MATLAS. T R. New 
York. State of 79/04/30 2pp 


7706200619 Request by util for denial of 790313 patitlon* to intervene 
Filed by Town of Gardner ft Ulster County Environ Mgt 
Counc 1 1. Petl tions lack standing ft fall to justify 
discretionary intervention Certificate of 8vc end 

SHUrr.R , ZEBRAK. 1 L Hgfaer. Magill. Lawrence ft Farrell 79/05/04. 

6pp 


7906260506 Forwards NY Dept of Public Svc reeponsa ta Ecology Action of 
OsMego interlocutory appeal of denial of motion for 
dlsmlesal of application 

OREY.R New York* Stato of 79/05/07 Ip 


7906040070 Summary of 790424 orientation meeting w/pLant dedicated 
review team In Bethesda.MD 

BIRKEL.R A Light Water Reactors Branch 2 79/04/27. 6pp 


7906010236 Forwards data sources Index map per NRC 790404 request Map 
will be included in response to Ouestion 361.1 
NAUOHTONrH F Commonwealth Edison Co 79/05/22 2pp 


7906060294 Responds to request for comments on environ rept ft site 
safety rept Neither rept received 
HARRiaON.a. M Illinois. State of 79/03/23 Ip 


7906250303 Summary of 790509 meeting w/ut 11 in Uethesda. HD re 
implamentation of Recommenda tlon 3 of end NRC study group 
rept. NUReO-0272, ’♦Nuclear Power Plant Licensing 
Opportunities for Improvement *' 

BIRKEL. R A Light Water Reactars Branch 2 79/05/24 i4pp 


— 7906260911 NY Dept of Public Svc response to Ecology Action of Oswego 
interlocutory appeal of denial of motion for dismissal of 
application Recommend* denial of appeal 
GREY. H New York. State of 79/05/07 app 


—7906230304 ♦'Nuclear Power Plant Licensing: Opportunities for 
Improvement *' 

DENTON. H R Office of Nuclear Reactor Regulation. 77/06/30 
14pp 


7906050069 Forwards 790112 application to Intervene Lists contentions 
opposing proposed facility Seeks confirmation of interior 
status Minutes of 790106 meeting adopting resolution to 
intervene end. 

^ORAYiR. C. HexiCO. NY 79/03/09. Opp 


7906060276 Forwards responses to 790404 questions ft revised portion* of 
text referenced in responsis Reeponse* ft revision of site 
suftabtlity ER to be distributed by firtt week of June. 1979 
H/o end 

NA1I0HT0N,W F Commonuiealth Edison Co 79/05/23. Ip. 
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790&070270 Notifies that refs requested in 790404 Ur have been sent 
under separate cover to GL ttontent at ANL 
NAUGHTGN.M F Commohcjea 1 th Edlsori Co 79/05/30 Ip 


7906040070 Summary of 790424 orientation meeting u/plant dedicated 
revieu team in DethesdaiHD 

BIRKEC<R fit Light Hater Reactors Branch 2 79/04/27 4pp 


7906130225 Forwards “Thcrtnal Mapping of Dloiudown Discharge" & "Cooling 
Hater Intaie Blowdoun Discharge Study« “ in response to NRC 
790404 itp 

NAyOHTOM.HF Commonuea I th Edison Co 79/06/06 Ip 


7906010230 Forwards data sources Indoi map per NRC 790404 request Map 
will te included in response to Question 361 1 
HAOONTON* H F Commonwealth Edison Co 79/05/22 2pp 


•-7906130227 "Thermal Mapping of Blowdouin Discharge ■' 
* Commontiiealth Edison Co 79/05/31 lOpp 


7906060S94 Responds to request for commonts on environ repfc tc site 
safety rept Neither ropt received 
HARRISON. S U Illinois. State of 79/05/23 Ip 


■7906130230 "Cooling Hater Intake Btoudoun Discharge Study " 
» Commonwealth Edison Co 79/05/31 I25pp 


79O61303B0 Notifies that Miles Quadrangle topographical map. referred to 
in 790511 Itr.ls no longer available Area In vicinity of 
proposed facility will be included in Green island 
Quadrangle 7 5~mtnute map 

NAUGHTONi W F Commo ntuea I th Edison Co 79/06/06 Ip 


7906220352 Submits add 1 tnfo re site suitability, in response to NRC 
790404 request 

NAUGHTDN, M F Commonwealth Edison Co 79/06/16 2p p 


C Utility Environmental Report (ER), amends 6 correspondence 


7906130322 Forwards addi Info to site s ul tab t 1 ity /environ rapt 
Suggested area may contain archaeolog ical sites 
KENNEY. 0 Illinois, State of 79/06/09 2pp 


7906220300 Discusses transmittal of info re site sul tab H i ty-envtron 
rept, Questions 361 Id i« 361 f-l>in response to NRC 790404 
request 

NAUCHTON, W F Commonwealth Edison Co 79/06/19 2pp 


7906260150 Forwards Suppl 1 to site suitability - environ rept. 
constituting amend to application for CP ^ early site 
review 

REED, C Commonwealth Edison Co 79/06/22 2pp 


—“■7906260159 Suppl I to site suitability - environ rept. constl tu ting 
amend to application for CP *> early site review 
* Commonwealth Edison Co 79/06/22 400pp 


O Adjudicatory correspondence 


7906290691 Requests limited appearance at hearing re plant const 
KERR.J Affiliation Unknown 79/05/22 ip 


7906250303 Summary of 790309 meeting w/utll In BethesdarMD re 
implementation of Recommendation 3 of end NRC study group 
rept. NUREO-0292, "Nuclear Power Plant Licensing 
Opportunities for Improvement " 

BIRKEL.R A Light Water Reactors Branch 2 79/05/24 14pp 


— 7906250304 "Nuclear Power Plant Licensing Opportunities for 
Improvement " 

DENTON, H R Office of Nuclear Reactor Regulation 77/06/30 
I4pp 


7906080276 Forwards responses to 790404 questions t revised portions ef 
teit referenced in responses Responses 6 revision of site 
suitability ER to be distributed by first week of June. 1979 
W/o end 

NAUGHTDN. W F Commonwealth Edison Co 79/05/25 tp 


7906070270 Notifies that refs requested in 790404 1 tr have been sent 
under separate cover to GL Montent at ANL 
NAUGHTQN, H F Commonwealth Edison Co 79/05/30 Ip 


790613022S Forwards "Thermal Mapping of Blowdown Discharge" b "Coe ling 
Hater Intake 6 Blowdown Discharge Study," in response bo NRC 
790404 Itr 

NAUGHTON, W F Commonwealth Edison Co 79/06/06 Ip 


— 7906130227 "Thermal Happing of Blowdown Discharge " 
a Commonwealth Edison Co 79/03/31 lOpp 


■7906130230 "Cooling Water Intake Blowdown Discharge Study " 
Commonwealth Edison Co 79/03/31 I25pp 


79Q61303Q0 Notifies that Milos Quadrangle topograph ica 1 map. referred to 
in 790’511 Itr, is no longer available Area in vicinity of 
proposed facility will be included in Green Island 
Quadrangle 7 S-minuto map 

NAUGHTON, H F Commonwealth Edison Co 79/06/06 ip 


■7906290699 Requests kimUed appearance at first public hearing re 
proposed plant 

MARICICH, R J Affiliation Unkno-un 79/03/22 Ip 


7906210307 Answer by applicant to 790304 FR notice re hearing for 
early site review Seeks inclusion of selsmolagy, environ if 
safety find mgs. heat dissipation sys & site alternatives 
Notices of appearance & Certificate of Sve and 
8TCFT0E, P Isham, Lincoln i- Beale 79/05/24 7pp 


7906250420 Notifies of limited appearance, per IOCFR2 U 790301 hearing 
notice Reserves right to intervene if interests are 
adversely atfected 

MILLER, T J r OSENBAUOH. E M , PETERSOM. C E Iowa, State of 
79/05/30 2pp 


7906200079 Petition to Intervene re CP application Seeks to present 
evidence re safaty i asues. geology , hydrology . weather 
conditions, aesthetics 6 other considerations Affidavit 4 
Certificate of Sve end 

COX, J W Jo Davies Country Ad Hoc Committee on Nuclear Energy 
Information 79/06/01 5pp 


7906290512 Petition to intervene Catholic Worker of Dubuque, Dubuque 
Fellowship of Reconc 1 nation, Environ Coordinating 
Organiiation 8^ Carroll County Environ Coalition join In 
petition Affidavits it Certificate of Sve end 

SCHHABrJ C Iowa Pub 1 i c I-ntere-st Research Croup 79/06/01 ISpp 


DOCKET 50~600 CARROLL FACILITY II 


A. Application/constructioh stage documents & correspondence 


7906070338 Notification of 790502 site visit for NRG 8< ANL to Inspect 
prime alternate sites 

BALLARD, R L Environmental Projects Branch 1 79/04/26 25pp, 


7906320332 Submits addl tnfo re site suitability, in response to NftC 
790404 request 

NAUGHTON, W F Commonwealth Edison Co 79/06/18 2pp 


C Utility Environmental Report CER), amends correspondence 


7906130322 Forwards addl info to site suitab i I i ty /environ rept 
Suggested area may contain archaeo log leal sites 
KENNEY, D Illinois* State of 79/06/06 2pp 


7906220300 Discusses transmittal of Info re site su I tabi 1 1 ty-envlron 
rept, Questions 361 Id 361 l-l, in response to NRC 790404 
reques t 

NAUGHTON, W F Commonwealth Edison Co 79/06/19 2pp 


7906260150 Forwards Suppl I to site suitability - environ rept. 
constituting amend to application for CP early site 
review 

REEDiC. Commonwealth Edison Co 79/06/22 2pp 


7906260159 Suppl I to site suitability - environ rept# cons fcitutlng 
amend to application for CP tr early site review 
a Commonwealth Edison Co 79/06/22 400pp 


G Adjudicatory correspondence 


7906290691 Requests limited appearance at hearing re plant const 
KERR,J Affiliation Unknown 79/05/22 Ip 


'7906290699 Requests limited appearance at first public hearing r* 
proposed plant 

MARICICH, R J Affiliation Unknown 79/05/22 Ip. 
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7'?06ai0337 Answer bg applicant to 790304 FR notice re hearing for 
earlg site review Seeks inclusion oF setsmQlagg< environ & 
safety f ind Ingsi heat dissipation sijs site alternatives 
Notices of appearance & Certificate of Svc end 
SFEPTQEjP Ishafliij Lincoln t> Oeale 79/05/24 7pp 


7906250420 Notifies of limited appearance* per 10CFR2 ^ 790301 hearing 
notice Reserves right to intervene if interests are 
adversely affected 

MILLER, T J j OSCNBAl/GH.C M , PETERSON- C £ Iowa- State of 
79/05/30 2pp 


7906280079 Petition to intervene re CP application Seeks to present 
evidence re safety issues- geol ogy- hydrology- weather 
cond 1 tions- aesthetics & other considerations Affidavit V 
Certificate of Svc enc I 

CQXi J M Jo Davies County Ad Hoc Committee on Nuclear Energy 
Information 79/06/01 5pp 


7906290512 Petition to intervene Catholic Worker of Dubugue- Dubuque 
Fellowship of Reconc i 1 iatton- Environ Coordinating 
Organiiatlon i> Carroll County Environ Coalition join in 
petition Affidavits t Certificate of Svc end 

SCHWAB- J C Iowa Public Interost Research Group 79/06/01 IBpp 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0000 BATTELLC COLUMBUS LABORATORIES 


7906230170 Forwards supp lementak info to "Financial Plan for 
Decommissioning of Dattelle Columbus Labs Contaminated 
Fac i I i ties- '* transmitted under 701122 cover Itr 
TOY-H L Battelle Memiarial Inslltutflr Columbus Laboratories 
79/04/25 4pp 


7906040300 Responds to 790123 Itr reporting changes to physical 
protection plan for West Jefferson Nuclear Science Area Mod 
changes are acceptable End withheld <rof 10CFR2 790) 

HCCORKLE-GW Physical Security Licensing Branch 79/04/27 Ip 


7906190025 Forwards IE Info Notice 79-12- "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER.J G Region 3- Chicago- Office of the Director 79/03/U 
tp 


7906080126 Forwards IE Circular 79-00, "Attempted Estortion - Low 
Enriched U " 

KEPPLER-J G Region 3- Chicago, Office of the Director 79/05/lS 

ip 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP 


79061B0436 Forwards IE Info Notice 79-12- "Attempted Damage to New Fuel 
Assemblies " No written reiponie necessary 

ENGELKENj R H Region 5- San Francisco- Office of the Director 
79/OS/lO Ip 


79060S0226 Forwards IE Circular 77-00- "Attempted Ektyrtion - Low 
Enriched U " 

ENGELKEN-R H Region 3- San Francisco- Office of the Director 
79/05/10 Ip 


7906230063 Ack receipt of 790510 Itr requesting temporary exception to 
certain requirements of tOCFR73 60<a)9<l> to permit removal 
of high enrichment of U fuel plates Sections 2 9 of Amend 

NPP-l to License 8NM-I are ammended 

BURNETT, R F Division of Safeguards 77/05/10 3pp 


DOCKET 70-0027 BABCOCK WILCOX CO 


7906220123 Amends License 8NM-42i Cond It ion 10- re nonradiolog leal 
gaseous effluent- in accordance w/780022 submittal 10CFH70 
CROW. W T Fuel Process U Fab Branch 79/04/04 Ip 


7906230160 Forwards revised pages to measurement control plan, in 
response to comments contained in 790300 Itr Pages 
withheld (ref 10CFR2 790) 

OAMERON-M G Babcock i> Wilcox Co 79/04/20 2pp 


7906070044 Notifies of overpayment of amend fee# based on evaluation of 
manpower expenditure required for review of application, 
rtILLERrW Q License Fee Management Branch 79/04/27 Ip 


7906230435 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Aesfloibl les. " 

O'REILLY- J P Region 2- Atlanta- Office of the Director 
79/OS/lO Ip. 


7906170570 Ack receipt of 790507 Itr informing NRC of steps taken to 
correct violation noted in IE Insp ttept 70-0027/79-03 
KEriNA, W D Region 2- Atlanta- Safeguards Branch 79/05/11 Ip 


•7906190575 Responds to NRC 790410 Itr re violation noted in IE Insp 
Ropt 70-0027/77- (33 Corrective actions withhold 
(raf iOCFfl2 790) 

WEING. J F Babcock tr Wilcox Co 79/03/07 Ip 


— 7906190587 Forwards IE Insp Rept 70-0027/79-Q3 Notice of violation 
withheld fref 10CFR2 790} 

KENNA.W a Region 3- Atlanta, Office of the Director 79/04/10 

2pp 


— 7906190574 IE Insp Rept 70-0027/79-03 on 790224-20 Noncompliance noted 
lack of matl access area physical barrier Details withheld 
(ref 10CFR2 790) 

MOORE- 0 E Region 2- Atlanta- Safeguards Branch 

(SILLESPIE- F P Region 2. Atlanta, Office of the Director 

79/04/10 ip 


7906260512 Forwards IE Insp Rept 70-0027/79-09 on 790507-11 No 
noneomp I lance noted 

KCNNAi W D Region 2, Atlanta- Safeguards Qranch 79/05/22 Ip 


— 7906260514 IE Insp Rept 79-0027/79-09 on 790507-11 No non comp I ian ce 
noted Major areas Inspectod records repts De-taiis 
withheld (ref 10CFn2 770) 

HODGES, J W , GILLESPIE. F Region 2, Atlanta, Safeguards Branch 

79/05/lQ Ip 


DOCKET 70-0033 TEXAS INSTRUMENTS- INC 


7706130126 Forwards opdatoa to HEIR Project omcrgency p Ian- resul t i ng 
fron NRC review in Oct 1970 

HOPPER- C M Texae Instruments, Inc 79/04/03 I2pp 


7906140639 Forwards IE Inep Rept 70-0033/79-03 on 790305-3 No 
none omp I lane e noted 

SMITH-0 H Roglon ii Philadelphia, Fuel Facility k Materials 

Safety Branch 79/04/09 2pp 

— 790^140643 IE Insp Rept 70-0033/79-03 on 790305-00 No nencompl iance 
noted Major areas inspected licensee action on previous 
insp f Ind i ngs- organl xa tion , operations. safety & procedure 
control 

KINNEY-W W - CROCKER- H W Region I. Philadelphia, Fuel Facility 

Materials Safety Branch 79/04/09 I2pp 


7706250310 Provides summary of determination b application of limits of 
errors for inventory differences shipments.as result of IE 
Insp Rept 77-06 

HOPPER, C M Texas Instruments- Inc 79/04/20 4pp 


7906920128 Amends License SNM-23r Condi t Ian 11, TO emergency planning, in 
accordance mi/781025 submittal S' t0CPR70 

CROM-W T Fuel Process fc Fab Branch 77/04/23 £p 


— 7906220134 Discusses review of 701025 amorgercy plan Sc 790202 0403 

suppls Emergency plan meets requirements of lOCFRSO. App E & 
provides basis for acceptable state of emergency 
preparedness 

KETZLACH, M Fuel Process ii Fab Branch 79/04/S3 Spp 

7706250308 Submits list of replacement pages to "Plan for Protection of 
Nuclear Facilities 4. Nuclear Matls "Pages withheld <ref 
10CFR2 790) 

SHERMAN, r, L Texas Instruments- Inc 79/05/01 4pp 


7706200007 Requests that QA plan for shipping packages for radioactive 
matls be withdrawn from application HFIR project is net 
user of general license for shipment of DOT spec containers 
SHERMAN- F L Texas Instruments- Inc 79/05/00 Ip 


7906360053 Forwards IE Info Notice 79-12- "Attempted Damage to New Fuel 
Assemblies " 

ORIER-B H Region 1- Philadelphia. Office of the Director 
79/05/i I, Ip 


7906260556 Ack receipt of 770302 Itr informing NRG of steps taken to 
correct violations noted in IE Insp Rapt 70-0033/79-04. 

MARTiNrW O Region I, Philadelphia- Safeguards Branch 79/05/14 

ip 


— 7906260561 Responds to NRC 790426 Itr re violations noted In lE Inep 
Rept 70-0033/79-04 Corrective ations plan for protection of 
facilities 4- metis ha* been properly changed 

CONROVi D . SHERMAN- F Texas Instruments- Inc 77/05/02 Ip 


232 


DOCKETED JTEMS 


— 79062605^5 Foruards IE I nap Jlept 70~0033/79''04 on 790303-09 
MARTIN, MO R&gion t, Pht lad e Iph i4 ■ aa#«gpard-a Branch 

79/04/2i app 


--7906260560 IE Inap Rapt 70-0033/79-04 on 790303-09 Ini*rat{on nofefld 
nonco«np 1 iance rc physical barncrt 

JOi^eSiE M r MCKEOMM, L M , BEVLlN^-J U Region l< Pfii ladalph ia, 

Sa f agua rd a Branch 79/04/23 Ip 


7906260627 Suffiflarg of 790517 moating w/TX ln» trumonts, Inc In Silver 
Spring, MO re dormat II content of license renouial application 
Q-f AttlabOTOiMA facility 

KETZLACHrN Fge 1 Procois <« Fab ftranch 79/05/17 I3pp 


7906030043 Forwards IE Circular 79-09, "Attempted Ertarfclon - Lou 
Enriched U “ 

GRIER, S H Region I, Philadelphia. Office of the Director 

79/05/10 Ip 


DOCKET 70-0036 COMBUSTION ENGINEER INO. INC 


7906190036 Forwards IE Info Notice 79-12* "Attempted Damage to New Fuel 
Aasembliei 

KEPPUER.J 0 Region 3. Chicago* Office of the Director 79/05/11 
Ip 


790623000S Responds to 790216 Itr Revised measurement control plan 
reviewed % accepted Strengthening of rnatl control C, 
accounting program required Assessment of MUF bias requested 
iiiithin two months 

PARTLDW, J 0 Material Control Licensing Branch 79/03/16 5pp 


— 7906B300U Amend MPP-3 fro License SNM-33. superseding aU previous 
safeguard amends Addresses conditions re facility 
organiiatian 6 opera tion, measurement procedure 6 control, 
i nventorg , recur ds repts I' internal control 
PAR7L0W* J G Material Control Licensing Branch 79/03/16 

7pp 


790620033S Requests addl ref matt in order to enhance incident response 
ctr Addl mafrls needed include site emorgencg plan 6 
Implementing procedures 6 four sets of site maps showing 
environ rnonl toririg stations 

KEPPLER. j 0 Region 3, Chicago. Office of the Director 79/03/17 

tp 


7906000132 Forwards IE Circular 79-OG, "Attempted Estortion - Lou 
Enriched U " 

KEPPLER*J 0 Region G, Chicago, Office of the Director 79/05/LB 

Ip 


7906270037 Requests info r« prospect of flooding* to further EIA 
CROWiM T Fuel Process «< Fab Branch 79/05/22 Ip 


DOCKET 70-0041 NORTH CAROLINA STATE UN IV 


7906210351 Ac k receipt of 790419 Hr informing NRC of steps taken to 
correct violations noted in IE In%p Repts 50-IH/79-01 
50-297/79-01 6 70-0041/79-01 

KENNA, M B, Region 2, Atlanta, Safeguards Branch 79/05/03 ip 


— 79062103S4 Responds to NRC 790327 Hr re violations noted in lE Insf 
Repts 30-111/79-01.50-297/79-01 70-0041/79^01 Cerractive 

actions'Form 742 prepared properly It copy for periDd 
Oct 1978 - Mer 1979 feruarded to Region II 
ELLEMAN. T. S North Carolina State Univ 79/04/17 ip 


7906140S12 Forwards IE Insp Repts 70-0133/79-05 & 70-0364/79-08 on 
79D305-09 No eioncompl lance noted 

HARTlNiW G Region 1, Phi ladelphia. Safeguards Branch 79/04/12 

2pp 


— 79061 402IB IE Insp Repts 70-0133/79-03 6 70-0364/79-00 on 790a05'Q9 
No noncompliance noted Major areas inspected physical 
secur I fry. h eai th 6 safety 6 environ programs 

DtSSETT* P Region i, Phi lade Iphia. Office of the Director 
JOYNER. J H Region 1, Ph i ladelphia. Safeguards Branch 

79/03/28 6pp, 


7906130043 Ac k receipt of 790502 Hr informing NRC of steps taken to 
correct violations noted in lE Insp Rept 70-0133/79-07 
ORIER.B H Region 1. Phi lade Iph la, Office of the Director 
79/05/10 Ip 


—7906130030 Responds to violations notod in IE Insp Rept 70-0ia3/77'07 
Carrective actions shop talk re radiation cotamination 
uork permits conducted Copy end 

AUSTIN, M A Babcock 6 Uiicox Co 79/05/02 3pp 


—7906130043 Forwards IE Insp Ropt 70-0135/79-07 on 790313-16 noK(e of 
violat ion 

8MITH«0 H Region 1. Ph i ladelph i a, Office of the Director 
79/04/13 3pp 


—7906130032 Notice of violation from insp on 790313-16 

a Region t, Philadelphia, Office of the Director 79/04/12 

tp 


— 7906130055 IE Insp Rept 70-0135/79-07 on 790313-16 None ompl iance pfltad 
air sample not representative of breathing lone tf failure 
to account for SNM 

CLEMONS* B £ . CROCKER. H W Region I. Philadelphia. Office of thi 
Director 79/04/12 lOpp 


7906260034 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " 

ORIER.D if Region 1. Ph i ladelphia. Office of the Director 
79/03/11 ip 


7906000039 Forwards IE Circular 79-00, "Attempted Extortion - Lou 
Enriched </ " 

DRIER, 0 H megion 1. Philadelphia. Office of the Director 
79/05/10 IP 


7906220197 Requests payment of administrative fee for amend to Llceniis 
SNH~I45 6 SNM-414 to delay physical inventory 
MEI88. D License Fee Management Branch 79/05/32 ip 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC 


7906230209 Forwards Revision 7 to 790415 matl control plan Revision 
withheld (ref 10CFR2, 7901 

HENSLEY. K D Nuclear Fuel Services. InC (subs of Getty Qll Co ) 
79/04/20 ip 


79D6230D09 Notifies that License 8NK-124 is amended to require NRC 
approval prior to introduction of SNM into process lys 
CUNNINGHAM, R E Division of Fuel Cycle 6 Matorial Safety 
79/04/23 2pp 


7906230103 Requests 30-day extension to comment on draft documenti 
forwarded by R Burnett 790306 Hr Delay due to labor 
prob lems 

HICHELjC J Nuclear Fuel Services, Inc (subs of Oottg Oil Ce 1 
79/04/25 Ip 


7906040172 Act receipt of 790420 Hr informing NRC of step# taken U 
correct violations riptad In IE Insp Rept 70-0143/79-04 
eUTHERLAND. J. T Region 2. Atlanta. Fuel Facility U Materials 

Bafety Branch 79/04/26 Ip 


—7906040175 Raspands to NRC 790330 Hr ro violations noted In lE JiHI 
Rept 70-00143/79-04 Corrective actions chemical bldg 
•mptoyees have signed off on revised procedure 

MANSER^ M C Nuclear Fuel Services. Inc (subs of Oetty Oil Cd 1 
79/04/20 2pp 


— 7906040177 Forwards IE Insp Rept 70-0143/79-04 on 790123-26 k 
notice of violation 

SUTHERLAND, vl T Region 2, Atlanta. Fuel Facility It Materials 

Bafettf Branch 79/03/30 2pp. 


—7906040100 Notice df violation from imp on 790123-26 

a Region 2* Atlanta, Office of the Director 79/03/30 Ip 


I 
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— 790i}040lQ4 IE Insp Rept 70-Ol42/79-0'4 an 790123-26 Noncomp 1 ianc e 
nate4 failure of operators to aigni chemical bldg BOP log 
COftYELLfG P I POTTERiJ P Region 2< Atlanta. Office of the 

Director 79/03/30 5pp 


7906250473 Foruards Re/ielon 19 change pages to physical security plan 
Revision uilthheld (ref 10CFR2 790) 

MICHEL. C J Nuclear Fuel Services, tnc {subs of Oetty Oil Co > 
79/134/26 2pp 

7906130042 Forwards IE Insp Rept 70-0143/79-16 on 790416-10 No 
noncamp 1 ianmee noted 

KENNA.^ B Region 2. Atlanta. Safeguards Branch 79/04/27 Ip 

— 79061S0047 IE Insp Rept 70-OJ43/79-16 on 790416-10 No noncomp 1 lane e 
noted Major areas inspected nuclear fuel safeguards program 
6 plans for coping u/strikes Details ulthhcld 
{ref 10CFR2 790) 

MOOREj D E . LEE. T , TOBIN. W J Region 2. Atlanta. Safeguards 

Branch 79/04/27 Ip 


7906220441 Amends License SNK-124 by accepting Revision 15 to physical 
protection p Ian. forwarded in license 790426 Itr Plan 
withheld (ref 10CFfl2 790) 

MCCORKLEVi O W Physical Security Licensing Branch 79/04/30 

Ip 


790625030-9 Req.uests amend to License SNH-'t24 Amend oiithhetd (ref 
10CFR2 790) 

HENSLEV. K D Nuclear Fuel Services. Inc (subs of Oetty Oil Co ) 
79/04/30 app 


79D6010227 Accepts site security training plan submitted on 770216 
Amends License 8NK-124 

MCCQRKLE. 0 M Physical Security Licensing Branch 79/05/03 

app 


7906040066 Responds to 790423 Itr requesting ao-efay extension of 
790510 due date for submittal of revised Section 7 to 
fundamental nuclear matl control plan Extension granted 
RARTLOlf. J O Material Control Licensing Branch 79/05/04 Ip 


7906260623 Summary of 790509 meeting ui/NFS in Silver Spring. MD re 
770423 order procedures to be followed before operations 
can resume 

DELANEV. J C Fuel Process Fab Branch 79/05/09 2pp 


79D62S0430 Forwards IE Info Notice 79-12. "Attempted Damage to New Foal 
Assemblies " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/ 10 ip 


790605044? Ac k receipt of 790501 Itr re suspension of stack fluoride 
monitoring program Request requires payment of 4150 
adminl S tra t 1 ve amend fee 

(fEIS0j D License Fee Management Branch 79/03/1 1 ip 


7906270033 Notifies that lime for licensee to request hearing re 
introduction of addl 6NM into process sys is extended to 
790533 

CR0W,W T Fuel Process 6 Fab Branch 79/05/17 Ip 


7906290745 Notifies that License aNM-J24 is amended Amend constitutes 
written approval to introduce SNK into process sys 4i/or 
commence operations using mgt porsonnel 

OROWrW T Fuel Process 6 Fab Branch 79/05/10 Ip 


7906290700 Notifies that request to delay scheduled annual audit of 
contract labs is justifiable Audit shall be conducted on or 
bafnra 790731 

FARTLOW, J C Material Control Licensing Branch 79/03/22 tp 


7906290741 Adds license condition to amend MPP-I of License aNH-124 
Amend makes it permissible to book shipper values for low 
enriched plant II 790514 physical Inventory 

PARTLOMi J. 0 Material Control Licensing Branch 79/05/23 ip 


7906260570 Responds to 790420 submission of revised fundamental nude 
matl control plan Revisions are acceptable Revises License 
Condition 2 1 of Amend MPP-i to Llcons* SNM-124 

PARTLOMf J O Material Control Licensing Branch 79/03/24 app 


7906290040 Responds to 701229 Itr Mod scheduled to be completed 60 da 
after Ollt Chemical ft Atomic l>Iark»rs Inti Union returns to 
work. 

MICHELr G. J Nuclear Fuel Barvicesr Inc (subs of (}etty Oil Go ) 
79/05/30, Ip 


DOCKET 70-0132 PURDUE UMIV 


7906000123 Ac k receipt of 790419 Itr informing NRC of steps taken to 
correct violations noted in IE insp repts 

HIND. U A Region 3. Chicago. Safeguar-ds Branch 79/05/08 tp 


— 79060B0130 Responds ia NRC 790326 Itr re violations noted In IE insp 
repts Corrective actions withheld (ref 10CFR2 790) 

CLIKEMAN. F M Purdue l/niv 79/04/19 2pp 


7906190043 Forwards IE Info Notice 79-12. "'Attempted Damage to New Fuel 
Assemblies " 

KEPPLERiJ O Region 3. Chicago. Office of the Director 79/05/11 

Ip 


7906080178 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U " 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/05/10 

IP 


DOCKET 70-0364 PARKS TOWNSHIP SITE. BAHCBCK 6 WILCOX CO 


7906230166 Forwards revised Chapter 3 of License SNM-0414. Sect 1 on II 
"Facilltlos Descriptions " Includes changes to continuous 
air monitoring plant vantilation sys 
AUSTIN. M A Babcock t. Wilcox Co 79/04/30 I16pp 


7906250157 Notification that Inventoiy procesing operation will not be 
completed until 790330. due to matl certification problems 
AUSTEN. M A Babcock & Nllcor Co 79/03/13 Ip 


7906080217 Requests delay. until 790515. for implementing requlramonts of 
License Condition 4 7 to Licenses SNM-145 SNM-414 

AUSTfN.M Babcock 6 (Wilcox Co . Nuclear Material Div 79/03/19 

ip 


7906050199 Forwards IE Insp Rept 70-0364/79-07 on 790227-0301 No 
noncomp 1 lance noted 

MARTIN. W O Region 1. Philadelphia. Safeguards Branch 79/03/26 

2pp 


— 7906030805 IE Insp Rept 70-0364/79-07 on 790227-0301 No none omp I lance 
noted Major areas Inspected nuclear matl control tt 
accounting in area of Independent measurements of facility 
holdup 

OODY. A 1 BtS&ETT.P Region 1. Philadelphia. Office of the 
Director JOVNER. J K Region 1. Ph i lad elph ia. Safeguards 

Branch 79/03/26 4pp 
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7906230176 Discusses safety evaluation #or 
application re«iue«ting pofses&ion imit 
Parkt Totun'sh i p. PA Po storage /ault 
aURKHARDT, W Puel fleproceis Rccyc 


06W 79030 J license amend 
for enricPed U ^or 

ta Oranch 79/03/09 Ip 


7906210269 Ac k receipt of 790-125 Ur informing HRC of steps taUn to 
correct violations noted in l£ Insp Rept 70-0364/79-05 
GRIER. 0 H Region S, Philadelphia. Office of the Director 

79/03/10 ip 


— 7906210203 Responds to nRC 790404 Ur re violations noted in IE Uep 
Rept 79-05 Corrective actions neua nfg 

instructions specifically addressing Olave Bo* 162 prepared 
6 currently being routed for revieo 6 approval 
AUSTIM.H a Daft cock 6 Wilco* Co . Nuclear Material Piv 

3pp 


79/04/25 


— 7906210250 Forwards IE [nsp Rept 70-0364/79-05 on 790226-0302 U notice 
of violation . ^ , 

SMITH. G H Region 1. Ph i ladelphia, Fuel Facility 6^ Haterials 

Safety aranch 79/04/04 2 pp 


7906360320 Ack receipt of IE Insp ReP 
OANLEV. D £ UnUed Nuclear Corp 


t 70-037 1 //9-01 
79/03/15 2pp 


on 7901 OH- 12 


-7906260331 Responds to NRC 790214 Ifcr 

Rapt 70-0371/79-01 Corrective actmn. : - 

Incorrectly parked storage carts «Jore repcirl-od m 
aut^o^lIed locations 


) violations noted in IE Irivp 
unattended 


—7906260336 Clarifies elements of 790411 toLcon ro posting of control I ii 
GANUEV>DE United Nuclear Corp 79/04/12 app 


--7906260340 Formards lE Insp Rept /0-0371 //9-01 on /yOlOH-l-a' iidlic* of 
violation 

SMITH. 0 H Region 1. Philadelphia, Fuel raclUtg f, H«t»ri4ls 

Safety Branch 79/02/14 2pp 


— 7906260343 Notice of violation from Inep on 79010Q-12 

e Region 1, Philadelphia. Fuel Facility 6 Material* llafety 
Branch 79/02/12 4pp 


— 7906210209 Notice of violation from insp on 790326-0302 

SMITH. G H Region 1. Philadelphia. Fuel Facility «► Materials 

Safety Branch 79/04/04 2pp 


—7906210295 IE Insp Rept 70-0364/79-05 on 790226-0302 Noncomp 1 lance 
noted failure to have posted nuclear safety spec 
mod m Fab 9 araa signed by puthonied individual 
ROTH.J Region t. Ph i ladelph la. Office of the Director 

CROCKER. H W Reg-ton t. Ph i ladelphl a. Fuel Facility fc Materials 

Safety Branch 79/04/04 iSpp 


7906050442 Ac k receipt of 790501 Ur re Pu physical inventories 
Request* payment of 4130 administrative amend fee 
WEISS. D License Fee Management Branch 79/05/11 ip 


7906260034 Forwards IE Info Notice 79-12. “Attempted Damage to New Fuel 
Assemblies “ 

GRIER. B K Region 1, ph i ladelphia. Office of the Director 
79/05/1 t Ip 


7906080039 Forwards lE Circular 79-00. “Attempted Eitortion - Low 
Enriched U 

GRtERiS H Region 1. Ph i ladelphia. Office of the Director 

79/05/18 Ip 


—7906260347 IC Insp Rop t 70-0371/79-01 on 790100-12 None omp I iance notil 
failure to identify ^ eiifoico propoi protoctive clothing for 
entry into potentially contaminated area 

ROTH. J . KINNEY, W , CROCKER. H W Rogion 1. F>h 1 lad 0 I p h 1 4. KuH 

Facility 6 Materials bafottj Branch /9/02/13 I'Jpp 


7906000050 Forwards IC Circular 79-00. “Attompled Eitortion - low 
Enriched U " 

CRIER. 0 H Region 1. Ph I lado Iph in. QfPlco of the Dirortor 
79/05/18 Ip 


7906290207 Discusses proposed agooda for /90606 mooting to dlscuii 
shipment 4. receipt V mgt control <. ^iccouniab i 1 i ty of HNM 
PARTUOW.J G Material Control Licensing Rraiich 79/06/01 Ip 


DOCKET 70-0310 U 8 COAST GCfARD ACADEMY 


7906130305 Discusses IE insp of Liconsos 06-02699-01 Si 0NM-46T on 
790221 No noMcomp 1 ianco noted Major areas Inspocled 
procedures ^ representative records moesur omonts ru 
radiation safety 

HCCLINTaCK.R 0 Region 1. Philadelphia. Offlto of the Diroclor 
79/03/08 Ip 


7906220197 Requests payment of administrative fee for amend to Licenses 
SNM-145 b SHH-'414 tO delay physical inventory 
WEISS. 0 Lsronse Fee Management Branch 79/05/22 Ip 


DOCKET 70-0371 UNITED NUCLEAR CORP 


7906140119 Forwards IE Insp Rept 70-0371/79-05 on 790226-0302 No 
noncomp 1 ianee noted 

MARTIN. W O Region 1. Ph i ladelph is. Safeguards Branch 79/03/20 

Ip 


DOCKET 70-0S97 CENTRAL HICMIOAN UNIV 


7905310009 IC Imp Findings i> Lltfonseo Act dtd 790313 iif l.lc«iii** 
21-01432-02 i& SNf1-55 4 Ihsp findings 19 lE<a>.<1>> Fail 
19 20, License 5 V pioceduros not posted in (Jeslgnaied 
location 

TAYLOR, R Regions. Chicago, Offico of the Director V9/0>/i;i 
IP 


DOCKET 70-0687 UNION CARBIDE CORF 


—7906140124 IE Insp Rept 70-0371/79-05 on 790226-0303 No none empl lent r 
noted ffajor areas inspected nuclear matl control t/ 
accourtiny shipper-receiver differences Details withhold 
<ref 10CFR2 7901 

COHEN, t . RATTA. A D Region 1. Phi lad* Iphta. Office of the 
Director U>0YNERrJ H Region 1, Philadelphia. Safeguards 

Branch 79/03/26 !p 


7906290733 Recommends approval of Union Carbide Corp 701117 requmt \a 
amend license by altering administrative procedures tt 
redefining 8NM limits 

DELANEY, vl c , CRQU. lrl T Radioisotopes Licensing Ilrancli iPre 

790301) 79/03/26 app 


7906200275 Forwards QA program 

KIRK.w r United Nuclear Corp 79/05/03 Ip 


—7906200277 QA progrm for facility 

55/03 9pp 


ion from r*qulraments 
samp les 
evtsad to 

ch 79/05/04 Ip 


— 790629073Q Discusses 771328,780903 t* 1013 mquolts tu amend lU*ree li 
increasing mass limits in not colls Amend ehoutd not be 
granted 

DELANEY, 4 C , CRQW, M T Rad ial sotopee Licensing Rranrh (Pr* 

790501) 79/03/26 2pp 


DOCKET 70-0698 WALTZ MILL SITE. wr8TtNOHOUBE ELECTRIC CORP 


7706010220 Amends Item 0E of License SNM-770r tn revise pneseiilun 
limits 

CROU.IrJ T Fuel Process Fab Branch 79/03/29 3pp 


7906010080 Responds tu 790409 Itr Denies request to use bolt type 
seal on burial drgrns 

PARTLOW. 8 0 Material Control Litenwing Branch 79/05/07 Ip 


7906260038 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuel 
Afsemblies " 


on i. Philadelphia. Office of the Director 


/v06ZbO234 Forwardi f979 dicommi ssionlng program for retired 
Uestlnghouse training reactor facilltlss 

DIPIAZZA»R P Wostinghpuss Electric Corp 79/04/27 9pp 


DOCKET 70-0708 EG S- Q, INC 


7906270004 Act receipt of 790509 Ur 
not be r«h«w*d,Licenstt terminated 
CR8Ni N T Fuel Process & Fab 


requesting that License 
Branch 79/05/07 Ip 
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OaCKET 70-0734 GENERAL ATOMIC CO 


7706290A46 Foroiards IE Insp Rept 70-073A/79-03 on 790305-09 No 
nartcc4Dp 1 lahce noted 

QOOK^H E Region 5# Son FranclecOf Fool Facility ^ Materials 

Safety Granch 79/04/S7 2pp 


— 790i29063i IE Insp ftepf 70-0734/79-03 on 790305-09 No noncomp 1 lancG 
noted Major areas inspected cnod t> changes to facilities h 
sysi internal revtcui t audit> safety committee activities V 
required calibr 

CDQLEV, U J r RIEDLlNOERfD A i QQCK. H N Region 5, San 

Frangiscor Fuel Facility tf Materials Safety Qranch 77/04/27 
I9pp 


7906920444 Faru;ards mod to "Security Guard Training t/ Qualification 
Plan" submitted in 790220 Itr Plan withheld 
Iref 10CFR2 790) 

MCCOflKLEfO W Physical Security Licensing Dranch 79/04/30 

2pp 


7706040306 Responds ta 790420 Itr re revision to measurement procedures 
for ventilation sys holdup A* changes involving use of 
alternate measurement sys Changes are acceptable V license 
IS revised to reflect changes 

PARTLOH.J Q Material Control Licensing Dranch 79/05/02 2pp 


7906190016 Forwards IE Info Notice 79-15i "Attempted Damage to New Fuel 
Assemblies " 

ENOELKENi R H Region 5i San Franc iscoi Office of the Director 
77/05/10 ip 


79060Q0S20 Forwards IE Circular 79-08- '’Attempted Extortion - Low 
Enriched U *• 

ENOELKENi R H Region 5i San Francisco. Office of the Director 
79/05/IB Ip 


7906290632 Discusses IE Insp Rept 70-0734/79-05 on 790507-10 Mo 
noncomp 1 lance noted Major areas inspected activities related 
to physical protection against industrial sabotage ft. against 
theft of SNK 

NGROERHAl/G« L R Region 5. San Francisco- Safeguards Qranch 

79/09/24 2pp 


79062?079i> Forwards revision of Sections i-0 of Amend MPP-t to License 
BNrt-696 

PARTLOHrJO Material Control Licensing Qranch 79/05/29 4pp 


DQCKEr 70-0794 VAULECITOS NUCLEAR CENTER, GENERAL ELECTRIC CO 


7906010289 Forwards "Annual Financial Rept 1978 " 

CGNMINGhfAH, O E General Electric Co .Nuclear Energy Products Div 
77/03/30 tp 


— 7706010292 "Annual Financial Rept 1970 " 

JONES, R H General Electric Co 70/12/31 46pp 


7906210062 Forwards Board notificaiion item re C Johnson 
<p i demloloy ica J study of cancer Incidence near Rocky Flats 
p lant 

CHANDLER, L J Dranch 1 79/04/27 34pp 


790'6l900a{> Forwards IE Info Notice 79—12, "Attempted Damage to New Fuel 
Assemblies *' 

ENGELKENrR H Region 5, San Francisco, Office of the Director 
79/09/ 10 tp 


7906080222 Forwards IE Circular 79-00, "Attempted Eictortion — Low 
Enriched U " 

ENGELKENi R H Region 9, San Francisco, Office of the Director 
79/09/10. Ip 


7906290641 Forwards lE Insp Rept 70-0794/79-05 on 790425-27, notice of 
violation It notice of deviation Rept U. notices withhold (ref 
10CFR2 790) 

MaRDERHAUG,L R Region 3r San Franciscor Safeguards Branch 

79/OS/ai 2 pp 


— *7906230164 Foriuards modified organiiation chart for fuel recovery 
operation, iJ/780601 implementation date 
DOWERS.C E United Nuclear Corp 79/05/19 3pp 


7906230159 Forwards updated Section 200 of License SMM-777. requested 
by RL Stevenson during 770227 telcon 
SCHULTZ. DM United Nuclear Corp 79/03/02 I0pp 


7906250046 Summary of 790321 meHting u/Unlted Nuclear Corp in Silver 
Spring, HD re proposed 790201 emergency plan 

STEVENSON, R U Fuel Process ft. Fab Branch 79/04/06 2pp 


7906210052 Forwards IE Insp Rept /0-0B20/79-02 on 790122-26 No 
nDncoaipl lance noted 

MARTIN. U G Region 1, Ph i lade Iph ia, Safeguards Qranch 79/04/19 

2pp 


— 79O62I0059 IE Insp Rept 70-0030/79-02 on 790122-36 No noncomp 1 i ance 
noted Major areas inspected implementation of security plan, 
followup review of response to 781016 immediate action Itr 
^ insp ropts 

MADDEN. U . ROGERS. M , OEVLIIL J Region 1. Philadelphia, Office 
of the Director 79/03/29 Ip 


7906320155 Ack receipt of 790326 Itr w/revised pages t/ drawings for 
safety demonstration disenbing Lagoon recovery process 
Technical changes do not affect safety or environ controls 
Apparent conflict w/intcnt of License Condition 26 
CROW. M T Fuel Process A* Fab Branch 79/04/19 tp 


7906260030 Requests lO-day eitension for reporting physical inventory 
GREGG, R J United Nuclear Corp 79/04/24 ip 


7906010183 Responds to 771117 A 7Q092B itrs Accepts revvisions re 
fundamental nuclear matl control plan Revises License 
Condition 3 1 

PARTLaW, J G Material Control Licensing Dranch 79/04/30 2pp 


790^6140579 Ack receipt of 790406 Hr informing NRG of steps taken to 
correct violations noted in IE Insp Rept 70-0820/79-04 
€tiITH,GH Region 1, Ph i lade Iphka, Fuel Facility & Matorials 

Safety Dranch 79/09/03 Ip 

— 79'06140587 Responds to NRC 790319 Itr re violation noted in IE Insp 
Rept 70-0820/79-04 Corrective actions alarms immediately 
reset to proper sotpolnt when criticality conditions 
disc over ed 

BOWERS. C E Uni tod Nuclear Corp 79/04/06 Spp 

—7906140592 Forwards IE Insp Rept 79-0020/79-04 on 790212-15 6 notice 
of violation 

ShITHiO H Region 1, Phi lade Iph ia, Fuel Facility U Materials 

Safety Branch 79/03/19 Spp 

—7 906140598 Notice of violation from insp on 790212-15 

« Region 1, Philadelphia, Fuel Facility >/ Materials Safety 
Dranch 79/03/19 Ip 


— 7906140600 IE Insp Rept 70-0820/79-04 on 790212-15. Mane omp I lance 
noted licensee faiJed to have alarm setpoints For three 
criticality monitors set between 5 &< 20 m£ 1 1 i roentigens/h 
CROCKER, K U , KINNEV.N ^ Region 1, Phi Udelphiai Fuel Facility 

It Materials Safety Branch 79/03/15 12pp 

7906180621 Act receipt of 790406 Itr informing NRC of Steps taken to 
correct violations noted in nanfes 30-13203/79-01 In 

70-0020 

SMITH, C 
8af et*i 


■7S 


DOCKET 70-0020 UNITED NUCLEAR CQRP t 


7906330161 Forwards CE Bower 700519 Itr containing organliation 
chart for fuel recovery operation w/700601 imp lementation 
date Due to delay in ticpanslon program, imp lementation date 
delayed Updated chart end 

BONERS, C E United Nuclear Carp 79/02/15 Spp 
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docketed items 


.H ,„,o 7,-tz. Da..,. .0 N- Fua. 

79/05/ U Ip 


790&090046 Forward? l£ Circular 79-OB. 
£rvrich*d U " ^ 

CRIER fl H Rrjlan l< Ph » ladelpf*^^' 

79/05/ia Ip 


‘’^ttenpted 

OfMce oI 


Eitortion - Uou 
the Director 


7,oAD,o=D7 p-po"- t’'rt :na”“i!tn;:‘o;’s;:s 

.p,a..n, Braach 79/06/0. I 


PAfiTLOU J 0 


DOCKET 70-0934 BABCOCK & WiLCOK CO 


'**"2" Fo.l Pr.c,.. 6 Fat Dra-’P'' W04/20 Ip 


790-6250313 fieiponds to IIRC 790402 Itf Forwards rep 
revisions to safesuartfs contift(}»nc9 P^ns Pages 
I0CPR2 7901 ^ 

OLSEW- A F Babcocl <« Wilcoi Co 79/05/09 2pp 


lace/nent pages for 
ui thheltf 


^FfiVlCCB, IHC . {WDS Dr C^TTV aiL CC 
DOCKET 70-09S9 MUCtEAR FUEl- 

j Bd- I An Notice 79'- 1 2, ’'Attenpte<l D.d<nal?|e 
7906260040 Forward* IE InfO No«lc 

AssembUes " oi, ^ i nh ia» OfMco oF tfio Di-i*'»«tor 


DOCKET 70-09B4 PACIFIC 


79Q6tflQ432 Forwards IE Inpo Notice 79-12. Mtomptetl 
Assemblies - No written rospoKSo *! ^ 

EwIweN.R M B.gton 9. Ban Fpancl.ta- OfPic. 


ENCELKEN. 

79/05/10 


Danag* to Ni. 

tliia Dlre^^o' 


79060S0214 Forwards 
Enriched Lf '' 
ENOEtKEN. R H 
79/05/19 Ip 


IE Circular 79-09. -'Abtempted distortion - LO'^ 
Da, .on 5, San ri-ai.cl.eo. OfPIc. oP tha nlr.tP.r 


DOCKET 70-1007 GENERAL ELECTRIC CO 


7906190020 Forwards lE Ini’o Notice 79-1 I?f 
A ssemblies " , . ^ 

ENGEEKEN. R H Region 5. San fraiicUco 
79/05/10 Ip 


■Attempted Oamafl* to 
, Office of the Dlrtrlo^ 


7906200094 Requests registration as 
OLSEN. A F Babcock 6 Hilcoi Co 


i/ser of Hod el CNSI-1-13C 
79/05/09 ip 


7906250436 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 

Assemblies " . .. 

□ 'REILL/.J P Region 2. Atlanta. Office of the Director 

79/05/10 IP 


7906000222 Forwards 
Enriched U ■' 
ENOEUREN. R H 
79/05/ la Ip 


IE Circtilnr 79-00. "Attomptod Kxtortlon tow 
Regions. Bon FrancliCo. Offire at the Dlrectoi 


docket 70-1100 COMBUSTION CNOINECRINO. INC 


7906190542 Ac k receipt of 790416 Itr informing NRC of stops taken to 
correct violations noted In IE Imp Rept ^^-0024/79-03 
KEM^iA.H B Region 2. Atlanta. Safeguards Branch 79/05/14 Ip 


7,06280027 6«..n<. Llcai... 8NMM067 .« IJJCluO. *- 

financial plan. lO accordant. w/POOll? ‘d'"*'* 


—7906190544 Responds to NRC 790330 Ur re violations noted In IE Insp 
Rept 70-0024/79-03 Corrective action withheld 
cref 10CFR2 790» 

ENCELOER. T C Babcock 6 HllcOi Co 79/04/16 ip 


—7906190547 Forwards IE Insp Rept 70-824/79-03 Notice of violation 
withheld iref lOCFft2 790» . 

KENNAxW B Region 2. Atlanta. Office of the Director 79/03/30 

2pp 


— 7906190554 IE Imp Rept 70-0824/79-03 dn 790313-15 Noncompliance noted 
review of measurement program not conducted hg designated 
person 6 failure to propertg document training program 
Details withheld iref 10CFR2 7901 

BATES. J W . HIlKINS, T D Region 2. Atlanta. Office of the 
Director GILLESPIE. F P Region 2. Atlanta. Safeguards Branch 

79/03/30 Ip 


7906010105 Forwards Indamnitg Agreement 0-2. in response to 79Q516 Itr 
OLSEN. A F Babcock 6 MlUoi Co 79/05/25 l2pp 


DOCKET 70-0095 ARKANSAS. UNIV OF 


7906040110 Responds to 790405 Ur re use of resident inspector* at 
nuclear plant sites Forward* rept describing revised insp 
pragfem which should be implemented In 1979 

PAVl0ixIG Office of Inspection 6 Enforcement 79/04/20 Ip 


--7906220030 Discu««es review of 790112 llcoriie application * 

790305 suppl Plan for future decontamination 6 financial 
arrangements piovlde sat I* fac tory aeaurmice of tioaUh v 

KETZLACH.N Fuel Process {< Fab lii’flfich r9/04/2'> Hpp 


7906260006 Requests amend of Llcffnse aNM-lOfi7 to ^ 

enrichment of enriched U from 3 3X U-230 tD 4 IX ■ 

safety anfllyeef of 


enrichment 

Forwards necessary critical 
fuel fabrication process 
LICHTENBERGER.H Combustion Engineerings 


tiic 79/ 04 /an 


7906260046 Forwards IE Info Notice 79*’ia» "Attempted Oamafl* 10 W*if F 
Assemblies ' ^ 

ORIER.B H Region I. Ph l lade Iph ia. Office of the Director 
79/05/ U Ip 


7906250001 Respond* to 790215 Itr Revised meASur enient control pi 
reviewed accepted Strengthen! fig of motl control 4< 
accounting program required Assessment of IH/F Dlae requeeced 
within two month* ^ 

PARTLOh. J o Material Control Licencing Branch 79/03/16' 


an- 


5;i 


—7906250002 Amend MPP-4 to Llctnee SNrt- 1067, superseding provloui 
safeguard amends Addresses conditions re facility 
organltation operation, measgrement procedure control, 
inventory, record* ^ rept* of internal control 
PARTLOWr'J G Material Control Licensing Oranch, 79/05/1* 

6pp 


— 79D6O4O110 Supports concept of placing resident Inspectors at 
c omoitrc lal nuclear power plants Offers sve a* Inspectors at 
Black Fox Stetlon or AK Power 6 Light plant in Russelville. 
AK 

WOLF.K Arkansas. Univ of 79/04/05 2pp 


kOCKET 70-0925 CIHMARON FACILITY. KERR-fiCOEE CORP 


^906190029 Forwards IE Info Notice 79-12, "Attempted Demage to New Fuel 
Asienbliei 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/05/11 

ip 


7906000142 Forwards IE Circular 79-08. "Attempted Eetortlon - Low 
enrfiehfd 1/ " 

KCPPLCR, vl 0 Region 3> Chicago, Office of the Director 79/05/10 
Ip 


7906000041 Forward* IE Circular 79-00, ''Afetemptetf Extortion - L*w 
Enriched U " 

ORIERiBH Region 1. Ph 1 Jadel phla^ Office of the OireCl*T 

79/05/ta. Ip 


DOCKET 70-nia general ELECTRIC CO 


7906250356 Submits latest revillon* to Chap tor 4 App C of fundamnU 
nuclear matl control plan Ravisiuns withheld 
<ref iOCFR2 790), 

KAPLAN, A L General Electric Co, .Nudlear Energy Products Olv 
79/04/17. Ip « 


7906230155 Submits revisions to Chapter 4 of fundemontel nuCiteT malL 
control plan for Wi Imington, NC fuel fabrication pl*nb 
Revisions withheld <ref 10GFR2 790), 

KAPLAN, A L Oinerai Electric Co , Nuclear Energy Products Dtv 
79/05/02 Ip 
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7904040075 Requests that end matt control plan accounting program be 
Improved in order to ensure compliance W/10CFR70 57 Revised 
measurement control plan reviewed it accepted Plan withheld 
CreflOCFR2 790> 

PAR T LOW I J Q Material Control Licensing Branch 79/05/04 Spp 


7906550312 Forwards addl info to Mod 2 to application Amend 5-B re 
physical Inventory of U oxide pellets tt SNti containers Info 
tt mod ufithheld (re# 10CFR2 790) 

KAPLAMtA L General Electric Co iMuclear Energy Products Div 
79/03/04 app 


7906250432 Forwards IE In#o Notice 79~l2t "Attempted Damago to New Fuel 
Assemblies " 

C'RElLLVr J P Region 2» Atlantai Office of the Director 

79/D5/10 tp 


7906260636 Submits corrected version of page 3 of safety evaluation for 
OE 790430 emergency plan 

STEVENSOMr R L Fuel Reprocess & Recycle Branch 79/05/14 2pp 


DOCHET 70-1143 HE8TINGH0USE ELECTRIC CORP 


7906260044 Forwards IE Info Notice 79-124 “Attempted Damage to New Fuel 
Assemblies " 

CRIERrB H Region i« Ph i lade Iph lai Office of the Director 

79/05/11 Ip 


79060B0035 Forwards 1£ Circular 79-09» "Attempted Extortion - Lou 
Enriched U " 

GRIER 4 D H Region li Ph 1 lade 1 p h i a# Office of the Director 

79/03/18 Ip 


DOCKET 70-USl WESTINOHOUSE ELECTRIC CORP 


7906050237 Responds to 790307 request to expand U recovery sys facility 
from scraprby means of solvent extraction Control plan 
must be reviewed It approved prior to startup 

PART LOW* J G Material Control Licensing Branch 79/04/04 Ip 


7906250360 Submits latest revision of 790406 measurement control plan 
for approval Revision withheld (ref 10CFR2 790) 

VOGEL* G E General Electric Co *Nuclear Energy Products Dlv 
79/04/06 tp 


7906230167 Forurards revised "Application for Withholding Proprietary 
Info from Public Disciosurei" to be inserted with request 
for amend to License 8NM-n07 Also forwards revised page 
t94V of 790403 1 tr Revisions withheld <ref 10CFR2 790) 

DIPIAIZA.fl P Westinghouse Electric Corp 79/04/24 ip 


7906040115 Revises Amend 90-4 to License BNM-tl07 to require that 
licensee will adhere to fundamental nuclear matl control 
plan Request for addl time to implement program may not be 
granted u/o proper justification License condition end, 

PARTLQWrE O Material Control Licensing Branch 79/04/3D 4pp 


790604OG44 Responds to 790502 telex t. 790424 Ur re LEID model h 
requested time extension to use new model New License 
Condition 5 9 to Amend 90-4 allows licensee to calculate 
LEID within 60 dagsrusing revised model 

PARTLGHrO O Material Control Licensing Branch 79/05/04 Ip 


7906210070 Approves revision to License Condition 2 1 4( addition of new 
Condition 2 2 2 to Amend SO-4 to License 8NM-U07 Rejects 
request for 60-day extension to implement Section 4 6 
PARTLOWrJ O Material Control Licensing Branch 79/05/17 2pp 


7706270030 Requests supporting info in order to conduct review of 
790403 application for amend to License 8NK-1 107i author I » Ing 
operations w/SNM in plant expansion 

STEVCNSaNi R. L Fuel Process It Fab. Branch 79/05/22 3pp 


DOCKET 70-1193 CIMARRON FACILITV, KERR-MCOEE CORP 


79G62301.92 Discusses license amend application for decuntaminatl on 
6 dismantlement of obsolete solvent extraction equipment at 
CimmaroUf OK 

HAl/OHNEVr C, J. Fuel Reprocess U Recycle Branch. 79/04/17 7pp 


7906190029 Forwards IE Info Notice 79-124 ’'Attempted Damage to New Fuel 
Assemblies *' 

KEPPLER. J, G. Region 3r Chicago* Office of the Director 79/05/U 

Ip. 


7906080142 Forwards IE Circular 79-08* "Attempted Extortion - Lou 
Enriched U " 

KEPPLERiJ G Region 3* Chlcagoi Office of the Director 79/05/18 

Ip 


DOCKET 70-1200 PRINCETON GAMMA- TECH 


7906010123 Ack receipt of 790305 Itr informing NRC of steps taken to 
correct violations noted in IE !nsp Rept 70-1200/79-01 
tiCCL INTOCKi R O Region f* Ph 1 1 ad e 1 ph ia . Office of the Director 
79/03/27 Ip 


— 7906010129 Responds to NRC 790125 Itr re violations noted in IE Insp 
Rept 70-1200/79-01 Corrective actions* new logbook In use. 
rooms have been posted In Pu/beryllium source use has been 
res trie tod 

LISTER. D B Princeton Gamma-Tech 79/03/03 2pp 


— 7906010132 DIbcossos IE Insp Ropt 79-1200/79-01 on 790109. Forwards 
notice of violation Noncomp 1 lance noted logbook unusedrroams 
not postedtmatl used by unauthorised persons & stored In 
unathorixetf places 

MCCLINTOCK.R □ Region 1. Ph i 1 a d e I ph ia . Office of the Director 

79/01/25 2pp 


— 7906010136 Notice of violation from insp on 790109 

* Region t« Ph i 1 ad g I ph 1 a 1 Office of the Director 79/01/25 

2pp 


DOCKET 70-1201 UF 6 CONVERSION FACILITY 4 BABCOCK 8« WILCOlC CO 


7906070318 Forwards IE Insp Rept 70-1201/79-10 on 790320-23 Mo 
noncompliance noted 

aUTHERLANDttf T Region 84 Atlanta* Fuel Facility Ic Materials 

Safety Branch 79/04/06 2pp 


— 7906070323 IE Insp Rept 70-1201/79-10 on 790320-23 No noncompliance 
noted Major areas inspected organi lation* fee i 1 1 ty changes L 
mod S4 interna 1 review Zl aud 1 ts* saf e ty committees ti operation 
review 

KAHLEiJ B 4 NOODRUFFrR L Region 2. Atlanta* Office of the 
Director POTTER 1 P Region 2* Atlantai Fuel Facility 

Materials Safety Branch 79/04/06 6pp 


7906220113 Amends Llcanso 8NM-t 160* Condition 12* re emergency plans* In 
accordance w/790330 submittal & 10CFR70 

CRQUiN T Fuel Process ft Fab Branch 79/04/23 Ip 

• 

7906250143 Reviews 780726 emergency plan 8< revision* for BI'W 
*^ET2LAGH* N Fuel Process Fab Branch 79/04/23 5pp 


7906160164 Requests registration as user of BU-7 shipping container 
under License 6NM~1163 All d ocumentation required for 
container use has been obtained 
ZEFF*D, M Babcock Z WlUoc Co 79/04/25. Ip 


7906260008 Forwards IE Insp Rept 70-1201/79-08 on 790319-23 
No noncomp 1 lance noted 

QUTHERLANO. 0 T Region 2* Atlanta* Fuel Facility t* Materials 

Safety Branch 79/04/26 2pp 


— 7906260094 IE Insp Rept 70-1201/79-00 on 790319-23 No noncompliance 
noted Major areas inspected coordination u/offsite support 
ag sneiesr emergency equ 1 pmentt med lea 1 arrangements It. fire 
prevention 

PERROTTI^O J 4 TROJANDNBKli R. Region S* AtUnta* Office of the 
Director HUFMAN* J W Region 2* Atlanta* Fuel Facility It 

Materials Safety Branch 79/04/21 7pp. 


7906260185 Forwards revised sections of Amend Reqge*t 78-4- 
Contamination action levels revised for further compliance 
w/approved license limits & proposed Reg Guide 8 24 
ZEFFt D U Babcock I* Nllcox Co 79/04/30. 40pp 


7906250429 Forwards IE Info Notice 79-12* "Attempted Damage to New Fuel 
Assemblies '* 

O'REILLY.J P Region 2. Atlanta* Office qf the Director. 

79/05/10 Ip 


7906200307 Forwards revised conditionis re matl control & Accounting 
program to be added to License aNH-li68 Revised conditions 
to Sections 3 O & 4 0 oK Amend MPP~2 should be implemented 
within 30 days 

PARTLQNfJ G Material Control Licensing Branch 79/05/15 Spp 


238 


DOCKETED ITEMS 


790ii2?OBJB Conftrna 790509 teltan r^q^uests for 
7904-30 application 

KETZLACH. N Fuel Froces-s t' Fab Branch 


ad(il info re revised 
79/05/22 3pp 


7906SS0256 Forwards corrected afcta 
storage at ovisting Horns opera 
DAVISQMp D M General Electric Co 
79/03/00 2pp 


chment to 790424 
blon space 
, Nuclear Energg 


Itr discussing 
Products Div 


fuel 


7906260572 Responds to 7a090fii i 790427 Itrs re changes to funtfamentaS 
nuclear natl control plan Forwards request for addl info 
PARTLOW. J G Material Control tUcnsing Dranch 79/05/24 3pp 


7906190033 Forwards IE Info Notice 79-12, "Attempted Damage to New Fuil 
Assemblies " 

KEPPUEHi J 0 Region 3, Chicago, Office of the Director 79/OS/l] 

Ip 


DOCKET 70-1220 GENERAL ELECTRIC CO 


7906190033 Forwards lE Info Notice 79-12* "Attempted Damage to New Fuel 
Assemblies " 

KEPPtER. J G Region 3. Chicago. Office of the Director 79/03/11 

ip 

79060B0137 Forwards IE Circular 79-00^ "Attempted Extortion - Low 
Enriched U 

KEPPLER. J e Region 3* Chicago. Office of the Director 79/05/lB 

IP 


DOCKET 70-1357 MIXED OXIDE FABRICATION PLANT, EXXON NUCLEAR CO , INC 


7906300575 AeV receipt of 790501 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1300/79-01 
HINDS, J A Region 3. Chicago. Safeguards Dranch 79/03/J6 Ip 


— 7906200304 Responds to NRC I tr l e violations noted m IF Insp Pept 
70-1300/79-01 Correcti/e actions withheld (ref 10CFR3 790J 
ZAKM( L L General Electric Co .Nuclear Energy Products Dlv 
79/05/01 ip 

7906300533 Requests add! reference matl in order to enhance incident 
response ctr Addl matls needed include site emergency plan Ty 
Implementing procedures four sets of site maps showing 
environ, monitdring stations 

KEPPLER, J G Region 3. Chicago, Office of the Director 79/05^17 

Ip 


7906010313 Forwards XN-NF'-303 "Secuntg training t Qua 1 1 1 icatlon Plan 
for Exxon Nuclear Mixed Dxitfe Speciallbg Fuels Plant " 

Plan withheld <ref 10CFR3 790) 

WILSON, R Exxon Nuclear Co . Inc tsutis or Exxon Corp > 79/02/20 

BPP 


7906ia0439 Forwards lE Info Notice 79-12, "Attempted Damage to New Fuel 
Assemblies " Wo written response necessary 

ENGELKEM. R H Region 5. San Francisco. Office of the Director 
79/OS/lD Ip 


7906080137 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " 

KEPPLER,J C Region 3. Chicago, Office of the Director 79/35/10 

Ip 


7906310393 Motion to intervene as party fy a® intorestad state Requests 
hearing on license renewal tjf NRC preparation of EIS Notices 
of appearance. aff idavi ts of support h Certificate of Svc 
enc 1 

SCOTT, W J . WDLFF.G W IlUnais. State of 79/05/31 I3pp 


7906080310 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched UT 

ENOELKEN. R H Region 5. San Frantiseo. Office of the Director 
79/05/10 Ip 


7906260576 Requests replacement of cover sheet for Insp rept 
Changes repb number from 70-1257/79-01 to 70-1257/79-04 Also 
requests corresponding mod to 790316 Itr which forwarded 
rept 

e Region 4, Dallas, Office of the Director 79/03/18 2pp 


7906210380 Petition to intervene Contentions allege applicant has not 
filed ElS.no avaciiatlon plans for area exist h major 
disaster is passible due to concentration of spent fuel in 
area Certificate of Svc end 

ROREM, 8 L , STOREY, K , QUIGuCY, F Affiliation Unknown 79/05/29 
7pp 


7906290622 Natiftcation of appointment of AC Ooodhope as ASLH chdirrin 
5- LW Little FJ Remick as A8LB members 

LAZOi R M Atumic Safety and Licensing Doard Panel 79/06/05 


DOCKET 70-1308 MORRIS OPERATIGNS, GENERAL ELECTRIC CQ 


7906250226 Submits revision per 790227 application far renewal of 
License SN^i-iaSS 

DAWSON. D M General Electric Co 79/04/18 Dpp 


7906260213 Forwards IE Insp Rept 70-1308/79-03 an 790327 h 0402-05 
No noncompliance noted 

DAViSi A D Region 3. Chicago. Fuel Facility h Materials Safety 

Branch 79/04/23 Spp 


— 7906260238 IE Insp Rept 70-1308/79-03 on 790327 V 0402-03 No 
none nmpl i ante nnbed Major areas inspected safety cemmittees, 
tra inlng, supva 1 1 lance testing, fuel storage 4- handling, 
airborne effluents splid wastes 

PECK.C C , PISKCH. W L Reg I an 3, Chicago, Fuel Facility 

Materials Safety Dranch 79/04/20 6pp 


7906230158 For-warda table showing current inventory of fuel stored 
at facility 

DAWSON. D M General Electric Co , Nuclear Energy Froducte Dlv 
79/04/24 2pp 


790 6040064 Responds to safeguards ccnbtngency plan, App A, submitted by 
7BO910 Itr Format should be revised to reflect encl changes 
MCCQRKLEr 0 M Physical Security Licensing Dranch 79/05/04 Ip 


7906050126 Act receipt of 790424 Itr informing NRC of steps taicen to 
corract violations noted in IE Insp Rept 70-1308/79-02 
DAVI8j A B Region 3, Chicago, Fuel Facility & Materials Safety 

Branch 79/05/08 Ip 


—7906030130 Respond* te NRC Itr re viglotions noted In IE Insp Rept 
70-1303/79-02 Corrective actions drums being mqveil ta 
storage location in main bldg V stored away from combustible 
matl 

7AHN, L L General Electric Co 79/04/24 2pp 


7906330039 Requests assistance m reviewing application for renewal of 
License 9NM-1265 

ROUSE. L C Fuel Process & Fab Branch 79/05/08 2pp 


DOCKET 70-1309 MORRIS OPERATIONS. SOURCES Jt. STANDARDS, QENCRAL 


7906190033 Forwards IE Info Notice /9-l2r "Attempted Damage to Raw Fuel 
Assemblies " 

KEPPLER, J G Regions, Chicago, Office of the Director 79/03/11 

Ip 

7906200333 Requests addl reference matl in ordoi to enhance ineldenl 
response ctr Add! matls needed include site emergency plan %t 
implementing procedures V four seta of site maps showing 
environ monitoring stations 

KEPPLER, J O Region 3. Chicago, Office of the Director 79/05/17 

Ip 


79060B0137 Forwards IE Circular 79-08, “Attempted Extortion - Lov 

enriched U " 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/05/10 
IP 


docket 70-1319 U S NUCLEAR, INC 


7906250438 Foruaxds IC Info Notice 79-12, "Attempted Damage to New Full 
Assemblies " 

O^REILLY.J P Region 2. Atlanta, Office of the Diraefcor 
79/05/10 Ip 


DOCKET 70-1351 ARMY, DEPT OF 


7906140497 Ack receipt of 790411 J ti informing NRC of steps taken to 
correct violations noted in IE Insp Rapts 30-5248/79-01, 
40-8194/79-01 70-1351/79-01 

MCCLlNTOCKfR 0 Region 1, Phi ladelph ia. Office of the Director 
79/(35/08 ip 


—7906140503 Responds to NRC 790330 Itr re violations noted In IE Insp- 
Repts 30-5248/79-01.40-8194/79-01 6 70-1351/79-01 
Corrective action* installation of fence enclosing radiation 
area Zt storage of licensed matl in locked cabinet 
BOWMAN, £ L Army, Dept of . Electronics Research ?< Development 
Command 79/04/11 Ip 



DOCKETED ITEMS 


“*^7906140506 Taruards notice of violalrlon from IG Inap Repts 
□0-S24a/79“01MO-Ql94/79-01 70-t35l /79-Ql on 790306 

KCCLlMTaCKi R 0 Region 1. Ph i 1 ad e 1 ph iar Office of the Director 
79/03/30 app 


“■*‘7906 1 4 OS L 6 Notice of violation from insp on 790306 Noncomp) lance noted 
radiation levels outside calibr facility exceeded limits 
& licensed matl stored in unloclced cabinet 

HCCUNTOCK. R □ Region 1. Philadelphia, Office of the Director 
79/03/30 app 


DOCKET 70-1359 IRT CORP 


7906370024 Notifies of issuance of Amend 10 tn License SNM— 1405 
extending expiration date to 000430 per 790206 application 
CROW, M T Fuel Process Fab Branch 79/05/03 2pp 


— 7906270026 Discusses 790306 license amend application requesting 
eibension of expiiation date to 600430 Recommends approval 
CROW. W T Fuel Process U Fab Branch 79/05/03 3pp 


DOCKET 70-1426 TRANSNUCLEAR, INC 


7905240706 Notifies that safeguards contlngencg plan for transportation 
6 transfer points requires supplemental info revision Enel 
annotated copg w/marginal notes uiithheld (ref 10CFR3 790) 

KCCOHKrO W Physical Security Licensing Branch 79/04/13 3pp 


DQCKET 70-1432 RECYCLE FUELS PLANT, WESTINOHauSE ELECTRIC CORP 


7906350427 Forwards IE Info Notice 79-12. ^'Attempted Damage to Neu Fuel 
Asseirblies 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/05/10 tp 

DOCKET 70-1407 GOaDYEAR AEROSPACE CORP 


7906190027 Forwards IE Info Notice 79-12. "Attempted Damage to New Fuel 
Assemblies " 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/05/U 

Ip 


7906090140 Forwards IE Circular 79-00. "Attempted Extortion ** Low 
Enriched U " 

KEPPLER.U O Region 3, Chicago. Office of the Director 79/05/18 
ip 


DOCKET 70-1510 NUCLEAR ASSURANCE CORP 


/90621O296 Forwards chock for addl ^240 to covor fees required for 
renewal of Uicense SNM-1473 per 790502 request 
VIEBRDCKfO f1 Nuclear Assurance Corp 79/05/10 Ip 


'”79062 10302 Responds to 790423 Itr forwarding ♦•400 fee for renewal of 
License SNM-1473 Since application is subj to renewal fee of 
$640. requests payment of addl *240 

JACKSON. G License Toe Management Branch 79/05/02 Ip 


-7906210306 Applies for renewal of License 0NM-1473 to permit delivery 
□ f SNMr li y produc t matl it source matl to carrier for 
transport in Cask NAC~1 Forwards license I'enewa 1 fee 
RQLLINSi J D Nuclear Assurance Corp 79/04/23 3pp 


DOCKET 70-1621 CONOVER 4- ASSaCIATEB. INC 


7906190433 Forwards Endorsements 34 4- 35 to NELIA Policy Nr-226 if 
Endor semen ts 29 U 30 to MAELU Policy MF-87 

BARNETT. J E Conover it Associates. Inc Insurance 79/06/14 5pp 


DOCKET 70-17 to 8T. MARY'S HOSP HA. CONNECTICUT 


7906290145 Ac k receipt of 790405 Itr informing NRC of steps taken to 
correct violations noted in IE Insa Rapt 70-17 10/79-'01 
on 79D215 

MCCLfNTQCK .1 R Q Region I. Ph i ladetph ia. Fuel Facility U Materials 

Safety Branch 79/05/02 Ip 


-7906290162 Responds to NRC 790319 Itr re violations noted in IE Insp 
Rapt 70-1710/79-01 on 790215 Corrective actions procedure 
established to ensure that matl not in storage etill be under 
constant surveillance i leak tests performed 

MGAOHERrL V 8t Mary's Hosp WA. Connect icut 79/04/05 Spp 


—7906290171 Discusses IF Insp Rept 70-1710/79-01 an 790215 

HCCLINTQCK.ro Region 1. Philadelphia. Fuel Facility i 

MaterlaU Safety Branch 79/03/19 2pp 


DOCKET 70-17 i 7 NORWALK HOSP 


7906050184 Ac k receipt of 790402 Itr informing NRG of steps taken to 
correct vlaiations noted in IE Insp Rept 70-17 1 7/78-'0J 
MCCLINTOCK.R D Region 1. Ph i 1 ad e 1 p h i .a . Fuel Facility & Material 

Safety Branch 79/05/02 Ip 


— 7906050189 Responds to NRC 790200 Itr re violations noted in tE Insp 
Rept 70-1717/70-01 Corrective actions audit of program has 
been performed &i pacemaker protocol revised Pro toe a 1 • enc I 
BRADY. N A Norwalk Hosp 79/04/02 Ip 


—7906050169 "Research Protocol for Clinical Investigation of Nuclear 
Pacemakers " 

* Norwalk Hosp 79/03/05 iBpp 


DOCKET 70-1729 FUEL REC 4^ STOR STA , ALLIED GENERAL NUCLEAR SERVICES 


790610069/ Advises that NRC cannot require applicant or licensee to 
include parties to NRC proceedings in meetings or other 
contacts which ai e extraneous to pioceeding 

ENGELHARD T. T F Deputy Executive Legal Director 79/04/19 Ip 


DOCKET 70-1733 PACIFIC CAS 4- ELECTRIC CO 


7906180157 Discusses IE Insp Rept 70-1738/79-01 on 790305-06 Details 
withheld (ref I0CFR2 790) 

NORDERHAUC, L R Region 5. San Francisco. Safeguards (Iranch 

79/04/26 2pp 


DOCKET 70-2000 NT SINAI HOSP HA 


7906260009 Ac k receipt of 790319 Itr informing NRC of steps taken to 
correct violation nated in IE Inap Rept 70-2000/79-01 on 
790214 

riCCL INTQCKi R □ Region 1. Philadelphia. Office of the Director 
79/04/04 ip 


— 7906260010 Responds to NRC 790309 Itr re violation noted in IE Insp 
Rept 70-2000/79-01 on 790214 Corrective actions employees 
reinstructed in disposal of ladioactive wastes & hot lab 
waste basket labeled 

BRUNER, R , LIENIUQER.V . LAZARUS. W Mount Sinai CT/HA 79/03/19 

app 


— 7906260011 Discusses IF Insp Rept 70-2000//9-01 on 790214 if forward 
notlco of vialaiicin 

MCCLlNTQCKrR 0 Region 1. Philadelphia. Office of the Director 
79/03/19 2pp 


—7906260014 Notice of violation from insp on 790214 Noucomp 1 lance no 
failure to survey record procedures for disposal of 
licensed waste matl if failure to clearly label licensed 
radioactive matl 

e Region 1. Ph i ladel ph la. Office of the Director 79/03/19 
Ip 
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79033102^1 r^C lni6«r rog^tor les to C^rolfn^ Environ Study <;roupi>per 
ASLB 790223 order 

KETCHEN, E C BrJnc^ 4 79/03/0A 3pp 


—^7903210234 Interrogatories to Carolina Action* per ASLB 790233 order 
KCTCHENi E C BrailcH 4 79/03/0^ 3pp 


--7903210337 Interrogatories to Davidson College C^apte^ of NC PlRO per 
ASLa 790223 order tr ASLAB 790226 order Certificate of Svc 
enc I 

KETCHEN. E 0 flrattch 4 Spp 


7906040141 Second sot of interrogatories directed to intervenar 
Carolina Action Certificate of Svc encl 
HQEEUmOiR K Branch 4 79/03/23 lOpp 


-'-7906040143 Rec^uests tntervetior Carolina Action to produce docuAiients 
Identified in responses to ^IRC second set of 
i nterr ogator 1 es 

H0EFLIM0*R K Branch 4 79/03/23 Ip 


7906070170 Applicant's Interroga tor jea to NRDC.per ABLQ 790223 order, 
V requests fco provide docurnents Certificate of Svc encl 
MCOARRVi 0 M Duke Power Co 79/03/26 36pp 


7906120016 Forwards verification of 790327 response to KRCC 
interrogator les to applicant (4/o and M/affidavlb 
PORTER, W L Duke Power Co 79/03/30 2pp 


7906070333 Forwards answers to MRC interrogatories U motion to produce 
documents Certificate of Svc encl 

RO I SHAN, A Z Natural Resources Defense Council 77/04/11 2pp 


—7906070341 Ansiuers to NBC interrogatarias Affidavits of Al Roisman, TO 
CochraTi & AR Tomplin encE 

ROISHAN. A 2 , COCHRAN, T Q , TAHPL IN, A R Natural Resources Defense 
Council 79/04/11 I2pp 


-♦*7906070343 Response to NRC motion to produce documents 
» Natural Resources Defense Council 79/04/11 2pp 


7906020212 Forwards applicant's motion to dismiss Safe Energy Alliance 
as party intervenor Includes page 2, omitted when motion was 
originallg filed on 790402 

HCOARRY, H J Detevoiso 6 Lieterman 79/04/12 Ip 


— 790'60203I9 Motion to dismiss Safe Energy Alliance as party Intervenor 
Includes page 2, omitted when motian was -orlglnaily filed an 
790402 Certificate of Svc encl 

MCOARRY, J M Debevoise ^ Lieberman 79/04/02 6pp 


7906050399 Responds to 790308 request for production of docuieetits 
Lists documents available for insp Draft agreement re info 
disclosure end 1 

PORTER, W E Duke Power Co 79/04/13 4pp 


79060B0121 Requests responses to 790316 interrogatories 
PORTORiM L Duke Power Co 79/04/13 2pp 


7906040037 Response to NRDC 790402 reguest for admisstons Objects to 
Items 1,2 6 7 Admits Items 3,4,6 6 9 Denies Items S, 0 t( 12 
Neither admits nor denies Items 10 J3 Affidavit ti 
Certificate of Svc end 

P0RTER,W L Duke Power Co 79/04/17 6pp 


790604009Q Response to NRDC 790402 request for admissions by NRC ^ 
iffcl I Affidavit of BS 0pltalny S« Certificate of Svc end 
SPITALNV, 0 S Fuel Reprocess U Recycle Branch 79/04/17 lOpp 


79D61S0006 Requests to make limited appearanco statement at licensing 
prehearing conference 

dykes, V B Affiliation Unknown 79/04/21 2pp 


7906020245 Forwards info requested an 770412 ra NRDG Contention 3 
Certificate of Svc encl 

PARKER, M O Duke Power Co 79/04/23 25pp 


790604006S Notion to compel applicant to respond to NRDC 790402 
requests for admissions or file denial Certificate of Svf 
•nc 1 

ROI&MAN, A Z Natural Resources Defence Council, 79/04/25 6pp 


7906070336 Motion for order to compel intervenor Davidson College 
Chapter of NC Pl«0 to respond to KRC second set of 
interrogatories, submi tted 790323 Certificate of Svc end 
HOEFLINO^R K Branch 4, 79/04/25 Spp 


—7906070356 Supports motion for order to compel intervenor DavJdian 
College Chapter of NC PIRG to respond to NRC second set of 
interrogatories, submitted on 790323 Proposed form of order 
enc 1 

HOEFLINO.R K Branch 4 79/04/25 6pp 


— 7906070369 Notion for order to compel intervenor Carolina Actldh to 
respond to NRC second set of interroga tor 1 es, submi ttod 
790323 

HCEFLING. R K Branch 4 79/04/25 2pp 


— 7906070376 Supports motion for order to compel intervenor Carol ini 
Action to respond to NRC second set of interrogatories 
submitted 790323 Proposed form of order encl 
HQEFLIMC, fl K Branch 4 79/04/25 6pp 

790602009B Motion by intervenor Carolina Environ Study Group to pemt 
further perusal of mfo obtained through discovery 
Supporting documentation 6 Certificate of Svc encl 
&LUM,S Blum JL Shelley 79/04/27 3pp 


7906020099 Requests extension of time through 790521, or ten dagi aftir 
appEicanfc response to request for admiss i on«, f or filing of 
motions for summary disposition re Contentions l'-4 
Certificate of Svc encl 

RO I SHAN, A 2 Natural Resources Defense Council 79/04/27 5pf 


7906020109 Response to NRDC 790427 request for eitension of li«* In 
which to file motion for summary disposition Does not oppose 
NRDC motion Moves for similar eitens Ion, unbi 1 790521, on oun 
behalf Certificate of Svc encl 
MCCARRV*J M Duke Power Co 79/05/01 5pp 


7906220194 Motion for summary disposition re NRDC Contention 4 Urgn 
board to issue older for ALARA analysis to be completed 
V discovery to be allowed before completion of further 
proceedings Affidavit it Certificate of Svc oncl 

ROISMAN, A Z Natural Resources Defense Council 79/OS/O'l 17pp 


79062S0DB2 Interrogatories submitted to NRC re weekly info repl for 
weak ending 790413 

ROISKAN, A Z Natural Resources Defense Council 79/05/01 4pp 


—7906250087 Requests that board direct NRC to respond to 790301 
1 ntarrogatories Certificate of Svc end 

ROISMAN, A Z Natural Resources Defense Council 79/03/01 2pp 


7906140441 Motion for extension of time until 790S1 I to file 
summary dispoiition to intervenor NRDC 790412 contentions^ 
based on failure to respond to discovery Certificate of 
Svc encl 

KEHTCHEN,e 0 Branch 4 79/05/02 5pp 

7906210126 Motion for protective order denying discovery sought by 
intervenor Carolina Environ Study Group Interrogatories are 
hypothetical it beyond scope of discovery Certificate of 8vc 
end 

PORTER, N L Duke Power Co 79/05/03 4pp 


79-06250212 Requests Status of amend to License SNM-1773 re receipt t 
storage of spent fuel 

LAflK.R E South Carolina, State of 79/03/03 Ip 


7906230210 Forwards NUREG-0923, "Summary of □perating Eiparienci 
w/Recirculat 1 ng Steam Generators •' M/o end 
KETCHEN, E 0 Branch 4 79/05/03 2pp 


7906130107 Grants extensions of time in which to file motions for 
sumrrvary disposition Util ^ NRDC have until 790521, NRC has 
until 790511. 

Hiller, H E Atomic Safety and Licensing Board Panel 79/05/04 If 


7906210116 Forwards response to Interrogatory 120, submitted Oh 7904J6 
by intervenor Carolina Environ Study Group 
HOEFLINO, R K Branch 4. 79/03/07 Ip 


— 7906210120 Responds to intervenor Carolina Environ Study 0>'Oup 
Interragatory 120 Affidavit ^ Certificate of Svc and 
SPITALNV, B S Fuel Reprocess 8- Recycle Branch HOEFLlNO,fi K 

Branch 4 79/05/07 5pp 


7906250057 Forwards supplemental response to Question I of NRC 79042Q 
Itr Ataches pertinent output pages of probabilistic 
simulation production costing model used to determine change 
in production costs caused by operating at half capacity 
PARKER. li, a Duko Power Co 79/05/07, I7pp 


7906260000 Answers to NRDC second set of interrogator i es Supportinp 
documentatiantof f idavits 8< Certificate of Svc end 
PORTER, W.L Duka Power Co 79/05/07 34pp 
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790^260299 Opposes intervenor Carolina Environ Study Group 790427 
inotion f’or continuance Motion is insufficient as matter of 
lau t does not rest on factors necessary for continuance 
Certificate of 8vc enc I 

KETCHENrE O Branch 3 79/03/10 5pp 


7906010319 Forwards motions for summary disposition Intends to file 
supplemental affidavits attesting accuracy of affidavits 
uhlc6 accompany motions Certificate of Svc enc 1 
HOEFLINQ^R K Branch 4 79/03/1 1 4pp 


—7906010325 Motion for summary disposition of Lntervenor NRDC 
Contentions t-5 Affidavits end 

HOEFLINO.R K . KETCHEN. E G Branch 4 79/05/11 lOOpp 


■7906010331 Statement of mat 1 facts as ie which there is no genuine 
issue to be heardj submi tted in support of NRC motion for 
summary disposition of NRDC Contentions 1-5 
HDEFLING.R K Branch 4 79/05/11 20pp 


— 7906010339 Motion for summary disposition of Intervenors Carolina 
Environ Study Group ^ Carolina Action Contentions 1-3 
Affidavit end 

HOEFLINO.R K , HETCHEN, E C Branch 4 79/05/11 97pp 


— 7906010339 Statement of matl facts as to which there is no genuine 
issue to be heardi submitted in support of NflC motion for 
summary disposition of intervenoi’s Carolina Environ Study 
Group tx Carolina Action Contentions 1 ^ 3 
HOEFLINQ. R K . KETCHENi E 0 Branch 4 79/05/ 11 lOpp 


— 7906010349 Statement of mat! facts as to which there is no genuine 
issue to be h eardj subml tt ed in support of NfIC motion 
summary disposition of interveners Carolina Environ Study 
Group ^ Carolina Action Contention 2 

HOEFLINOiR K / KETCHENi E 0 Branch 4 79/05/11 7pp 


— 7906010342 Motion for summary disposition of intervenor Carolina Action 
Contention 4 ^ contention of intervenor Davidson Chapter of 
NC PIHQ Supporting affidavits end 

HOCFLINOrn K . KETCHEN. E G Branch 4 79/05/11 4app 


7906040159 Demos intervenor Carolina Environ Study Group 790427 motion 
for continuance 

HILLER. H E Atomic Safety and Licensing Board Panel 79/03/1 i Ip 


7906220039 Dismisses Carolina Action as Intervening party active 
participant due to failure to respond to applicant 
interrogatories 

HILLER. t1 E Atomic Safety and Licensing Board Panel 79/05/23 Ip 


7906200S97 Seeks dismissal of NRDC Contontlon 4 U granting of util 
790321 motion for summary disposition Contention presents 
no issue of law or matl fact suitable for resolution 
Certificate of Svc enc 1 

HCGARftY. J f1 Duke Power Co 79/09/29 I7pp 


DOCKET 70-2604 TRANSNUCLEAR. INC 


7906010037 Ack receipt of 770411 Itr informing MRC of steps taken to 
correct violations noted In IE insp of License 20-01412-03 
on 790306 

HCCLINTOCK»fl Q Region li Ph 1 lade kp h I4r Office of the Director 
79/05/10 Ip 


—7906010063 Responds to NRC 790402 Itr re violations noted in IE insp of 
License 20-01412-03 on 790306 Corrective actions procedures 
far receipt of radioactive shipment altered & sign posted 
near access to radiation therapy room 

DRAHHAVARiS H . GRUOANi R A < GIFFORD, H C Daystate Medical Center 
HA/SP 79/04/11 lOpp 


■7906010063 Submits details ef unified radiation safety program 
GIFFORD, H C Daystate Medical Center KA/8P 79/02/16 2pp 


— 7906010073 Discusses IE insp of License 20-01412-03 on 790306 ^ 
Forwards notice of violation 

HCCLINTOCKiR 0 Region Ir Ph i Uda Iphia, Office of the Director 
79/04/02 2pp, 


-7906010077 Notice of violation from insp on 790306 Noncomp 1 ianct noted 
failure to survey fqr contamination in matl before 
d i eposali lack of surveillance for stored matl ^ unposted 
radiation area 

e Region 1, Phi ladelph ia, Office of the Director 79/04/02 

2pp 


—7906-010077 Notice of violation from insp an 790306 No nc omp L ian c e noted 
failure to survey For c ana taml na 1 1 on in matl before 
d i sposal p 1 act of surveillance re stared matl unposted 
radiation area 

■# Region 1. Ph i lado 1 ph i a. Office of the Director 79/04/02 

2pp 


DOCKET 70-2809 MARUBENI AMERICA CDRP 


7906140031 Forwards IE Insp Ropt 70-2009/79-01 on 790409 Kept 
withheld fref lOCFn2 790) 

NQRDERHAUGtL R Region 5. San Francisco. Safeguards Branch 

79/04/23 2pp 


DOCKET 70-283B CINCINNATI GAS & ELECTRIC CO 


7906250362 Forwards revised pages to license applicatio-n foi storage 
only of unirradiated roactor fuel t> associated radioactive 
mat L 

FLYNM.J D Cincinnati Gas Electric Co 79/04/12 5pp 


DOCKET 70-2000 MERCY MDSP SP. MASSACHUSETTS 


7906190221 Ack receipt of 790405 Itr informing NRC oF steps taken to 
correct violations noted in IE Insp Rept 7O-20BO/79-O1 
on 790305 

HCCLINTOCKiR □ Region k, Philadelphia, Fuel Facility A Materials 

Safety Oranch 79/05/02 tp 


— 7906190222 Responds to NRC Hr re violations noted in IE Insp Rept 
70-28B0/79-0t on 790305 Corrective actions sealed caltbr 
or ref sources shall be tested far leakage & nuclear 
medicine facility shall be surveyed weekly 
WILCZEK. J Mercy Hosp MA/SP 79/04/05 5pp 


— 7906190224 Discossos IE Insp Rept 70-2000/79-01 on 790305 Forwards 
notice of violation 

MCCLINTOCK, R 0 ' Region I* Philadelphia. Fuel Facility 6 

Materials Safety Branch 79/03/23 2pp 


—7906190226 Notice of violation from insp on 790305 Non comp I lance noted 
failure to meke surveys necessary to determine that 
individuals handling 1-131 wei e not overexposed tn falLuro 
to teak test 160 uC 1 scaled Gs-137 ref source 

e Region t, Ph 1 t ade I ph ia, Office of the Director 79/03/23 

2pp 


DOCKET 70-2804 LONG ISLAND LIGHT I NO CO 


7906110421 Reponds to NRC ro(iuest for analysts re dry storage under 
optimum moderatov conditions Dry storage under such 
condiiidns is feasible S' k-eff will bo less than 0 95 for 
all values of moderator density 

NOVAWRO, J P Long Island Lighting Co 79/05/09 4pp 
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DOCKETED ITEMS 


□□■CK£T 7 1 -00 1 a NUCLEAR ASSUilANCE CQRP 


7®?-063lOOa7 ForiLfarda req,i>Bet for addl jnfo to complete revieu af QA 
program 

HACDQNALDi C E Transportation Dranch 79/05/30 7pp 


DOCKET 71-0028 SORG- WARNER CORP 


790&010069 Responds to 790402 request for addl info re QA pragrant 
Foruards Procedure SPI7&-47 reflecting mods 
OOOTH. J H Borg-Warncr Corp 79/04/25 Ip 


**-7906i0i 0072 QA program for facility 

ALQRJCHTiH C Borg-Warnei Corp 79/04/15 6pp 


DOCKET 7t»0034 DABCOCK fr WILCOX CO 


7906230171 Foru/ards Re,^ialpn 1 of QA program for transporta 1 1 an 
receipt of radioactive matl 

SULZEHfR C Babcocic ^ Wilcoi Co 79/05/16 Ip 


— 7906230174 Revision I to QA program for transportation V receipt of 
radioactive nat) 

e Babcock t Wilco* Co 79/05/16 4pp 


DOCKET 71-0036 ITT GRINNELL CORP 


7906050020 Forwards revised QA program for radioactive matl package 
Previouslg deleted Part 8 on audits end 
KOWALSKI/ df 0 obsolete cods 79/05/02 Ip 


— 7906050024 Revised QA program for radioactive matt package 
KOWALSKI. JO obsolete code 79/04/30 13pp 


DOCKET 71-0037 NAUV. DEPT OF 


790604000B Forwards QA prograrri 

TOMPKINS. P S Navg.Dept of 79/04/18 Ip 


— 7906040011 QA program for rec e i pt. handl mg . storage !< transfer of 
special fortrs of radioactive matl 
4 Navy. Dept of 79/04/18 12pp 


DOCKET 71-0039 WALWORTH CO 


7906200294 Forwards Revision 1 to QA program 

STEPHEN. H R Walworth Co iiubs of lU In ternati ona t Corp > 
79/05/10 ip 


—7906200297 Revision 1 to QA program 

STEPHCN.I/ R Walworth Co (subs of lU International Corp > 
79/05/07 3pp 


DOCKET 71-0047 CAPITOL INTERNATIONAL AW/S , INC 


7906190476 Responds to 790413 Itr Forwards current organ! labionak 
str uc ture 

SPARKS. E Capitol Internationa I Airways. Inc 79/04/17 Ip 


Forwards request for current organ! zat i onal chart for use 

79/04/13 4pp 


—7906010101 Informs that activities conducted under applicable criterii. 
of lOCFRSO App B will be executed w/regard to tt anspor ta t i on 
packages bg 790701 

MACDONALD. C E Transportation Branch 79/05/02 ip 


DOCKET 71-0059 GENERAL ELECTRIC CO 


7906110274 Responds to NRC 790413 Itr requesting addt info & 
clarification Radiation protection officer 6 
radiation safetg officer in organi zat tona 1 chart are same 
JOLLY, J General Electric Co 79/05/00 Ip 


DOCKET 71-0061 NAVY. DEPT OF 


7906020201 Submits addl info re QA p rog ram. c over i ng duties of radtatLSn 
protection officer Z> director of Weapons Quality Engineering 
Ctr 

FERHAN, P H Navy. Dept of 79/05/02 2pp 


DOCKET 71-0068 YANKEE ATOMIC ELECTRIC CO 


7905290059 Responds to 790413 request re QA program Suggests tewnion 
number of YOQAP-l-A not be designated 

HEIDER.L K Yankee Atomic Electric Co 79/04/24 ip 


DOCKET 71-0070 GENERAL MOTORS CORP 


7906200251 Forwards QA program for License 12-13059-01 
ABRAMS. C J Gamma Field Co 79/05/07 Ip 


—7906200256 OA program for License 12-13958-01 
ABRAMS. C J Gamma Field Co 79/05/07 3pp 


DOCKET 71-0072 DABCaCK 5 WILCOX CO 


7906160019 Forwards QA program for License HS-002-01 
PORTERA.C Babcock 6 Wileo* Co 79/05/04 2pp 


--7906160021 QA program for License M9-002-01 
« Babcock t Wilcox Co 79/03/03 3pp 


DOCKET 71-0074 NUCLEAR WELDING. INC 


7906220453 Forwards requested GA program 

HANESrT 8 Nuclear Welding. Inc 79/03/07 Ip 


--7906220439 OA program for industrial ladiography license 
e Nuclear Welding, [nc 79/05/07 llpp 


DOCKET 71-0077 MIDSTATE TESTING LAD 


7906200511 Responds to 790427 Itr re 790405 application requesting 
approval of QA program Requests deletion of ref to 
"radiation control officer 

KEILMAN. T J Mldstato Testing Laboratory. Inc 79/05/09 Ip 


DOCKET 71-0095 NAVY. DEPT OF 


7906250396 Notification that addl info re GA program will be provjdej 
00 later than 790700 

O'MALIA.R J Navy. Dept of 79/05/10 Ip 


DOCKET 71-0089 NAVY. DEPT OF 


7906270240 Responds to 790413 Itr re QA program for UfiS Jason, 
radiographic facilities Program is contained In 
C INCPACFLTINST 4353 1A Provisions are made in code for 
annual insp of maint actions Zt annual audits 
HNSDN, W N Navg.Dept of 79/05/25 Ip 


DOCKET 71-0090 CailDUSTlON ENGINEERING CO , INC 


7906010093 Forwards QA program approval for radioactive matl packaga 
MACDONALD. C E Transportation Branch 79/05/02 Ip 



DOCKETED ITEMS 
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— 7'90&010093 Infoi'ms that acctivities conducted under applicable criteria 
of 10CFR71 App E Ufi 1 1 be executed w/regard to transportation 
packages b i| 790701 

MAC DONALD i C E Transportation Branch 79/03/02 Ip 


DocKer 7i-oo9(fr pan American horld airways 


790/i070039 Notifies that proposed QA program does not meet rec^u irements 
of App C to lOCFR7t Forwards sample 790402 QA program for 
industrial radiography licensees to assist in application 
revision Req.uBsts revision by 790302 

MACDONALD. C E Transportation Branch 79/04/27 3pp 


DOCKET 71-0099 FOSTER WHEELER ENERGY CORP 


790A020234 Forwards Foster Whooler Energy Corp procedure. "Radiation 
Safety. QA Requirements for Radiography Source Shipments." 

Revision I. d td 790S04 

KQVACS. F D Foster Wheeler Corp 79/03/04 5pp 


DOCKET 71-0103 TWIN CITY TESTING V ENGR LAB 


7906020183 Forwards page 4 of QA program. per NRC 790413 request 
SCHULZE. M T Twin City Testing 1t> Engineering Laboratory. Inc 
79/05/03 2pp 


DOCKET 71-0110 BUCKEYE STEEL CASTINGS 


790^040123 Forwards QA program 

KRANER.J F Buckeye International. Inc . Steel Castings Div 
79/04/19 ip 


—7906040132 QA program for industrial radiography 

KRANERr J F Buckeye International. Inc ■ Steel Castings Div 
79/04/19 4pp 


DOCKET 71-0115 CAQCQCK «- WILCOX CO 


7906010137 Forwards request for addt info to complete review of QA 
p rogram 

MACDONALD. C E Transportation Branch 79/05/0D 13pp 


DOCKET 71-0119 INGERSOLL-RAND CO 


790'62300t2 Forwards QA progtam w/reques ted change Radiation Safety 
Officer title changed to Radiation Protection Officer 
KQROANELLQ. M H Ing erso 1 l”Rand Co 79/05/11 Ip 


— 7906230015 QA program for industiial radiography licensees 
a Itiger SCT 1 l~Rand Co 78/06/26 3pp 


DOCKET / 1-0130 DANIEL INTERNATI QNAL CORE 


7906300204 Forwards Revision I to QA program for License 39-01261-02 
PLUM9TED»W C Daniel International <suhs of Fluor Corp ) 
79/05/09 Ip 


— 7906200280 Revision 1 to OA program for License 39-01261-02 

a Daniel International (subs of Fluor Corp > 79/05/09 3pp 


DOCKET 71-0135 tJABCaCK it WILCOX CO 


79D622043B Requests correspondence to PA operations site be addressed 
to MA Austin instead of RA Williams 
AUSTIN. M A Babcock it Wilcox Co 79/05/10 tp 


DOCKET 71-0137 METALS TESTING CO . INC 


7906200066 Notifies that proposed QA program does not meet requirements 
of App E to 10GFR71 Submits sample QA program a« aid in 
revising application 

MACDGMALD-rC E Transpor ta 1 1 on Branch 79/05/10 3pp 


DOCKET 71-0145 THAYER INaPECTIGN SERVICE. INC 


79062QO346 Submits revised page of Part 71 GA program 

THAYER. D M Thayer Inspection Service. Inc 7^/03/09 2pp 


DOCKET 71-0146 GLOBE X-RAY SERVICES, INC 


7906230157 Forwards copy of form to be used in cornpliance u/QA program 
OS Ozmun will be auditor 

□ ZHUN. R V Globe X-Ray Sei /ices. Inc 79/05/09 2p p 


DOCKET 71-0150 PEAHaDY TESTING SERVICES 


7906020185 Forwards addi paragraph to QA program re audits, per NRC 
790413 request 

DANFIELD, E L Paabody Test ing/ X-Ray Engineering Co 79/05/03 2p p 


DOCKET 71-0154 GENERAL DYNAMICS 


7906230019 Forwards QA program w/requested change Radiation Safety 
Officer title changed to Radiation Officer 

ROBERTS. V M General Dynamics Corp . Girincy Shipbuilding Div 
79/05/09 Ip 


— 7906230022 QA program I i cense 20-11915-01 

MESROBIAN, A L General Dynamics Corp . Quincy Shipbuilding Div 
79/03/09 3pp 


DOCKET 71-0157 FRaCHLING ROBERTSaN, INC 


7906230011 Forwards revised Section Vll of QA program for 
tranporta t i on packaging.allawing audit by Assistant 
Radiation Safety Coordinator, in reponso to request for addl 
info 

BRIODY.W W Froehling V Robertson. Inc 79/OS/lO 2pp 


DOCKET 71-0162 EOASGO SERVICES, INC 


7906020170 Forwards addl copies of QA program for shipping packages for 
radioactive matl 

JONAS. J W Ebasco Services, Inc (subs of Enserch Corp I 
79/04/30 tp 


—7906020175 QA program for License 29-070S6-03 

JONAS, J W Ebasco Services. Inc (subs of Enserch Corp 1 
79/04/25 5pp 


DOCKET 71-0169 FLORIDA POWER fy LIGHT CO 


■'9060S0019 Responds to 780319 Itr requesting re# to spottfic QA 
program used to meet roqu i romenfcs of 10CFR71 51 Revision 
2 to topical QA rept is in affect for Turkey point 1/ FSAR 
QA program is in effect for St Lucie 
UHRIO. R E Florida Pouier Light Co 77/04/23 Ip 


DOCKET 71-0174 SOUTHERN CALIFORNIA EDISON CO 


7906010149 Forwards OA program approval for radioactive mall packa 
MACDONALD. C E Tra nsp or ta t ton Branch 79/03/03 Ip 


—7906010154 Activities conducted under applicable criteria of App 
10-CFR to be executed w/regard to transportation packages by 
790B0 1 

MACDONALD, C E Transportation Branch 79/OS/O0 ip 


DOCKET 7 1-01 SB MAYNARD STEEL CASTING CO 


7906200261 Forwards Revision 1 to GA program for License 4B-O70B0-' 
FAIST.C A Maynard Steol Casting Go 79/03/07 Ip 


— 7906200263 Revision 1 to QA program for License 40-07080-01 
» Maynard Steel Casting Co 79/05/09 5pp 


7906260250 Requests addl Info re company organization ^ statement 
audit ac t i vl t ( es. to complete review of GA program 
MACDONALD, C E Transportation Branch 79/05/24 2pp 
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DOCKET 71'0t90 TEXA3 INSmUMEMTS^ IKC 


790i080GB3 Forward'S raquest for add t Irrfo ta comp] ate revieui of QA 
p pogram 

MACOONAtD. C E Transpor tabion Or-aneh 79/04/27 l3pp 

790J&200G87 Req.ueabs tliat QA plan for shippingi packages for radioactive 
Riatls be usthdraun from application KFfR project ts not 
user of general license for Shipment of POT spec containers 
SHEflMANvF L Teias Insferuflianti. inc 79/05/08 Up 


POCKET 71-0195 TOLEDO EDISON CO 


770i020036 Respands bo 790321 request for info re OA program Util 
nuclear QA manua li re vised 790108, is used for shipments of 
Type a quantities 

ROEiL E Tolodo Edison Co 79/04/30 tp 


790&ie0^92 Forwards QA program approval for radioactive mo b 1 package 
MACDDNALDiC E Tr ana p or ba 1 1 a n Branch 79/0S/17 Ip 


— 7906180687 OA program approval for radioactive mail package 0195, 
Revision 0 

MACDONALD, C E Trans p orta t i on Branch 79/04/30 Ip 


DOCKET 71 “0302 PACIFtC GAS ff ELECTRIC CQ 


7906050027 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Tra n s p or ba t i an Branch 79/05/02 ip 


-'«''79060500'39 QA program approval for radioactive matl package 0-202, 
Revision 0 

MACDCJMALD. C E Transpo r tat ion Brancifi 79/05/02 Ip 


DDCKET 71-0207 CONNECTICUT VANKEE ATOMIC POWER CO 


7906010145 Forwards QA program approval for radioactive mati package 
tIACDDNALD.C E Tra nspor tat i on Branch 79/05/06 tp 


—7906010147 Informs that activities conducted under applicable criteria 
of 10CFR50 will be executed w/regard to transportation pkgs 
by 790801 

MACDONALD. C E Tranap or ta t i e n Branch 79/05/06 Ip 


DOCKET 71-0206 NORTHEAST NUCLEAR ENERGY CO 


7906210090 Forwards QA program approval for radioactive matl package 
MAC DONALD, C E Transportation Branch 79/03/30 Ip 


--'790'62l0092 QA program approval for radioactive matl package 0208, 
Revis ian O 

MACDONALD, C E Tranaporta tion Branch 79/03/30 ip 


DOCKET 71-0213 INTERMOUNTAIM TESTING CO 


7906190497 Advises that organlia t i on table has been changed to read 
Radiation Safety Officer instead of Radiatian Protection 
Off leer 

SCHELL, T A In t ermoun ta in Testing Co 79/04/10 Ip 


0 GENERAL DYNAMICS CORP 


DOCKET 71-0225 NAVY. DEPT OF 


7906030035 Requests mod of QA program, suhmt tted on 781220, re duties 
of radiation safety officer 

HENIFiNfC e Navy.ljept of. Naval Research Laboratory 79/04/26 
2pp 


7906230044 Forwards I fcrs sent to Naval organi zat ions involved in 
radioactive matl packages Lists organizations which have 
submitted acceptable QA programs W/o end 
MACDONALD. C E Transportation Branch 79/05/24 ip 


DOCKET 71-0229 WORD INDUSTRIES PIPE FADRICATfNO. INC 


7906230-027 Submits addl info for OA program re radiation safetii oHicer 
document contro 1 , band I tng, storage, sb ipp t ng. insp ^ test t/ 
operating status. In response to NRC 790406 request 
R088IKS. R W Word Industries Pipe Fabricating, fnc 79/03/0/ 
iQpp 


DOCKET 71-0230 BABCOCK 6 WILCOX CO 


7906200514 Forwards revised QA program for shipping conta iner*. ftevisi sn 
1 

HCCLANAWANrH H Babcock 6 Wilcox Co 79/05/10 Ip 


—7906200515 QA program of shipping conta iner s, Revl sion 1 
* Babcock V Wilcox Co 79/03/10 34pp 


DOCKET 71-0233 O'NEILL TANK CO . INC 


7906040148 Forwards QA manual for transportat i on packaging of 
radioactive matt 

ADAMB, K O'Maill Tank Co . Inc 79/04/20 ip 


— 7906040151 Qa manual for transportation packaging of raifloacfrkvd mail 
a a'Nelll Tank Co , Inc 79/04/20 2pp 


DOCKET 71-0240 POWER AUTHORITY OF STATE OF NEW YORK 


7706150227 Forwards listing of docketed info describing QA program 
EARLY, P J Power Authority Stats of New York 79/04/30 3pp 


7906200108 Forwards QA program approval for radioactive matt pACkeflt 
MACDONALD, C E Transportation Branch 79/05/17 Ip 


790620-01 12 OA program approval for radioactive matl package 240, 
Revision 0 

MACDONALD, C E Transportation Branch 79/05/17 Ip 


DOCKET 71-0258 NUCLEAR ENGINEER INO CO , INC 


7906220211 Foru-ards acceptance criteria used to evaluate QA progrtA 
Addl info is required to satisfy requirements of lOCFR71»App 
E 

MACDONALD, C E TrAnspor taklon Branch 79/05/16 I3pp 


DOCKET 71-0260 ASTRQTECHr INC 


7906200605 QA program for shipping packages of radiographic metJi 
MVKYTA.L. Astrotech. Inc 79/03/15 13pp 


DOCKET 71-0275 DUQUEBNE LIGHT 


7906160060 Requests withdrawal of solid radioactive waste packaging OA 
program, sub mi t ted 790216 Approves operational OA program 
DUNN.C N Duqtiesne Light Co 79/05/07 Ip 


7906180793 Forwards QA program approval for radioactive matl pactagt 
MACDONALD, C. E Transportation Branch, 79/03/17 Ip 


— 79061fl079S OA program approval for radioactive matl package 0279, 
Revision 0 

MACDONALD. C £ Tranipor tation Branch. 79/03/07 Ip 
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DOCKET 71»0279 UMIVER8AL TESTINfri IMC 


790fi0504Li Notifies that proposed QA program daea not meet requirements 
at App E to lOCTR?! Forwards sample OA program for 
industrial radiography 1 icense esr dtd 790403* to assist in 
application revision Requests revision by 790302 
HACDONALD.C E Transportation Branch, 79/04727 Gpp 


DOCKET 7t-02B4 ULTRASONIC SPEClALISrS* INC 


790&070207 Forwards QA program 

aOUTHERS*n L Ultrasonic Specialists. Inc 79/03/13 Ip 


— 790A070209 QA program 

% Ultrasonic Specialists* tnc 79/03/13 4pp 


DOCKET 71-0285 DELL GEQPHYBIC8 


7906140102 Forwards QA program for License □3-IO12&-01 
BELt-i J A Bell Geophysics 79/03/16 Spp 


— 790A1401O3 QA Program for License 33-10126-01 
a Bell Geophysics 79/03/16 4pp 


DOCKET 71-0207 CARBON NON-DESTRUCTIVE TESTING 


790607OI4B Forwards QA program for License 37-172B3-01 

HACVAUGH/B W Carson Nondes troct i vo Testing 77/03/19 4pp 


— 7906070159 QA or 1 gram for License 37-17283-01 

HGVAUOH*R W Carson Nondestructive Testing 79/03/19 3pp 


DOCKET 71-0209 TERRADATA OEOPHYSICAL, INC 


7906140091 Forwards QA program for License OS-10317-01 
HCDRIDErO E Terradata Geophysical* Inc 79/03/13 3pp 


—7906140100 OA program for License 03-10317-01 

NCDRIDEiGE Terradata Oeophyslcalf Inc 79/03/16 3p p 


DOCKET 71-0291 DJ INSPECTION SERVICES* INC 


7906130427 Forwards QA program for License 2-2067 

JDHNSDN*« DJ Inspection Bervicest Inc 79/03/19 Ip 


— 7906150430 QA program for License 2-2067 

JOHNSONiM DJ Inspection Services* Inc 79/03/19 4pp 

DOCKET 71-0292 INDUSTRIAL GAMMA INSPECTION 


7906140078 Fcrwards QA program for License 33-16760-01 
SrtlTHtR Industrial Gamma Inspection 79/03/13 ip 


—7906140080 OA program for License 35-16760-01, 

3M1THjR Industrial Gamma Inspection 79/03/13 3pp 


DOCKET 71-0294 APPLIED ENGINEERING CO 


79061S0433 Forwards QA program for License 203 

OaODUlNiJ. Applied Engineering Co 79/03/S3 Ip 


--7906150440 QA program for License 203 

ODODWlNiJ Hetropolitan Edison Co 79/03/23 Spp 


DOCKET 71-0293 ACUREX CORP 


7906130446 Forwards QA program for License 2713-390L 
FENDRlCKfJ E Acorexj Alcore, 79/03/26 Ip 


— 7906150449 OA program for License 2713-59GL 

FENDRICKiJE AcureXJ AlcOT* 79/03/26 4pp 


DOCKET 71-0290 STEEL TANK CONSTRUCTION CO 


77061Q0193 Forwards QA program for License 8-2323. 

PADGETT* 0 Steel Tank Construction Co 79/03/22 Ip, 


— 79O6t0Ol99 QA pragram. for License 0-2323 

CALUOHAY»iC C Steel Tank Construction Co 79/03/22 5pp 


DOCKET 71-0301 CTL ENGINEER IHG, INC 


7906190584 Forwards QA prog ram. Revi si on 1. for License 34-0B331-01 
CROMLEV, J L CTL Engineers* Inc 79/03/19 Ip 


-—7906100500 QfA program. Rev 1 s i o n 1 . f or License 34-OB331-01 

KVAMMEN*B , CROWLEYrJ L CTL Engineers* Inc 79/03/01 7pp 


DOCKET 71-0302 JOHNSON CONTROLS 


7906010224 Forwards OA program 

JONES. K C Johnson Controls* Inc 79/03/23 Ip 


— 7906010226 OA program for License 43-13119-01 

JONES. K <. Johnson Controls* Inc 79/03/26 3pp 


DOCKET 71-0303 MEMPHIS TESTING SERVICES* INC 


790614006B Forwards QA program for License n-9635-C4 

REID*R E Memphis Tasting Services* Inc 79/03/28 Ip 


—7906140073 QA program for License R-7635-C4 

REID.R E Memphis Testing Services. Inc 79/03/29 4pp 


DOCKET 71-0306 SNYDER DR ILL I NO- WELL SERVICING CO 


7906220493 Forwards OA program for License 12-13194-01 

BNYERrH L Snyder Drllllng-Wall Servicing 79/03/26 Ip 


—7906220494 QA program for License 12-13174-01 

SNYDER. H L Snyder DrlUing-MsU Bervlcitig 79/03/26 3pp 


DOCKET 71-0300 ALASKA INDUSTRIAL X-RAY 


7906040077 Forwards QA program for License 50-16004-01 
MILLAR. P A Alaska Industrial X-Ray 79/03/tB Ip 


—7906040080 QA program for License 50-16084-01 

|iILLAR*P A Alaska Industrial X-Ray 79/03/18 2pp 


DOCKET 71-0310 flUCVRUS-ERIE CO 


7906110425 Forwards QA program for License 46-06390-01 
MERTZ.J M Ducyrus-Erie Co 79/04/04 Ip 


— 7906110427 QA program for License 48-06390-01 
MERTZrJ M Oucyrus-Erie Co 79/04/02 3pp 


7906140659 Forwards request for addl Info to complete review of QA 
prog ram 

MACDONALD, C £ Transportation Branch 79/05/00 2p p 


DOCKET 71-0313 PRECISION INSPeCTIGN. LTD 


7906140044 Forwards QA program for License 0-203 

SINK.JE Precision Inspect ion* Ltd 79/04/12, Ip 


— 7906140048 OA program for License 8-203 

SINKiJ E Precision Inspection. Ltd 77/04/12 4pp 


DOCKET 71-0314 8MITH-EMERV CO, 


7906140053 Forwards QA program for License 2078-99, 
DUNHAM* M 8 Smith-Efltery Co 79/04/09 Ip. 


— 7906140057 QA program for License 2078-39 

DUNHAM. « 8 Smith-Emery Co 79/04/09 6pp- 
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DOCKET 71-0315 ftADlOOHAPny INSPECT JOII. INC 


79060^0099 Forwards OA prajram for License 29-10532-02 
BALLAf?D< J L Rad i o-grap h v Inspections 79/04/09 Ip 


—7906040104 QA program fo-r License 29-L0532-02 

BALLAftD-i J L Radiography Inspections 79/04/0-9 4pp 


DOCKET 71-0316 MASON MAN0ER-81LAS MASGK CO . INC 


7906050351 Forwards 6A program 

HOLMDERG.R L Masdrv Kangar - Silas Hason Co . Inc 79/04/16 Ip 


— 7906050336 QA program Tor License Ib-l7l92-01 

» Mason tt Hanger - 8i las Mason Co . Inc 79/04/16 6pp 


POCKET 71-031 B MARATHON OIL CO 


7906140006 Forujards OA program 

OARRE, C H Marathon Oil Co 79/04/16 Ip 


— 79061 4000Q QA program 

OARRE. C H Marathon Qil Co 79 / 04/16 4pp 


DOCKET 71-0319 GENERAL TESTING 6 INSPECTION CO 


7906040074 Forwards QA program for Llcensa 34-09037-01 
KRUEGELi R E Qenoral Test 6 Inspection 79/04/17 Ip 


— 79060400S7 QA program for License 39-O’7037-0l 
* General Test Inspection 79/04/17 4pp 


DOCKET 71-0320 P ITTS9UR0H-DES KOINES STEEL CD 


7906160008 Forwards QA program for License 37-02607-02 

HUGHEBi n J Pittsburg - Das Moines Steel Co 79/04/10 Ip 


—7906160003 OA program for License 37-02607-02 

» Pittsburg - Des Moines Steel Co 79/04/10 4pp 


DOCKET 71-0326 INDUSTRIAL HEAT TREATING h METALLURGICAL CD < INC 


7906010305 QA program for License 13-06147-04 

BOWER, P K Industrial Heat Troatlng 79/04/23 2pp 


DOCKET 71-0327 PORTLAND GENERAL ELECTRIC CO 


7906200167 Responds to 790S03 request for info re QA program for 
radioactive shipments QA program submitted as Chapter 17 2 
of 721210 FSAR t, updated on 790202 as Amend 23 to FSAR 
WILLIAMS, UL Portland General Electric Co 79/05/10 Ip 


DOCKET 71-4024 MODEL HA-IO, DADCOCK 6 WILCOX CO 


7906220430 Requests correspondence to PA operations site? be addreis^d 
to MA Austin instead of RA Williams 
AUSTIN, M A Dabcock ?, Wilcox Co 79/05/10 Ip 


DOCKET 71-4094 MODEL NPD-I-328, KERR-MCGEE NUCLEAR CDRP 


7906220438 Requests correspondence to PA operations site be addreitid 
to MA Austin instead of RA Williams 
AUSTIN. M A Dabcock 6 Wilcox Co 79/03/10 Ip 


DOCKET 71-4949 MODEL UNC-1 484, COMBUSTION ENGINEERING CO , INC 


7906140015 Notifies that Certificate of Compliance 4949 for Model 
UNC-I4a4 expires 790531 Asks if renewal desired 
MACDONALD, C E Transportat ion Branch /9/04/12 Ip 


7906180153 Notifies of 790531 expiration of Certificate of Coirplianp* 
4949 for Model UNC-14B4 Requests submission of consolidated 
application for renewal 

MACDONALD, G E Transportation Branch 79/05/08 2pp 


7906220433 Requests correspondence to PA operations site be addriisdd 
to HA Austin instead of RA Williams 
AUSTIN, M A Babcock 6 Wilcox Co 79/05/10 Ip 


DOCKET 71-4906 MODEL RA-2. EXXON NUCLEAR CD .INC 


DOCKET 71-0321 EXAM CO 


7906140D3B Forwards QA program for License 35-16I9J-OI 
MOBLEY, U 0 Exam Co 79/04/04 Ip 


7906230061 Notifies that Revision 4 to Certificate of Contpllanr* 
4986 was Issued 790426 in response to 79010S application for 
amend After review of manpower expenditures required, 

4i. 128 will be refunded 

MILLER. W O License fee Management Branch 79/05/16 Ip 


—7906140040 QA program for License 35-16I91-0J 
e Exam Co 79/04/04 3pp 


7906220419 Requests registration as user of Models HN-100 Series 1 tt 8. 
HN-1003i HN-200. HN-300, D3-1, Poig Panther, Ha If Super Tiger, 

Super Tiger. Poly Ti ger, KFS-4. NLf-l/a, aS-33-iaO, LL-60-130. 

AP-lOO, AP-lOl t. aH-l42 

RETNQLDSi L E Che rn-Nuc I ear Systems, Inc 79/05/11 tp 


DOCKET 71-0322 CONTROL COMPONENTS INTERNATIONAL 


7906070164 Forwards QA program for License 3263-30. State of CA 

LAWRENCE, M Control Cumponents, Inter national (subs of Dabcock 6 
NllcoxJ. 79/04/li. Ip 

— 7906070171 QA program 

< LAWRENCEiM Control Components, Internat i onal Isubs of Babcock 

j Ulicox) 79/04/11 3fp 

I DGCKE.T 71-0324 ALLIED CHEMICAL 


7906140063 Reaffirms position that QA program for U he xaf luor ide 
cylinders compiles iti/NRC requirements Willing to rewrite 
document If necessary it deliver revised program by 790702 
NEWMAN, R T Allied Chemical Corp 79/0^/27 Ip. 


! DOCKET 71-0325 COMSUMERS POWER CO 


79Q621041S roruardi request for adtfl info to completa review of OA 
program 

MACDONALD, C E Transpor featlon Branch 79/05/10 Ip 


DOCKET 71-5364 MODEL NP 1-67-0442 NEUTRON PRODUCTS. INC 


7906180043 Forwards Revision 2 of Certificate of Compliance 5364 
shipping package Model NPI-67-0442 

MACDONALD. CE Transportation Branch 79/OS/14 2pp 


— 7906160052 Certificate of Compliance 5364. Revl sion 2. for radloa 
matl shipping package Model NPI-67-0442 

MACDONALD, C E Transportation Branch 79/03/14 3pp 


DOCKET 71-5442 MODEL LA-36, BABCOCK WILCOX CO 


7906220439 Requests correspondence to PA operations site be adilri 
to HA Austin instead of RA Williams 
AU9TIN,M A Babcock t Wilcox Co 79/03/10 Ip 


DOCKET 71-5450 MODEL’ RCC-I . -2, -3, WESTINGHOUSE ELECTRIC CORP 


7906160016 Forwards revised drawings in support of application f( 
revision of Certificate of Compliance 5450 to Include RCC-4 
shipping package W/o end 

DIPIAZZA, R P Westlnghousa Electric Corp 79/03/04 2pp 


DOCKET 71-9595 MODEL Lt.M ORNL URANIUM SHIELDED CASK, ENEPOYrDEPT 


7906060034 Requaste registration as user of Shipping Cask 5595, 
DiETItO R Isomedix, Inc (subs of Haesfleld Enterprismii Jni 
79/04/17 ip 
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OaCKEF 71-5768 I^ODEL BB-aSO-ar COMBUST lOU ENGINEER IN5 CO , TNC 


7?06a20438 Requests carr espandence to PA operations site be addressed 
to MA Austin Instead of RA liilllatns 
AUBTtN/fl A Bahtocfc ^ Wilcoi Co 79/05/10 Ip 


DOCKET 71-5790 MODEL A1-M3, ENGERV, DEPT OF 


7906050014 Concludes Packages AL-M3 f/ AL-M6 meet current packaging 
criteria 

ROEDEft, J ft EnerggiDept of 79/04/10 Ip 


DOCKET 71-5791 MODEL A1-M6, ENERGY, DEPT OF 


7906050014 Concludes Packages AL-M3 t/ AL-M6 meet current packaging 
criteria 

ROEDER.JR Energy, Dept of 79/0'l/l0 Ip 


DOCKET 71-5805 MODEL ATCOR VNDD CASK, ATCOR, INC 


T9D6290334 Forwards ftavisxon 8 of Certificate of Compliance SB05 for 
shipping package Model Vandenburgh 

MACDQiNALD^C E Transportation Dranch 79/06/05 3pp 


—7906290734 Ceitificate of Compliance 5805, Revl s Ion 8, for radioactive 
matl shipping package Model Vandenburgh 

MACDONAt.!), C E Transportation Branch 79/06/05 3pp 


DOCKET 71-5908 MODEL DQT-GM TYPE D, 8 ADCOCK h WILCOX CO 


7906SS0438 Requests correspondence to PA operations site be addressed 
to KA Austin instead of RA Williams 
AUSTIN, M A Babcock t, Wllcor Co 79/05/10 Ip 


7906200072 Forwards Certificate of Compliance 5908, Revis ion 3, for Model 
DaT-6N Type B shipping package Supersedes Certificate of 
Compliance 590B, Revision 4 Constitutes authority to use 
package for shipment of radioactive matl 
MACDONALD, C E Transportation Branch 79/05/17 2pp 


— 7906200074 Certificate of Compliance 5903, Rovi s ion S 

MACDONALD, C E Transportation Dranch 79/05/17 3pp 


DOCKET 71-3926 MODEL 100, GENERAL ELECTRIC CO 


7906070253 Forwards Revision 2 of Certificate of Compliance 3926 for 
shipping package Model GE-100 

MACDONALD, C E Transpor tatlon Branch 79/05/08 2pp 


--7906070260 Certificate of Compliance 3926, R evl s ion 2> for radioactive 
matl shipping package Model QE-lOO 

MACDONALDiC E Transportation Branch 79/O3/0B 3pp 


DOCKET 7t-5942 MODEL GE- 700, GENERAL ELECTRIC CO 


7906010329 Forwards request for addl info to complete review of amend 
to Model QE— 700 packaging Info should he submitted as 
revised pages to 5AR Requests response schedule within 30 
days 

MACDONALD, C E Transpor tatlon Branch 79/04/18 2pp 


7906290163 Forwards revised 8AR pages re criticality analysis 
accounting for reflection by lead V use of more correct 
U-230 Cross— aoctlon set Revised structural analysis L 
ovorslied drawing of Model 700 GE shipping cask end 
BUGGER, R ti Missouri, Unlv of 79/03/22 102pp 


DOCKET 71-6038 MODEL B3-li NUCLEAR ENGINEERING CO 


7906140606 Supplements previous rept advising that certain 
shipping casks do not comply w/provtslons of Certificate 
of Compliance 6038 Have placed all three casks in out-of-svc 
status until detailed insp it made 

BAERrT S Nuclear Engineering Co , Inc (subs of Teledyna, Inc, ), 
79/05/07 2pp 


7906200133 Notification that Certificate of Compliance 6058 for Model 
B3-1 expires 791231 Requests renewal of existing certificate 
of compliance if continued use is desired 
MACDONALD, C. E Transportation Branch 79/05/16 Ip. 


7906230100 Noi-ifios that Certificate of Compliance 6058 for Model B3-1 
expires 781231 Request for continuation as user of 
certificate must be submitted 

NATALE,V Oak Ridge National Laboratory WILLIAMS, D H Arkansas 
Power Light Co OLSEN, A F Babcock fy Uilcoi Co 79/05/16 3pp 


DOCKET 71-6244 MODEL 6244. CHEM-NUCUEAft SYSTEMS. INC 


7906100789 Requests renewal ot Certificate of Compliance 6244. which 
expires on 790531 Forwards renewal fee 

REYNOLDS, L E Chem-Nucloar Systems, Inc 79/03/07 Ip 


7906200228 Requests registration as user of lioitol HN-lOO Senes I 2, 
HN-100S,KN-200,HN-aOO. B3-1, Poly Panther, Half Super Tiger, 

Super Tiger, NFS-4, NLl-1/2, DS-33-taO, LL-60-130,AP-100 t' lOl 6 
OK- 142 

REYNOLDS, L E Chem-Nuc tear Sy^teme, Inc 79/05/11 Ip 


docket 71-62/3 MODEL POLY PANTHER. TELEDVNE ENERGY SYSTEMS 


7706220438 Requests correspondenc e to PA operations site be addressed 
to MA Austin insioad o+ RA Ulilliams 
AUSTIN, M A Babcock 6 Wilcox Co 79/05/10 tp 


DOCKET 71-6294 MODEL UNC-2901, CDHaUSTION ENGINEERING. INC 


7706220438 Requests carr espond etic e to PA operations site he addressed 
to MA Austin instead of RA Williams 
AUSTIN, M A Babcock t Wilcox Co 79/05/10 Ip 


DOCKET 71-6375 MODEL PB-t, CHEM-NUCLCAR SYSTEMS, INC 


7906190363 Notification that Certificate of Compliance 6375 for Model 
P8-1 shipping package will expiie 790930 Requests submittal 
of consolidated application W/drawings , me orporatlng all 
previous submittals so that ne^ii certificate can be issued 
MACOONALO.C E Transportat i on Branch 79/05/16 tp 


7906220191 Notifies Certificate of Compliance 6375 far Model PB-1 
expires on 790930 Primary user should submit consolidated 
application for renewal 

MACDONALD, C E Transportation Dranch 79/05/17 3pp 


7906230009 Requests adit Info re changes made to Drawing 9123-6PO-0001 , 
Revision E, in response to 790124 application for amend to 
Model PB-1 packaging 

MACDONALD, C C Transpor tat i on Ilranch 79/05/23 Ip 


DOCKET 71-6387 MODEL 60, DATTELLE MEMORIAL INSTITUTE 


7906220438 Requests correspondence to PA operations site be addressed 
to MA Austin instead of RA Wllliacns 
AUSTIN, H A Babcock Wilcox Co 79/05/10 Ip 
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DOCKET 71-6574 MODEL HN~aOO. HITTMAN NUCLEAfl & DEVELOPHENT COftP 


7'?0613046? Notification of re^istr^tian oier of Mcxtols HN-200 j 
NN- 100 Series 2 i HN-lO(? Senes J*in response to licensee 
7<?0108 request 

MACDONALD. C E Transportation Drancft 79/05/'l4 !;• 


DOCKET 7t-660l MODEL LL-30-lOO. CHCM~Ni/CLEAR SVSTEMS, INC 


790&200104 Requests Dratuin^ 1042-0-0021. Revls ion D. in. order to complete 
reviBui of request for amend to Model LL-SO-lOO 
MACDOMALD. C E Transportation Branch 79/05/17 Ip 


DOCKET 71-6639 MODEL MH-lA. ARM Vi DEPT OF 


7906200100 Notifies that amend to Certificate of Compliance 6639* 
Revision 4 j tteni S {b)(2l<iil not required For proposed 
change to fuel basket design For shipment of TRIGA fuel 
as semh 1 1 es 

MACDQNALD/C E Transportation Branch 79/05/17 Ip 


DOCKET 71-6679 MODEL 1/2 SUPER Ttoefi. NUCLEAR ENOINEBRINO CO 


790623043S Requests correspondence lo PA operations site be addressed 
to MA Austin instead of RA Williams 
AUSTINfM A Babcock ^ Wllco* Co 79/05/10 ip 


DOCKET 7 1 -669a MODEL NFS-4. NUCLEAR FUEL SERVICES. INC 


7'906050415 Submits historical info ra NAC-l spent fuel shipment cask 
usage 

•ROLLINS. J D Nuclear Assurance Corp 79/04/12 Ip 


7906160062 Responds to 790406 shou cause order Suspension of license 
can be lifted for casks for uhich data has been acquired in 
in a timalv fashion 

PARKER W 0 Duke Power Co 79/04/27 2pp 


7906140332 Informs that 790430 I tr was sent on behalf sif DuRc Power Co 
MCGARftVi J M Debevolse 6 Ulaberman 79/05/02 Ip 


DOCKET 71-6717 MODEL 6717 B 


79061B0i6S Requests author { lation as shipper under same terms & 
conditions listed in Cert i ff cate of Compliance 6717 
KEENE V. W P Argonne National Uaboratorif - Argonna West 79/04/18 

Ip 


7906I90559 Notification of registration as user of Model 6717-B in 
response to 790418 request 

HACOONAUDi C E Transpor tat ion Branch 79/05/16 ip 


DOCKer 71-9002 MODEL O-lO-CLi DAQCOCK & WILCOX CO 


79062^20438 Requests correspondence to PA operations site be addressed 
ta NA Austin instead of RA Williams 
AUSTIN, M A Babcock U Wlteoi Co 79/05/10 Ip 


DOCKET 71-9009 MODEL Ft 1 0-1, GENERAL ELECTRIC CO 


7906220438 Requosts correspondence to PA operations site be addressed 
to MA Austin instead of RA Williams 
AUSTIN, M A Babcock Wlicoit Co 79/03/10 Ip 


DOCKET 71-9010 MODEL NH-1/8. NL INDU3TRiee, INC 


79060S0071 Submits info prlop to first use af Model NLI-1 shipplnp 
container 

DtPtAZZAiR P Weitinghouse Electric Corp 79/04/27 ip 


7906290041 Forwards Rovislan 5 of Certificate t>f Compliance 9010 for 
shipping package Model NLI-1/2. 

MACDONALD, C. E, Transportat Ian Branch 79/03/25 8pp 


-7906290033 Certificate of Compliance 9010, Revision 3, for radioactive 
natl shipping package Model NLl-1/2 

MACDONALD, c E Transportat Ion Branch 79/03/25 Ip 


DOCKET 71-9019 MODEL BU-7, GENERAL ELECTRIC CO 


7906160001 Requests registration as user of OE Transportation Packejfi 
9019 t» 6459 

GREGOiR J United Nuclear Corp 79/04/23 ip 


790616D164 Requests registration as user of BU-7 shipping container 
under License SNM-1168 All documentation required for 
container use has been obtained 
2EFF, D W Babcock t Wllco* Co 79/04/25 Ip 


DOCKET 71-90S2 MODEL CE-250-2, COMBUSTION ENGINEERING CO . INC 


7906220438 Requests correspondence to PA operations site be addriitsd 
to MA Austin instead of RA Williams 
AUSTIN. M A Babcock 4. Wllco* Co 79/05/10 ip 


DOCKET 71-9033 MODEL 660 6 660E, TECHNICAL OPERATIONS, INC 


7906190438 Forwards Certificate of Compliance 9033, Rgvl i (on 2. for 
Shipping package Models 660 660E List of package users 

registered under 10CFR71 12<b) or 49CFR173 393a end 
MACOOKALD, C E Transportation Branch 79/02/01 4pp 


—7906190495 Certificate of Compliance 9033, Revi sion 2« Far radioactive 
matl shipping package Models 660 ^ 660E 

MACPONALD, C E Transportation Branch 79/02/01 2pp 


DOCKET 71-9D44 MODEL OE-lAOO, GENERAL ELECTRIC CD 


7706130476 Notification of registration as oeor of Model GE- 1600, in 
response to licensee 790326 request 

MACDOMALD,C E Transportation Branch 79/05/14 Ip 


DOCKET 71-9065 MODEL DU-4, GENERAL ELECTRIC CO 


7906220438 Requests correspondence to PA operations site be addrimd 
to HA Austin instead of RA Williams 
AUSTIN, M A Babcock 6 Hilcos Co 79/05/10 Ip 


DOCKET 71-9070 MODEL N“55r ENERGY, DEPT OF 


7906290031 Requests registration as user of Model CNSI i-S radloact|i,» 
matt shipping cask 

STRACCIArF P Union Carbide Corp 79/05/16 Ip 


790629073S Requests OA program be submitted prior to registration 4t 
package user or delivery of licensed matl to carrier for 
transp or t 

MACDONALD, C E Transpor tat ion Branch 79/05/23 ip 


DOCKET 71-9079 MODEL HN-IOO SERIES 2, HITTMAN NUCLEAR 6 DEVELOPMENT 


79062300^1 Forwards Drawing 0001-4-9119, Revis ion Cr6 Addendum 1 to 
Revlslo-n 1* far HN-lOO Series 2 Radwaste Shipping Cask 
Six overslied drawings encl 

TRIGILIO, A 0 Hittman Nuclear ^ Development Corp (subs af HHtaan 
Corp ) 79/03/09 2pp 


—7906230043 "Addendum 1 to SAR for HN-100 Series 2 Rad waste Bhlpplnj 
Cask Referencing iOCFR71 Type A Packaging Regulations " 

GRIFFITH* J , TRIGILIQ, 0 Hittman NucUar ^ Development Carp 
(subs, of Hittman Corp ) 79/05/09 6pp 


7906130469 Notification of registration as user of Models HN-200 p 
HN- 100 Series 2 ^ HN-IOD Scries l« in response to licen&ee 
790108 request 

MACDONALD, C E Transportation Branch 79/05/14 Ip 


DOCKET 71^9000 MODEL HN-600, HITTMAN NUCLEAR 6 DEVELOPMENT CORP 


7906200D9I Request* registration as user of Model HN600, 
ARNDT, R W Picker Corp 79/03/10 Ip 


79061:50469 Notification of registration as user of Models HN-200, 
HN-tOO Varies S 6 Hn-IOO Beries 1, In response to licensee 
790100 request 

MACDONALD, C E Transportation Branch 79/05/14, Ip 
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790-6200129 Aclc5 receipt t 790310 Itr re Intentfed use of HN-600 under 
gencret license provisions of 10CFR71 12Cb) Afnend to this 
section requires approved QA program by 790101 Authorization 
terminated until QA program appro<ved 

MACODNALDiC E Tran sp or tat t on Branch 79/05/17 Ip 


DOCKET 71-9081 MODEL crJ3l-l600i CHEM-NUCLEAR SYSTEMS. INC 


7906040137 Requests registration as user of Model CNSI-1600 

OIETZiO R IsomediUrf Inc {subs of Maesftald Enterprises. Inc ) 
79/04/16 Ip 


7906200094 Requests registration as user of Model CNSI-1-13C 
OLSEN. A F Babcock t/ Wilcox Co 79/05/09 Ip 


DOCKET 71-9086 MODEL HN-tOO SERIES 1, HITTMAN NUCLEAR U DEVELOPMENT 


7906150469 Notification of registration as user of Models HN-SOO, 
HN-lOO Series 2 l> HN-lOO Senes l.in reponse to licensee 
790108 request 

MACDONALD. C E Trans p or tat i on Branch 79/05/14 Ip 


DOCKET 71-9100 MODEL AL-33-90. ATCOR. INC 


7906100143 Requests registration as user of CNQI AU-33-90 radioactive 
matl shipping cask under License NFF-l 

WITHERS. B D Portland General Electric Co 77/03/29 Ip 


DOCKET 71-9117 MODEL RC-FORTG- 1000. ARMY. DEPT OP. EPO. FT DELVQIR 


7906140019 Notifies of 790931 expiration of Certificate of Compliance 
9117 for Model RC-FDRTG-IOOO Requests submittal of Syncal 
Corp "Tost Rept for One^W Radioisotope Theraio-Electr i c 
Generator" ^ ronoual fee 

MACDONALD. C E Trans p or tat i on Branch 79/04/12 Ip 


DOCKET 71-9126 MODEL 20. 20A. 90. 50A. GAMMA INDUSTRIES 


7906050379 Forwards Revision 1 of Certificate of Compliance 9126 for 
shipping package Models SO. 20 A. 30 i> 50A 
a Transportation Branch 79/04/06 ip 


4 


“-79O60303B5 Certificate of Complkanco 9 I S6. fte vl s Ion 1. for radioactive 
matl shipping package Models 20. SOA,. 50 4- 30A 
MASDQNALD. C E Transportation Branch 79/04/06 2pp 


— 7906050390 Safety evaluation supporting Certificate of Compliance 91 
Revtsian 1 for radioactive matl shipping package Models 
20.20A. 50 50A 

MACDonaLD.C e Transportation Branch 79/04/06 4pp 


DOCKET 71-7128 MODEL C-9. GAMMA INDUSTRIES 


7906070014 Forwards Revision 1 of Certificate of Compliance 91SS for 
shipping package Model C-0 

MACDONALD. C E Transportation Branch 79/04/06 Ip 


— 7706070017 Certificate of Compliance 9123. Revis ion 1 . Par radioactive 
matl shipping package Model C-B 

MACDaHALD. C E Transp orta 1 1 on Branch 79/04/06 2pp 


—7706070020 Safety evaluation supporting Certificate of Compliance 91 
Revision 1. f or radioactive matl shipping package Model C-0 
MACDONALD. C E T r ans p or ta t i o n flranch 77/04/06 4pp 


DOCKET 71-9132 MODEL T-3. NUCLEAR PAC K AG I NQi INC 


7906260136 Responds to 790305 Itr re Revision I amend to SAft for T-3 
Shipping Cask Forwards amended pages 

SIKCHUK. J D Nuclear Packaging. Inc 79/05/18 l69pp 


DOCKET 71-9S06 MODEL MS27604-H, ENERGYr DEPT OF 


79Q6230007 Responds to 790427 Itr re Model MS 27684-2 shipping packag< 
in Certificate of Compliance 9S{S6 No plans for addl review 
of package 

ROEDER.J R Energy. Dept of 79/05/07 Ip 
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lOCFR COMMISSION MEETING RECORDS 


79D524013I Eicpreaaes concern Chat concui rent jurisdiction between NRC t 
Slate of TX over U mill llcensin 9 maij adveraatv aPfect 
Chevron U mill tailings subsidiari/ Urges adoption of Pol icy 
Alternative 1 in SECy“79--QS 

ruRNERf J Q Chevron Oil Co {subs of Standard Oil Co of 
California) 79/04/16 2pp 


790524U402 Eipreasos appreciation for 790330 I tr re U Mill Tailing* 
Radiation Control Act of 19/3 

8HAPAR.H K Office of the executive Legal Director 79/04/17 Ip 


7905240422 Comments on 790202 memo re timing of certain requirements of 
U Mi I I Tailings Radiation Control Act of 197B Act is subj bo 
interpretation t> implementation resulting in 3-yr deferral 
of mill tailing licensing 
LTNCH, 0 A US Steel Corp 79/04/10 3pp 


7905250062 A* k receipt of 790322 Itr providing views on NRC 
i nter 0 rabat i on tn implementation of U Mill Tailings 
Radiation Control Act of 1973 

SHAPARrH K Office of the Executive Legal Director 79/04/17 If 


7905230068 Act receipt of 790327 Itr providing views on NRC 
inter-pr etat i on 6 implementation of U Mill Tailings 
Radiation Control Act of 1973 

SHAPARrH K Office of the Executive Legal Director 79/04/13 Ip 


79052S0071 Act receipt of 790321 Itr providing views on NRC 
i nteror eta t i on tf implementation of U Mill Tailings 
Radiation Control Act of 1973 

SHAPARrH K Office of the Executive Legal Director 79/04/17 Ip 


/90325007S ACk receipt of 790319 Itr providing views on NRC's 
interoreta t i on implementation of U Mill Tailings 
Radiation Control Act of 1973 

SHAPARrH K Office of the Executive Legal Director 79/04/17 Ip 


7903230033 Ac k receipt of 790321 Itr providing views on NRC'* 
interpretation t> imp 1 ementat i an of U Mill Tailings 
Radiation Control Act of 1978 

SHAPARrH K Office of the Executive Legal Director 77/04/17 ip 

79060S0176 Transcript of 790501 public meeting in Hash Ingtoni DC re 
resident inspector program Pp 1-20 

HENDDRIErU K r OlULINSKYr V r KENNEDY, R T Commission 79/05/01 
39pp 


7906020225 Transcript of 790511 public meeting ^ Affirmation Session 
79-12 in Mash ingtonr DC to discuss 8EGY-79-1 1 4# s eek Ing to 
amend lOCFRl? ^ 20 to control radiation exposure to 
transient workers Pp 1-3 

HEMDRiEiJM-r OILINSKY^V , KENNEDY. R T Commission 79/03/U 4pp 


--7 906020227 eeCY-79-114 

Seeks NRC approval to publish amends to 10CFR19 % 20 re 
radiation exposure to transient workers Recommends approval 
Supporting documentation end 

niNQOLiE.R. B Office of Standards Development 79/01/1:2 65pp 


— 7906020231 Value/Impact assessment containing ropt justification 
analgsls Of amend to rtgulatlons to control radiation doses 
to transient workers Recommends proposed action be taken 
» Office of Standards Development 79/01/12 3lpp 


— 79-06020234 Recommends paper re amend to 10CFR19 8* 20 provide 
analysis of ”no further action” al ternetlver including Latest 
assessment of impact fk value 

SNYDER, a Office of PoUcg Evaluations 70/11/07. Ip 


7906040017 Transcript of 790502 public meating in Wash ingtun. DC to 
discuss S-3 rulemaking Pp 1-70 

HENDftfEtU h * OILINaKY.V . KENNEOY.R T Commission 79/0S/02. 
79pp 


7906070090 Transcript of 790303 public meeting m Wash I ng tan, DC to 
discuss 8-3 rulemaking Pp 1-75 

HENDRIE, J M , OILINSlCY, V , KENNEDY, R T Cummiasian 79/05/03 
76PP 


7906070219 Ark receipt u# 790416- Itr commenting on NRC i ni er pr e feat i on 
6 imp lementab t on of U Mill Tailings Radiation Control Act of 
1978 

ENGEuHARDT, T F Deputy Executive Legal Director 79/04/30 ip 


--7906070221 Comments on NRC interp-i eta t ion of U Mill Tailings Radiation 
Control Act of 1978 State tt NRC concurrent licensing 
jurisdiction is unnecessary 

TURNER, J G Chovron Industries.. Inc . Chevron Resources Co Div 
79/04/16 2pp 


7906070292 Forwords NBC 790503 determination statement for withholding 
tape of Executive Branch briefing re Infcl safety matters W/o 
enc I 

CHlLh, S J Office of the Secretary of the Commission 79/05/08 
2pp 


790607U299 Forwards NRC determination statement for withholding 
transcript of 790424 discussion of personnel matter 
CHILK. S J Office of the Secretai y of the Commission 79/05/00 

2pp 


790614OL01 Transcript of 790516 public meeting in Wash i ngton, DC re 
hearing on (JCS petition for recons Ideration Pp 1-47 
Affirmation Session 79-13 enc I 

HENDRIE, J H . GIUINQKY.V , KENNEDY. R Commission 79/05/16 32pp 


7906140104 Revision of 770705 poti tton for rulemaking re 
decommissioning, to require plant operators to post bonds 
SCHULTZ. W B . AQBDTTS, J Public Interest Research Group 
77/10/07 tlpp 


/906I40107 Transcript of 790500 public moating in Mash i rigtan. DC re 
briefing an interagency radiological assistance program 
Pp 1-57 Presentation end 

HGNDRIE.J H . CILINSKY.V * KENNEDY. R T Commission 79/05/08 
48pp 


— 7906140111 Transcript of 79050B public meeting in Wash ing tent DC re 
Itrs to governors Pp 1-6 

HENDRIE, J M , ORADFGRD. P , AHEARNE. J Commission 79/05/08 7pp 


7906180369 Transcript of 790507 Affirmation Session 79-11 in 
Wash ingtan. DC Pp 1-6 

HENDRTE. J M . GlLINSKY.V , KENNEDY* R T Commission 79/05/07 7pp 


7906100384 Tianscrlpfc of 790430 Affirmation Session 79-9 in Washington* 
DC Pp 1-a 

HENDRlE.d M . OILtNSKY.V * KENNEDY. R T Commission 79/04/30 0pp 


7906100391 Transcript of 790511 public meeting kn Mash i ng ton, DC to 
discuss vote on order kn S-3 rulemaking Pp i-16 

KENDRIE. J h . GILINSKYrV . BRADFORD. P Commission 79/05/11 16pp 


7906180708 Transcript of 790511 public meeting to discuss NEPA 
regulations I8ECY- 79-305) Pp 1-9 

HENDHIE, d M , OILINSKY. V * KENNEDY# R T Commission 79/05/1 1. 
lOpp 


7906100724 '.anscrlpt of 790511 public meeting in Wash 1 ngton. DC re 
briefing on legislative matters isltlng S' licensing). 

Pp 1-33 

HENDAIE.J H . OILIN8KY.V . KENNEDY. R T Commission 79/05/11 
34pp 


7906190044 Transcript of 790430 public meeting in Washington. DC to 
discuss 790329 Ofc of Oaneral Counsel memo on S-3 
rulema king 

HENORIE. J M r OILINSKY. V . KENNEDY* R T. Gofl)^isslon 79/04/30 7p p 
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790620M05 Transcrlfit of 790309 p-uMlc evicting In Waih Ingtortf DC ra 
seCY'-79-Ge U U mill tailing* Pp 1-52 

HENDJlie, J M I OlLINSi^YiV , BRADFORD* F. A Coiimi**lon 79/03/09 
52PP 


7906210079 T^a^^*c^lpt of 790517 public mB»felng re SECY~79-Ba (< V mUl 
tailing* Pp 1-26 

HENDRIEpJ H , OlLINSKYrV . KENNEDY^ R T. Cofflffll»*lon, 79/03/17 

26pp 


7906230-136 Tranecript of 790321 public flieetlng in Ma*Mngton« [>C re 
iicanilng tchedulo* ^ related matter* Pp 1'’70 

OlLINSKViV , T. * BRADFDRDi P A Comniltslop 79/03/21 

70pp 


7906260172 SgtJimarg of 790322 conf«T«nce in Wa*hliigfconi DC re 
preservation of all record* relating to THI-2 incidant 
CHlLKi S J Office of tN* Secretarg qf the Commlesiion 79/O3/3-0 
ip 


--7906260410 Gummarg of 790417 meeting tJ/ACRS in Ua*h Ington* DC re second 
inter Iffl rapt on TMl-2 incident 

CHlLRrS yj Office of the Secretary of the Ca^nmis* i 00 " 79/04/17 

Ip 


— 7906260416 Surrmarv of 790409 briefing in lfa«hlng ton* DC re TMl-2 
incident sequence of event* fii current asteasment of safetg 
of reactors 

CHILKj 5 J Office of the Secretary of the Commlesion 79/04/03 

Ip 


— 7906260420 S^ummary of 790329 meeting In U*f hingtotir DC re SECV~79-34Ar 
“Regulation of Federal Radioactive Haste Activities " 

CHiLiti 8 J Office of the Secretary of the Comniseion 79/04/03 
ip 


— 7906260422 Sirmmarg of 790329 meeting in Hashingto-n* DC re 8ECY-79-I54 6 
SECY-79-t3^Aj "Rept to Congree** iHean* for Improving State 
Part i cipat ion in Siting Activities 

CHILK.8 J Office of the Secretary of the Comnlsilon 79/04/02 

Ip 


—7906260424 Summary of 790329 briefing In Washing ton. DC re TMI~2 
incident* current plant statu* & state It federal incident 
rctpanse 

CHILK.8 J Office of the Secretary of the Commission 79/03/29 
Ip 


— 7906260427 Summary of 790323 meeting In Has h tngton. DC re application 
by Edloui Inti Co for license to eirport SKM to India 
8ua*eq.uent vote approved license as meeting all relevant 
requirements 

CHILKjS j Office of the Secretary of the Commission 79/03/23 
Ip 


— 7906260430 Summary , of 790332 Affirmation Session 79-7 In Mash I pg ton* DC 
re SECY-79- 12Br SECY- 79- 129 t 8ECy-79-140 WRC approved each 
notice of proposed rulemafcing 

CHfLKiS J Office of the Secretary of the Coeimisslon 79/03/23 
^9V 


—7906260434 Summary of 790322 meeting in Hash i ngton* DC re SECY“79-a4Ai 
“Regulation of Federal Radioactive Haste Activities “ 

CKtLK*8 J Office of the Secretary of the Commission 79/03/23 
Ip 


7906260162 Summary of 790329 conference in Hashingtoni DC re State af My 
V NRC decision Order approved, extend Ing S-3 Interim rule to 
790730 

GHILKiS J Office of the Secretary of the Commission 79/06/01 

Ip 


/906260169 Summary of 790324 conference In Hash Ingtoni DC re 193B Soviet 
nuclear accident 

CHILKrS J Office of the Secretary of the Commissi on. 79/03/29 

Ip 


7906260174 Summary of 790322 discussion in Hash tngton. DC. re NRC 
approval to preserve all TMI-2 record* Addl order requested 
for record* prior to 79032B re similar plant events 
CHILK. 6 J Office of the Secretary of the Commission 79/03/30 
Ip 


7906260170 Summary of 790322 discussion in Washington. DC r# NRC 
appruval to preserve all TIII-2 records Addl order requested 
for records prior to 790320 re similar plant events 
CHlLKtS J Office of the Secretary ef the Commission 79/03/27 
Ip 


7906260184 Summary of 790522 discussion in Washing ton. DC re 
8ECY-79-278 Ic 9ECY-79-27BA concerning physical protection of 
irradiated fuel shipments 

CKILK.8 J Office of the Secretary of the Commission 79/03/23 

2pp 


7906260169 Summary of 790521 discussion in Hashing ton# DC re foraul*U«‘' 
of Ofe of Wuclear Reactor Ragulation interim organl latlart to 
deal w/rMr-2 impacts 

CHILrtiS J Office of the Secretary of the Commission 79/03/24 

2pp 


7906260206 Summary of 790517 meeting in Wash ington. DC re BECY-79-&a i i' 
mill tailings Uegislatlon to clarify matter will ba 
requested by NRC 

CHILI4.8. U Office of the Secretary of the Commissiun 79/03/25 

2pp 


7906260215 Summary of NRC 790517 briefing In Washington. DC re 
interim operational sequence of events of THl-2 iTieldent 
Order requested requiring involved parties to keep record* 

CHIU. 8 J Office of the Secretary of the Commission 79/03/21 
Ip 


7906260219 Summary of 790317 hearing in Wash ington* SC re UCS oral 
petition for recent Idcration 

CHIU. 6 J Office of the Secretary of the Commie lion 79/03/16 

Ip 


7906260223 Summary of 790511 meeting in Hash ington* DC re S-3 rull l< 
statement of considerations No vote uas completed Interim 
rule extended until 790330 

CHILK.S J Office of the Secretary of the Commission. 79/03/11 

Ip 


7906260246 Summary of 790311 Affirmation Session 79-12 in Wash Ing lon.DC 
re approval of SECV-7?*>114 Amended iOCFR19 I* 20 ta control 
radiation exposure to transient workars 

CHILK.S J Office of the Secretary of the Commies ion 79/01/M 

2pp 


7906260234 Summary Of 790311 briefing In Hash Ington* DC rs fttlhg 6 
licensing Requested comments to be prepared by Oecieral 
Counsel on licensing sections of regulatory reforni packages 
submitted to Congress 

CHlLKtS sS Office of the Secretary of the Commleeion 79/01/U 

app. 


7906260261 Summary of 790311 meeting in Wash Ington. DC re KEPA 
regulations Approved revision of proposed Itr to CEO re 
conditions for NRC compliance w/NEPA regulation*! 

CHILK«8 J Office of the Secretary of the Commieelon 79/03/14 

Ip 


7906360266 Summary of 790310 briefing in Washington* DC re ongoing 6 
planned NRC action* on Ti1I-2 Incident 

CHILKtS J Office of the Secretary of the Commiseion. 79/OS/M 
tp 


7906260274 Summary of 790309 briefing in Wash ingtonr DC re SECY-79-B<S h 
NRC options on certain provision* of U tilll Tailings 
Radiation Control Act of 1970, 

CHlLKtS J. Office of the Secretary of the Commiseion. 79/01/M 

Ip 
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79062^0279 Sununjirv Of 790S08 dl«cut«lon In leashing ton< DC re Ltrrt to 
governori Approved propoied Ifcr* to governor* of *tata* 
tj/'flxed nuclear faciUtie* re emergoncv radiological 
planning 

CHILKj S- J. Office of the Secretary of the Coflimieston 79/-03/1D 

tp 


7906S602S3 Somiitary of 790508 briefing in (4a«hington» DC re objective* S 
arganiiation of Interagency radiological asilitance program 
re*pont» to TMI-S incident 

CHILK. & J Office of the Secretary of the Commission 79/05/09 

ip 


7906260303 Summary of 790503 meeting in Wash iftgton^ OC re revisions to 
draft FR notice announcing promulgation of final fuel cycle 
S-3 rule 

CHfUK.S J Office of the Secretary of the Commiselon 79/03/04 
IP 


7906260396 Summary of 790417 Affirmation Seiston 79-B in Washington^ DC 
re Kranish FOIA Appeal 79-A-3 iSECV- 79-207) U appointment of 
HW Lewis to ACRS Kranish appeal denied 

CHILK<S J. Office of the Secretary of the Commisi Ion 79/04/20 

app 


7906260399 Summary of 790419 briefing in Wash ington. DC re NRC 
activities involving gathering 6 analysing data significant 
for operational safety 

CHILKfS J Gffice of the Secretary of the Commission 79/09/04 
Ip 


7906260405 Summary of 7904 tS meeting in Washing toni DC re updating 
requirements for physical protection sys for fuel cycle 
fad I ities 

CHILK*S J Office of the Secretary of the Commission 79/03/01 
IP 


7906260313 Summary of 790503 briefing in Wash Ing ton# DC re offsite 
radiological levels at THI-S Identification requested of 
potential contractors to perform monitoring 

CrtILK,® J Office of the Secretary of the Commission 79/03/07 

ip 


7906260316 Summary of 790502 discussion in Wash ington# DC re 
changes to draft FR notice announcing promulgation of final 
fuel cycle 3-3 rule 

CHILK- S J Office of the Secretary of the Commission 79/05/04 
Ip 


7906260335 Summary of 790302 briefing in Washing ton# DC re steam 
generator denting replacement Special attention given to 
problem at Surry# but no action taken 

CHILK.S J Office of the Secretary of the Commission 79/05/09 
IP 


7906260345 Summary of 790501 briefing In Washington# DC re resident 
inspector program Performance appraisal projected FYSO 
cost analysis requested 

C)iILK#3 J Office of the Secretary of the Commission 79/05/02 
Ip 


7906260350 Summary of 790430 meeting In Wash ington# DC re extension of 
Interim fuel cycle rule MRG vo-ted to extend rule through 
790513 

CHILK#e J Office of the Secretary of the Commission 79/09/01 
Ip 


7906260357 Summary of 790430 affirmation session In Washington# DC re 
appointment of JR Yore to part-time position on A8LB 
Orossman to full-time position on A8LB 

CHtLK<6 J Office of the Secretary of the Commission 79/05/02 
Ip 


7906260366 Summary of 790426 continuing briefing in Wash ington# DC ra 
statu emergency proparedness activities for nuclear plant 
acc idents 

CHILKifS- J Office of the Secretary of the Commission 79/04/30 
tP 


7906260371 Summary of 790426 briefing in Washing ton# DC re statu* of 
planes shut down 790313 to permit eslsmic reanalysis of 
piping sys 

CHtLKr8 J Office of the Secretary of the Commission. 79/04/30 
) P 


7906260376 Summary of 790425 briefing fay Study Oroup on Const in 
Washing ton# DC re funding of proposal for gathering of views 
of participants In A3LB casas 

CHtLK#8 J Office of the Secretary of tha Commission. 79/D9/D7. 

Ip 


7906260381 Summary of 790425 briefing by Ofc of State Programe In 
Washing ton# DC re current emergency preparednese programs, 

GMILKiiS J, Office of the Secretary of the Commission 79/04/30 

tp 


AcnS AOViaORY CaMMiTTEE ON REACTOR SAFEOWARDB 


7906040220 Notice of ACRS Subcommittoe on Consideration of Clais 9 
Accidents 790404 meeting u//cansu Itants it NRC In Washington# 

DC to discuss role of Class 9 accidents in licensing 
proc ess 

HOYLE# J C ACRS - Advisory Committee on Reactor Safeguards 
79/03/14 2pp 


7906060J89 Transcript of ACRS Subcomml t tea on Safeguards it Security 
790523 meeting in Wash Ing tan# DC Pp 1-47 

BIESS.C P . HATHlSiW H # NARK# J C ACRS - Advisory Gommittaa on 
Reactor Safeguards 79/05/23 14Spp 


7906150442 Summarites responses to IE Dulletin 79-06 A# ''Review of 
Operational Errors 6 Sys NisaUgnmants Identified During THl 
Incident '* 

TAM# P ACRE - Advisory Committee on Reactor Safeguards 79/05/07 
lOpp 


79061Q0003 Summariies responses to IE Bulletin 79-02# "Events Relevant 
to Boiling Water Power Reactor* Identified During TMI 
Incident 

TAH#P ACRS - Advisory Committee on Reactor Safeguards 79/09/09 
Bpp 


7906220186 Summariies responses to IE Bulletin 79-06D Operating manuals 
are being scrutinized Operational personnel are being 
trained Radioactive gases bi liquids transfer lines are 
Interlocked w/cantainmant isolation &/ar radiation signals. 

TAri#P Division of Sitd Safety U Environmental Analyeis, 79/05/08 

8pp 


7906230056 Recommends consideration be given by NRG re establishment of 
quantitative safety goals for nuclear power reactors. 

CARBON# M W ACRS - Advisory Committee on Reactor Safeguards 
79/05/16 Ip 


7906250474 Summary of 790104-09 meeting w/NRC In Wash ington# DC r* NRC 
safety research program# evaluation of seismic design 
marg ins# subpoena by ASLB# request far review of LERe & 
testimony on watte mgt App end 

CARBON# H W # PLESSET^M 5 # ETHERIMOTON# H ACRS - Advisory Committee 
on Reactor Safeguards 79/04/12 2S0pp. 


7906260542 Transcript of 79D602 ACRS subcommittee meeting In 
Wash ington# DC re reliability 4# probabilistic aseassment 
OKRENT#D I MARKrJ G # KERN# H ACRS - Advisory Committee on Reactor 
Safeguards 79/06/02 255pp 


7906260569 Summary of 790307 meeting w/ACRB Subcommittee on Reactor 
Safety Research in Washing ton# DC re preparation of 1979 Rept 
to Congress on NRC safety research 

(0KREfiT#0 I ETHERINOTON# H, # LAWRQ8Kr#8 ACRS ~ Advisory Committee on 
Reactor Safeguards 79/04/05 llpp 


7906260306 Summary of 790425 briefing u/UC8i SMUO 6 Duke Power Co in 
Wash Ing ton# DC re statu* of operating B&W reactor* 

CWILKj S J. Office of the Secretary of the Commission 79/04/27 

Ip 


790626030? Summary of 790423 briefing In Wash ington# DC re current 
status of operating BbtW reactors, 

CHILK# 0 J. Office of the Secretary of the Commission. 79/04/27 

Ip 


7906260578 Bumnary of LER Subcommittee 790207 m-eetlng in Wash ington# DC 
re ACRS ravleu of LER* for 1976-78 

e ACRS - Advisory Committee on Reactor Safeguards. 79/02/07, 8pp 


7906260632 Comments on NRC Licensing review of structural conditions In 
vicinity of plant Site does not ««em to have active 
favl ting 

PHlLBRtCK#6 8 Afftl tatl an l/n known 79/04/07. Ip 


7906260393 Summary of 790420 briefing in Wash ingtanr DC re procedures 
for qualifying reactor operators 

CHIUK#0 J. Office of the Secretary of the Commission. 79/04/30 

app 


7906260637 Notifies of kfllllnqness to assist Reliability Subcommittee 
of LER Evaluation Program re ECCS valve failure rate 
arralysie. 

REETHOFjO Pennsylvania Stab# Unlv 79/04/02. ip. 
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790^270003 Forbrarda can\m«n<:« on analgiii of adORuacg a# reactor 
preifure veatel noiil* ia#a replacenaant-i Coneon w/f4RC 
decision permitting reai/mptlon ai opefatori Cannot makt 
4fe teroilnatlon on allegation of faUifylng Info 

&iJ5H< S H Sattelle Hemo-rtal [natitorta* Pacific North<ae«t Laboratorg 

79 / 0^/17 3pp 


79CA270243 Suntmarcj of 790411-12 Denver iVorkshop re rauat phenomena 
CArrON» I ACRS - Advisorg Comtitttae on Reactor Safeguard^- 
79/05/01 2pp 


790A270243 Comruants on recent ACRS meeting preaantation lacked 
orgartf cation* thoroughnete ii visual aide 

ALLEMANN* R T Rattaile ffemorial Inatitute* Pacific Nortbtjest 
Laboratorg 79/04/09 2pp 


790&S70245 Toruards raid^eaT revieu of Super Sge Cade for LMFSRe Much 
of uork ie being done in duplicate Euggaeta more attention 
be given to natural convection phenomena in lobf Prandtl 
number fluids 

GATTCIM/ f Califarnia> i/nlv of‘ Los Angeles 79/03/23 2pp 


7906280023 Summarg of ACRS Subcommltte on WH Zimmer Wuclear Power 
Stat(on<Unit I 790227 meeting w/uti 1. OEr Conner* Moore Ik 
C orber &< Ace Federal in Nash ing ton. DC re util application 
for OL 

a ACRS - Advieorij Committee on Reactor Safeguards 79/03/tO 59pp, 


7906S90I73 Summary of ACRS Subcommittee on Reguletorg Activities 790fl>3 
meeting in Nash itigton* DC re proposed reg guide* revl s 1 ons to 
editing reg guides i> other matter* pertinent to activities 
affecting licensing process 

e ACRS “ Advtsorg Committee on Reactor Safeguards 79/02/09 20pp 


7906290179 Summary of ACRS Subcommittee on ECCS 790116 meeting in 
Nash ing ton* DC re issues related to ECCS 

a ACRS - Advisory Committee on Reactor Safeguards 79/03/07 20pp 


7906290647 Transcript of ACRS subcommittee meeting on reactor 
operation* - power level increase Pp 1-23-9 

ETHERINOTON* H * MATHIS* W ACRS - Advisorg Committee on Reactor 
Safeguards 79/06/13 2S6pp 


79062906SS Transcript of ACRS subcommittee 790618 meeting In 
Mashing toni DC re reactor fuel pp 2S4-404 

SHENMGNkP O t ETHER INOiaN* H * MARK* J C, ACRS - Advisory Committee an 
Reactor Safeguards 79/06/18 ISOpp 


7906270663 Transcript of ACRE subcommittee 790611 meeting in 
Mash ingionr DC re reactor fuel Pp 1-293 

SHENMQNkP O . ETHERINOTOM. H * MARK* J C ACRS - Advisory Committee on 
Reactor Safeguards 79/06/11 2S4pp 


7906290759 aummary Of 790306 meeting u/NRCrB&N Bechtel In Mashington* 
DC re review of proposed reg guides 6 revision* to existing 
reg guides 

a ACRS - Advisory Committee on Reactor Safeguards 79/04/04 21pp 


7906290763 Porwards memo qti ACRS ECCS Subcommittee 790319-20 meeting in 
Los Angeles* CA 

MU* T Y California Institute of Technology 79/04/23 5pp 


7906290311 Minute* of ACRS 790309 meeting pe committee 790417 
recommendat ionsf topics arising from TMI accident* prac edurcs 
for handling OL Jk CP revlewsi l icense for Sequoyah 6 addl 
postulated scenarios 

a ACRS - Advisory Committee on Reactor Safeguards 79/03/10 Ip 


7906890843 Summary of 79032B visit to Shoreham site re methods of 
support for suppression pool vents, 

CATTONf I California* Univ of* Los Angeles 79/04/30 Ip 


CClMMr881DM NRC GOnri 1881 ONERS 


7904040063 Forward* rept on number of full-time permanent employees 
hired 6 promoted by NRC during first quarter FV79 Rept 
submitted per Energy Reorgani ration Act of 1974f Title II 
HENDRIE*-^ H Commission* 79/03/19 4pp. 


7903290463 Comments on H R, 2 $> H R, 63 (Bunsei bills I 
HEMDRIErO M Cammlsslon 79/03/16 ip 


7905300532 Informs of completion of NRC assessment of programs in 
support of congreasionally-directed initiatives Reinvests 
approval of Initiative* in encl FV?? budget 
HENDR IE* Mt CoitunlsiLon 79/04/26. i9pp. 


7906020041 Responds to 790129 Itr of concern re 790128 transportation 
accident near MonteagleiTN Requests NRC investigation Under 
existing regulacions* neither NRC nor DOT is responsible for 
prescribing specific routes M/supporting documentat ion 
HENDRlEiJ M Commission 79/03/07 7pp 


— 7906020083 Forwards revised memo of understanding between NflC U DOT 
safety regulation in transportation of radioactive matli 
DIRCK8* W J Office of Nuclear Material Safety 6 aefeguardi 
79/03/02 I3pp 


7906OS0O0S Weekly info rept for week ending 790304 

REHMi T A Office of the Executive Director for Operations 
79/05/09 25pp 


7906070064 Comments on recent meeting re China Will forward comminli 
speech after careful study 
KENNEDY. R T Commis*lon 79/04/04 Ip 


7906070067 Confirms withdrawal from participation in Hamburgi Osrmany 
conf erenc e* due to time demands of TMl incident 
KENNEDY* R T Commission 79/04/23 ip 


7906070070 Forwards RT Kennedy 790328 speech in Wash ington* DC W/a mil 
KENNEDY* R T Commission 79/03/13 Ip 


7906070074 Forwards RT Kennedy 790226 speech in TucsohiAZ 4c 790320 
speech in Washington* DC W/o end 
KENNEDY, R T Commission 79/05/15 Ip 


7906070070 Notifies of inability to attend U participate in on 

energy 4( natl security 

KENNEDY. R T Commission 79/03/14 Ip 


7906070082 Forwards RT Kennedy 790314 memo re 8ECY-79-320( techMOlofy 
transfer to Braiil 

KENNEDY* R T Commission 79/05/16, Ip 


—7906070084 Comments on 8ECY-79-320 re technology transfer to Draill 
questions statutory 6 factual basis for NRC statement that 
transfer is not consistent u/administration policy re 
West Oerman/Brat i 1 ian pilot enrichment plan 
KENNEDY* R T Commission 79/05/14. 2pp 


7906070066 Act receipt of photo Of ofc it test Site 
KENNED YrR T Commission 79/03/28 Ip 


7906070088 Recommends 1980 conference be held at Doubletree Inn* 
Scottsdale, AZ 

KENNEDY. R T Commission 79/03/31 Ip 


7906070098 Ack receipt of "Strategic Option* for Early 80 's* ** by Van 
Cleave U Thompson 

KENNEDY* R T Commission 79/04/02 Ip 


7906070093 Requests views on various question* re pending license 
applications covering exports destined for Taiwan 
KENNEDY. R T Commission 79/04/03 ip 


7906070096 Ack receipt of monograph on natl security af fa in* w/tict lerii 
on Spanish bases. Iran it Congo 
KENNEDY* R T Commission. 79/04/04, Ip 


7906070097 Accepts invitation to attend 790427 seminar at Army/Navy 
Club 

KENMEDYtR. T Commission 79/04/04 Ip. 


7906070102 Ack receipt of update on successful sea trials of DDB 
Indianapolis 

KENNEDY* R T Commission 79/04/09 tp. 


7906070106 Regrets inability to meet w/J Hill during recent visit to 
US 

KENNEDY* R T Commission 79/04/18, Ip 


7906070107 Ack receipt of 790301 Itr which reviewed remark* of 79032D 
KENNEDY* R T Commission 79/05/11 Ip 


—7906070110 Comments on RT Kennedy's remerk* of 790328 
SMITH* 0 State* Dept of 79/03/01 Ip 


79060702S7 Commends decision to close several nuclear power plants 
WEIBEL*H A Affiliation Unknown 79/03/06 Ip 
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7906070389 Ekptb«» 0 i congratulation* for honor raolvad for work on 
dotegrogatlan 

KENNEOYi R T. Caounlsiian 79/05/10 Ip 


7906070293 Katiflss of lnabllit(| to attend Adelpht Univ Conforanca on 
Energy Environ 

KENNEDViR T. Commissi on 79/04/S4 Ip 


7906070394 Ack receipt □# info re Mail Btrategf/ Info Ctr work on BALT 
KENNEDYiR T, Commission 79/05/03 Ip 


7906070397 Commends action taken re closing of nuclear reactor 
KNOTTiH. Affiliation Unknown 79/05/10 Ip 


7906110300 Ack receipt of 790413 Itr re radiation eitposure o# nuclear 
plant workers Forward* 8ECV-7Q-41 St 1977 Annual Rept an 
Qccupational Radiation Exposure & FR notice re stds for 
radiation protection 

HENDRIErU H Commission 79/05/18 3pp 


790-6 1 10309 Forwards R Nader ft S (Jolfe 790413 Itr re radiation SKposure 
of nuclear plant workerSv Requests updated Info 6 NRC views 
on subg Concerned over careless attitude towards worker 
healtbt due to lack af radiation'- level std for plants 
f^AKMANf H A House of Rep , Interstate 6 Foreign Commerce 
79/04/13 Spp 


--7906110313 SECY- 78-4 IS 

NRC 1977 Annua 1 Rept on Occupational Radiation Exposure 
Provide* info on exposure risk* in NRC-licensed activities 
% measures far risk control Supporting documentation end 
HINOGUErR.B Office of Standard* Development 70/07/31 SOOpp 


7906110319 Forwards NRC response to OAQ rept EMD-79“l6r ''Reporting 
Unscheduled Events at Commercial Nuclear Facilities 
Opportunities to Improve NRC Oversight " 

HEN OR IE. U N Commission 79/05/15 Ip 


— 79061 103S3 Forwards NRC response to OAO rept EMD-79-l6» "Reporting 
Unscheduled Events at Commercial Nuclear Facilities 
Opportunities to Improve NRC Oversight " 

HENDRIE.J. n Commission 79/05/15 Ip 


— 7906110332 Forwards NRC response to OAO rept EMD-79-l6i "Reporting 
Unscheduled Events at Commercial Nuclear Facilities 
Opportunit i as to Improve NRC Oversight " 

HENORIEi J. iN Commission 79/05/15 Ip 


— 7906110333 Forwards NRC response to OAO rept EMD-79-16r "Reporting 
Unscheduled Events at Commercial Nuclear Facilities 
apportuni t 1 fls to Improve NRC Oversight " 

HENDRIE. JN Commission 79/05/15 Ip 


— 7906L10336 Forwards NRC response to OAO rept EH0-79-i6r "Reporting 
Unscheduled Events at Commercial Nuclear Facilities 
Opportunities to Improve NRC Qvarsight " 

HENDRIE. JM Commission 79/05/13. Ip 


— 7906110330 Forwards NRC response to OAO rapt EMD-79-16, "Reporting 
Unscheduled Events at Commercial Nuclear Facilities 
Opportunities to Improve NRC Oversight." 

HENDRIErJ. M Commission 79/05 /IS. Ip 


— 7906110341 Forward* NRC response to OAO rept EMD“79~I6i ''Reporting 
Unscheduled Events at Commercial Nuclear Facilltias 
Opportunities to Improve NRC Ovar sight " 

HENDRIE. J. M Commission. 79/05/15 Ip 


7906200283 Lleeiclg info rept for week ending 790511, 

REHM# T, A Office of the Executive DiToctor for Operations 
79/05/16 30pp 


7906270107 Req^uast* support for legislation re effective date provision 
qf If Mill Tailing* Radiation Control Act of 1978 Forwards 
draft statutory Language which would >«liminatt duplication 
of licensing authority U sectlon-bg-section analysis 
HENDRIErJ M. Commission. 79/05/30 SPP 


7906270116 Req^ueits support for Legislation re effective date provlsio* 
of U Hi I L Tailing Radiation Control Act of 1970 Forwards 
draft statutory Language eliminating duplication of 
licensing authority it sect ion-by-sact ion analysis M/o end 
HENDRIErJ 11 Commission 79/05/30 ip 


7906270123 Raquasts support for legislation re effective date provision 
of U Mill Tailing Radiation Control Act of i97B, Forwards 
draft statutory language which would eliminate duplication 
of licensing au thpr Ity. W/e end 
HEMDRlEiJ. M, Commission. 79/05/30. ip, 


7906270129 Requests support for legislation re effective date provlsio. 
of U Kill Tailings Radiation Control Act of 1978 Forwards 
draft statutory language which would eliminate duplication 
of licensing authority W/o end 
HENDRIErJ H Commission 79/05/30 Ip 


7906270133 Requests support for legislation re effective date provision 
of U Hill Tailings Radiation Control Act of 1978 Forwards 
draft statutory language which would eliminate duplication 
of licensing authority U/o end 
HENDRIErJ K Commission 79/05/30 Ip 


7906270144 Submits correction to 790507 testimony before Subcommittee 
on Energy r Nuclear Proliferation It Federal Svet Firsthand 
insp repts were from regional inspectorsi not resident 
inspector intensity of insp effort was equal 
HENDRIErJ M Commission 79/03/31 2pp 


79062701SO Ac k receipt of 790516 request for certain routine documents 
t’ reporting sves used Internally by NRC C Kammerer is making 
arrangements for delivery of documents 
HENDRIErJ M Commission 79/03/31 Ip 


—7906270157 Requests regular receipt of certain routine documents 6 
reporting sves used internally by NRCiSo that Environt 
Energy h. Natural Resources Subcommittee can be kept abreast 
of NRC development* 

MOFFETT»r House of Rep. r Government Operations. 79/05/16 ip 


7906270163 Ack receipt of 790316 Itr re transportation of waste metis 
Forwards description of NRC U DOT requiramont* for 
transportation of radioactive ma tli. NUREO-OJ70 Sc rept on 
transportation accidents from Jan 1970 to Feh 1979 
HENDRIE. JH Commission 79/03/25 3p 


—7906270160 Requests detailed rept outlining exact requirements of NRC 
In transp ortation of nuclear wastes 6 rept outlining 
locations 6 details of 22 accidents which have occurred 
SASSER, J Senate 79/03/16. Qlpp 


— 7906270173 NUREG“0t70 VI 

NUREO-Ot 7 O 4 Vol i< "FES on Transportation of Radioactive Matl 
by Air 6 Other Mode* " 

* Office of Standards Development 77/12/31 130pp. 


—7906270177 NUREO-0170 V2 

HUREO-0170. Vol 2, "FES on Transpor tat ion of Radioactive Katl 
by Air 4( Other Modes " 

e Office of Standards Development 77/12/31 2S3pp 


7906200244 Responds to 790320 ttr re physical security & safeguard 
measures for handling shlpnents of highly enriched U 
Forwards proposed change* to lOCFR/O, 73 ISO 
HENDRiEi J. H Commission 79/05/25 S9pp 


—7906280249 Request* addl & updated info re physical security 6 
safeguard measures for handling shipments of highly enriched 
U/ in light of deficiencies reveeled in incident involving 
dameged seals on shipment to Romania, 

ZABLOCKIiC.J House of Rep 1 Foreign Affairs, 79/03/20 3pp 


7906200251 Responds to questions in 760918 Itr re app 1 icab i li ty or 
Price-Anderson Act to proposed waste isolation pilot plant 
under various conditions of operation Addresses only NR-C 
authority under Price-Anderson Act 
HENDRIEiJ, M Commission. 79/05/25 9pp. 


—7906260254 Requests NRC opinion on app 1 icab i 1 1 ty of Pr ice-Anders on Act 
to proposed waste Isolation pilot plant under various 
operating conditions Facility to be built near CarlsbadrNM 
DINOELL# J D House o-f Rep. « Interstate Foreign Commerce 
78/09/10 Ip 


7906200237 Responds to 790329 Itr which forwerded JM Jones 790321 Itr, 
Gofnmsnts on limited appearance statements at public hearing 
conducted by NRC in Belem County, NJ re licensing of nuclear 
wests storage facility 

HENDRIE. J M Commission 79/05/23 2pp. 


— 7906280261 Ferwards JM Jones 790321 Itr commenting on manner In which 
public hearing was conducted by NRC in Salem CountyiNJ 
HUOHES M J House of Rep 79/03/29 2pp. 


7906200264 Responds to 790330 Itr re uss of synthetic aperture radar in 
locating potential power plant sites. NRC has not used such 
techniques, but does use others such as infrared films taken 
from aircraft platforms mult ispectral images 
HENDRIErJ M Commission 79/05/23 ip. 
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— 7*?0&3e0266 Info re wie of aperture radar in locating 

potential 5lt»s for- nuclear paucr plants 
DECQHCINIiD Senate 79/03/30 tp 


CONTRACT NBC CONTRACTS AND MODIFICATIONS 


79060201^.9 Notification of contract eiecutiom Mod I, to "AtJdl 
Logistical Support for Stanislaus Nuclear Praject<Unit 
l»Antitrust Hearings " Contractor P-G^rE 

UtGOlNSiE J Division of Contracts NRC-10“7a“604 79/05/09 

IP 


7906020178 Mod t r 1 nc 1 ud lirg transpor tation charges for items to be 
delivered under ‘'Addl Logistical Support far Stanislaus 
Nuclear Pro je c t. t/n i t 1. Antitrust Hearings *' 

MATTIA.M Of Division of Contracts BENTON. R P Pacific Oas 

Electric Co NRC-IO- 70-604 79/04/11 Ip 


7906050001 Notification of contract executionj Mad 7. to "Analgals of 
Hypothetical Accidents Resulting in Core Hettdoun *' 

Contractar Battelle Columbus Labs 

MYNATT4 N A. Research Contracts Branch FIN 4-4067 

NRC-04-076-293 78/ 12/02 ap 


—7906030002 Mod 7. adding funded period of performance to "Analysis of 
Hypothetical Accidents Resulting in Core Heltdoun " 

MORTON, K V Research Contracts Branch FIN A-4067 

NRC-0 4-076-293 79/04/17 2pp 


7906070349 Notification of contract esecutionj Mad 2 to 'TOR 
Micrographic Stoiage t' Retrieval Sys " Contractor ACCESS 
Corp 

MEORQU^L. Administrative Contracts Branch NRC-17-79-449 

79/04/20 ip 


—7906070352 Mod 2, extending term of contract -b delaying original 
installation date by 30 days, to "PDR Micrographic Storage & 
Retrieval Sys " 

MATTIA, M U Administrative Contracts Branch NRC- 1 7-79-4 49 

79/04/09 app 


7906130072 Notification of contract execution’ "Sys Maint Prograflimingi. " 
auarded to SBA. prime contractor Rehab Group, Inc. 
subcontractor 

HAOAN. T F Administrative Contracts Branch NRC-IO-79-a75 

79/05/01, Ip 


—7906130076 Contract "Sys Maint Programni ng« " auarded to SBA. prime 
contractor S' Rehab Groups Inc. subcofitrector 

MATTIArH J Administrative Contracts Branch MRC-lD-79-373 

79/04/02 I6pp 


7906130070 Notification of contract execution "Transcription of TMI 
Tapes. “ awarded to Neal R Oross U Co. Inc 

NISOINS.E J Admin istrative Contracts Branch NRC-10-79-400 

79/05/17 Ip 


— 7906130084 Contract. "Transcrlp tlon of TMI Tapes," awarded to Neal 
R Gross 4( Co. Inc, 

MATTIArM J Administrative Contracts Branch NRG- 10-79-400,. 

79/05/18 S2pp 


7906130006 Nottf icatlon of contract execution. Mod 0, to “Operation St 
Maint of Technical Assignment St Control Sgs (TAC8) " 

Contractor Oenatys Corp 

MEDROIf, L. A. K Administrative Contracts Branch. NRC-07-77-HO. 

79/05/15. Ip. 


— 7906130091 Mod 0. increasing estimated hours 4. celling amount 
to "Operation U Maint of Technical Aiseisnent k Control 8us 
ITACai." 

MATTIA* M J Admlnls trativa Contracts Branch NRC-07-77-1 tO 

79/03/15 2pp 


7906140106 Notification of contract execution: "Survey Instruments," 
awarded to EberljLne instrument Corp. 

H6DROW,L.A Administrative Contracts Branch FIM fl-l213 

NRC-05-79-262. 79/04/06 ip 


— 7906140808 Contract "Survey Instruments,*" awarded to Etierline 
Irstpoment Cprp 

MATTIA.M.J Division of Contracts, FIN B-1215. NRC-05-79~a62 

79/04/06 35pp 


7906ISOI23 Notification of contract execution, Mod 7 to **ConsiJltant 
Sve in Connection N/Antltrust Hearing," Centractof:CH2N 
Hill, Inc. 

MENCZER.W. B> Technical Aesist'ance, Centracts Branch, FIN B-3002, 

AT 149-84 5-0000. 79/03/09. ip.' 


— 7906150125 Mod 7, closing out contract for "Consultant 8vc In Connectier,- 
R/Anti trust Hearing " 

DOUOHERTViD J Technical Assistance Contracts Branch FIN 

B-5002 AT<49-84JOOao 79/05/0B ip 


7906150130 No tlfication of contract execut ion, Mod 1 to *"Imp Lementation 
6 Operation of NRC Document Control 8ys " Contractor TERA 
Advanced Svee Corp 

MATTIArM J Administrative Contracts Branch NRC-IO- 70-560 

79/04/23 Ip 


— 7906150133 Mod 1, providing addl e<\ulp 6 performance requirements 
5 administrative changes to "Implementation 8* Operation of 
NRC Document Control Sys " 

HATTIA.M d Administrative Contracts Branch NRC-10-7Q~500 

NRC- 10-70-580 79/01/29 9pp 


79061501 52 Notification of contract execution "Technical Asslstanci 
in Development of Regulatory Framework for Nuclear Waste 
Mgti " auarded to ANCA Ltd 

LEDOirC D Technical Assistance Contracts Branch 

NRC-02-77-201-45 79/03/08 Ip 


— 7906150155 Contract "Technical Assistance in Development of 
Regulatory Framework for Nuclear Waste Hgt. " awarded to 
ANCA Ltd 

OOUGHERTV.D J Technical Assistance Contracts Branch 

NRC- 02-7 7-20 1-45 79/03/08 iSpp 


7906150 159 No ti fication of contract execution. Mod 10 to "Document 
Distribution " Contractor Computer Data Sys, Inc 
HAOAN. TF Administrative Contracts Branch NRC-10-78-399 

79/04/09 Ip 


—7906150161 Mod tO. changing contractor name from Electronic 
Composition, fnc to Computer Data 8ysi Inc to "Document 
Distribution " 

MATTIA. M J Administrative Contracts Branch NRC-tO-70-399 

79/04/09 fp 


7906150165 Notification of contract execution, Mod 2 to "Electrostatic 
Copying Sve “ Contractor Literature Research Co 
WroOINS.E Administrative Contracts Branch NRC-lO-70-3At 

79/05/01 tp 


—7906130169 Mod 2. increasing funding to "Electrostatic Copying 
8vc " 

MATTIA.M J Administrative Contracts Branch NRC- 10-79-361 

79/05/01 ip 


7906150171 Not! f ication of contract execution "Expansion of 
Reliability Data Manual," awarded to IEEE 
WQLLETT.S A Research Contracts Branch FIN B-6700 

NRC-04-79-1B7 79/05/08 ip 


—7906150175 Contract "Expansion of Reliability »*ta Manual," 
awarded to IEEE 

MORTONrK. V Research Contracts Branch FIN B-670a, 

NRC-04-79-187 79/03/20 6pp, 


7906160027 Notification of contract axecutlon. "Cataloging Bupport 
Sve, **^ awarded to Infarmatlcs, Inc 

HAOAM, T F Administrative Contracts Branch NRC- 10-7 9 -362 

NRC- 10-79-362. 79/05/02 Ip 


—7906160030 Contract "Cataloging Bupport Sve, " awarded to Infor mtl Us, 
Inc 

MATTIArM. J Division of Contracts, NRC-10-79-362 
NRC-IO-79-362 79/04/24 3pp 


7906160038 Motif (cation of contract execution. Mod 6r to "Technical 
Astistancc/@af eguards 8uppl to OESMO, " awarded to Lulajlan Ic 
At loc la tisr Inc 

LEDO, C D Technical Assistance Contracts Branch FIN D-t527 

AT (49-24) -0326, 79/03/22. Ip. 


— 7906160035 Mod 6. decreasing amount obligated to "Technical Asstitencs/ 
Safeguards 8uppl to 0E8M0 " 

DaUOHERTYrO J. Division of Contracts FIN B-1587. 

Arc 49-24 1-0326. 79/05/04 Ip. 


7906160030 Notification of contract execution. "Yet If itat ion of Exxon 
Technique for Stability Calculations, " awarded to Nuclaar 
Associates Inti. 

MENCZERrW e Technical Assistance Contracts Branch. FIN 6-6609 

NRC-03-79-150, 79/05/01 Ip 
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— 790A160040 Contr^ict ''Vsrif icAtlon of Exxon T«chhiq,us for Stafatllty 
C « leu I At i on s r " auarded to Nucloar Atiociate^ Inti 
DOUGHERTY* 0 J OivUion of Contracts FIN B-&e09 
M!IC-03-79“150 79/05/01 6pp 


790^iaoo4S Notification of contract ex ecu tlon* Hod 3 to ing & 

Verification Sve *' Contractor Inti Buiinest Svc« Inc 
MlOOlNSrE Adffllnls tratl VO Contract* Branch NRC-10-77-07I 

MnC-I0”77-O71 79/05/02 ip 


7906180049 Nod 8i extending period of performance to ^'Kegpunchlng (i 
Verification Sve " 

MATTIA.M J Division of Contract* NRC-10-77-071 79/04/26 

4pp 


7906180282 Notification of contract execution “Imp 1 ementatlon of 
Executive Development Program* “ awarded to Project 
Assoc la tes« I nc 

PERLMAN* J, Purchasing aection NRG- 10-79-368 79/03/07 Ip 


--790616028G Contract “Implementation of Executive Development Program* ** 
awarded to Project A«aoc iates* Inc 

HAROETTrO -J Division of Contracts NRC- 10-79-368 79/03/09 

4pp 


7906180426 Forwards “Electrical ^ Instrumentation Technologg 8* Codes 
Training program* “ Progress Rept 12 for Mar 1979 
WAL,T0N»R F EbascQ Services* Inc (subs of Enserch Corp 1 
NRC-OS- 78-301 79/06/12 Ip 


— 7906180433 "Electrical 8( Instrumenta tlon Technologg t* Codes Training 
Program* “ Progress Rept 12 for Mar 1979 

* Ebasco Eervicesr Inc (subs, of Enserch Corp > NRC -03-70-301 

79/06/12 3pp 


7906180581 Notification Of contract execution* Nod 1 to “8gs Maint 
Prograramlng *' Contractor Inti Business 8vci» Inc 
HAGAN* T F Administrative Contracts Branch NRC-IO- 79-372 

79/04/24 Ip 


—7906180590 Mod 1* def initi i ing celling loaded rates to "Sgs Malnt 
Programming " 

* Division of Contracts NRC -1 0-79-372. NRC~lO-79-372 

79/04/20 3pp 


7906180597 Notification of contract ex ecu tlon* Hod 1 to “Radioactive 
Matl Transpor tatlon " Contractor Univ of Denver 
NIODINSrE Administrative Contracts Branch NRC-06-78-361 

NRC-06-7B-361 79/04/09 Ip 


—7906180606 Mod t* extending period of performance to “Radioactive 
Matl Transportation “ 

* Division of Contracts NRG-06-78-361 NRC-06-7a-361 

79/04/13 Spp 


7906180738 Natificatlon of contract execution “Transfer of 
MuJ t i’-Channsl Tapes to 30-MInute Cassettes* “ ataarded to 
Dlctaphona Corp 

MATTIAfM J. Administrative Contract* Branch NRC-10-79-393 
79/09/01. Ip, 


—7906100744 Contract* “Transfer of Multi-Channel Tape* for 30-Mtnut# 
Oassettesi" awarded to Dictaphone Corp 

MATTIAiM J Administrative Contracts Branch NRC- 10-79-398, 

79/03/01 lOpp 


7906180731 Corrected notification of contract execution* “Transfer of 
Kul ti-Channel Tapes to 30-Hinute Cassettes*'' awarded to 
Dictaphone Corp. 

MATTIA*M J Admlnl*tratlv» Contract* Branch, NRC-lO-79-390 

79/09/01. Ip 


7906190176 Notification of contract execution “Basic Ordering 
Agrsement to Develop Rqgulatorg Framework for Nuclear Haste 
Mgt* " awarded to Southwest Research Inf t 
LEBOi G D. Technical Assistance Contract* Branch. 

NRC-02- 77-20 1-46 NRC-02-77-201-4 79/09/17. Ip 


— 7906190181 Contract: “Basic Ordering Agreement to Develop fiegula-tor^ 
Framework for Nuclear Haste Mgt* “ awarded to Southwest 
Research Inst, 

DOUOHERTYi 0. J Division of Contract*. NRC -02-77-20 1 -46 
79/03/17. 19pp. 


7906290339 Notification of contract execution: “Implementation of ATMS 
Recommendation* on Std Plant Designs* “ awarded to M Oolag. 

PERLftANrJ, Purchasing Section, NRG -03-7 9- 144. 79/03/17 Ip 


— 7906230336 Contract “Implementation of ATW3 Recommendations an Std 
Plant Designs*" awarded to M Oolag 

HARGETT* DJ Division of Contracts NnC-03-79-144 79/03/17. 

5pp 


7906290337 Notification of contract execution “Design of Integrated 
Financial Hgt Info Su** “ awarded to Small Duslnass 
Administra tion 

HAOAN*TF Administrative Contract* Branch NRC-09-79-349 

79/05/17 Ip 


—7906250340 Contract “Design of Integrated Financial Mgt Info Sgs* “ 
awarded to Samll Business Administration 

HAT80N*C Division of Contracts NRC~09- 79-349 79/09/17 

llpp 


7906260123 Notification of contract a xecution* Mod 1 to “Aisoismant of 
Mill Tailings Impoundment Diversion Ditches & Flood 
Protection " Contractor Water U Environ Consul tants* Inc 
PERLMAN. J Purchasing Section NRC-02- 79-021 79/03/ 17 Ip 


— 7906260130 Mod 1* extending period of performance to 790424. to 
“Assessment of Milt Tailings Impoundment Diversion Ditches L 
Flood Protection " 

HARCETT.D J Dlvliion of Contracts NR C -02- 79- 02 1 . 79/03/02 

IP 


7906260139 Notification of contract execution “Review of Slip Rate 
Versus Magnitude Studu* “ awarded to D Slemmons 

PERLMAN. J Purchasing Section NRC-03-79-t46 79/03/17 ip 


--7906260140 Contract “Review of 81 ip Rate Versus Magnitude 8tudg*“ 
awarded to D Slommons. 

HARGETT* D J Division of Contracts NRC-03-79-146 79/09/17 

9pp 


7906270006 Notification of contract execut 1 on. Hod 4 to "PWR Vortex 
Technologg “ Contractor Vniv of lA 

HENCZER.H B Technical Aseietance Contract* Branch 

NRC-03-7B-i30 77/05/24 Ip 


— 7906270087 Mod 4* extending contract two months at no addl cost 4 
changing reporting requirements to allow far incorporation 
of NRC comments Into final rept to “PHR Vortex Technologg *' 
DQUOHERTV.D J 01 vis ion of Contracts NRC-03-78-130 79/09/24 

Ip 


7906270072 Notification of contract oxecut 1 on. Mad 7 to ‘'Sgs/Pro joct 
Haint Programming “ Contractor Bmall Business 
Administration Subcontrac tor Rehab Group* Inc 

MCOROW.L A Administrative Contract* Branch. NRC -10-77- 133. 

883-4-4-8(61-77 79/03/14 Ip. 


—7706270076 Mod 7* Increasing calling price 4 amount obligated for 
performance of “Sgs/Project Malnt Programming “ 

MATTIA.M 0 Division of Contract* NRC-10-77-133 
BB3-4-4-8(A>-77 79/03/30 2pp, 


7906270100 Notification of contract execution “Course on 
'‘Preconditioning Interim Operating Hgt Recommendations 
(PGIOMRl/Process Computer Software fo BWR'*“ awarded to 
OE 

PERLMAN, J Purchasing Section MRC-09-77-260 79/ns /oi in 
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790£0l01tB FQIA r«nu«5t by 'JCS for aLt doc«(n«nti re Toek Attiun Plan? 
A-40 it A'‘4l4 info on leisrnic l«su«« prepared for egiteniatlc 
evaluation prosram & iin«p rapts for Beaver Valley lunlte 
WElSSiE R SKeldon, Marmon 8c Rolsrean 79/03/19. 2pp 


7904a£01iB FQIA request by UC8 for all documenti re Task Action Plans 
A-40 8i A-41 j info on seismic issues prepa.rad for systematic 
evaluation pragram & Insp repts for Beaver Valley units 
UEISS«C R Stieldom Harmon 8c Roisnan 79/03/19. 2pp 


7906Ql01iB FQIA request by UCS for all documents re Task Action Plans 
A-40 U A-4lWnfo on seismic issues prepared far systematic 
evaluation program & insp rapti for Beaver Valley units 
I^EISS.E R :Stieldon< Harmon 8c Roisnan. 79/03/19 2pp 


790A010131 Responds to 790319 FQIA request re seismic Issues 
&Ecy^77-96lj "Systematic Evaluation of Operatins ReactorSr 
Phase I %> 11,“ Is now avaliatle in PDR 

FELTON, J M Division of Rules and Records 79/05/17 tp 


7906010125 BECY-77-561 

Revieikis Phase I of systematic evaluation program to obtain 
approval to proceed w/Phase II of p lant-'speclf ic revlau 
Recommends NRC approve continuation of program plan 
CASE, E O Office of Nuclear Reactor Regulation 77/10/26 47pp 


7906010127 Provides guidance on systematic evaluation program for 
operating reactors NRC approves objectives 8c general 
approach of program described in SECy‘*76-~545 

CHlUftcS J Office of the Secretary of the Commission 77/01/27 
2pp 


79060 1 01 79 SECY-77-539 

Advises Coirmi ss loners of plans to convert provisional OLs to 
full-term licenses 

CASE, E 0 Office of Nuclear Reactor Regulation 77/10/14 5pp, 


7906010246 Responds to FQIA request re equipment mentioned in 790902 
Itr NRC has no records relevant to this request 
FELTON, J M Division of Rules and Records 79/05/11 ip 


7906010249 FQIA request for info re equipment TM 9-6115-230-10 8- 
HOL-QAR Model CE 600-A/C E/0 

OELILLOiJ Affiliation Unknown 79/05/02 2pp 


7906010235 Responds to 790507 FOIA request Provides final award amounts 
of lit Sinai S' Oeorge Washington Univ Contract 
NRC-O1-70-O1B 

FELTON, J H Division of Rules and Records 79/05/18 tp 


7906010236 FQIA request for Info re final award amounts of Mt Sinai 8e 
Oeorge Washington Univ Contract NRC-01-7B-0ie U 
availability of final repts «n these programs 
PARKERSONiL Kinetic Research. Inc 79/05/07 tP 


7906010263 Responds to 790417 FOIA request for copy of winning proposal 
for Contract NRC-02~79-O37 Info partially withheld 
identification of consultants U qual if ications iref FQIA 
Exemption 4} 

FELTON. J n Division of Rules and Records. 79/05/18 Ip 


7906010269 Responds to 7Q1219 FOIA request re Edlow Inti export of 
8NH to India Four documents in PDR Info partially withheld; 

"Arms Control V Disarmament Agency Draft Disposition of 
Spent Tarapvr Fuel /Storage Aboard US'^Qwnad Vestel ’* 

FELTDNf^I M Division of Rules and Records 79/05/11 2pp 


7906010270 FQIA request for copy of winning technical proposal for 
Contract MR C -02-79- 037 » "Study of ALAR A for 
Rad 1 opharmaceutica 1 Manufacturer ” 

RAOANrK.H Kinetic Researchi Inc 79/04/17 ip, 


7906050070 Responds to FQIA request for I B»o«» 780407 presentation 
"Hacards to Persons Exposed to lonixlng Radiation <& to 
Their Children)' from Oesages Currently Permitted by NRC,'* 

FELTON, J.M Division of Rules and Racords, 79/05/25 2pp 


—790603008V "Hatards to Person Exposed to loniilng Radiation to 
Their Children) from Dosages Currently Permitted by NRCr '* 
revised for 700407 presentation to NRC. 

SROSSiD J. Roswell Part Msmorlal Inst. 79/04/07 34pp. 


7906050083 FQIA request for 1 Brass <Rosuell Memorial Inst) Apr 1980 
presentation of wort published as "Tri-State Qurvey '* 

LANOERre Affiliation Unknown 79/04/27 Ip, 


7906060004 Responds to FOIA request for Info on SL-l accident U 
investigation Forwards 8 Hanauer 7t0910 memo to C Thornton. 
FELTONr^f, M Division of Rules and Racords 79/04/26 lip. 


— 7906060000 Comments on industrial reactor sabotage Internal 
plant security should be strengthened 

HANAUER. 8 H Atomic Energy Commission <Pre 1975) 71/09/10 ip 


7906060087 Responds to 730713 Itr re review of rapt 0C-TOP-4 on 
seismic analysis of nuclear plant structures & equipment 
Submits chronological summary of basic seismic analysis 
requirements 8{ structural design criteria 

HENDRlEi J II Atomic Energy Commission, Deputy Director for Technical 
Review iPre-1973) 73/09/04 22pp 


— 7906060089 Discusses justification for 8, implementation qf recent 
reguUtoiy positions on seismic analysis of Category 1 
structures 4 components 

SHAQrL Atomic Energy Commission, Directorate of Licensing 
(Pre-1973) 79/05/07 5pp 


— 790606009S "Development of Criteria For Seismic Review of Selected 
Nuclear Power Plants " 

HEMMARK. N M . HALL.H J N H Newmark Consulting Engineering 
Services AT(49-24)-0H6 77/09/30 59pp 


— 7906060102 Proposes that NRC request opinions of ACRS on safety 
problems resulting from incorrect 88iH pipe stress 
calculations 

0ILIN8KY. V Commission 79/03/13 Ip 


— 790606010S Confirms 790313 conversation emphasixing dqslre to b« kipk 
properly Informed an matters of regulatory concern 
KENNEDY, R T Commission 79/03/13 Ip 


— 7906060112 Requests info re plant seismic-induced piping itresi code 
compliance w/NRC safety requiramonts during QL issuance 
KENNEDY, R T Commission 79/03/14 Ip 


— 7906060117 Forwards vugraphs for PDR re NRC 790313 discussion af 
seismic design problems in certain plants 
COMBS, r ft Public Document Branch 79/03/15 9pp 


—7906060120 Forwards responses to 790314 memos from RT Kennedy 6 
EJ Ghilt re plant seismic-induced piping strass evaluetion 
during OL application review W/RT Kennedy 790314 memo 
to LV Oossict 

DENTON, H R Qffiee of Nuclear Reactor Regulation 79/03/15 
29pp 


—7906060122 Requastfi info re NRC consideration of plant-specific piplrg 
sys in terms of past it present NRC safety requirements k K^C 
decision to apply recent findings on generic basis. 

KENNEDY, R T Commission 79/03/16 Ip 


— 7906060130 Ack receipt of 790313 memo re understanding that each 
Commissioner is to be promptly advised of any matter of 
important regulatory concern, 

008BICK, L, V Office of the Executive Director for Operatloni 
79/03/20 Ip 


— 7906060134 Expresses gratitude for 790320 briefing re seisMlc disigr 
Cites competence of three staffers. 

OlLlNSKYrV Commission 79/03/20 Ip 


--7906060136 Discusses 790321 conversations u/congrisslona 1 etaffi re- 
past events affected by SbH pipe stress calculations 
DENTON, K R Office of Nuclear Reactor Regulation 79/03/21 Ip 


—7906060145 Discusses 790320 congressional hairing re 88(W^ calcuLe^t ler il 
error It subsequent shutdown of five nuclear plants 
OIBBON, T Commission 79/03/20. 2pp 


906060184 Forwards proposed statement setting forth NRC guidance 
re FOIA requests which concern TMI Info partially withheld' 
statement (ref FQIA Exemption 5). 

BICKHITiL Office of the General Counsel. 79/04/20. if 


7906060199 aummery of 790403 priss conference held by 0 McOovern i 
UCS Forwards KcOovern's statement It press ralaaee 
KAKMERER, C Office of Congressional Affairs 79/04/12. 5pp 


7906070033 Provides INEL employee radiation exposure history for 
600607-780930. Info partially withheld: name, Social Security 
number It date of birth <ref FOIA Exemption 6) 

JONESfD. E. Energy, Dept of. 79/04/09 2pp. 


7906070037 Forwards Fletschakar 790430 FOIA raqueit for documenti 
obtained through civil investigative demand ra util proposal 
to construct Mendocino project, 

OfJLDBEROi J, R Anti-Trust Division. 79/05/04. Ip. 
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7906070040 Provida* INEL «in{>lova« rAdtatlon crposure hiatary for 
760402-790331 Info partially ulthhald natn«4 Social Sacurity 
numb«r date of birth (ref FOIA Exemption 6) 

JOKES j 0 E EnergyiDept of 79/04/09 Spp 


7906Q70066 Response to FOIA request for all documents re promulgation 
postible future revisions of Rep Oulde 1 3tR«vision 2t 
& Rep Oulde I 4rRevlsian 2i both dtd Jun 1974 

FELTON. J M Division of Rules and Records 79/0S/15 4pp 


—7906070075 Foruards proposed revision to Reg Guides 1 3 & L 4 re 
procedure to use 190-rem thyroid t* 20-rem uhole body dose 
during CP revieu 

MINOGUEt R B Atomic Energy Commission (Pro 19751 74/02/22 Ip 


— 7906070000 Forwards comments on draft of proposed Reg Guide 1 3» 
Revision 2rfr Reg Guide 1 4iRevisiDn 2. re assumptions used 
for evaluating potential radiological consequences of LOC. 
for awns 

BURKS, M A Atomic Energy Commission (Pre 1975) 74/03/27 3pp 


--7906070100 Comments on proposed revision to Reg Guide 1 3 recommends 
factor of 1 S be used for short-term events such as accident 
analysis 

HINOS, J A General Electric Co 701-021-74 79/04/02 3pp 


--790&070105 Comments on proposed revisions to Reg Guides 1 4 tt 1 21, to 
he considered at ACflS Reg Guide Subcommittee 740410 meeting 
no technical need exists for proposed revisions & ho 
increased benefits will result 
a Duke Power Co 79/04/04 3pp 


— 7906070123 Forwards drafts of proposed Revision 2 to Reg Guide 1 3 & 
Revision 2 to Reg Guide 1 4. 

ROCERSiL Atomic Energy Commission (Pre 1975) 74/04/19 Ip. 


--79060701G0 Proposes Issuance of eight new reg guides outlining 
positions developed by AEC on acceptable solutions to safety 
issues 

ARLOTTO* O A Atomic Energy Commission (Pre 1975) 74/05/01 2pp 


— 7906070133 Discusses fi;asus of eight reg guides transmitted to R 
Mattson from G Arlotto in 740901 memo Reg Guide t 3, Revision 
2, ft Reg Guide 1 4, Revision 2, are being forwarded for further 
review 

JARVIS, 8. Atomic Energy Commission (Pre 1975) 74/09/14 Ip 


— 7906070152 Discusses Revision 2 to Reg Guides I 3 S( 1, 4 re use of 
150-rem thyroid S’ 20-rem uhole body dose during CP review 
Requests review schedule for proposed reg guide revisions 
M I HOGUE, R 0 Atomic Energy Commission (Pre 1975). 74/09/iS tp 


--79O6O7O1S0 Forwards Revision 2 to Reg Guides 1 3 & 1 4 re acceptable 
procedures for using l 90 -r 4 m thyroid & 20-rem whole body 
dose during CP review FR notice & draft public announcement 
enc 1 

ROGER &i L. Atomic Energy Commission (Pre 1975). 74/06/10 Ip 


— 7906070163 Notice of issuance ^ availability of Reg Guide 1 3,Revlslon 
2, it Reg Guide i.4,Revision 2, re acceptable procedure for 
using t50-rem thyroid 6 20-rem whole body dose during CP 
review W/draft public announcement 

ROGERS, L Atomic Energy Commission (Pre 1975) 74/06/17 6pp 


--79P6070167 Requests AEC r e-«veluation of positions re Reg Guides 1 3, 
1 5 1, 2S & issuance of reg guides u/models 6 conditions 

consistent w/ectual physical phenomena 

HINDS, J. A General Electric Go , Nuclear Energy Products Dlv 
74/07/29 2pp 


— 7906070178 Comments on Reg Guide 1.3, Revision 2, "Assumptions Used for 
Evaluating Potential Radiological Consequences of LQCA for 
BWRs. " 

MAYNARD, C J Consumers Power Co. MAyN-75-74 74/09/03 Ip 


—7906070188 Requests initiation of change actions to revise Reg Guides 
1 3 ^ I 4 to more completely reflect recommended practices 
for LOCA radiological analyses Forwards draft guide 
indicating needed changee 

DENTON I H. R Office of Nuclear Raactur Regulation, 70/07/18 
13pp. 


— 7906070193 Requests review of draft 8EGY-78-tUAr '^Acc ident Evaluation 

Practices in Siting U Licensing of Nuclear Power 
Plants - Major Issues " 

OOLLERrK. R Division of Sitingr Health &< Safeguards Standards 
70/09/28. 2pp. 

— 7906070329 Summariies major Iteyes & a£t*t'native approaches In current 

accident evaluation practices In eiting it licensing of 
nucleer power plente 

MtNQGUE, R. Office of Standerds Development. 78/09/21 lOipp 


-- 7906070334 Reqve»te delay in completion of draft SECYWa- 1 1 lA until 
first draft of proposed revision to "General Policy 
Statement on Nuclear Power Reactor Site Evaluation," 

SECY-7S-37tp has been completed 

DEYOUNG, R C Division of Site Safety Environmental Analysis 
78/10/27 Ip 


—7906070340 "Assumptions Used for Evaluating Light Hater Cooled Nuclear 
Power Plant Siting Distances for Purposes of lOCFRlOO " 
a Office of Standards Developimont 79/03/31 lOpp 


— 7906070348 '♦Asiomptians Used for Evaluating Potential Radiological 
Consequences to Public from Design Basis Accidents in 
Light Hater Cooled Nuclear Power Plants for Purposes of 
lOCFRSO it 31 " Value/Impact Statement end 
e OffiCB of Standards Developiment 79/03/31 iGpp 


7906070071 FQIA request for all documents re promulgation tc possible 
future revisions of Reg Guide 1 3, Revision 2,1, Reg Oulda I 4 
Revision 2, bath dtd Jun 1974 Requests waiver of all fees 
PERLMUTTERrC 8 Affiliation Un Ten own 79/03/28 3pp 


7906070203 Responds to 790417 FOIA request for nonproprietary portion 
of Basic Ordering Agreement NRC-03-7a-i3l, awarded to 
Oage-Dabcock 6 Associates 

FELTON, J M Division of Rules and Records 79/05/11 tp 


7906070216 Denial of FOIA request for TR Oibbon 790314 memo to 
Commissioner Bradford re oil Toquirements resulting from 
shutdown of five nuclear plants it Thompaon 790315 memo to 
Bradford requesting info on TMI incident 

FELTON, J M Division of Rules and Records 79/05/21 3pp. 


7906070222 FOIA request for all info it records re 790313 decislDn to 
shut down five nuclear plants Requests waiver of any 
production fees associated u/request 

PLITCH, L H New England Regional Energy Project 79/03/23 Ip 


7906070229 Responds to 790503 FOIA request Foruards 8AND-77-1371, 
"Spent Fuel Heatup Following Loss of Hater During Storage." 

W/o end 

FELTON, JM Division of Rules and Records 79/05/13 Ip 


7906070230 FOIA request for BAND-77-ia71, "Spent Fuel Heatup Follouinii 
Loss of Hater Storage." dttf Sept 1978 

RYANi C R Mothers U Others Mobilising for Survival 79/03/03 Ip 


7906070232 Responds to FOfA request for licensing qualifications Tests, 
written answers i scores of reactor operators Licensed for 
nuclear facilities are available at PDR 

FFUTON, J H Division of Rules and Records 79/05/23 2pp 


7906070233 Requests licensing qua 1 If lea tions of all facllitlee' 
personnel, tests given St results for all plant operators 
EM8HW1LLER, T ft The Hall Street Journal 79/04/16 Ip 


7906070371 FOIA request for copy of Basic Ordering Agreement 
NRC-03-7e-131, "Technical Assistance fop Fire protection 
Program Review 6 Evaluation," awarded to Gags-Sabcock b 
Assoc lates 

HEBB,HA Rolf Jensen it Associates, Inc. 79/04/17 Ip 


7906130336 Forward f 790^02 memo re task group for generic inplicatlani 
of feedwater transletits in B&H-daslgned reactors 
CA8E. EG, Office of Nuclear Reactor Regulation 79/04/02 Ip. 


7906200470 "Effects of Heathering on Impregnated Charcoal Performance 
DEITZtV R Navy, Dept of« Naval Research Laboratory 79/03/31. 

70pp 


7906210007 Technical data on 8AICP-100 radioiodine cartridge for total 
Iodine (2.25-lncheB diameter by 1— inch deep), 
a Science Appl tcatione, Inc 79/03/06 3pp 


7906210066 Natiflcation of 790530 meeting in BethesdarMD w/owners of 
all operating Htstinghuuse-des Igned plants to discuss 
solution of items in IE Bulletins 79-06A 79-06A, 

Revision 1 

O'REILLYfP D. Standardization Branch. 79/05/29. 3pp. 


'906220136 NRC daily staff notes for 790517 
008SICK,L. V, Office of the Executive Director for Operations. 
79/05^10 Ip 


7906220186 Summarizes responses to IE Bulletin 79-06B. Operat Ing manualr 
are being serutlnlced Operational personnel are being 
trained. Radioactive gases k liquids transfer lines are 
interlocked w/contalnment isolation ti/or radiation signals, 

TAMiP Division of Btti Safety Ic Environmental Analysit 79/08/08 

app. 
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7906SSOS59 all in#o r» unauihorixad rimoval o# ASLAB 781I0I 

documanti 

KRANI6H.A Tr rods Pub 1 i i-h £ng i loc. 79/04/24 Ip 


79063905-04 Faruardi «ummarg of B&W plant ln«p for 
Inspector 790410 daily rapts 

DAVIS* J 0 Offlca of Impaction U Enforcamant 


790410 w/lE till 
79/04/10 3pp 


7906220263 Raapond* to 790424 ranoeat for info ra unauthorl led ramoval 
of ASLAB 781101 documanti. from ofc Forwards ralfvant 
docufflcntt 

FELTOM. J H Division of Rulas and Records 79/06/14 4pp 


79063909^48 Forwards summary of B6W plant Insp for 
inspector 790413 dally rapts 

OAVISi J O Office of Inspection It Enforcement 


790412 w/IE lUi 
79/04/13 


7906360200 Testimony before Subcommittee on Natural fta sources It EnvlroA 
of House Comnlttee an Science ti Technolopy 7906D3 Rieetlng 
ARNQLDrR C OPU Service Corp 79/06/02 4pp 


79062905-83 Forwards site inspector daily repts of 
790417 

DAVIS* J 0 Office of Inspection 6 Enforcement 


B6W reactors f«r 
79/04/30 tp. 


7906260479 Forwards telegrams re possible sabotage per FOIA reiiuect 
FLANDERS* D G Federal Bureau of Investigation 79/06/14 Ip 


— 79Q6260489 Advises sabotage not responsible for TMl Incident per 
HR Denton s tatement. Hirman factor overrode automatic safety 
f unct i ons 

e Federal Bureau of Investigation 79/04/30 3pp 


—7906260489 Expresses concern of Independent geological consultant re 
possible sabotage in 790328 TMI incident 
* Federal Bureau of Investigation 79/04/06 Spp 


— 7906260498 Expresses concern of US Labor Party repra sentat 1 ve* 
P Ooldsteinire possible sabotage in 790328 TMI Incident 
e Federal Bureau of Investigation 79/04/06 3pp 


— 7906260303 Forwards E Neiss FOIA rei^ueit U FBI telegrams re sabotage 
Requests copg of response 

FELTON* J H Division of Rules and Records 79/09/01 2pp 


7906260950 FQIA request for copies of documents obtained by NRG from 
DOJ re P-04'E proposal to construct Mendocino project 
FLEISCHAttER*! D S Center for taw in the Public Interest 79^04/30 
ip 


79063603S9 Responds to FQIA request for documents made available to KRC 
by DOJ re proposal to constru-ct Mendocino project 

Forwards Index to 14B microfilm rolls 

FELTON. J N Division of Rules and Records 79/06/12 Ip 


~-7906260559 Index to 148 microfilm rolls provided by CA Dept of Water 
Resources hatl involves PD6E Jan-Kar 1973 memos re proposal 
to construct Mendocino project.Encl available in Central 
Files, 

■» California* State of 79/06/12 889pp 


79063B0232 Ack receipt of Ltr re energy sources Forwards environ 
statement re nuclear power plant operation W/o end 
VQLLMER*R H Assistant Director for Systems Engineering 79/05/11 
Ip 


7906290015 Forwards 790404 Ur from JC Villfarth to tV Ooselel* 4* 
790401 mamo 790414 ltr from JA -Califano to JM Hendrte 
ROBERTS* R.M, Healthe Education It Welfare. Dept. of. 79/06/19 Ip 


— 7906290017 Forwards FOIA request received by NRC from A1 Roieman for 
documents re TMI incident originated by HEW Requests expe- 
dited review of documents 

FELTON* J.H Division of Rules and Records 79/06/13. Ip 


-*'7906290030 expresses gratitude for 790403 Ur deecriblng plans far 
monitoring worker exposure to radiation Requests addl info 
re procedure for obtaining latest amplavee exposure data 
from Metropolitan Edison in opportunity to review sys, 

CALIFANO.^ A, Health. Education 6 Walfare. Dept of. 79/04/14 

Ip 


— 7906290027 Dlicufsee removal of fi-uraau of Radiological Haalth 
reprasentative from command ctr covering TMI. Hi 11 provide 
copies of Food it Drug Adminiftra tion niU It food It watar 
samp ling raeults of pravioue day W/7904DI memo* 

V,ILLFORTH*J C, HEWiDapt. of* U8 Pgbllc Health earvlCS. 79/04/04 

2pp 


7906290036 Forwards suoimary of etaty* of BliW plants for 790419 w/IE 
sits Inepecfror deily repts of Bt«H rdactars for 790409. 

DAVIS# J 0. Office of Inspection l« Enforcement. 79/04/09. 3pp. 


7906290078 Forwards summary of B|iW plant irip for 7904U w/lC sita 
inspector dally repts of ' HW Tmactori for 7904U. 

DAVIS* J 0 Off Us of Tne^ection It Enforesment 79/04/13. 3pp, 

' i ^ 

79062904^17 Forvardsi site I insplctor dail^ feptf lof »l.W reactors for 
790420 ,1^1, I 

DAVIS* J.O Office of tnepettion It Enforcement. 79/04/36. tp. 


OEM TEC re GENERIC TECHNICAL ISSUES 


79031204Q1 Forwards Revision 2 of Task Action Plan A-27irtlDad 
applications Completion requires approx 0 07 man-yrs 
Completion progected for Uune 1979 

STELLO* V Division of Operating Reactors 79/03/16 Spp 


79060201B0 Concurs w/proposed revision to Task Action Plan. A-17, ‘Byi 
Interaction in Nuclear Power Plants 

EISENHIIT*D O. Assistant Director for Syitame Engineering 7f/03/&S 
IP 


7906040392 Comments on revised Task Action Plan A-30* "Adequacy ef 
Safety-Related Power Supplies suggests definition of areas 
of common concern among electric-related thermal analyier 
programs 

STELLO* V. Division of Operating Reactors 79/04/13 3pp 


7906180348 Determines that recent abnormal events involving potenUil 
failures of startup transformers necessitates expanding 
scope of Oenerlc Issue 0-23* "Degraded Grid Voltage " 

Describes proposed course of action 

VOLLMER* R Assistant Director for eystems Engineering QRIMESrS 
Assistant Director for Engineers Ic Projects (Pre 790625) 79/01/17 

tlpp. 


7906190118 Discusses addl funding requirements identified during 
midyear review of SNL Mark I technical assistance contract 
Forwards program revision ltr requesting *60*000 funding 
increase for BNL Contract A3106 W/o end 

GRIMES, c. I Assistant Director for Plant Byitems 79/04/85 


7906250037 Notification of 79051B meeting w/BD LtawrJ Stransnidir I 
F AlaieCer In BethesdarMD to discuss technical assistanci 
requirements for consequence analysts portion of Task Action 
Plans A*’3*A-4 l< A-S 

LAORANOErR 0, Engineering Branch. 79/05/15, ip 


7906250037 Notification of 790518 meeting w/8D Uiauf* ^ Btronsnlder i 
F Almeter In Bethstda.MD to discuss technical assistance 
requirements for conssquence analyses portion of Task Action 
Plans A“3, A-4 I* A-5 

LAORANOE*R 0 Engineering Branch. 79/05/15 ip 


7906350037 Notification Of 790518 meeting w/BD Liaw* J Btronsnidtr k 
P Almeter In BethesdaiMD to discuss technical assistance 
requirements for consequence analyses portion of Task Action 
Plans A**3rA-4 I* A-5 

LAGRANGE* R. 0. Engineering Branch. 79/05/15. Ip. 


7906390193 Notification of 790530 meeting w/Mark 1 owners group In 
Bethesda*HO to discuss safety relief valve discharge load 
frequency U off-center quencher load definition for Mark I 
containment long-term program. 

GRIME8.C I Plant Systems Branch. 79/05/32 3pp 


7906390193 Notification of 790530 meeting w/Mark I owners group in 
BatbeedaiHD to- discuss safety relief valve discharge load 
frequency tn off-center quencher load definition for Hark f 
containment long-term program, 

QRIHESrC. I. Plant Systems Branch. 79/05/22 3pp. 


lltE INSPECTION AND ENFORCEMENT 


7903150394 Forwards IE Info Notice 79-03* **Limt torque Valve OMr«l Uill 
Switch Lubricant*** for 790209 issuance Draft of transmittal 
ltr end. Ho imp followup Is nocesiary. 

Ma&ELCY#M C Division of Reaetqr Qporatlqns Inspectitni 79/08/0* 

3pp 


— 7903150398 IE Info Notic* 79-03* "Uimltorqoo Valve Geared Llalt Mill 
Lubricant.** Notes excessive failure rates of referenced 
switchee due io har^thing It drying out of lubricant. 

Roconisondt Mobitgroaio 88 as roplacomont. 
e Office of Inspoction i Enfordoaont. 79/02/09. Ip. 
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7902210141 Foritfardi IE Bulletin 79-0li "Environ Qualification of date 
IE Eqo ipmantf *' w/draft transmittal latter for 790208 
dispatchins If/list of It a^stematic evaluation prosram 
plants for uhich no action Is required 

HOSELEV'i N C Office of Inspection U Enforcement 79/02/0& 2pp 


7903040199 Forwards IE Circular 79-06i "Fal lure to Use Syringe tc Dottle 
Shields in Nuclear Mediciner" Hat of llcenieee 
a Region 5r San Franclscot Office of the Director 79/04/19 
9pp. 


7905110040 IE Bulletin 79"tOj "Requal 1 f Icat Ion Training Program 
Statistics " 

* Office of Inspection & Enforcement 79/05/11 9pp 


79060f>0l53 IE Info Notice 79-10# "Nonconforming Pipe Support Struts " 
* Office of Inspection & Enforcement 79/04/ldi 3pp 


79060i>0L5% IE Info Notice 79-11. "Lower Reactor Vessel Head Insulation 
Support Problem ” 

* Office of Inspection U Enforcement 79/05/07 2pp 


790£Dfk0161 IE Info Notice 79-12# "Attempted Damage to New Fuel 
Assemblies " 

» Office of Inspection U Enforcement 79/05/10. 2pp 


7906060164 IE Info Notice 79“13i "Indication of Low Water Level in 
Oyster Creek Reactor " 

* Office of Inspection ^ Enforcement 79/05/29 tlpp 


7906060165 IE Bulletin 79-11* "Faulty Qvercurrent Trip Device in 
Circuit Breakers for Engineered Safety 8ys " 
a Office of Inspection 4- Enforcement, 79/05/22 6pp 


7906060160 IE Bulletin 79-12# "Short Period Gcrams at BWR FacUitUs 
IE Circular 77-07 end 

* Office Of Inspection 4« Enforcement. 79/05/31 8pp 


7906060172 IE Circular 79-Q8r "Attempted Estortlon - Lou Enriched U 
Sanitized summary of GE Wilmington incident 
* Office of Inspection it Enforcement 79/05/18 7pp 


7906290214 IE Info Notice 79-14i "Safety Classlf Icatlon of Electrical 
Cable Support Sys " 

ENGELKENrR H Office of Inspection k Enforcement 79/06/11 3pp 


V906290220 IF Info Notice 79-17# "Source Holder Assembly Damage from 
Misfit Getueen Assembly it Reactor Upper Grid Plate " 

O'REILLY# v/ P Office of Inspection it Enforcement 79/06/20 4pp 


790629023^ IE Bulletin 79-02i Revi s i on 1* "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Dolte " 

S£7FRITj K V Office of Inspection tn Enforcement 79/06/21 Ilpp 


7906290237 IE Circular 79-09* "Occurrence of Split or Punctured" 
Regulator Diaphragms in Certain Self-Contained Breathing 
Apparatus " 

SEYFRITiK V Office of Inspection tt Enforcement 79/06/22. 6pp 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


7903210496 NUREO-0330 

Buff Book 2 Status Summary Rept# Advanced Reactor Safety 
Research# da ta as of 790131 

4 Office of Nuclear Reactor Regulation 79/02/27. BOpp 


7903300562 Notifies that NRC has completed review of environ statutes 
as promised in 781219 Itr Summary of NRC reipons lb iUtles 
under various environ statutee enc I 

DENTON* H.R. Office of Nuclear Reactor Regulation. 79/03/16 lOpp, 


— 7903300586 Requests participation in Talk Force on Environ Statutes# to 
review compliance u/ emitting regulations Request for Info 
Sa cooperation end. 

ANDRUS# C, D. Inter lor* Dept of 78/11/16 iSpp 


7905290343 Forwards NURE0-0555r "Environ 8RP for Environ Review of 
CP Applications for Nuclear Power Plant*.'* 

DEYOUNOtR, G, Division of Sit* Safety 4, Environmental Analyeis 
79/08/21. Ip. 


— 7903290349 NUREG-0555 

NURE0-05S9r '^Environ 8RP for Environ Review of CP 
Application* for Nuclear Power Plants." 

« Office of Nuclear Reactor Regulation. NUREO-055S. 79/05/21. 
800pp. Aya liable at NTI6. 


7906010050 MUREO-0020 V3 N4 

Grey Book Operating Units Status Rept# data as of 790331 
e Commlisiott 79/04/30 IGDpp 


7906010219 NUReO-0298 

White Book Fire Protection Act ion# gtatus Summary Rept# 
Revision L 

* Commission 79/05/02 26pp 


7906010337 Research Info Lfcr 53 results of initial series of three 
incore experiments on coolabllity limits of poet-accident 
particulate LNFBR fuel debris in sodium pool Forwards 
NUReO/CR-0263 it NUREO/CR-042 1 

LEVlNErS Office of Nuclear Regulatory Research 79/03/10 7pp 


7906010337 Research Info Ltr 53 results of initial series of three 
Incori experiments on coolabllity limits of post-accident 
particulate LMFBR fuel debris in sodium pool. Forwards 
NURE0/CR-0263 i NUHEO/CR-0421 

LEVINE. S Office of Nuclear Regulatory Research 79/03/10 7pp 


— 7906010344 NUREG/CR-0263 

"Debris Bed Studies U Experiments at 8andia Labs '* 

RIVARD#U B Sandia Laboratories FIN A-1181 SAND78-0299 

78/07/31 59pp Available at NT18 


—7906010351 NVREG/CR-0421 

"Post-Accident Heat Removal Debris Bad Expcritnents D-a >8# 

D-3 " 

RIVARD# JB Sandia Laboratories FINA-liei 8AND7a-123B 
78/11/30 60pp Available at NTIS 


7906020094 NUREQ~04a2 

"Occupationa I Radiation Exposure at Light Water Cooled Power 
Reactors." annual ropt for 1977. 

PECKfL J Office of Management and Program Analysis 79/05/31 
92pp Available at NTIS 


7906020097 NyREG/CR-0220 

"Manifeitat i one of Nonlinearity in Fuel Ctr Thermocouple 
Steady State 6 Transient Data Impllcatione for Data 
Analysis '* 

LANN1ND#D D # BARNES# B □ i WILLlFaRD, R. E Battel U Matnorlal 
Institute# Pacific Northwest Laboratory FIN D-2043 PNL-2692 

79/01/31 I22pp Available at NTIB 


7906020102 NUREO/CR-0799 

"Experimental Investigation of Aerosol Behavior In 
Post-LKFBR Accident Reactor Containment Atmocphere " 

WEORZYNiJ , BHAWrD T. New York* State ilniv of# Buffalo. FIN 
B-5974 79/04/30 45pp Available at MTIS 


7906020105 NUREO/CR-0426 V2 

"Radiation Doee to Const Workers at Operating Nuclear Power 
Plant Sites#" Vol 2 .Apps A-F 

ENDRES#0. W # BHlPLERiD D BatteLle Memorial Institute# Pacific 
Northwest Laboratory FIN &-2073 PNL-2778 70/12/31 200pp 
Available at NTIB 


7906020143 NUREG-0948 

"Selection b Training of A&LB Panel Members# Rept to 
Congress. ** 

* Commission 79/04/30 241pp. Available at NTI8 


7906020148 NURE0/CR-065B 

"Mathematical Simulation of Sediment ti Contaminant Transport 
In Surface Watersi '* annual rept# Oct 1977-8ept 197B 
ONISHIrV. * ARNOLD. E M * SERNE* R J Bat telle Memorial Institute# 
Pacific Northwest Laboratory FIN B-2271-9 PNL-2902 RE 79/0I/3i. 

32pp Available at NTIS, 


7906020195 NUREG^CR-0793 

"Buckling Criteria 8« Application of Criteria to Design of 
Steel Gontainieant Bhell#*' final rept# Jan 197S-t1ar 1979. 

SElDErP # WEINGARTEN#V r MASRIiS. International Structural 
Engineers# Inc NRC-03-77-131 79/05/31 105pp. Available at 

NT18 


7906020220 NUREO-75 /087 13. 1. 2 

SRP.RcvIsian 1 to Bection 13,1.2* "Review of Safety Analysis 
Rept for Nuclear Power Plante, " 

* Office of Nuclear Reactor Regulation. 79/04/30. 8pp. 


7906020244 NUREG/CR-07S0 

"Analysis of Aerosol Particles Undergoing Oravitationa 1 
Agglomeration*" annual progress rept for Oct 1977-aept 197B 
LOVALKArS. K. Mis tour 1# Unlv. of. FIN B-8978. 79/04/30. t07pp. 

Available at NTIS 
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790fi03004B Reapn-nda to raqu««tr for NURE<J-04&Si "Tran^portat ion Security 
Penoranel Training Manual* “ Vols t^3 Rept may be purchased 
from NTIS 

JONES. R J Safeguards Standards Branch 79/04/04 Spp 


-'7906050049 J^equasts Nl/REC-0465f "Transpor tat ion Seci/ritq Personnel 
Training Manual*" Vol* 1-3 
NELSON. H J> Nuclear Vote 79/03/29 (p 


79060500&6 NUREQ/CR-0706 

"FRAP-S3 Computor Code for Steady State Analgsla qf Qiride 
Fuel Rods. “ model assessment rept 

COLEMAN, D R . LAATS. E T , SCOFIELD. NR EC 8< 0, tnc FIN A-6046 
TREE-1352 79/04/30 9app Available at NTlS 


79060 3009fl NunEO/CR-OOOl 

"Red-aundle Therma l-Hgdraul ic Analysis Using Boondary-F i tted 
Coordinate Sy s " 

SHA.W T 4 rHOMPSON, J F Argonne National Laboratory FIN A~2043 
ANL- 70-1 79/01/31 45p p Available at NTIS 


79060501 10 NUfiEO/CR-0739 

"Quarterly Technical Progress Report on Nater Reactor Safety 
Programs Sponsored by NRC Div of Reactor Safety Research.'* 
Jan-Mar 1979 

YBARRPNDO. L J EG «, C, Inc FIN A“604t TREE-1299 79/04/30 

GOpp Available at NTIS 


7906030134 NUflEG/Cfl-06lO 

"Surface Heat Flut Perturbations in DDHT Fuel Pin 
Simulators " 

Orr. L ^ . CHILDS. K W Oak Ridge National Laboratory FIN 8-0125 
ORNL/NUREO- 54- 79/04/30 I2lpp Available at NTIS 


7906090141 NUReG/CR'0699 

"Leal Rate Tests on PC-1 Pu Product Cana Sealed by Holding." 
final rept,S«pt J970-Jan 1979 

COLTEN. J D * PETTIJOHN^R R SRI International NRC-D0-7e-076 
79/05/31 28pp Available at NTI6 


7906050200 NUnEO/CR-0547 

"LWfi Safety Research Program* "quarter ly progress rept, 

Jul-Sept 1978 

SACHS. R 0 , KYOERf J A Argonne National Laboratory FIM A-2014 
ANL-78't07 79/01/31 51pp Available at NTIS 


7906050216 Responds to WA Spratiey 790413 Jtr to JM -Hendrie re safety 
of nuclear power plants Forwards IE Bulletins 79-05 At 
79-05A, NRC Annual Rept 1978. NUREO-0396 NOREO--7S/1 1 1 
NUREG-ZS/OS? will answer other question N/o end 
DEVOUMO. R C Division of Site Safety V Environmental Analysis 
79/05/01 2pp 


— 7906050221 Requests info on safety programs for Input or criticism of 
State of OH review of nuclear reactor safety Relevant Info 
from state ofc end 

SPRATLEV.NA Ohio* State of. 79/04/13 6pp 


7906030226 NUReG/CR-0644 

"Oeetec hnica 1 Analysis of Soil Samples From Test Trench at 
Western MY Nuclear 8vc Ctr.West Valley. NY " 

rrCKIES.R H 4 FAKUNDINY.R H Mew York, State of FIN D-6008 
NYS0S/79-240I 79/04/30 27pp Available at NTIS 4 30 


7906050273 NUREO-03aO V3 K5 
"Prograpt Summary Rept •’ 

e Office of Management and Program Analysis 79/05/lB lOlpp 
Available at NTIS 


7906050277 NUREG/CR-07 16 

mp Gas Cooled Reactor Safetu Studies" ouarterlu 


7906180713 NURE0/Cfl-O6B9 

"Methods for Prediction of Strong Earthquake Ground Motion " 
e Southern California, Univ of FIN B-6677 79/03/31 570pp 

Available at NTIS 


7906160717 NL(RE0/CR-0693 

"Statistical Methods for Evaluating Sequential Natl Balance 
Data ■« 

UINCEK. M A . &TEMART. K B , PIEPEL.G F Battel le Kemorial (nstitutr. 
Pacific Northwest Laboratory FIN 0-20149 PNL-2920 79fOAJ30 

I70pp Available at NTIS 


79061 B0723 NUREC~0525 

"Safeguards Summary Event List (8SEL) " 

OAViDSONiJ J Division of Safeguards 79/05/31 114pp AvaiUbli 

at NTIS 


790618073S NUREG-0246 

"Etiel Supply Investment Cost Coal 5 Nuclear " 

a United Engineers tt Constructors, Inc (subs of Raytheon C4 9 
NRC-04- 76-351 cao-2477-lO 79/04/30 GSOpp Available at NTIS 


7906130742 NUREO/CR-OSSl 

"LWR Pressure Vessel Irradiation Surveillance Dosimetry," 
quarterly progress rept, Jul-Sep t 1970 

GUTHRIE. G L . HCELROV.W N , LIPPINCOTT, E P Hanford Engineering 
Development Laboratory FIN B-39ag-7 HEDL-TME 7B-a 70/12/31 
230pp Available at NTIS 


7906 IS 0749 NUREO/CR-0712 

"BWR Steady State Capability of NBAP-EM Sys '* 

SHARP, D A Savannah River Ecology Laboratory FIN fl-4l36-0 
DPST-NUReo-7G-l 79/04/30 75pp Available at NTIS 


7906100757 NUREG/CR-OBSS 

"Buckle Spherical Harmonics Solutions of Neutron Transport 
Problems " 

BLOMOUiaT.R N , LEWIS, fc E Northwestern Univ FIN A-4079 
79/05/31 lOOpp A/allable at NTIS 


7906130762 NVREG/CR-07t3 

"BHR LOCA Analysis Capability of WRAP-EM Sys " 

BUCKNER, M R , DECKMEYEH, R R . GRtODRY. M V Savannah Rivor Ecology 
Laboratory FIN 0-4126-8 DPST-NUREO-78-2 79/04/30 44pp 
Aval lab le at NTIS 


7906100765 NUREC-03Sa 

"SER Related to Operation of FFTF. Buppl 1 " 

* Office of Nuclear Reactor Regulation 446 79/05/31 iSOpp 

Available at NTIS 


7906130770 NVREG/CR-0/ 14 

"User's Guide for BWR LOCA Analysis Capability of WRAP-EM 
By s " 

BECftMEVeR.n R , GREGORV.M V , REED, R L Savannah River Ecology 
Laboratory FIN D-4 126-0 DPST-NUREO 78-3 79/04/30 208jjp 

Available at NTIS 


79061&0774 NUREG/CR- 073 a 

"Physical Protection of Nuclear Matl In^Trans i t. " quarterly 
progress rept, Jan-Mar 1979 

CHAPMAN* 1. D Sand la Laboratories FIN A- 1060 SANa7?-063l 

79/04/30 I3pp Available at NTIS 


7906ISO779 NUREG/CR-0a25 

"Critical Eaper imantsi Measurements b Analyses to Establish 

Crack Arrest Methodology for Nuclear Pressure Vessel 

Steels," fourth annual rept, Oct 1977-act 1978 

HAHNrG T , OEHLEN.P C , MOAGLAND, R 0 Hattelle Memorial 

Columbus Laboratories FIN A-4046 BMr-2085 79/05/31 240pf 

Available at NTIS 


7906100804 MUHEG/CR-0796 

"Criticality Experiments W/0ubcr Itical Cluster* pf 2 35 wtJt 
^ 4.29 wt:? U-235 Enriched U Oxide Rods in Mater w/U ar Lead 
Reflecting Malls " 

8LERMAN, S R , DVRST, 8 M , CLAYTON, E D Battel le Memorial ln»tllut*r 
Pacific Northwest Laboratory FIN B-2094 PNL-a027 79/D4/3G 
AOpp, Available at NTIE 


7906210318 NUREO/CR-0670 

"Analysis of Heat Mass Transfer Processes of V Qxlde 
Bubble in Sodium for Fuel Aerosol Simulant Test (FAST) ** 
TOBlASrM L Qal Ridge National Laboratory FIN B-0121 
OnMU/NUREG/TM-3 79/05/31 49pp Available at NTIS 


7906210325 NUREG/CR-0824 

"Critical Experiments, Measurimenti Analyses to Establish 
Crack Arrest Methodology for Nuclear Pressure Steels*'*' 
quarterly rept for Oct - Dec 1978, 

HAHN«<^ T , GEHLEN, P C , KAR8CHALL, C, H, Battel le Memorial Insttiutr, 
Colu/Hibi/s Laboratories FIN A‘‘4046 BM-2026 79/05/31 86pp 

Available at NTIS 6 00 
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790&3103.6& NUREO/CR-0335 

■’A(Jv 4 ini: e<J Haactor Safety Reeeath, q^uarterlg rep t* Jan-Mar 
1978 

COATS. R L t POWELL. J E . WALKER. J \f Sand la Laboratories FIN 

A-tOlA SANOVQ-lAai 79/01/31 174pp Available at NTI8 


7906310376. NUR EG /CP-0006 

"Revleu Group Meeting on Two-Phaso Flow In« trumentat i on. " 
rept of 780313-14 meeting at RenseaLaer Polytechnic Inst. 

Troy. NY 

HSU# Y Y Office of Nuclear Reactor Regulation 79/04/30 46Bpp 
Available at NTI9 


7906230111 Forwards errata NUREO/CR-O42t . ♦'Post-Accident Heat Removal 
Debris-Bod Ecperiments 0-2 D-3. " f SANI)70-123B) 

RlYARDiJ B Sandia Laboratories 79/04/03 3pp 


7906230132 Forwards addl comments on NUREO-0396. to be added to notebook 
of comments forwarded 790409 

COLLINS. H E Assistant Director for Emergency Preparedness 
79/05/15 Ip 


—7906230133 Ac k receipt of Itr req.uestlng return of 790330 comments on 
NRC/EPA task force rept on emergency planning All comments 
received have been placed in PDR 

COLLINS. K E Assistant Director for Emergency Preparedness EPA 
920/ 1-78-01 79/04/27 Ip 


— 7906230134 Rat^uests return of comments on NUREO-0396 so mods can be 
made in light of TMI developments 

HANNlNQERrA Commonwealth Edison Co 79/04/02 Ip 


— 7906230136 Comments on NUREG-0396 questions validity of technical data 
dealing u/doses. timing, probab i 1 i ties % distances Info 
presented 6[ conclusions reached place undue emphasis on 
unrealistic worst-case scenarios 

BEQLETTO. J A Southern California Edison Co 79/04/16 3pp 


— 7906230138 Comments on NUREO-0396 guidance pradomi nantly general in 
nature St subj to diverse interpretation Need to develop 
consistent federal guidance on emergency planning St uniform 
Federal policy for emergency plan review 
AXELROD. D New York. State of 79/04/13 5pp 


— 7906230139 Comments on NUREO-0396 endorses concept of emergency 
planning tones Plans to update state i> local plans to 
reflect KUREO-0396 concepts as soon as final adoption of 
rep t 

MCCLELLAND. B J Washington. State of 79/09/02 Ip 


—7906230141 Comments on NUREO-0396 considers info provided of value In 
IL emergency planning program Supports need to separate 
siting criteria from emergency planning Prudent to 
re-evaluate analyses performed per WAQH-1400 
REIZEM. M g Michigan. State of 79/04/17 app 


—7906230142 Comments on NUREQ-0396 basis for planning recommendations 
is Inapropriate Many NUREO-0396 recommendations are beyond 
scope of licensing considerations, 

UHRIGjR E. Florida Power <« Light Co L- 79-96 79/04/19. 2pp 


— 790623D144 Comments on NUREG-0396' agrees w/prlnclples developed in 
document Questions adequacy of lO-mile radius for 
emergency planning lone 

VaUNGrO Kentucky, ^tate of 79/03/09 Ip 


--7906230146 Further comments on NUREO-Oa96 in light of TMI Incident 
rept does not consider possibility or consequences of 
evplaston similar to that threatening TMI Recommended 
planning distances for meltdown not adequate 
JONES. O.L Virginia. State of 79/04/30. 2pp 

— 7906230147 Comments on NUREO-0396 TMI incident demonstrates need 4* 
Importance of detailed hazard analysis of each fixed 
nuclear facility in PA Analysis should go beyond generalized 
linear definition of emergency planning zones 
HENDERSON. Or K Pennsylvania. State of 79/09/10. ip. 


— 7906230150 Comments on NUREG-0396. contains useful observations 8. Info-, 
but entirely inadequate in moving NRC toward achieving 
effective plans to protect public after severe accident 
BANCROFT. M Public Citizen Litigation Group 79/05/10 fp 


7906260493 NUREG-0S54 

♦♦Sing le-Fai lure-Proof Cranes for Nuclear Fewer Plants “ 

PQRSE. L. Division of Engineering Standards 79/09/31 ld.pp. 


79O6260S74 *'Nuclear Power Plant Fire Protection Fire Detection 
eSubsgs Study Task 21 ♦* 

BERRY. DL Sandia Laboratories FIN A-IOSO 6AND7Q-1373 
79/03/31 96pp. 


7906260596 NU.RE0/CR-06B6 

"Advanced Two-Phase Flow Instrumentation Program. "quar ter 1 y 
progress rept for Jul-Sept 1970 

TURNAGE.K O . DAVIS. C E . THOMS. D Q Cat Ridge National Laboratory 
FIN B-0401 79/09/31 66pp 


7906260601 Research Info Ltr 94 forwards NUREQ/CR-0469. "SETS User's 
Manual for Fault Tree Analyst." by Sandia Labs 

LEVINE. S Office of Nuclear Regulatory Research 79/09/15 3pp 


—7906260608 MUREO/CR-0463 

"BETS User's Manual for Fault Tree Analyst " 

WORRELL. R B . STACK. D W Sandia Laboratories FIN A-1191 
SAND77-2051 79/05/15 96pp Available at NT IS 


7906260609 NUREG/CR-0751 

"Physical Protection of Nuclear Faci 1 1 1 i es. *' quarterly 
progress rept for Jan-Mar 1979 

CHAPMAN. L D Sandia Laboratories FIN A'-I060 BAND79-0734 

79/04/30 30pp 


7906270173 NUREO-0170 VI 

NUREO-O170. Vol 1. "FEB on Tra nsp o r ta 1 1 on of Radioactive Ma 1 1 
by Air 6 Other Modes " 

e Office of Standards Development 77/12/31 IDDpp 


— 7906270177 NURE0-O17O V2 

NUREO-0I7O. Vol 2, "FES on Transportation of Radioactive Matl 
by Air Other Hode-s " 

a Office of Standards Development 77/t2/3i 22Sp p 


7906280011 NUR EG/C R-07 B I 

'♦Skysh ine-l I Procedure Calculation of Effects of Structure 
Design on Neutron. Pr imary Gamma-Ray 4- Secondary Oamma-Ray 
Dose Rates In Air *’ 

LAMPLEY.C M Radiation Research Associates NRC-03“7a-l75 
PnA-T790l 79/09/31 I99pp Available at NTIS 


7906200020 NUREG/CR-0422 V8 

"LWR Safety Research Program." quarterly r op t. Apr-June 1978 
BERMAN. M Sandia Lafroratarios FIN A-1019- 8AND78-1901 79/01/31 

ll2pp Available at NTI8 


7906280066 NUREG/CR-0648 

"Measurement of Phase Velocities In -Mist Flows Using 
Stagnation Probes *' 

FINCKE.J n I DEASON. V A Idaho National Engineering Laboratory FIN 
A-6074 TREE- 1390 79/03/31 4lpp 


7906290083 NUREO-0468 

"Investigation b Analysis of Mass Mortality of Commercial 
Lobsters iHomarus Amerlcanusl lii Seabrook Harbor. NH During 
□ct Of 1977 " 

HICKEYiC R Division of Site Safety & Envl ronmonta 1 Analysis 
78/07/31 lOSpp Available at NT18 46 50 


7906290167 NUHEO-0940 VI N 4 

"Title List of Documents Made Publicly Available." for Apr 
1979 

• Technical Information 6 Document Control 79/04/30 336pp 

Available at NTIB 


/ 906290188 NUREO/CR-0692 V6 

"Repts Distributed under NRC Reactor Safety Research 
Foreign Technical Exchange Program " Vol VI. Jui-Dec 197H 
QUEENERiD S Oak Ridge National Laboratory FIN Q-0126 
ORNL/NUREO/MSIC 79/05/31 U5pp Available at NTIS 

J 

7906290197 NURE0-0S6J 

'♦Physical Protection of Shipments of Irradiated Reactor 
Fuelr Interim Guidance "' 

KASUN* D J Office of Nuclear Material Safety S. Safeguards 
79/06/30 36pp Available at NTIS 


7906290481 HUREO/CR-0629 

"Field Modeling Study of Ulndblown Particles From 
U Mill Tailings Pile." inierltn rept. 

SCHWENDIMAK. L « BEHMELi G A . HDRST. T U. Bat telle Memorial Institute 
Pacific Northwest Laboratory, FIN B-S093-9. PNL-2a90 79/04/30- 
t32pp Available at NTIS 


79062704 B7 Ni/REG/CR-0753 

"auartarly Progress Rept on Blowdown Heat Transfer 
Saparate-Ef fee tt Program. " Jan-Mar 1979 

WHITE. JD-i BOHANANrR-E . CLARK. D L Dak Ridge National Laboratory 
FIN B-0123 ORNL/MUREO/TM-3 79/05/31. 27pp. Available at NTJS 


7906290494 NUREO/CR-0691 

"Bibliography of Repts on Research Sponsored by NRC Qfc of 
Nuclear Regulatory Research. " vTuL-Dec 1978 
BUCHANAN. J R Oak Ridge National Laboratory FIN B-0126 
OHNL/NUREO/NSIC 79/05/31 I30pp- 
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7906290498 MUR£0-037O 

"TokIc V^par Cqmcsnfcratl am in Control Roofli Followin-g 
Po«tuUt«<i Accidental Relaaee " 

HIN0< J Division of Site 8afet<j b Envlronwentel Analyvis 
79/06/30 Available at NTIS 


7906290351 MUflE0/CR~03O7 V3 

"Streii Analt/sle of C^lthilrlcel Prsteure I'esaelft M/Clotely 
Spaced Noitlee bg Finlts'-Eleinent Method) Ve««»l< W/Tfiree 
Moiilee Under Internal Preieure & External Loadings*'* 

Voi 3 

TSO.F K U I WEEDrR A Qak Ridge National Laboratory FIN B'0123 
QRNL/NUREO-IB 79/05/31 58pp Available at NtlS 


7906290616 NLPR£O-03aO U3 N6 

•♦Prografn Bommarv Reptf” Vfll 3*Ni/<nber 6 

* Office of Management and Program Analu«ie 79/06/13 70pp 
Available at NTIS 


7906290668 NUREO/CR-0536 

"Aerodgnaml c Considerations on Injection of Tornado'^ 
Qenerated ms»ll#B From Ground Level into Tornado Floui 
Fields ** 

HALL. 8 T Navy.Oept of. FIN 8-1143. 79/06/30 97pp 


7906290673 NUREO/C R-07 10 

"Advanced Tuo-Phase FIoui Instrumentat i on Program." quarterly 
progress rept for Qct-Dec 1970 

Tl/RNAOErK O r OAVIS. C E . THOMAS. D O. Oat Ridge National Laboratory 
FIN B-0401 ORNL/NUREO/TH-3 79/0S/31 33pp Available at NTI8 


7906290792 Submits changes to be made in NUREO- CR-0431, "Post-Accident 
Heat flemova i- Debr ls-8ttd Eiperinenti D-a & D-3. " 

{SAHDTS-iaaai 

RIVARD. J B Sand la Laboratories 79/04/05 3pp 


Q80 CORRESPONDENCE tflTH OTHER ORGANIZATIONS 


7903020022 Responds to 7011O7 request Fbruardi composite listing of 
anticipated requests for NRC safety revleus Supersedes both 
780731 h 1026 lists 

BARSERrR N Energy* Oept of 79/01/09 9pp 


7903200100 Responds to 761013 Itr re NRC coor d inatl on w/ Interagency 
Norllng Group on Medical Radiation re diagnostic 
guidance. NRC has no requirements for diagnostic x-rays^ 
sees no specific application of neu guidance 

OOLLER.K.R Division of Biting. Health 4. Safeguards Standards 
78/10/30 ip. 


--7903200101 Offers to help NRC u/program to minimi le unproductlon 
exposure of persons to diagnostic z-rays* per 0 Cottle 
760920 recommendations 

MARTIN. J E Environmental Protection Agency 7a>/10/13 2pp 

--7903200106 "Radiation Protection Guidance to Federal Agencies for 
Diagnostic X-Rays . Approval of Recommendations " 

COSTLE* D M Environmental Protection Agency RICHMOND. J 8, 
Health. Education U Welfare. Dept of 78-2776 76/02/01 5pp 


7903230294 Comments on EPA "Hazardous Waste Guide lines 4( 
Regulations:" reguletlons unclear in role that regulatory 
agencies play in imp lementatlo-n EPA must concur u/NRC 
requirements re U mill tailings W/Ffi notice 

GQSSICKiL V Office of the Executive Director for □peratfons 
79/03/16 6pp 


7905160435 Forwarde outlines S- schedules for ten Itrs proposed for 
HTOR-OT preapp licet i on revltui program 

HIOHFILL.K L Oas-Cooled Reactor Associates OCRA/NRC-OOtS 
79/05/00 a7pp 


7905220068 Summary of 790402 meeting ui/DOE re eHOCK-Il subroutine 4^ 
chronology of events involved w/problem 
NOONAN. V.S Engineering Branch 79/04/06 2pp, 


7905250222 Responds to Itr re C Johnson. Forvards NIH comments on 
G Johnson manuscript re epidemiological evaluation of cancer 
Incidence rates for 1967-71 tn areas v/neasured 
concentrations of Pu soil contamination near Rocly'FlatjS 
PAR80NT.H A, Rad lolog leal Health Standards Branch. 79/04/30 

3pp, 


7906010211 Provides guidance 4« funding to BNL to support evaluation of 
Mark I containment suppression pool tiydrodynanlc loads. 

8TELL0. V. Division of Operating Reactors 79/05/02 2pp 


—7906010216 Std order for DOE work. "Mark I Containment Aseossment. " 
increasing funding. 

TRIPLETT. M, P. Office of Nuclear Reactor Regulation. FIN A-3toa-*-9 
79/05/02 6pp, 


7906020145 Faruards IE Info Notice 79-11. "Louer Reactor Vessel Head 
Insulation Support Problem " 

PAPPAB.H Region 3. Chicago. Office of the Director 79/09/08 

2pp 


— 7906020147 IE Info Notice 79-11. "Lower Reactor Vessel Head tniuiatlc 
Support Problem " 

» Region 3. Chicago. Office of the Director 79/05/07 2 pp 


7906050389 Requests opportunity for HPPSS U TX Utils Generating Co to 
participate in NRC 7905126 meeting re UC8 petition for 
emergency 6 remedial action 6 petition for reconsideration 
REYNOLDS. N S Oebevoise & Lleberman 79/05/Q7 Ip 


7906090391 Requests opportunity to participate in NRC 79031.6 mestlng 
re l/CS petition for emergency 4 remedial action V petition 
for reconsideration 

PORTER. W L Duke Power Co 79/09/04 Ip 


7906000120 Forwards IE Circular 79-08. "Attempted Extortion - Log 
Enriched U. " which uas sent to listed parties on 790516 
PAPPA3.H Region 3. Chicago. Office of the Director 79/05/18 

3pp 


7906110429 Ack receipt of 790427 Itr re UCS petition for emergency t. 
remedial action on adequacy of fire protection criteria 
Participation at NRC meeting not deemed necessary to 
further client interests 

CONNER. T B Conner. Moore 4t Corber 79/05/04 2pp 


79O6I2OO07 Ack receipt of UCS 790328 petition requesting NRC order for 
all operating reactors to perform seismic reanalysls uithin 
120 days Request uiU be handled per 10CFR2 206 FR notice 
end 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/10 )p 


'■”7906120090 Notice of UCS 78032B petition requesting NRC order for 
reanalysls of seismic capabilities of all operatng reactors 
80YD. R S Office of Nuclear Reactor Regulation 79/03/10 Ip 


--7906120095 Forwards UCS 79032B petition requesting seismic rtanalysii 
of operating plants Petition will be treated per 10CFR2 206 
Requests prompt response 

CHILK. S J Office of the Secretary of the Commission 79/04/25 

Ip 


7906120222 Forwards IE Circular 79-07. "Une xpected Speed Increase of 
Reactor Recirculation Motor Generator Sat Resulted in 
Reactor Power Increase " Submits list of licensees to whom 
circular was sent on 790502 

PAPPAS. H Region 3. Chicago. Office of the Director 79/05/03 
3pp 


7706120250 Notifies that IE Bulletin 79-11. "Faulty Overcurrent Trig 
Device in Clrcit Breakers for Engineered Safety 8ysr " has 
been forwarded to listed utils 

PAPPAS. H Region 3. Ghicago. Office of the Director 79/09/34 
2PP* 


790614D101 Transcript of 790516 public meeting in Wash i ngtan* DC ri 
hearing on UCS petition for reconsideration Fp 1-47 
Affirmation Session 79-13 end, 

HENDRIE.J.M * 0IL1N8KY.V , KENNEDY. R Commission 79/03/16 Wfp- 


7906140474 Responds to 790427 itr extending invitation to addriis hWC 
re IfCB patltion for emergency 4i remedial action re fire 
protection Unable to attend Commends utils on fire 
protection efforts 

LOPATArJ R Garbo I in# Co 79/03/04, 2pp, 


7906200075 Forwards IE Info Notice 79-13. "Indication of Lou Water 
Level in Oyster Creek Reactor " 

KEPPLERiJ G Region 3. Chicago. Office of the Director 79/05/29 

2pp 


7906260015 Forwards lE Info Notice 79-12. "Attemp ted Damage to Neu Full 
Assemblies " Lists recipient licensee! 

PAPPASiH Region 3. Ghlcaga. Office of the Director 79/C5/I4 
4pp. 


PR PROPOSED RULE 


7903300537 Responds to 790226 request. Forwards description of recent 
NRC succeses in improving mgt of regulatory process 
Specific axamples encl, 

KINOOUE.R.B. Office of Standards Development 79/03/06 3pf 
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7904170494 Respond* ta 790130 Ifer r* #ppllcation of tOCFRSO 59 to OE 
rsl-oad fu>l If reload Involve! neither Tech Spec change nor 
unrevlewed safety fliuestlonf prior NRC approval it not 
reiiiJ 1 red. 

CHECK.»P s Reactor Safety Branch 79/04/02 ip 


7905230074 Suffmary of 790416 meeting w/AD Little# Inc In Bethesda MD re 
100FR21 notification of potential for incorrect ASLPIPE 
seismic stress analysis of saf ety-re lated piping 
app 1 i cat ion 

RUSSELL. W T Assistant Director for System* Engineering 79/04/17 
4pp 


7906020008 Coimments on proposed rules iOCFRl9 & 20 requests public 
hearing to discuss dose limitations 

STRELQU. R Leva# Haues. Symington# Martin It Qppenheimer 79/03/13 
5pp 


7906020008 Cotn<nents on proposed rules 10CPR19 & 20 requests public 
hearing to discuss dose limitations 

STRELQU# R Leva# Kaues« Symington# Martin t# Qppenheimer 79/03/13 
9pp 


7906020504 Comments on proposed rule iOCFR35 agrees u/safety committee 
concept t membership Chairmanship of committee should bo 
assigned to mgt member 

TWITE, O M Vet Admin Hosp HN/Ml 79/04/25 Ip 


7906050424 Comments on proposed rules tOCFRl9 t# 20 opposes rule change 
Mo conclusive evidence that current sys is not adequate 
Economic impact of change Is substantial adoption of rule 
uould shou MRC acceptance of linear hypothesis 
RiCHAROSOM#H D Affiliation Unknown 79/04/11 2pp 


7906030424 Comments on proposed rules 10CFR19 t# 20 opposes rule change 
Mo conclusive evidence that current sys is not adequate 
Economic impact of change Is substantial t> adoption of rule 
uould shou NRC acceptance of linear hypothesis 
SICKARDSON#H 0 Affiliation Unknown 79/04/11 2pp 


7905070051 Comments on proposed rules 10CFR19 t< 20 basic concept 
Is sound Limits should not be placed on licensee 
EVRAETBrJ C California# Unlv of# Los Angeles 79/03/30 2pp 


7906070031 Comments on proposed rules tOCFRl9 S# 20. basic concept 
is sound Limits should not he placed on licensee 
EVRAETS. JC California# Univ of# Los Angeles 79/03/30 2pp 


7906070060 Comments on proposed rules 10CFftl9 20 apposes elimination 
because no data exists to indicate that dose of 12 rem/yaar 
Is more risky than 3 rem/year 

WEC3T#W F California Institute of Technology 79/04/02 2pp 


7906070060 Comments on proposed rules 10CFR19 & 20 opposes elimination 
because no data exists to indicate that dose of 12 rem/year 
Is more risky than 5 rem/year 

WEGST#W F California Institute of Technology 79/04/02 2pp 


7906070388 Comments on proposed rule* 10CFR17 U 20 opposes rule 
because of insufficient supporting scientific info t/ need 
to retain flexibility for emergencies 
TSCHAECHE#A N Affiliation Unknown 79/04/16 3pp 


79O6O7O3G0 Comments on proposed rules 10CFR19 & 20 opposes rule 
because of insufficient supporting scientific info ^ need 
to retain flexibility for emergencies 
TSCKAECHE#A N Affiliation Unknown 79/04/15 3pp 


7906070414 Comments on proposed rule 10CFR33 approves rule because 
present safety committees have too many members, 

‘OY#R W Clinton Regional Knsp. 79/04/3A tp 

7906070416 Comments on proposed rule tOCFR19 S' 20 opposes rule Reducing 
pcTAiislblo occupational radiation exposurea is 
overreaction Recent human studies inconclusive 
SULLIVAN# r U Consumers Power Co 79/04/23. 2pp 


7906070416 Comments <]n proposed rule 1QCFR19 t' 20 opposes rule Reducing 
permissible occupational radiation exposures is 
overreacti on. Recent human studies InconcluiLve 
SULLIVANrT J Consumers Powsr Co 79/04/23 2pp 

7906070417 Comments on proposed rules 10CFR20 1* 13 uppofts rule 
Existing mechanism Is satisfactory Addl certification 
requirements are unnecessary 

ORAKT. J.8 Toledo Edison Go 1-39. 79/04/iB Ip 


7906070418 Comments on proposed rule 10CFR33 supports rule because It 
will increase effectivnes* of radiation safety & make 
meaningful committees 

CaLBERT#R S Missouri Delta Community Hosp 79/04/26 Ip 


7906Q70419 Comments on proposed rule 10CFR35 supports rule because It 
permits flexibility will simplify composition of Medical 
Isotope Committee 

DAV#J. Hasp of Philadelphia 79/04/23 tp 


790607C420 Comments on proposed rule iOCFR35 supports rule because 
shift in committee emphasis is banefical & proposed 
membership is more representative 

GOEDEiM n Iowa Methodist Madlcal Cantor 79/04/27 tp 


9060B0056 Comments on proposed rule JOCFftSS supports rule because 
Radiation Safety Committee would handle needs well 
CUNNIW0HAM#M S Trinity Lutheran Hasp 79/04/27 tp 


7906060061 Comment* on proposed rule 10CFR33 opposes rule because 
simplified cocnmlttea lacks sufficient m-edical expertise to 
evaluate use of Isotopes 

WALTER# M 0 Campbell County Memorial Hasp 79/04/23 ip 


7906000081 Notifies that petitlan tor separate public hearing on 
proposed rule to amend 10CFR19 4# 20 has been forwarded to 
appropriate parties far c on* ideration 

CHILK. 8 J Office of the Secretary of the Commission 79/05/07 

Ip 


7906080091 Notiflos that petition for separate public hearing on 
proposed rule to amend tOCFRl? 4# 20« has been forwarded to 
appropriate partis* for consideration 

CHiLKrB J Office of the Secretary of the Commission 79/03/07 

tp 


790613O07S Submits draft amends constituting general revision of 
Apps O // H ta 10CFR5D re fracture toughness requirements U 
reactor vessel surveillance program requirements# 
respective 1 y 

ARL0TTO#0 A Division of Engineering Standards 79/09/09 I5pp 


“-7906130077 ^'Domestic Licensing of Production & Utllliatlon Facilities 
Fracture Toughness Requirements for Nuclear Power Reactors#" 
lOCFRSO 

CHILK# S J Commission 79/03/09 aOpp, 


7906130148 Comments on proposed rule 10CFR35 supports proposed amend 
authorliing simplified membership for Radiation Safety 
Commi ties 

MIKOLQUSKV. D J Manchester Memo-rial Hosp 79/04/26 ip 


7906130JS3 Comments on proposed rule lOCFft9 supports proposed emends re 
public records 

HENRVi J C Illinois Power Co 79/04/24 Ip 


7906130173 Comments on proposed rules tOCFRl9 20 support* proposed 
change* Requests uniform regulations in all states 
PRENDEROABT. W B LFE Corp 79/04/23 Ip 


'906130173 Comments on proposed rules 10CFRt9 tt 20 support* proposed 
changes Requests uniform regulations In all states 
PRENDEROABT# W 0 LFE Corp 79/04/23 Ip 


7906130182 Cootments on proposed rule 10CFR33 committee composition 
changes would result In excessively large membership 


7906070417 Comments on proposed rules 10CFR20 & 13, opposes rula 
Existing mechanism is satisfactory Addl certification 
raquiramentf are unnecessary. 

ORAMTfJ 8. Toledo Edison Co. 1-39 79/04/lB Ip 
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^06l3Q|69 Comtnant'i dt^ (iropofisd riulcs iOCFRl9 20 9 Upports proposed 
rule 

PlLLAftDi C H Internoi: i on<a 1 Brotherhood a# Electrical Workers 
79/04/23 Ip 


7906140577 Comment* on proposed rules 10CFR19 Ir 30 opposes rule 
PubHc hearing should be held to discuss consequences o^ 
eliminating dose bank 

» tsham« Lincoln 6 Beale 79/04/23 6pp 


'061301-91 Comments on proposed rules l<K:Fftl9 <*20 supports provision 
requiring licensee to obtain previous total occupatlocial 
exposure Requests reconsideration of allouiabie quarterly 
exposure 

RlCClOiT J international Brotherhood of Electrical Workers 
79/04/27 I p 


*06130191 Comments on proposed rules 10CFR19 6 20 supports provision 
requiring licensee to obtain previous total occupational 
exposure Requests recons Ideratlon of allowable quarterly 
exposure 

RICCIQiT J International Brotherhood of Electrical Workers 
79/04/27 Ip 


'06130194 Comments on proposed rules tOCFRl9 U 20 supports proposed 

changes Recommends delaying implementation until NRG hearing 

on adequacy of present occupational dose stds 

QQRE. j W Baltimore das <t Electric Co 79/04/19 tp 


'06130194 Comments on proposed rules 10CFR19 6 20 supports proposed 
changes Rocommsnds delaying Imp Lamentation until NRC -hearing 
on adequacy of present occupational dose stds 
CQRE.J W Baltimore Oas t- Electric Co 79/04/19 Ip 


'06130410 Comments on proposed rule 10CFR35 supports amend 
Medical facilities should have choice of Medical 
Radioisotope Committee or Radiation Safety Committee 
TOW/O E Vet Admin Hosp WR. HassA husetts 79/04/26 Ip 


7906140577 Comments on proposed rules 10GFni9 6 20 oppose! rule 
Public hearing should be held to discuss consequences of 
eliminating dose bank 

« Ishami Lincoln & Beale 79/04/23 6pp 


7906140581 Comments an proposed rule 10CFR35 membership of Had leal 
Isotope Committee Is already simplified 6 logical 
HORNBERGER*K 0 St Marys Hosp MD/KA 79/04/19 Ip 


7906I40SBB Comments on proposed rule 10CFR3S hasps accredited by i/alnt 
Commisslan on Accreditation for Hosps already have radiation 
committees Such hosps should be exempt from rule 
ARNDT, T O Affiliation Unknown 79/04/26 Ip 


7906140389 Comments on proposed rules 10CFR19 <- 20 recommanda 
imposition of requirements of prompt notification whenever 
Individual receives yearly dbse over 3 rems Quarterly stds 
should not be retained 

HlTTLfR L Public Service Electric & Gas Co of New Jersey 
79/04/23 Spp 


7906140999 Comments on proposed rules 10CFR19 20 recommends 

Imposition of requirements of prompt notification whenever 
individual receives yearly dose over 3 rems Quarterly stds 
should not be retained 

HfTTCrR L Public Service Electric 6 Gas Co of New Jersey 
79/04/23 2pp 


*06140012 Comments on proposed rule 10CFR19 ^ 20 questions Intent of 
second paragraph of Item 8i page 10^339, which implies that 
keeping of worker records for exposure is no longer 
mandatory Objects to 3-rem exposure per quarter 
BERTELLrR Affiliation Unknown 79/03/30 2pp 


'06140525 Comments on proposed rules 10CFR19 6 20 quarterly dose limit 
should be 25'i< of annual limit 

BANCROFT, M H Public Citlfen Litigation Oroup 79/04/24 3pp 


‘06140525 Comments an proposed rules lOCFRl? t 20 quarterly dose limit 
should be 237( of annua 1 limit 

BANCROFT. M H Public Cltiien Litigation Group 79/04/24 3pp 


'06140529 Comments on proposed rules L0CFR19 Zt 20 opposes rule due to 

Insufficient biomedical basis 

PARKER, W a Duke Power Co 79/04/12 3pp 


'06140529 Comments qn proposed rules 10CFR19 b 20’ opposes rule due to 
Insufficient biomedical basis 
PARKER, W Q Duke Power Co 79/04/18 3pp 


79Q6140628 Comments on proposed rules 10CFR19 t 20 opposes rule 
FieTlblllty not allowed for situation where higher exposure 
is justified 

8ABKIN,K P Southern California Edison Co 79/04/17 Lp 


7906140622 Comments on ptoposed rules 10CFR19 A 20 opposes rule 
Flexibility not allowed for situation where higher exposure 
is justified 

BASKfNiK P Southern California Edison Co 79/04/17 lp 


7906140631 Coirmonts on proposed rules iOCFR19 << 20 quarterly dose 
stds should be eliminated because B-rem annual rate 
presents no biological haxard Total man-rems would be 
higher by imposing quarterly dose stds 
GRANT, J 6 Toledo Edison Go 79/04/19 lp 


7906140631 Comments on proposed rules 10CFR19 6 20 quarterly dost 
stds should be eliminated because S-rem annual rate 
presents no bialoglcai hazard Total man-roms would be 
higher by imposing quarterly dose stds 
GRANT, J S Toledo Edison Co 79/04/19 lp 


'06140536 Comments on proposed rulei I0CFH19 t 2Q opposes rule due to 
insufficient supporting scientific info 

NILSONjR Exxon Nuclear Co , Inc (subs of Exxon Corp ) 79/04/17 

5|>P 


06140536 Comments on proposed rules 10CFR19 b 2D opposes rule due to 
Insufficient supporting scientific info 

NlLB0N,R Exxon Nuclear Co , Inc (subs of Exxon Corp }. 79/Q4/I7 

3pp 


06140SS3 Comments on proposed rules 10CFRO2 6 3D state 6 federal 
agencies should coordinate site reviews to avoid duplication 
of effort b provide technical b legal input 
MARSHAL. New York, State a# 79/03/29, iSpp 


0614DS53 Comments an proposed rules 10CFR02 b 3D state 6 federal 
agencies should coordinate site revleWs to avoid duplication 
of bffort t provide technical b legal input 
MARSHAL, New York. State of 79/03/29, I5pp 


06140S72 Comments on proposed rules L0CFR19 b 2D any change in 
•ccueiulated dose-averag ing formula 5CN-ie} should be 
clearly defined 

BlMCLAIRfW K National Council on Radiation Protection 

He aigrements 79/D4/23 2pp, 


06140578 Comments on proposed rules 10CFRI9 b 20 any change in 
eccumuUted dose-'evepag ing formula SCM*'tfi) should be 
clearly defined, 

'tonal Council on Radiation Protection b 
'04/23 2pp 


790614D661 Comments on proposed rules 10CFR19 6 2Q propoiod dots Level 
for monitoilng individuals aged IB b over is unrealistic. 

Urges adoption of realistic values b waiver of S^rem annual 
limit 

EVRAETB, JC Affiliation Unknown 79/04/17 2pp 


7906140661 Comments on proposed rules IOCFR19 b 20 proposed dose lev il 
for monitoring individuals aged 18 << over is unrealistic 
Urges adoption of realistic values b waiver of 9''rem annual 
limit 

EVRAETB,*/ C, A#f Illation Unknown 79/04/17 2pp 


7906160050 Cotnments on pi oposed rule 10CFR9 opposes rule Lit Led 
ejiefliptluns re records of financial institutions b wells 
should be deleted 

EVENSON.ll- J Affiliation Unknown 79/04/18 Ip 


7906160033 Comments on proposed rules 10GFRX9 b 20 supports eltmlnatUr 
of accumulated dosc^averaging formula S<N‘-‘lB} Favors annu-4l 
dose~Hnilting stds, w/retention of B'^rsm quarterly limit 
VANBftUNT, E E Arixona Public Barvlce Co ANPP- 12985- JR « 79/D4/2i» 

lp 


7906160033 Comments on proposed rules 10CFR19 b 20 supports ellelratitn 
of accuaiulated dose-*averag Ing formula 5(N^18) Favors an-nuei 
dose-limiting stds, w/retention of 3-rom quarterly limit 
VANflRUNT, E E Avitona Public Service Co ANPP“129a3^JRH 
lp 


7906160035 Comments on proposed rules 10CrRl9 b 20 lifting Unit 4* 
1 25 rems per quarter would result in higher exposures to 
many individuals b chaos in administering radiation control 
program 

MOBLEY, M H Tennessee, Stats of 79/04/17 lp 
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7'?061^003S Carnments on proposed rul«s 10CFR19 tt ao llftinj limit of 
I as- rem9 per (quarter i^iould result in higher exposures to 
fnani/ tnd Iv/'iduals ti chaos in administering radiation control 
program 

MOBLEV^ M H Tennessesi State of 79/C<^/l7 ip 


790&lfr0036 Comcnente on proposed rules lOCFRl? & 20 objects ta unclear 
warding to determination of prior dose Questions revised 
radiation protection stds 

ANBERSONrC R American Airlines. Inc 79/^04/18 0pp 


790&I-600S6 Comments on proposed rules lOCFRl? 20 objects ta unclear 
wording re determination of prior doso Questions revised 
radiation protection stds 

ANDERSOM. C R American AirlineSi Inc 79/04/10 Spp 


790616QQ29 Comments on proposed rule 10CFR30 urges stricter rules for 
all nuclear plants 

MCBRIDE. H 8 Affiliation Untnouin 79/04/30 Ip 


790&ja£>147 Comments on proposed rules lOCFftl9 «. 20 basic concept of 
proposal is good but approach is poor.Uordtng indicates 
over e xposurss are deliberate Opposes proposal 
PEEPLESiW P Affiliation Unknown 79/04/11 3pp 


7906180149 Comments un proposed rules 10CFR19 20 basic concept of 

prcposal is good but approach is poor Nording indicates 
ovcre xposures are deliberate Qppasas proposal 
PEEPLESiW P Affiliation Unknown 79/04/11 3pp 


7906180'337 Comments on proposed rules 10CFR19 20 favors mod of 

existing dose stds allowing up to 12-‘ren/gr whole body dose 
under certain conditions Requests adoption of 3-rom/yr std 
PAGELrJ V . ANGLIN. D R Vanderbilt Univ 79/04/27 2pp 


79061BO3S7 Comments on proposed rules 10CFR19 f/ 20 favors mod of 
existing dose stds allowing up to 12'"re(n/vr whole bedy dose 
under certain conditions Requests adoption of S-rom/yr std 
PAOEL. J W , ANOLIN.D R Vanderbilt Univ 79/04/27 Spp 


7906180358 Comments on proposed rules tOCFni9 U 20 proposed elimination 
of 5<H~18) rule is incompatiblo w/totfl man~rom ALARA 
objections Rule would establish no scientific basis for 
proposed dose limit changes 

SHERUODDfO Q General Electric Co r Nuclear Energy Products Div 
MFN-IQ8-79 79/04/20 2pp 


7906180398 Comments on proposed rules 1QCFR19 20 proposed elimination 
of 5(N-181 rule is incompatible w/total man-rent ALARA 
objections Rul« would establish no scientific basis for 
proposed doce limit changes 

SHERHOODrO 0 General Electric Co < Nuclear Energy products Div 
rtFN»10a-79 79/04/20 2pp 


79061G0360 Comments an proposed rules lOCFRl? 6 20 requests that 
9(n-181 formula guidelines be retained 
WINTERS, C E Todd Shipyards 79/04/16 2pp 


7906180360 Comments on proposed rules 10CFR19 20 requests that 

9(n-lB) formula guidelines be retained 
MINTERB, C. E Todd Shipyards 79/04/16 2pp 


7906180363 Comments on proposed rules iC}CFRi9 ^ 20 recommends that 
regulations Include provisions alleging prescrihod dose 
levels to be exceeded when qualified eepert believes 
c ircuns tances warrant such action 

QARFIELDj D K Qeckman Instruments, Inc 79/04/23 2pp 


7906180363 Comments on proposed rules lOCFftl9 20 recommends that 
regulations include provisions allouiirtg prescribed dose 
levels to be exceeded when qualified expert believes 
circumstances warrant such action 

OARFIELO; D K Beckman Instruments, Inc 79/04/23 2pp 


790618078B Gortiifnents on proposed rules iOCFR19 6- 20' apposes rule because 
long-term effects of radiation are unknown 
BruRGEErB R Affiliation Unknown 79/04/20 3pp 


790618078B Comments on proposed rules 10CFR19 tt 20 apposes rule because 
long-term effects of radiation are unknown 
STUR0E8, B R Affiliation Unknown 79/04/20 3pp 


/906200219 Comments on proposed rules 10CFR19 St 20 supplements 790416 
continents Objects to elimination of formula, 

Proposed amends are not supported by scientific data that 
justify mod of current rules 

LEWIS, L. Health Physics Society 79/04/24 tp 


7906200219 Comments on proposed rules lOCFRt9 h 20 supplements 790416 
commants Objects bo elimination of 5(N-ie) formula 
Proposed amends are not supported by scientific data that 
justify mod of current rules 

LEWIS,L Health Physics Sqc lety 79/04/24 £p 

7906200203 Comments on proposed rule 10CFR35 approves proposed amend 
Suggests clarification re actual number of recommended 
committee members 

MILSON. R D NllsonrR D ND 79/04/26 Ip 


7906300J01 Responds fea 790425 Itr re deletion of long-standing 5(N-18) 
dose-averaging formula from 10CFR2O Proposed action is part 
of broader action to strengthen stds 8, Implementation of 
ALARA concept 

MINOOUE.R fi Office of Standards Development 79/03/22 3pp 


7906200301 Responds to 790425 Itr re deletion of long-standing SCN-18) 
dose— averag ing formula from I0CFR2O Proposed action is part 
of broader action to strengthen stds S« implementation of 
ALARA concept 

mNOGUE,R D Office of Standards Development 79/05/22 3pp 


—7906200304 Requests explanation of nuclear workers radiation dose 
stds 6 list of regulations noui in force 
SACCO, £ Affiliation Unknown 79/04/25 ip 


— 7906200304 Requests explanation of nuclear workers radiation dose 
stds & list of regulations now in force 
SACCO, E Affiliation Unknown 79/04/23 tp 


7906200548 Comments on proposed rules 10GFfll9 & 20 changos would remove 
flexibility f/ provide Little or no corresponding bonufit to 
work er s 

BUR8TEIN, a Wisconsin Electric Power Co 79/04/24 2p p 


7906200548 Comments on proposed rules tOCFRl9 6 20 changes would removo 
flexibility 4* provide Little or no corresponding benefit to 
workers 

BURSTEIN, 3 Wisconsin Electric Power Co 79/04/24 2pp 

79062003SO Comments on proposed rules 10CFR17 20 finds significant 

inconsistency in proposed rule 
•* Atomic Industrial Forum 79/04/24 4pp 

7906200530 Comments on proposed rules lOCFRl? 20 finds significant 
Inconsistency in proposed rule 
* Atomic Industrial Forum 79/04/24 4pp 

7906200353 Comments on proposed rules 10CFR19 U 20. cannot suppert 
changes in present form until iseues of employment status 
after max allowed exposure are sufficiently addressed 
PORTERi D J Louisiana, State of 79/04/23 2pp 


7906200333 Comments an proposed rules tOCFRl9 U 20 cannot suppert 
changes in present form until issues of employment status 
after max allowed exposure aro sufficiently addressed 
PORTER, D J Louisiana, Statu of 79/04/25 2pp 


7906200603 Comments on proposed rules 10CFR19 tt 20 proposal of 
requlatlons is prematura 

CAHILL, W J Consul Idatud Edison Co of New Vork 79/04/23 4pp 

7906200603 Comments on proposed rules 10CFRI9 20 proposal of 
requlatlons Is premeturu 
CAHILL, W J 
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7706210043 Faru^rd^ Oulf Ni/cleari Inc 790411 coBwinti an propoieil riJU« 
10CFftl9 It 20 

PAULiR. Houia of Rep 79/04/10 Ip 


7706210330 Caeunenci on propoead rula* tOCFRlO 6 20 alnce EPA 
1« praaantlfi rfvleulng U updating ctietlng federal radiation 
protection guidance for occupational radiation erpoure«r 
propoaad amende are inappropriate 

ANDERSON. r H Meitlnghouie Electric Corp NS-TMA-1979 79/04/23 

3pp. 


7906210330 Codninante on propoied rulee lOCFRlO & 20 eince EPA 
ii preeantlg rav^ieuing It updating editing federal radiation 
protection, guidance for occupational radlatiofi erpouresi 
propofsd amende are inappropriate 

ANDERSON. T M Meitlnghouie Electric Corp Na-THA~1979 79/04/23 

3pp 

7706210362 «e<iuedfr* IhcLudon of proposed rules lOCFftl? (c 2D to NRC 
occupational radiation doie «tdi 
COHEMiN Affiliation Unknauin 79/04/23 Ip 


7706210362 Req.ue«t« Inclusion of ppopaied rules 10CFR19 U 20 to NRC 
occupational radiation dose stds 
CDHEMtN Affiliation Utiinown 79/04/23 Ip 


7906260382 Act receipt of 790410 Itr uihich forufarded UP Peep lee 
commente on proposed rules 10CFR19 St 20 Discusses NRC 
policy re radiation St dose-i Iml ting stdi 

OOSSIGKpL V Office of the Eiecutlve Director for Operations 
79/03/17 9pp 


7906S60626 CoAunents on proposed rules lOCFRl? 6 20 imposition of 
3-reflts/ur may pose hardship for critical drafts u/high 
denand & short supply 

DRONSONrF Health Physics Society 79/03/16 4pp 


7706260626 Comments on proposed rules lOCFni9 20 imposition of 
3-’rems/yr may pose hardship for critical drafts u/high 
denand Sc short supply 

BRONGONrF Health Phyiics Society 79/03/16 4pp 


7706260629 Comments on proposed rules fOCFRi9 fe 20 arbitrary change 
mould undermine uorker confidence in protection sys 
Forwards 7904O2 remarks at AIF conference 
LEE. 0 Commonwealth Ed lion Co 79/04/06 aOpp 


7706260629 Comments on proposed rules iOCFR19 t/> 20 arbitrary change 
mould undermine worker confidence in protection sys 
Forwards 790402 i emarfcs at AIF conference 
UEEi 0 Commonwealth Edison Co 79/04/06 20pp 


7906220043 Comments on proposed rules 10CFR19 20 requests 

value/£<npac t analysis for rule change 
CQUNSIL.WO Northeast Utilities 79/04/20 2pp 


7706220043 Cofimectts on proposed rules 10CFR17 tt 20 requests 
value/ifflpact analysis for rule change 
COUNSIL, W 0 Northeast Utilities 79/04/20 2pp 


77O622ODS0 Comments on proposed rules 10CFR17 U. 20 proposal Is 
unuiarrante d I ui fch 0 u6 sound basis it would be countarproducti ve 
to orderly mgt of nuclear power plants 

LUNDVALL.A E BaUienore Oas Electric Co 79/04/23 2pp 


77062200SB Comments on proposed rules t-0CFR19 ^ 20 proposal is 
unwarr antedr without sound basis h would be counterproduc t ive 
to orderly ngt of nuclear pocuer plants 

LUNDVALL.A £ Baltimore Oas 6 Electric Co 79/04/23 2pp 


7706220063 Comments on proposed rules 10CFR17 i* 20 elimination of 
D(N-16) formula is admirable step in right dirdction 
Elimination of requirement for obtaining morirer's total 
occupabiotia i radiation exposure history is unwarranted 
TUCKERrK Affiliation Unknown 79/04/22 Ip 


770-6220063 Comments on proposed rules 10CFR19 it 20 elimination of 
D(N-t0l formula is admirable step in right direction 
Elimination of requirement for obtaining moriar^s total 
occupational radiation exposure history is unwarranted 
TMGKERiK Affiliation Unknown 79/04/22 Ip 


7906220430 Comments on proposed rules 10CFR70 & 73. questions whether 
assurance criberta will be used to upgrade rule P whether 
Commissioners agree w/d ef in 1 tions 

VON EHRENFRIED, Affiliation Unknown 79/04/23 Ip 


7906220430 Comments on proposed rules 1DCFR70 73 questions whether 
assurance criteria will be used to upgrade rule whether 
Commissioners agree w/def In i tions 

VOM EHRENFRIED, Affiliation Unknown 79/04/23 Ip 


— 7906220437 Requests info concerning proposed rules 
VON EHRENFRiEDi Affiliation Unknown 79/04/22 


1OCFR70 P 73 
ip 


•''-'7906220437 Requests info Concerning propoied rules 
VON EHRENFRIEDi Affiliation Unknown 79/04/22 


lOCFRTO <c 73 
IP 


7706270016 Commenta on proposed rules lOCrRl9 8c 20 urges retention of 
5(N-10> formula No need to eliminate formula has been shown, 
flexibility tn emergency situations is needed tn ALARA 
program is more effective dose limit 

T8CHAECME. A K People for Energy Progress 79/04/16 3pp 


7906270016 Comments on proposed rules 10CFR19 P 20 urges retention of 
SlN'fSI formula No need to eliminate formula has been shown, 
flexibility in emergency situations is needed 8< ALARA 
program is more effective dose limit 

TSCHAECHEiA N People for Energy Progress 77/04/16 3pp 


7906270173 NURFO-0170 VI 

NUREO-OJ 70i Vol 1* ”FES On Transportation of Radioactive Mail 
by Air P Other Modes 

« Office of Standards Development 77/12/31 iSOpp 


—7906270173 NUREC-Ol/O VI 

NVREO-0170. Vol 1. *'FES on Transportation of Radioactive Natl 
by Air 6 Other Modes *' 

* Office of Standards Development 77/12/31 I30pp 


—790627017/ NUREO-0170 V2 

NUREO-Ol70.Vol 2. ”FES on Transportation Of Radioactive Matl 
by Air b Other Modes " 

» Office of Standards Development 77/12/31 223pp 


—7906270177 WURE<l-0t70 Va 

NUREO-Ol?©! Vol 2. ”F£S on Transportaton of Radioactive Mat I 
by Air 4 Other Modes *' 

a Office of Standards Development 77/12/31 22Spp 


PRM PETITION FOR RULEMAKING 


7906OS0004 Requests copy of petition submitted to NRC re certlf Icatlo-n 
requirements for health physics personnel 
DELAPAZrA Army, Dept of 79/04/13 Ip. 

79060S0229 Comments on petition for rulemaking lOCFR-6 rules of 
practice p other pertinent regulations shoud be amended to 
prescribe time periods for completion of licensing review 
PRATT. C M Affiliation Unknown 79/04/03 7pp 


7906130171 Comments on petition for rulsmak Ing’ supports generic 
rulamaking to improve nuclear licensing Recommends 
case-by-case analysis for alternate energy source Issue 
P alternative siting methodology issue 
O^BRIENrJM Affiliation Unknown 79/04/23 tp 


— 7906220447 Requests verification that Safeguards Licensing Branch 8( IE 
.will recognise P sanction use of MAIT as design tool for 
safeguards upgrades. 

VON EHRENFRieO^ Affiliation Unknown 79/04/26 Ip 


—7906820447 Requests verification that Safeguards Licensing Branch lE 
wilt reeogniie P sanction use of MAIT as design tool for 
safeguards upgrades. 

VON EHRENFRIED. Affiliation Unknown 79/04/26 ip 


7906260Ba2 Ack receipt of 790410 Ur which forwarded MP Peeples 
coimifAts on proposed rules 10CFR17 U 20. Discvites NRC 
policy fe radiation P doia~l Imitlng std« 

OOgaiOKj U. V. Office of the Executive Director for Operations 
7^/0P/i7. 9pp 


7906130196 Comments on petition for rulemaking 10CFR20— 13; current 
regulations require Licensees to be technically qualiftad 
proposed changes should be dtnled 

DIPIAZZA. R P Hasttnghowse Electric Corp WRD-LS«,8-743 79/04/3D 

3pp 


7906130200 Comments on petition for rulemaking 10CFR20-13, rsques ts 
denial of Section 20 600. requiring certification of health 
physics personnel on five levels 
NOUN. JR Health Physics Society 79/04/27 3pp 


79Q6130304 Comments on petition for rulemaking 10CFR80-13' Section 
20 600, requiring formal cer ttf Ication for all aspects of 
radiation protection. is of no benefit Section would 
handicap staffing 

SULLIVAN, T J Coniumere Power Co. ; 79/04/27. 2pP> 



NONDOCKETED ITEMS 


790At3020? Comments on petition for rulemaking t0CFR20-13 Section 
ao 600 unnecessarij Competence of health phi;«ice staff Is 
gained from education ^ eicperience 

BENTZifi Public Service Co of Oklahoma 79/04/34 Ip 


7906130216 Comments on petition for ruletnaklng lOCFRSO-lS requests 
denial of Section 20 600 Nuclear paiuer station health 
phqsici depts are operated by highly qualified personnel 
c/ENCKES. T A Pacific Oas 6 Electric Co 79/04/27 Ip 


7906130304 Comments on petition for rulemaking lOCPR20~13 Section 
20 600 should apply only to nuclear reactor facilities 
WILLIAMS, P R Dou Corning Corp 79/04/23 2pp 


7906130406 Comments on petition for rulemaking 10CFR71 requests ISO-day 
artension to file description of QA program 
KCCARTfiy'rE L Yuba Heat Transfer Corp 79/06/04 Ip 


7906140104 Revision of 770705 petition for rulemaking re 
decommlsslonlngr to require plant operators to post bonds 
aCHULTT, W S r ABBDTTS, J Public Interest Research Group 77/10/07 
IIPP 


7906140546 Comments on petition for rulemaking iOCFR20’'13 opposes 
rulemaking Downplays Importance of academic requirements for 
health physicists 

KATHREM. R L Affiliation Unknown 79/04/17 4pp 


790614OS5Q Comments on petition for rulemaking 10crR20'*i3 opposes 
rulemaking Addl certification of health physicists Is no 
guarantee of competence or immunity from bad practice 
MAHN,vl R Affiliation Unknown 79/04/20 3pp 


7906140563 Comments on petition for rulemaking lOCFRSO-lS opposes 
rulemaking Oovt should not certify profs or specify min 
experience requirements 

WEOSTrW F California Institute of Technology 79/04/lQ 2pp 


7906140S69 Comments on petition for rulemaking l0CFR20-i3 opposes 
rulemaking Classif ications for certification lack 
specificity Current sys is sufficient 

CUBTISfN W Pennsylvania Power Light Co 79/04/17 2pp 


7906140573 Comments on petition for rulemaking 1GCFR20-13 opposes 
rulemakini Existing American Board of Health Physics 
certification program precludes need for govt program 
HaLEMAN<G R Yale Uni v 79/04/19 2pp 


7906190504 Requests 30-day extension to comment on petition for 
rulemaking 10CFR20-13 

7ERPILAK,Ma Affiliation Unknown 79/04/20 Ip 


7906200215 Comments on petition for rulemaking tOCFll71 questions 
necessity for users to develop QA program &eflks exemption 
for low level radiation sources Requests extension of 7Q07O1 
deadline for submission of QA program 

OAMDLEfO C Nuclear Energy Service, Inc 78/06/Oi f,) 


7906200223 Comments on petition for rulemaking 10CFR20-13 approves 
20 600 which insures high stds for personnel in field of 
radiation protection Disapproves of portion denying licensee 
power to Override decisions of certified health physicists 
RUBYfL Califarnia, Unlv of, Berkeley 79/04/19 2pp 


790620056Q Comments on petition for rulemaking 1 OCFR20-t3i amend will 
not contribute to current certification process (fill only 
admin is trati vs ly burden NRG, 

REMZETTI,U L NavyiDeptof 79/04/30 Ip 


7906Z00572 Comments on petition for rulemaking 1 0CFR20- 13. supports 
petition Believes certification of health physics 
personnel should be open to public scrutiny 
ROBlNSOMrG J. Affiliation Unknown 79/04/27 Ip 


7906200579 Comments on petition for rulemaking 10CFR20-13 not In best 
Interest of NRC to engage in certification of individual 
personnel 

MERGER, O D Montana, State of 79/04/26 2pp 


7906200586 Comments on petition for rulemaking I0CFR20-13 should not ba 
adopted, Proposal to have NRG certify radiation protection 
personnel is unnecessary in view of existing license rtvieu 
procedures 

» Army, Dept of. 79/04/26 2pp 


7706200594 Comments on petition for rulemaking 10CFR20-13. pe t It ion 
implies NRC is not^ presently evalueting qual if ications of 
health physicists or radiation safety of f icere, uh ich is not 
true. 

e Affiliation Unknown. 79/04/24. 2pp 


7906200600 Comments on petition for rulemaking 10CFfl20-l3 proposed 
amends have previously bean addressed by NRC in rey guide No 
need for new amends 

LANGER,R R Dow Chemical Co 79/04/25 2p p 


7906200616 Cammants on petition for rulemaking 10CFR3'7 strongly 
supports making proposal easier 
HANUa.R Affiliation Unknown 79/04/20 Ip 

7906210400 Fifteen public Interest groups rsqueat NRC amend emergenc^ 
procedures re accidental release of radioactivity Proposed 
amends involve population evacuat i on, mon L tor ing equipment 6 
certification of procedural adequacy 

BANCROFT, M H Public Citlien Llti-gation Group POLLOCK, R Crltica 
Mass Energy Project 79/05/09 19pp 


7906220041 Comments on petition for rulemaking 10GFR20-13 proposed 
action should be considered as only one of several possible 
responses to problem 

(drLLI8,C A Philippines 79/04/lG 3pp 


7906220059 Requests petition for rulemaking l0CFn20-13 which would 
require health physics personnel to bo certified by NRC 
DELAPAZ.A Army, Dept of, White Bands Missile Range STEWS-TE-AN 
79/04/13 ip 


7906220061 Comments on petition for rulemaking 10CFR20-I3 petitioner 
has not demonstrated existence of pressure on health physits 
personnel to engage in bad practices 
PARKER, W O Duke Power Co 79/04/30 Zpp 


7906220149 Comments on petition for rulemaking IOCFR20-13 since healtr 
physicists are certified by American Board of Health 
Phys 1 cs, amend would duplicate procedures. Does not approve of 
federal govt entering judgment of competence 
CaURTNEV, U C Affiliation Unknown 79/04/19 Ip 


7906250129 Gommonts on petition for rulomaking 10CFfi20-l3 proposed 
certification program unnecessary in light of present 
measures for ensuring high level of health physics 
c omp etenc e 

UHRIG, R E Florida Power 6 Light Co L-79-10D 79/04/27 Zpp 


PROJ PROJECTS - PREDOCKET H CENSING 


7906010009 Summary of 790418-19 mcftting w/ANL in Argpnno.IL re 
preparation of final OFIS on handling tt storago of spent 
LWR fuel 

RQDERTSiJ P Fuel Reprocess & Recycle Branch 79/05/02 Ip 


7906010242 Forwards F8AR Amend 35< "Changes to Bectian 13 3,*' 

HEOL-T 1-7 5002-35 

8CHADE, A R Hanford Engineering Development Laboratory 79/04/18 
t3pp 


7906010320 Forwards 780907 Ifcr stating specs for monitor well, in 
response to request for anfo re sealing of Rolf Park mine 
Shalt 6 monitor well Also forwards 790409 I br re seepage 
reduction from impoundment, resul t Ing from tailings removal 
MCGRATH, E J McOrath, E J 79/04/19 9pp 


7906010335 Requests info re tailings Impoundment Review will be 
completed upon receipt of response 

SCARANOiR A Fuel Process 6 Fab Branch 79/03/06 4p p 


7906020069 "Nonpro I i f erat ion Alternative Sys Assessment Program Heavt| 
Hater Reactor," preliminary safety & environ info document, 

Vol III Revision 1 

a Energy, Dept, of 79/04/30 65PP 


7906020071 ‘’Nonproliferation Alternative Sys Assessment Program High 
Temp Gas Cooled Reactors, ’’ preliminary safety te environ info 
document* Vol IV, Revision 1 
a Energy, Dept of 79/04/30, I90pp 


7906020073 ’’Nonproliferation Alternative By* Assessment Program LMRs, 
preliminary safety environ info document* Vol I, Revision 1 
a Energy, Dept of 79/04/30 aOOpp 


79'0602-0074 "Nonproliferation Alternative Qys Assessment Program LMFD 
preliminary safety in environ info docuevent, Vol Vf, Revision 
I 

# Energy, Dept of 79/04/30 I90pp 


7906020077 "Nonprol I f era tlon Alternative Sys Assessment Program Gas 
Cooled Fast Reactor," preliminary safety 6 environ Info 
document, Vol V, Revision I 
a Energy, Dept, of 79/04/30, I30pp 
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7906020080 "Pr ^ concep tua 1 Study of Pro! i#*rdtlon^RcsHtdnt 
He t« rog «neoi;^ Qilde Fueled LflFBR Core*" final i*ept,Vol 1 
BACH- C H i CARELUI.M D r CDFfIELD<R D Weftinghouse Electric Corp 
76/11/30 2l5pp 


79Qtl80765 Nl/REG-0399 

"SER Related to Operation gf FFTp/Suppl 
« Office of Ml/clear Reactor Regulation 
Available at NTIS 


448 79/03/31 


ISOpp 


790603008S "Preconcep tua 1 Study of Proliferation-Resistant 
He te rag eneous Oxide Fueled CmFBR Core- *• final repfc.Val 2 
* Uest t hgb out e Electric Corp 70/11/30 393pp 


7906190007 Notice that A6LAB for antitrust proceedings has three 
members RS Sa I man* McFgrrar i' AS Rosenthal, Cha irman 
SkRUTSKI.R n Atomic Safety and Licensing Appeal P-ane I 7590-01 
79/05/17 Ip 


7906020097 CEFR-0O392 

^'Praconce p tua 1 Design Study of Prol iferatipn-Rcs Istanfc 
Hamogeneous Qnde Fueled UNFBR Cores 

TALWAR- B General Electric Co UC-79B 70711/O& 205pp 


7906020071 ESG-ODE- 13244 

■“Preconceptual Study of 1,000 HW Carbide-Fueled LrtFBR 
Designs," summary rept 

VITTItJ A . FELTEN.L 0 . 0R1TTIN5HAM. J C Rockuell Interna tianal 
Corp UC-79e 70/09/30 I70pp Available at NTIS 


7906020141 Transcript of 790917 meeting in Betnesda. MO Pp 2.663-2,769 
HILLER, M E . WENNER, S Atomic Safety and Licensing Board Panel 
79/05/17 I06pp 


7906020214 Forwards NUREC-OSll, ‘'Draft Generic ElS on U Hilling “ i 
FR rotvce Rept withheld (ref lOCFRa 790) 

S CAR AND, R A Draniun Recovery Licensing Branch 79/04/23 2pp 


7906040161 Requests util not be required to answer certain 
interrogatories from CA Dept of Water Resources Requests 
remaining interrogatories be deferred, pending response to 
util interrogatories Certificate of Svc end 

DDYLE. rt *1 , ARMSTRONG. M H McCutchen, Doyle, Brown t Emerson 
FORBUSK.h H Pacific Gas t Electric Co 79/04/S3 I6pp 


7906040372 Respond* to 790436 Itr requesting £IS CP application never 
f f ledi no EfS issued 

REGAN.M H Environmental Projects Branch 2 79/05/14 ip 


7906050116 Advises that JR Goldberg will present ABLAfi u/oral argument 
on behalf of NRC re Southern CA Edison Co appeal from ASL8 
790125 order 

OClLDBEfiO,J R Anti-Trust Division 79/05/04 Ip 


79060S04IO Responds to alleged self-serving Itr of 790412 Assumes 
mi scharacter 1 lat I ons are further attempt to influence case 
re motion to grant discovery before NRC 
MCDIARI1ID,R C Spiegel 6 HcDiarmid 79/04/16 ip 


79D6060010 Definoi issues that parties will be eipectsd to address at 
790922 oral argument 

OirFLQ, H E Atomic Safety and Licensing Appeal Panel 79/05/04 

2pp 


7906060214 Transcript of 790515 meeting in flethesde.HD Pp 2,235-2,435 
HILLER. M E , LOTOn, E , WENNER.S Atomic Safety and Licensing Board 
Panel 79/05/15 20lpp 


7906060219 Transcript of 790522 hearing in BethtsdaiHO Pp l'*t30 
ROSENTHAL. A , FARfiAR, M , SALZHAN, R Atomic Safety and Licensing 
Appeal Panel 79/09/22 133pp 


7906O70037 Forwards Fleischater 790430 POIA request for documents 
obtained through civil investigative demand re otll proposal 
to construct Mendocino project 

QOLDBERGi J R Anti-Trust Division 79/05/04 Ip 


7906070322 Response by CA Dept of Water Resources in opposition to 
PG^E motion for protective order re RH Gardes deposition 
Certificate of 8vc end 

C CaUfornla, State of 79/04/13 I6pp 


7906200558 Progress rapt re State of CA Pept of Water ReeourCff^ 780925 
request for computer-stored documents Foruiards i tem~by- 1 1 am 
description of documents U draft stipulation to protective 
order Certificate of Qvc end 

HEieS.R L , FURDU8H.M H Pacific Oas Electric Co ARM&TROHG, H H 
HcCutchen, Doyle, Rrowti 6 Emerson 79/04/30 74pp 


7906210372 Seeks dontai of util motion foi protective order ro 
790402 fourth set of interrogatories from CA Dopt of Water 
Resources Util cannot justify request for ojttonsionj 
Objections to questions are Inconsistent ^ unsabstantl^ I 
OEOKHEJIAN.O , GRU6KIN, S N , HORN. H C California, Statu of 
79/05/06 I8pp 


7906220479 Directs util to submit all info U matl promised irt reaporie 
to NRC motion to compel d iscovenj, a long w/addl info to uhlch 
util S' NRC agreed during informal discussions Requests 
response within 30 days 

MluLER.M E Atomic Safety and Licensing Uoord Panel 79/03/1* Ip 


7906260505 Responds to NRC 790503 motion to compel discovery Util 
supplies addl info to Questions 2-R re load dropping 
abi Uty, annua 1 min loads, native I oad, copac i ty sales & 
purchases 6 energy bonk Certificate of Svc onti 

WEISS, R Pacific Oas 6 Electric Co DOYUE, M M ARHStRaiJO^W H 
HcCutchen, Doyle, Brown *• Emerson 79/05/11 I4pp 


7906260590 FOIA request for copies of documents obtained by NRC from 
DOJ re PG6E proposal to construct Mendocino project 
FLEISCHAKER, D 3 Center for Law In the Public Interest 7‘//04/30 
Ip 


7906260555 Responds to FOIA request for documents made available to NBC 
by DOJ re proposal to construct Mendocino project 

Forwards index to 146 microfilm rolls 

PELTON. J f1 Division Of Rules and Records, 79/06/12 Ip 


— 7906260359 Index to 140 microfilm rolls provided by CA |>opt qf Water 
Resources Matl Involves PG?,E Jan-Mar 1973 memos re propos*! 
to construct Mcndacino project End I available in Central 
Files 

« California, State of 79/06/12 229pp 


7906290696 Requests preparation qf proposal re isolation of nsui 
yelloucake calclner U new yelleutake barreling operation 
from rest of bldg t> provision of addl emission control 
HAZLErA J Colorado, State of 79/05/22 2pp 

7906290003 Requests that NRC make all dispersion deposition 
evaluations of radiological f/ chemical exposure to Lincoln 
Park area due to present offsite groundwater contamination 
caused by seepasie from existing Cotter mill tailings ponds 
HAZLEcA J Colorado^ Ei^ate of 79/03/04 4pp 


PT 21 NONCOMPLIANCE REPORTS AND RELATED CORREQPONDENCe 


7905190630 Forwards Itr re ADLPIPE program for computing piping 
response to various static It transient loads Request* 
info bo considered as Part 21 ropt 

D I NOWELL, 1 U Arthur D Little, Jnc 79/04/19 Ip 


— 7905150637 Forwards memo confirming Info furnished at 790416 meeting 
w/NRC re ADUPIPE program for computing piping response to 
various static transient loads Five benchmark solutions 
will be verified Lists ADLPIpc licensees 
DINCWELL, iw Arthur D Little, Inc 79/04/19 89pp 


B QA999 QUALITY A68URANCE {NapeCTIONS 


7906010103 Ack receipt of 790411 Itr informing NRC of step* tjiken to 
correct deviation noted in QA Program Insp Rept 
99900074/79-01 

POTAPOVSrU, Region 4, Dallas, Vendor Inspection Branch 
I 79/05/02 ip 


7906010108 Responds to NRC 790315 Ur re deviation noted In QA Pro^rja 
Insp Rept 99900074/79-01 Corrective action*. W-lSS weld 
procedure has been revised to incorporate backing rlnji tact 
welding 

«EN80N,JL Diamond Power Specialty Corp (subs of Babcock tt 
Wilcox) 79/04/1 t app, 



NONDOCKETED ITEMS 


2 


— 7?il£>01011{> Forwards QA Prografli Insp Rapt 99900074/79-01 on 79^227-0302 
ie noUca of deviation 

POrAFQVSfU Region 4« Dall^ii 1/endor Inspection Branch 

79/03/13 2pp 


“-7906010112 Notice of deviation from imp on 790227-0302 

POTAPOVSiU Region 44 Dallasi Vendor Inspection Branch 

79/03/13 Ip 


— 7906010114 QA Program Insp Rapt 99900074/79-01 on 790227-0303 
Noncotnp 1. iance noted tac k welding procedures not developed & 
qualified 

ELLERSHAM. L E i HUNNICUTTiD M Region 44 Oallasi Vendor 

Inspection Branch 79/03/14 7pp 


790A0501S9 Ack receipt of 790420 Itr Informing NRC of stops taken to 
correct deviation noted in QA Program Insp Rept 
99700306/79-01 

POrAPaVGi U Raglan 4i Dallas# Vendor Inspection Branch 

79/03/03 Ip 


--7?0&0SOt-63 Responds to NRC 790409 Itr re deviation noted in OA Program 
Insp Rept 99900306/79-01 Corrective actions dead weight 
tester callbr source changed to obtain more timeli; svc 
QQNNERrE J Leslie Co 79/04/20 3p p 


— 7906030208 QA Program Insp Rapt 99900004/79-01 on 790226-0301 
floncomp 1 1 ance noted: certain design activities not properly 
implemented ^ analytical chemistry lab procedures not 
reviewed as prescribed 

MCNEILLiW M # WHITESELU. D E Region 4. DalUs4 Vendor 

Inspection Branch 79/03/19 0pp 


7906060044 Ack receipt of 790417 Ltr Informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rapt 
99900200/79-01 

PQTAPOV /81 U Region 4# Oallasr Vendor Inspection Branch 

79/05/02 Ip 


— 7906060040 Responds to NRC 790330 ltr re deviation noted in OA Program 
Insp Rept 99900205/79-01 Corrective actions correct 
certifications received from supplier 

CARREAV.O Process Equipment Co , Inc 79/04/17 Ip 


—7906060052 Forwards OA Program Insp Rept 99900203/79-01 on 790312-13 
h notice of deviation 

POTAPOVS# V Region 4# Dallas# Vendor Inspection Branch 

79/03/30 2pp 


— 7906060053 Notice of deviation from Insp on 790312-13 

« Region 4i Dallas# Vendor Inspection Branch 79/03/2B Ip 


—7906050168 Forwards QA Program Insp Rept 99900306/79-01 on 790312-16 
is notice of deviation 

POTAPOVgiU Region 4# Dallas# Vendor Inspection Branch 

79/04/09 2pp 


--7906050171 Notice of deviation from insp on 790312-16 

* Region 4# Dallas# Vendor Inspection Branch 79/04/06 ip 


— 7906050177 QA Program Insp Rept 99900306/79-01 on 790312-16 
Noncomp L lance noted master test gage not calihr as 
prescribed assembly instruction procedure not 
reviewed by QA manager. 

SUTTON# J W # MHITESELL.DW Region 4# Dallas# Vendor Inspection 

Drench 79/04/06 9pp 


7906050165 Ack receipt of 790420 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900049/79-01 

POTAPQV-&I U Region 4# Dallas# Vendor Inspection Branch 

79/03/03 Ip 


--7906050170 Responds to NRC 790406 ltr re deviation noted in QA Program 
Insp Rept '99900049/79-01 Corrective actions nonconformance 
rept Issued 4> receiving insp personnel instructed to create 
noncomf ormance rept for all nonconforming conditions 
TONEATTIfV W Atwood 4# Morrill Co # Inc Csubs of Foster Wheeler 
Corp ) 79/04/20 2pp 


--7906050174 Forwards OA Program Insp Rept 99700049/79-01 on 790321-23 4- 
notice of deviation 

POTAFOVSiti Region 4# Dallas# Vendor Inspection Branch 

79/04/06 2pp 


—7906030179 Notice of deviation from Insp on 770321-23 

» Region 4# Dallas# Vendor Inspection Branch 79/04/03 2pp 


— 7906030102 QA Program Insp Rept 99900049/79-01 on 790321-23 
Noncompliance noted receiving Inspector processed cover on 
Drawing C-24257# although cover had outside diameter of 
29 4373 inches 

KELLETiW D # WHITESELL.D E Region 4# Dallas. Vendor Inspection 

Branch 79/04/05 0pp 


7906030166 Act receipt of 790426 ltr informing NRC of steps taken to 
correct devietions noted in QA Program Imp Rept 
99900004/79-01 

POTAPOVS# U Region 4# Dallas# Vendor Inspection Branch 

79/03/03 ip 


— 7906060059 OA Program Insp Rept 99900203/ 7 9-0 I on 790312-13 
Noncomp 1 lance noted certificate for developer had batch 
number different from batch number on developer cans 
ELLERBHAWiL E , HUNNICVTT# D M Region 4# Dallas. Vendor 

!r.»poction Branch 79/03/2B 4pp 


7906060070 Act receipt of 790300 V 0420 Urs informing NRC of steps 
taken to correct deviation noted in QA Program Insp Rept 
99900297/79-01. 

POTAPOVS# U Ren ion 4i Dallasi Vendor Inspection Branch 

79/04/30 Ip 


—7906060075 Responds to NRC 770330 ltr re deviation noted in QA Frografi 
Insp Rept 99900297/79-01 Corrective aetinns QC 
Inspected terminals fe marked damaged ones requiring 
replacement Power operated screwdrivers banned from area 
LEATHERS# F H Foiboro Co 79/04/20 Ip 

— 7906060080 Act receipt of 79030B ltr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rapt 
99900297/79-01 Addl info required specific description 
of stops necessary to correct defective terminals 
POTAPOVS# U Region 4# Dallas# Vender Inspection Branch 

79/03/30 Ip 


— 7906060086 Responds to NRC 790202 ltr re deviation noted in QA Prograr 
Insp Rept 99900297/79-01 Corrective actions audits will be 
conducted customers will send teal rept on wire U cable 
used on panel ^obs 

DENZER.H a Foxboro Co 79/03/06 3p p 


—7906060074 FoTuards QA Program Insp Rapt 99900297/79-Ot on 790116-19 
t( notice of deviation 

8EYFRIT1K V Region 4# Dal last Office of the Director 
79/Oa/Oa 2pp 


— 7906060097 Notice of deviation from insp on 790116-19 

SEYFRIT.K V Region 4# Dallas# Office of the Director 
79/01/29 2pp 


—7906060101 QA Program Imp Rept 99900297/79-Ot on 790li6-l9 
Noncomp 1 lance noted failure to take committed corrective 
action U. damaged insiriation of relnsulated terminals not 
consistent u/Cf iter ion V of 10CFR50rApp B 

FOSTER# H E # HUNMICVTT. D M Region 4, Dallas# Vendor Inspection 

Branch 79/01/29. Spp. 


7906060104 Forwards QA Program Insp Rept 99900002/79-01 on 790312-16 
6 notice of deviation 

POTAPOVS# U Region 4# Dallas.' Vendor Inspection Branch 

79/03/30 2pp. 


— 790^050196 Responds to NRC 790326 ltr r® deviations noted in QA Pro-gram 
tnip Rept 99900004/79-01, Corrective actions' change notlcae 
not released unless all changes are clearly noted & new 
qual 1 ty-re lated analytical chemistry procedures under review 
RICKARD# C.L General Atomic Go <eubs of Gulf Oil Corp ) 

79/04/26. 7pp 


—7906050190 Forwards OA Program Insp Rapt 99900004/79-01 on 790226-0301 
U notice of deviation. 

POTAPOVBfU. Region 4/ Dalles# Vendor Inspection Branch. 

79/03/26. 2pp. 


— 7906050204 Notice of deviation from Insp on 790226-0301. 

e Region 4# Dallas# Vendor Znepect ion' Branch 79/03/19 3pp. 


—7906060108 Notice af deviation from Insp on 790312-16 

e Region 4# Dallas# Vendor inspection Branch 79/03/29 ip 


—7906060115 QA Program Insp Rept 99900002/79-01 on 790312-16. 
Noncomp I lance noted. fuel rod travelers signed off before 
completion of hydrogen testing. 

MCNEILL.H.M # WK1TE3ELL# D E. Region 4# Dallas# Vendor 

Inspection Branch 79/03/29 7pp 


7906070019 Ack receipt of 790423 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900356/79-01 

PQTAPOVSfU. Region 4# Dallas# Vendor Inspection Branch. 

79/05/03, ip 
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— 7706070022 Re«p^>nd* to KRC 790320 Itr r* davt»tlon noted tr» QA Program 
In-sp Rapt 99900336/79-01 Correctivo actlorei QC 
revitod to Includo dutita It authorltlom of 4U porsannel 
performing 1 1 tq-r ele ted actlvitiee 
DUNCAN. C F Btfrhdg Hu* kq 79/04/:?3 7pp 


— 7906070023 Forward i OA Program In«p «ept 999003S6/79-01 on 790212-13 
It notlc* of deviation * 

POTAPOVSjU Region 4 j OallA«t Vindar Inipectlon Branch 

79/03/20 2p p 


— 7906070023 Notice af deviation fr<]ini imp on 790S12-1S 

♦ Region 4f DalUi. Vendor Inspection Branch 79/03/07 tp 


— 7906070026 QA Program In«p Kept 9 990033 6/79' 01 on 790212-13 
Noncomp 1 lance noted failure to clearly delineate duties & 
respon* ibl 1 1 tie* of personnel It failure to include mgt 
policy statement in QA program 

SUTTON. I NHITESELL.DE Region 4. Dallas. Vendor Inspection 

Branch 79/03/07 t2pp 


7906070026 Foruarda OA Program Insp Rept 99900314/79-01 on 790226-0301 
No noneomp L lance noted 

POTAPOVBjU Region 4. Dallas. Vendor inspection Branch 

79/03/26 2pp 


— 7906070031 QA Program Insp Rept 9990031 4/79'Ot an 790226-0301 NO 
noncomp 1 1 ance noted Major areas inspected implementation of 
lOCFRSO. App S cr 1 terla. other NRC requirements It applicable 
code* It stds 

OLLER.R E r HUNNICUTTrD M Region 4. Dallas. Vendor Inspection 

Branch 79/03/23 I6pp 


7906120022 Forwards QA Program Insp Rept 99900003/79-01 on 790403-06. 
No noncomp I lance noted 

POTAPOVS.V Region 4. Dallas. Vendor Inspection Branch 79/04/20 
2pp 


— 790612003Q OA Program Insp Rept 99900003/79-01 on 790402-06 No 
honcompllance noted Major areas inspected implementation of 
topical rept It other applicable codes It s tds. moisture l« 
hydrogen controls It pellet attributes 

MCNEIL. N M r HHITESELL. D E Reg Ion 4. Dallas. Vendor Inspection 

Branch 79/04/19 9pp 


■^906160004 Act receipt of 790202 Itr Informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900031/79-02 

ParAPOVS. U Region 4. Dallas. Office of the Director 79/03/26 

Ip 


'*-7906160009 Responds to NRC 790312 Itr requesting atfdl info re 
deviation noted In QA Program Insp Rept 99900031/79-02 
Corrective actions purchase orders will be forwarded to QA 
for approval 

HEMSLERt D A. Bingham-WiHaatette Co /7/03/16 2pp 


— 7906160006 Requests addl infc to complete review of response to 
deviations froi" QA Program Insp Rept 99700031/79-02 
POTAPOVS. U Region 4. Dallas. Office of the Director. 79/03/12 
Ip 


—7906160007 Responds to NRC 701219 Itr re deviations noted in QA Program 
Insp Rept 99900031 /79-02t Corrective actions boom uelder 
recallbr It wort order format being revised 
THARPrW, e Blngham-HIllamette Co 79/02/02. Bpp 


— 7906160008 Forwards OA Program Insp Rspt 99900031/79-02 on 781 113-16 & 
f deviation 


— 79061B0244 Responds to NRC 790227 Itr re deviations noted In OA Prograa 
Insp Rspt 99900302/79-01 Corrective actions QA manual 
updated 6 personnel qualification records reflled 
GOLDBERO. H H Eastern Piping & Engineering Go . Inc 79/04/04 
3pp 


— 7906100231 Forwards QA Program Insp Rapt 99900302/79-01 on 790122-29 4 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/02/27 2pp 


—7906180253 Notice of deviation from insp on 790122-29 

• Region 4. Dallas. Office of the Director 79/02/26 2pp 


— 7906180263 QA Program Insp Rept 99900302/79-01 on 790122-29 
Noncamp 1 iance noted failure to take committed corrective 
actions Nelding procedures specs packages did not contain 
rsqutred qual if icatlon of personnel records 

SUTTON.J W . UHITESELLiDE Region 4. Dallas. Vendor Inspection 

Branch 79/02/26 9pp 


7906IB0654 Ack receipt of 790316 Itr Informing NRC of steps taken tc 
correct deviations noted in QA Program Insp Rept 
99900340/79‘-0l 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 

79/03/26. Ip 


—7706160639 Responds to NRC 790213 Itr re deviations noted in QA Prograa 
Insp Rept 99900340/79-01 Corrective actiens all assembly 4 
research torque wrenches will be maintained In central 
location 

BARCLAY. J F Yarway Corp 79/03/16 Ip 


—7906180663 Forwards QA Program Insp Rept 99900340/79-01 on 790123 U 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 
79/02/13 2pp 


—7906100666 Notice of deviation from insp on 790123 

a Region 4. Dallas. Vendor Inspection Branch 79/02/13 Ip 


— 7906180670 QA Program Insp Rept 99900340/79*’01 on 790123 Noncodtp L lance 
noted assembly It research torque wrenches were found 
w/calbr due date of 781108 

KELLEY. N D . HHITESCLU D E Region 4. Dal las. Vendor Inspection 

Branch 79/02/12 6pp 


7906190030 Ack receipt of 790423 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900303/79-01 

PQTAPQVSrU Region 4. Dallas. Vendor Inspection Branch 
79/09/03 Ip 


—7906190035 Responds to NRC 790201 Itr re deviation noted Ln QA Ppafraai 
Insp Rept 99900303/79-01 Changes dates of commitment for 
corrective action agreed to at 790413 meattng 
TENZER, 8 £ Ebasco Services. Inc (subs of Enierch Corn ‘ 

70/04/23 ip 


7906190039 Act receipt of 790418 Itr informing NRC of stepe taken, to 
currset deviation noted in QA Program Imp Rept 
99900033/79-01 

POTAPOVS, U Region 4. Dallas. Vandor Inspaction Branch 

79/03/03 Ip 


— 7906190046 Responds to NRC 790406 Itr r« deviation noted in OA Program 
Insp Rept 99900053/79-01 Corrective actions; drawing* Its 
quastion have been revised to show correct dimeniione Nelds 
have been repaired 

KNIESER. 0 N Anchor/Darl Ing Valve (subs of Anchor/Barling 
Industries. Inc ) 79/04/tB Ip 


—7906190052 Forwards GA Program Insp Rapt 99900053/79-01 art 790221-23 4c 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 
79/04/06. 2pp , 


-7906190067 Notice of deviation from Insp on 790221-23 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch. 
79/04/03 Ip. 


—7906190074 QA Program Insp Rspt 99900033 /79-(Ji on 790221-23. 

None ompl lance noted. failure to adhere to min size socket 
weld specified in A8ME code 6 fillet well less than min 
size specified 

KELLSV. If. D. , HHITE6ELL. D. E, Region 4. Dallas i Vendor Impaction 
Branch. 79/04/03. 9pp. 



NONDOCKETED ITEMS 


7‘706190060 Act recttpt of 790430 Itr Informing NRC of stops taicsn to 
corroct dwlotion notsd in OA Progrom Insp Rspt 
99900401/78^04 

POTAPOVSiU Roglon At DalUsi VsndoT tnspoctiovi Sranch 

79/05/03. Ip 


— 7906190001 Responds to NRC 790321 Itr rs deviation noted In QA Program 
Imp Bept 99900401/70-04 Corrective actions revision to QA 
of design manual 

E;T1-(£R 1 OOEa H R Combustion Engineeringi Inc 79/04/80 6pp 


/9062100SG Forwards QA Program Insp Kept 99900057/79^01 on 790312-15 
No- none omp 1 lance noted 

POrAPOVSiU Region 4* Dallasi Office of the Director 79/04/02 

2pp 


— 790i2£0059 QA Program Insp Ropt 99900057/79-01 on 790312-15 No 
-noncompl lance noted Major areas inspected implementation of 
lOCFRSO App B criteria^ other NRC raguirements h applicable 
codes «< stds Si action on previous insp findings 
OLLERiR E I HUNNICUTT, D N Region 4, Dallas# Office of the 
Director 79/03/30, lOpp 


7906210061 Forwards QA Program Insp Rept 99900240/79-01 on 790306-08 
No noncompl iance noted 

POTAPOVStU Region 4. Dallas# Office of the Director 79/04/03, 


— 7906810069 QA Program Insp Rapt 99900240/79-01 on 790306~OB No 
noncomp 1 lance noted Major areas Inspected imp lamAntatlan of 
lOCFRSO App B criteria customer requirements. Including 
insp of QA manual/programr des Ign control (c contracts 
AQEEi J ft Region 4. Dallas. Office of the Director 79/04/03 

9pp. 


7904210074 Act receipt of 790433 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900036/79-01 

POrAPaVB.U Region 4. Dallas. Office of the Director 79/05/09 

Ip 


— 7906810076 Responds to NRC 790319 Itr re deviation noted in QA Program 
Insp Rspt 99900036/79-01 Corrective actions in-process 
rejection notice issued ^ disposed of ^ responsible foreman 
reinstructed re welding machine settings 

DATES. B J . MILLER. L C . STQNE.W A Combustion Engineering. Inc 
79/04/23 8pp 


— 79062 lOOBO Forwards QA Program Insp Rept 99900036/79-01 on 790226-0303 
t. notice of deviation 

PGTAPOVSfLT Region 4. Dallas. Office of the Director 79/03/19 
2pp- 


—7906210033 Notice of deviation from insp on 790226-0302. 

* Region 4. Dallas. Office of the Director 79/03/16 Ip 


— 7906810006 QA Program Insp Ropt 99900036/79-01 on 790226-0302. 
Noticomp I lance noted welder was not welding within ipeclfied 
amperage range 

HUNTER. V H . HKITESELUi 0 E. Region 4. Dallas. Office of the 
Director 79/03/16 5pp 


7906810083 Ack receipt of 790430 Ur informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
9990DOS2/79-O1 

POTAPOVS. U Region 4. Dallas. Office of the Olractop 79/05/15, 
it 


— 7906210091 Responds to NRC 790404 Itr f« deviation noted in OA Program 
Insp Rept 99900052/79-01 Corrective actions. QA manual is 
being revised to assure adequacy of review of mods to design 
4c technical requirements 

OPEENE. J J. Crosby Valve Gage Co, aA-wlO-48i5 79/04/30. 2pp 


—7906210093 Forwards QA Program Insp Rept 99900052/79-01 on 790320-21 6 
notice of devietioT. 

POTAPOVS. U Region 4. Dallas. Office of the Director. 79/04/04. 

2pp 


—^906210097 Notice of deviation from insp on 790320-21 

s Region 4i DalUfr Office of tJte Director 79/04/03 Ip. 


—790-6210099 OA Program Imp Rept 99900058/79-01 on 790320-81 
Noncomp I lance noted: deviations re design verification t* 
audits. 

KELXJEY. U. D. « HHITCBELL. 0. E, Region 4. Dallas. Off lea of the 
Director. 79/04/03. 10pp. 


7906210297 Ack receipt of 790327 Itr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900047/ 79- Oi 

PQTAPQVB.U Region 4. Dallas. Vendor Inspection Branch 

79/04/05 ip 


— 7906810307 Responds to NRC 790220 Itr re deviation noted In QA Progr^ 
Insp Rept 99900047/79-01 Corrective actions revised 
electrode checkout log it 2-h limit established for 
exposing electrodes to ambient temp it humidity 

MILLER. T 0 WestlnghousB Electric Corp 014-79-TDM 79/03/27 

4pp 


—7906210312 Forwards QA Program Insp Rept 99900D47/79-01 on 790100-12 
4. notice of deviation 

POTAPOVS.U Region 4. Dallas. Vendor Inspection Branch 

79/02/20 2pp 


—7906210316 Notice of deviation from Insp on 790108-18 

♦ Region 4. Dallae. Office of the Director 79/02/15 8pp 


—7906210322 QA Program Insp Rept 99900047/79-01 on 790108-12 
Noncompl lance noted Improper control of weld electrodes 
HUNTER. V H r KELLEY. N D , NHITE8ELL. D £ Region 4. Dallas. 

Vendor Inspection Branch 79/02/15 ISpp 


7906210326 Ack receipt of 790312 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900030/79-01 

POTAPOVa.U Region 4. Dallas. Vendor Inspection Branch 

79/03/26 Ip. 


—7906210331 Responds to NRC 790222 Itr re deviation noted in QA Progr. 
Insp Rept 99900038/79-01 Corrective actions revision of 
maint control procedure & procedure specs for welding 
mach ines 

AKANO.M Ishikauajima - Hartma Heavy Industries Co .Ltd. 

QA0-9L-016 79/03/fa 3pp 


—7906210335 Forwards OA Program Insp Rept 9990003B/ 79-01 on 790100-18 
ft notice of deviation 

PQTAP0V8.U Region 4. Dallas. Vender Inspection Branch 

79/01/30 2pp 


—7906210338 Notice of deviation from Insp on 790108-12 

e Region 4. Dallas. Office of the Dlrecto-r 79/01/26 Ip. 


“7906210344 QA Program Insp Rept 99900030/79-01 on 790100-18 
None ompl lance noted nonconelstent calibr procedures for 
welding control 

BARNES. I . HUNNICUTT, D M Region 4. Dallas. Vendor Inspection 

Branch 79/01/86 tlpp 


7906210401 Forwards QA Program Insp Rept 9 99000 90/ 7 9-01 on 790312-15. 
No noncompliance noted 

POTAPDVa.U Region 4. Dallas. Vendor Inspection Branch 

79/04/09 8pp 


—7906810406 QA Program Insp Rept 99900098/79-01 on 790312-15 No 
noncompl lance noted Major areas inspected implementation of 
lOCFRSO. App D criteria applicable codes U etds . inc lud 1 ng 
imps, tests 4. weld matt co-ntrol 

HUKTER.V H Region 4. Dallait Vendor Inspection Branch 

79/04/06 6pp. 

7906880210 Ack receipt of 790485 Ur Informing NRC of steps taken to 
correct deviation noted in QA Program insp Rept 
79900507/79-01. 

POTATOVS. U Region 4r Dallas. Vendor Inspection Branch 

79/05/09. ip 


— 7906820813 Responds to NRC 790330 Itr re deviation noted In OA Progr 
Insp Rept 99900507/79-01 Corrective actions project 
instruction PI-BB-l. Revls I on 4«will be revised It 
notification of scheduled revision will be Issued by 790430. 
MCFARLAHDiJ E Bargent Lundy. Inc 79/04/35 3pp 

—7906220816 Forwards QA Ppoprem Insp Rept 99900507/79-01 on 790312-16 
4( notice of deviation. 

POTAPQVS.U Region 4# Dallas. Vendor Inspection Branch. 

79/03/30 2pp 


— 790682021S Notice of deviation from Insp on 790312-16 

a Region 4. Dallas* Office of the Director 79/03/20. Ip 


— 7906220S2S OA Program, Insp Rept 99900507/79-01 on 790318-16 
Noncompliance noted, project instruction covering project 
status repts did not meet requiremente eoma 
signatures on QA record submittal schedules not dtd. 

COSTELLO. J R. . BRCHIN. R. L * HALE. C J Region 4. Dallas. Vendor 

tneoectlon Branch 79/03/30 16pp. 
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NONDOCKETED ITEMS 


790£i2300a3 if\ci receipt of 790S01 Itr infarmlng NRC of teten to 

correct deviatidu noted in QA Pro^rem Intp Ropt 
999003 17/79-01 

POTAFQ^SpU Region A, OailASp Vendor Inspection Branch 

79/05/tO Ip 


— 790623002a Responds to NRC 790409 Itr re deviation noted in OA Program 
Insp Rept 999O03l7/79’’0l Corretlive actloni master sheet has 
been revieued &t reminder forms leswed for corrective action 
requests delated past 30 da^s 

□£N0ER,B B cooper Industrlesr Inc , Cooper Energy Services Div* 
79/05/01 5pp 


— 7906230030 Forwards OA Program Insp Rept 97900317/79-01 on 79031 9''a3 h 
notice of deviattan 

6EYFRIT.K V Region 4. Dallas. Office of the Director 
79/04/09 2pp 


— 7906S30033 Motive of deviation from Itiep on 790319-23 

» Region 4i Dallas. Office of the Director 79/04/09 4pp 


— 7906230035 OA Program Insp Rept 99900317/79-01 on 790319-23 
Nonconp 1 iances noted failure to take preventive measures 
ulthin committed tiire for deviation identified in tnsp Rept 
99900317/76-01 re «ifg process control 

FOSTER. U E . KiJNNiCLiTT. O M Region 4. Dallas. Vendor Inspection 

Branch 79/04/OS I2pp 


790AS30032 Forwards OA Program Insp Rept 99900503/ 79*-0 1 on 790411 No 
tioncomp llance noted 

POTAPOVS. U Region 4. Datlas. Vendor Inspection Branch 

79/04/30 ip 


— 7906230036 QA Program Insp Rapt 9790503-79-01 on 770411 No 

noricompl lance noted Nojor areas inspected implementation of 
Rapt B4<R0£ COM-MP-IA. inc luding initial mgt meeting 
ANDERSON. 0 Q , POTAPOVSi U . HAtE. C J Region 4. Dallas. Vendor 

Tnepection Branch 79/04/27 3pp 


790*230048 Forwards OA Pragram Insp Rept 79900209/79-01 on 790314-15 
NO noncomp I lance noted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/04/03 2pp 


— 790*230049 QA Pfipgram Insp Rept 97900207/79-01 on 770314-15 No 
noncompl lance noted Major areas Inspected followup on 
iOCFRSL rept re possible deficiencies of fabricated rigid 
rod s fcruts. Bergen-Patcrson Part 2.000 

CU-ERCHAW.L C . HUNNICUTT. D M Region 4. Dallas. Vendor 

Inspection Branch 79/04/03 4pp 


7906230051 Forwards QA Program Insp Rept 99900357/79-01 on 790305-07 
No none omp 1 lance noted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/04/04 2pp 


—790*230052 QA Program Insp rapt 99700357/79-01 on 770305-07 No 
noncompl lance noted flajor areas inspected implementation of 
lOCFRSO App B t applicable codes & stds & vendor corrective 
action re 10CFR21 rept 

KELLEY, N D . NHITESELU.D E Region 4. Dallas. Vendor Inspection 

Branch 79/04/02 14pp 


790*230055 Ac k receipt of 790214.0411 «. 12 Itrs Informing NRC of 
steps taken to correct deviation noted In QA Program Insp 
Rept 99900017/76-02. 

SEYFRIT.K V Region 4. Dallas^ Office of the Director 79/09/10 

ip 


— 790623006* Notice of deviation from insp on 781127-30 

« Region 4. Dallas. Office of the Director 7H/12/19 4pp 


—7906230068 OA Program Insp Rept 99900017/78-02 on 70U27-3O 
Noncomp 1 iance noted deviations re action on previous insp 
f indlngs. des Ign control, post-ue Id heat treatment % mfg 
process control 

BARNES. I . R0BERD3. H W . HUNNICUTT. D M Region 4. Dallas. 

Vendor Inspection Branch 78/12/15 17pp 


/906230069 Forwards QA Program Insp Rept 99900114/79-01 on 790226-0303 
t( notice of deviation 

POTAPOV8.U Region 4. Dallas. Vendor Inspection Branch, 

79/04/02 2pp 


—7906230071 Notice of deviation from Insp on 790226-0303 

« Region 4. Dallas. Vendor Inspection Branch 77/04/02 Lp 


—790*230073 QA Program Insp Rept 99900114/79-01 on 790226-0303 
Noncamp 1 ianco stated calibr documentation for magnetic 
particle testing equipment not available 

SUTTON. J N . 14HITE5ELL, D E Region 4. Dallas. Vendor Irspectlo*! 

Branch 79/03/29 lOpp 


7906290200 Ac k receipt of 790413 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900334/79-01 

PQTAPOVSrU Region 4. Dallas. Vendor Inspection Branch 

79/05/25 ip 


— 7906270211 Responds to NRC 790426 Itr requesting add 1 Info on Itia 0 
corrective actions engineering change notice log revised so 
headings f/ Infa required is functional 
DEANE.E G Tranaamerica Delaval. Inc 79/05/14 &pp 


— 7906290219 Ack receipt of 790423 Itr informing NRC of stops taken to 
correct deviations noted In QA Program Insp Rept 
97900334/79-01 Addl info requested ve steps taken to correct 
4* prevent recurrence of Item 0 

POTAPOVSiU Region 4. Dallas. Vendor Inspection Branch 

77/04/26 Ip 


—7906290223 Responds to NRC 790320 Itr re deviation noted in QA Pregras 
Insp Rept 99900334/79-01 Corrective actions QA t( QC manuals 
revised. microfilm storage investigated, interna 1 audit 
schedule revised 6 engineering change notice log ravlsed 
DEANE. E Q Transamevica Do lava I, Inc 79/04/13 4pp 


—7906290223 Forwards QA Program Insp Rept 97900334/79-01 on 790303-S9 I 
notice of deviation 

POTAPOVSfU Region 4. Dallas. Vendor Inspection Branch 

77/06/20 2pp 


—7906290229 Notice of deviation from Insp on 790305-07 

* Region 4. Dallas. Office of the Director 79/03/19 4pp 


—7906290236 QA Program Insp Rept 99900334/79-01 on 77030 3 09 
NoncompUance noted GA program 6 change control practices 
not consistent w/l0CFR30 App B applicable codes stds, 
rOSTER.U E Region 4. Dallas. Office of the Director 
HUNNICUTT. D M Region 4. Dallas. Vendor Inspection Branch 

77/03/17 12pp 

7906290238 Ack receipt of 790412 6 0512 Urs informing NRC of stdps 
taken to correct deviation noted In QA Program Insp Rept 
99900355/79-01 

POTAPOVS. U Region 4i Dallas. Vendor Inspection Branch 

79/03/22 ip 


—7906290243 Submits addl Info re QA Program Insp Rept 99900353/79-01. psr 
NRC 790423 request Describes method of documentation used 
for training 6 Indoctrination 

HIRATA.Y Hlrata Valve Industry Co . Ltd . Kawaski Div 79/05/12 

ip 


—7906290231 Ack receipt of 790412 Itr re steps taken to correct 
deviation noted in QA program Insp rept, Addl info required 
POTAPQVS.U Region 4. Dallas. Vendor Inspection Branch 

79/04/23 ip 


— 7906290264 Responds to NRC 790202 Itr re deviation noted in OA Prfl)rj* 
Insp Rept 99900355/79-01, Corrective actione valves machined 
6 rewelded. data! led welding procedures ravtsad 6 applicable 
welding records esaminad re Interpass tamp par A3M6 code. 

HIRATA.Y Klrata Valve Industry Co . Ltd i Kawaski Qlv GH-336 
79/04/12 5pp 


—7906290268 Forwards QA Program Insp Rept 99900355/79-01 on 790112 6 
16-18 6 notice of deviation 

POTAPOVS. U Region 4. Oallasi Vandor Inspection Branch, 

79/02/02 2pp 
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— 7906290276 Notice of deviation from Insp on 790112 & 16-18 

» Region 4i DaUosi Office of the Director 79/01/31 3pp 


— 7906290202 OA Program Insp Rept 99900355/79-01 on 790112 U 16-lB 
Noncomp I lance noted qualification of hardfacirtg uoldlng 
procedure -specs not consistent u/requlrements 

BARNES r I I HUNNlCUTTfD N Region 4i Dollasr Vendor Inspection 

Branch 79/01/31 llpp 


7906290563 Aclr receipt of Itr informing NRC of steps taken to correct 
dlBvlations noted in QA Program Insp Rept 99900063/79-01 
POTAPOVSrU Region 4i Dallasi Vendor Inspection Branch. 

79/03/15 ip 


— 7906290572 Responds to NRC 790412 Itr re deviations noted in QA Program 
Insp Rept 99900063/79-01 Corrective actions welding 
procedure revised U pertinent addenda distributed to weld 
shop 

HARNEYfD 8 Dresser Industrlesi Inc 79/05/10 2pp 


— 7906290376 Forwards QA Program Insp Rept 99900063/79-01 on 790319-23 
t( notice of deviation 

PQTAPOVSi U Region 4# Dallasi Vendor Inspection Branch 

79/04/12 2pp 


— 7906290583 Notice of deviation from insp on 790319-22 

* Rog i or 4« Dallas# Office of the Director 79/04/12 2pp 


— 7906290591 QA Program Insp Rapt 99900063/77-01 on 790319-22 
Nancomp 1 lancB noted mfg process control welding not 
consistent u/weld procedure spec t distribution of 
wald procedure addenda not consistent tu/code criterion 
RQBERTQ.H W . JOHNSON# J M . HUNNICUTT# D M Region 4# Dallas, 

Vendor Inspection Branch 79/04/09 llpp 


7906290614 Ac k receipt of 790502 Itr Informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900524/79-01 

PdTAPOVSiV Region 4# Dallas# Vendor Inspection Branch 

79/05/17 Ip 


--7706290620 Responds to NRC 790413 Itr ro deviation noted in QA Program 
insp Rept 99900524/79-01 Corrective actions revision of 
Proceduro nC-2 to delete requirement of tpeclfijing Issue 
dates of codes t- stds for design descriptions 
DERIENZQ. P P Olbbs tt Hill# Inc (subs of Dravo Carp ) 

79/0S/02 3pp 


—7906290621 Forwards QA Program Insp Rept 99900524/79-01 on 790326-30 
notice of deviation 

POTAPOVS. U Region 4. Dallas# Vendor Inspection Branch 

79/04/13 2pp 


--7906290624 Notice of deviation from insp on 790326-30 

a Region 4# Dallas# Office of the Director 79/04/12 Ip 


--7706290630 QA Program Insp Rept 99900524/79-01 on 790326-30 
Noncomp i lance noted design descriptions did not speclfg 
issue date of applicable codes fy stds tn design checklists 
not used on all design reviews 

DROHNiR L , GOSTElLOiJ R . HALE# C J Region 4i Dallas# Vendor 

Inspection Branch 79/04/12 12pp 


7906290651 Ros ponds to NRC 790426 Itr re deviation noted in QA Program 
Insp Rept 99700023/79-01 Corrective actions copies of 
acknowledgments of 790208 instructions ware signed 
by rod room attendant t- OC inspector 

MDERKEiH H Bouthuest Fabricating it VJolding Ce (subs of lU 
International Corp i 79/05/15 3pp 


7906290633 Ack receipt of 790326 0315 Itr Informing NRC of steps 

taken to correct deviation noted in QA Program Insp Rept 
99900025/79-01 

POTAPOVB-i U Region 4# Dallas# Vendor Inspection Branch 

79/03/22 ip 


--7906290662 Ack receipt of 770326 Itr informing NRC of steps taken to 
correct deviation noted in QA Program insp Rept 
99900025/79-01 Requests addl info re method of documenting 
stated instructions to provide auditable record 
PQTAPOVSi li Region 4# Dallas# Vendor Inspection Branch 

79/04/26 2pp 


— 7906290671 Responds to NRC 790226 Itr re deviation noted in QA Program 
Imp Rept 99900025/79-01 Corrective actions: temp 
stratification within rod box has teen corrected Mods have 
maintained air temp within 150 F to 300 F 

MOERKCiN H Southwest Fabricating i> Welding Co fsubs of lU 
international Corp, > 79/03/26 lOpp 


— 79062906B2 Forwards QA Program Insp Rept 99900025/79-01 on 790129-0202 
V notice of deviation 

PaTAPDV8#U Region 4# Dallas# Vendor Inspection Branch 

79/02/26 2pp 


— 7906290690 Notice of deviation from insp on 790129-0202 

POTAPQUS # li Region 4# Dallas# Vendor Inspection Branch 

79/03/21 3pp 

—7906290707 <SA Program Insp Rept 99900023/79-01 on 790127-0202 
Noncomp 1 lane e noted storage of coated electrodes not 
consistent w/Crtterion /III of 10CFR30 App 8 fy. temp 
requirements of Procfldut<‘ WHC-l# Revl s ion O 

BARNEB. I # R0D£flDS#H W . HUNNICUTT# D M Region 4. Dallas# 

Vendor Inspection Branch 79/02/21 24pp 


7906290676 Ack receipt of 790209 a# 0425 Itrs Informing NRC of steps 
taken to correct deviation noted In QA Program In»p Rept 
99900066/70-03 

POTAPOVS# U Region 4# Dallas# Vendor Inspection Branch 

79/05/22 I p 


—7906290603 Forwards responses to 790402 request far addl info re 
deviation noted In QA Program Insp Rept 99900066/70-03 
WARREN. M C Bend lx Corp 79/04/23 16pp 


— 7906290693 Requests add I info to 790209 response re steps taken to 
correct deviation noted in QA Program Insp Rept 
99900066/78-03 

SEYFRFT#K V Region 4. Dallas# Office of the Director 
79/04/02 2pp 


— 7906290703 Responds to NRC 790104 Itr ro dlovlatlan noted in QA Program 
Insp Rept 99900066/73-03 Corrective actions training ty 
Indoctrination program will bo revised it pracoduro developed 
for handling ^ storage of Items to prevent deterioration 
WARREN. K C Bendix Corp 79/02/09 5pp 


—7906290708 Forwards QA Program Insp Rept 99900066/ /B-03 on 731211-15 
notice of deviation 

8EYFRrT#K V Region 4. Dallas, Offlcs of the Director 
79/01/04 3pp 


—7906290711 Notice of violation from inap on 781211-15 

a Region 4# Dallas# Office of the Director 79/01/04 3pp 


—7906290716 QA Program Insp Rept 99900066/73-03 on 701211-13 
ffoncomp 1 lanco noted training procedure not revised as 
comml tted# hand 1 ing i# storage not accomplished w/approved 
procedures & minutes of training meeting not maintained 
BARNES# I # ROE£RD3#H W # HUNNICUTT# D M Reg Ian 4# Dallas, 

Vandor Inspection Branch 76/12/29 I2pp 


REOGD REGUIATORY GUIDES 


/7060-2021 5 Corroc ts 790416 Itr forwarding draft rag guide#" Lightning 
Protection for Nuclear Power plants •' 

STAOCrR E Bechtel Power Corp (subs of Bechtel Corp ) 79/04/19 

tp 


7906020216 Comments on proposed Revision 2 to Reg Guide 1 0 
wording should be changed as follows* "included In one year 
of e iper lane e# sh ould be training & experience sufficient to 
qualify Individual " 

BASILS# J A Public Service Co of Oklahoma 79/04/09 2p p 


7906020222 Value/impact statement for proposed Revision 3 to Rog Guide 
1 35# "Enservice Insp of Ungrouted Tendons in Pressurized 
Concrete Containments " 

e Office of Standards Development 79/04/30 7pp 


7906070340 "Assumptions Used for Evaluating Light Hater Cooled Nuclear 
Power Plant Siting Distances for Purposes of lOCFRlQO *' 

♦ Office of Standards Development 79/03/31 lOpp 


—7906070348 "Assumptions Used for Evaluating Potential Radiological 
Consequences to Public from Design Basis Accident* in 
Light Hater Cooled Nuclear Power Plante for Purposes of 
10CFR30 1# 51 " Value/tmpact Statement end 
e Office of standards Development 79/03/31 IBpp 


7906070069 Comments on proposed Reg Guide 1 144 disagrees u/proposed 
position requiring internal audits to he conducted annually 
Recommends scope of procurement aclions not requiring 
external audits be extended to include source verification, 
VlOUETTErJ B Bechtel Power Corp (suhs of Bechtel Corp,) 
79/03/01 2pp 
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790607(>079 ^omniian.ts an praposarf Rag Giftile 1 144 rccammendf enrfarstment 
a# -ltd iif/rvgard to schadirllpg of irtarnai audits 3ugg#ft» 

C3 tl be ixtandad to £ticliid« accoptabla altarnatlvo m«tliod-» 

for use bv cus tomars r r«tb er than audltLng 

GQR£. J Atomic Industrial Forum 79/04/09 2pp 


790&07003S Comments on proposed Reg Guide 0 @3 guide Is sound ^ 
strengthens radiation control aperatlom Concerned re 
recordkeeping & Insufficient Initiative given to 
Institution or prof health physicist 

GREENF I ELDr ri A California! Unlv ofi Los Angeles 79/03/29 Spp 


T^-ObOyOO?! Commants on proposed Reg Guide I 144 reciofflfflends no specific 
required audit frequency Endorses mfg audit as alternative 
EOELHAMrKR Cleveland Electric T kluml neting Co 79/03/2A 2pp 


790-0070174 Comments on proposed Reg Guide 0 23 usage Interval for 
determining monitoring requirements is unspecified Ic 
conflicts (if/Reg Guide 10 a-39 Refs cited are out df 
date & should be updated 

BLAHDrU H ! WETTERAU. L If Vet Admin Kusp LA! California 
79/04/03 ip 


7906120107 Forwards 790419- Itr discussing Reg Ouide I 120 requirements 
for cable penetrations 

WRIGHTi R L ACRS - Advisory Committee on Reactor Safeguards 
79/09/02 ip 


— 7906120112 Discusses 77031B Itr re evaluation of cabJa penetrations 
Recent tests of fire barriers shou thermafiber tf special 
gypsum product to Liltbstand 3“h E-119 furnace fire 
ELIASENfAN Sargent 4« Lundyr Inc 79/04/19 Ip 


7906130170 Proposed Reg Guide 1,39 |< '‘Determining Prestreeslng Forces 
for Insp of Prestressed Concrete Containments “ 

♦ Office of Standards Development 79/04/30 2tpp 


-’'7906)30180 Draft value/impact statement for proposed Reg Guide 1 39 ii 
“Determining Prestr ess Itig Forces for fnsp of Preitressed 
Concrete Containments " 

• Office of Standards Development 79/04/30 5pp 


7906140613 Comments on proposed Reg Ouide 8 8 disagrees that 
relationship between radiation d-ose & biological effects 
are well known only for high doses 

SWIGK.C s Environmental Policy Institute 79/04/20 ip 


7906140619 Comments on proposed Reg Guide i , 6, educatidn and experience 
requirements far personnel are needlessly high 
PARKER/ U O Dute Power Co 79/04/23 4pp 


7906140618 Comments on proposed Reg Guide & 23 objects to survey 
frequency schedule Cites rad latlon'produc ing equipment not 
addressed bt contamination level tables not provided 
VUSK0!J. 0 Allegheny General Hasp 79/G4/17 Rpp 


7906140648 Comments on proposed Revlflon 2 to Reg Guide I 8 recommends 
Paragraphs Sa^Dc under Part C be ravlded to- recognlie sys 
knowledge gainetl through test e x-per i encei as ueU as formal 
sys training 

DALErL F Mississippi Pouer it Light Co AECM'79141 79/04/20 Lp 


79G6140693 Comments on proposed Reg Guide 7 9 falls to specify 
requirements to ensure that occupational radiation exposures 
are ALARA 

lEERlCKrD Environmental Policy Institute 79/04/19 lp 


7906190094 Comments ort proposed Reg Guide 2 6 opposes guide ANS-15 std 
for emergency planning Is adequate 

tlHlTTEMOREf U L. General At-omlc Co {tubs of Gulf Oil Corp > 
79/04/23 3pp 


7906130104 Comments an proposed Reg Ouide I a requirements not 
conplitent w/ectenslve testing Suggest* change In 
educational experience criteria 

CAHNf A L, Bechtel power Corp (subs of Bechtel Corp, ) 79/04/19 

Spp 


79061-50479 Comments on proposed Revision 4 to Reg Guide 8 6 experience 
w/radiation exposure to date does not warrant reduction of 
allowable radiation doses to nuclear power plant personnel 
COLLEy/R W Affiliation Unknown. 79/04/18, 2pp 


7906160013 Commsnts on proposed Rpg Guide I H4/ ”Auditliij of QA 
Programs for Hwclear Power Plants,” falls to recognlxe 
methods other than avdlti for OA programs Handatory audit 
scheduling inay be Unsatl sf actory 

HARTIM<D*L American Societu of Gualitu Control 79/04/10 2pp. 


7906160046 Comments on proposed Reg Guide 10 0! "Guide for Prepar-iUo-i 
of Applications for Medical Programs *' objects to thin 
windou survey meter t> sensitivity requirement for area ulpe 
tes ts 

MANTHEiM E St Anthony Hosp Wl/MI 79/04/19 lp 


790616GD48 Comments on proposed Revision 2 to Reg Guide 1 8 "Persann 
Selection i> Training " different if addl qual if icat 1 ons 
identified in Regulatory Position 3 add confusion & are nat 
necessary 

MALL. 8 « Affiliation Unicnoun 79/04/19 2pp 


79Q618O034 Comments on proposed Revision 2 to Rag Guide i 6 
Section S should be revised to more accurately agree 
Li/requlrements of ANSI 3 1-1970 

JOHNSON! W P Yankee Atomic Electric Co WYC 79-19 79/0^/23 ?, 


79G6180062 Comments on proposed draft reg guide. "Ligh tning Protecllisn 
for Nuclear Power Plants ■' authors have confused usage of 
lightning stroke u/lightnlng surge Distinction is crucial 
since difference in magnitude is extremely significant 
STADE, R £ Bochtel Power Corp isubs of Bechtel Corp.) 79/G4/I6 

2pp 


79D610O74B Draft Reg Guide 3 XYiir "Ca 1 c u la t i ona 1 Models for Est(mitln|i 
Radiation Doses to Man From Airborne Radioactive Matls 
Resulting From U Hilling Operations " 

* Office of Standards Development 79/03/31 3pp- 


7906J8G77G Comments on proposed Reg Guide 1 144 doee not agree 
w/Ragulatory Position CSaiS) internal audits Suggests reg 
guide be modified to state that audits should be schadulod 
at frequency commensurate u/status 6 importance of activity 
NIL80N. R Exxon Nuclear Co i Inc (subs of Exxon Corp ) 79/G^/lT 

app 


7906200491 Comments on proposed Reg Guide 1 69 problems u/cross-r l-f Of 
other reg guides 

UHRIO.R E Florida Power it Light Co L-79-104 79/04/27 lp 


7906200493 Comments on proposed Reg Guide 3111 suggest editorial 
correction in Paragraph C 2b(l) deleting word "particular *' 
GEIGER/ £ L Eberline Instrument Corp £1916290 79/04/27 Lp 


7906200496 Comments on proposed Reg Guide t 120/ Revision t for 
"hydrogen build-up" condition to occufr battery would hays 
to be receiving an overcharge w/simul taneous failure of 
ventilation sys 

BOETTCERf J T Power Engineering Society 79/04/24 2pp 


790620G493 Comments on proposed Reg Guide 1 8 Revision 2 £E1 health 
physics task force believes qual if Icatlons for radiation 
protection manager are adequately addressed in existing 
rag guide 

JENCKE8/T A Pacific Gas tf Electric Co 79/04/27 lp 


7906200502 Comments on proposed Reg Guide 1 9 does not agree 
w/resolution of comment on Poititlon C,9 

JDHNSONrW P Yankee Atomic Electric Co HVC 79-13 79/04/29 2p; 


7906200510 Comments on proposed reg guide 1 XXX draft guide set* loplh 
Concrete Radiation Shielding for Nuclear Power Plant’" draft 
need* guidelines related to biological shielding design 
HAOA/ P B obsolete coda FNP-PAL-016. 79/04/26 lp 


7906200520 Comments on proposed Reg Guide 2 , 6, recommends NPC wUhdrav 
reg guide formally endorse existing stdrANSI/ANS 
i3 16-1973 

GARTERrR 8 Commerce! Dept ofi National Bureau of Standards 
79/09/01 ip 

790620D335 Comments on proposed Reg Guide 1.8 Revision 2 

for 3-month indoctrination/training program for individuals 
who eiill be supervising prcoperati anal teste is unduly 
restrictive 

COUNCIL. N G Northeast Utilities 79/04/23 Spp 


7906200945 Comments on proposed rag guide 1 , XXX, disagrees w/any 
Interpretation of NRG regulations that would apply to 
occupational low doses, 

O'DONNELL. E P. Ebasco 8«rvlcesi Inc (subs of Enserch Gorp, ) 
79/04/25 3pp 


7906210023 Notifies that comment re Reg Guide I I 31 i prepared by 
IEEE-383-1974 working group/ will be forwarded. 

GARSMICK/A Boston Insulated Nire «c Cable Co, 77/10/24 lp 


—7906210038 Comments on proposed Reg Guide i 3li Section C 3 each eiH' 
contiector configuration should not be tested Requests 
rewording. 

HAOA I P B Offshore Power Systems (subs, of Nett inghouse ElrCirlC 
Corp ) 77/10/lB Ip. 
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— 790£2}0040 Caflt<n9nt« on Reg Quide t Slipege 1 Paragraphs 9 h lt> 

prcpans uould not produce quoted amount of heat 
BiHBERrR M Affiliation Unknoh^n 77/08/23 ip 


790^21041^ Comments on proposed Reg Oulde 10 XKX euggests c larif Icat Ion 
of tcT«ns '*inatr' "watte disposal " 

VUSKQtJ O Allegan General Hasp 79/04/23 4pp 


79D£i220423 Comments on proposed reg guide I XXX NRC qualitg groups* 
AK5 safetv classes & ASME III classes are analogous should 
he used to define valves 

BUCKLEY* C F American National Standards Institute 79/04/24 tp 


7906220463 Comments on proposed reg guide t XXX specific concepts need 
c Larif ica tion* in particular* interpretation of ASHE Code 
Section XL* def ini tlon of reg guide terms U imp lemontatlon of 
re guide 

CERECEDA.M Afflliatt-on Unknown 79/04/19 Ip 


7906230106 Forwards Draft 1 to proposed Revision 2 of Rog Guide 1 94* 
preliminary value/impact statement h ANSI/ASHE N43 2 5-1970f 
eifhlch relate to QA requlVements for installation Insp t/ 
testing of structural concrete* steels* sol 1 s t* foundations 
ARLOTTO* G. A Division of Engineering Standards 79/05/16 7pp 


— 7906230108 Prelimlnarg value/impact statement on QA requirements for 
instal lation* insp ^ testing of structural concrete* 
structural steel* soils V foundations during const phase of 
nuclear power plants 

» Division of Engineering Standards 79/03/It 6pp 


— 7906230109 ANSI /ASHE N45 2 5 

ANSI/ASflE N43 2 5-1978 "Supplementary QA Requirements for 
Installation Insp U Testing of Structural Concratei 
Structural SteeliSoils t> Foundations During Const Phase of 
Nuclear Power Plants " 

a American Bociety of Mechanical Engineers 79/03/16 26pp 


7906290835 Proposed Revision 2 to Reg Guide 3 44* "Perimeter Intrusion 
Alarm Sys “ 

» Office of Standards Development 79/03/31 25pp 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


7906010337 Research Info Ltr 53 results of initial series of three 
Incore experiments on cooiabillty limits of pos t-acc ident 
particulate LMFBR fuel debris in sodium pool Forwards 
NirREG/GR-0263 e- NUREG/CR'‘0421 

LEVINE* 8 Office of Nuclear Regulatory Research 79/03/10 7pp 


— 7906010344 NUREO/CR-0263 

**Debrls Bed Studies It Experiments at Sandia Labs " 

RiVARDrJ D Sandia Laboratories FIN A-USI SAN078-0299 
73/07/31 59pp Available at NTI8 


— 7906010351 NUREO/CR-0421 

^'Past-Acc i dent Heat Removal Debris Ded Experiments D-2 h 
D-3 " 

RIVARD-J B Sandia Laboratories FIN A-1181 aAND78“123B 

78/11/30 60pp Available at NTI8 

/ 

7906020110 "Code Assessment St Applications Fragram* Improved RELAP4 Jet 
Pump Model. 

ROSSiE E. Idaho National Engineering Laboratory FIN A-6039 
CAAP-rR‘046 79/04/30. 60pp 


7906020114 "Water Reactor Research Directorate*" monthly rept for Mar 
1979 

BOSTWlCKiM E Idaho National Engineering Leboratory 79/04/30 
250pp 


790&020I13 "BEAC0N/M0D2A Computer Program for Subcompar tment Analysis 
of Nuclear Reactor Containment ~ User's Manual " 

WELLS, R A * BROADUSiG R * DOVLE* R J Idaho National Engxneoring 
Leb^oratory. FIN A-6042 79/03/31. 330pp. 


7906020133 "Code Development It Analysis Program* Fuel Vapor Pressures " 
MASOKrR.E EG h 0/ Inc FIN A-6046 CDAP-TR-OSS 79/04/30 31 pp 


7906040413 "MRC-Rciat«d Waste Mgt Resources BNL Capabilities in Wests 
Hgt Science*" Informal rept 

SCHWEITZER* D 0 Brookhaven National Laboratory FIN A-30i6. 
79/04/30 I2pp 


7906040441 79060404 U 

Monthly progress reptfFeb 1979 

a Oak Ridge Natlonel Laboratory FIN B-OOl CRNL/ED/EIS^'e/ 
, 79/02/26 Spp 


7906050180 "Forecasting Electricity Demand by States In US on AHnual 
Basis, '* interim rept for Mar 1979 

CHERN.W 6 Oak Ridge Notional Laboratory PIN fi-0190-S 79/04/03 

6pp 


7906OS0279 "PBF/LOFT Lead Rod Program Tests LLR-3, LLR-A Ik LLR-S* Quick 
Look Rept " 

VARACALLE*D J * OARNER, R W EG *; 0* Inc FIN A-6L1I. TF0P-TR-3tS 
79/04/30 iOOpp 


7906120136 Research Info Ltr 30 summer Ites U comments on result of 
study published as NUnEO/CR-0095* "Nuclear Safety Guide* 

TlD-70l6i Revision 2 " 

LEVINE* 8 Office of Nuclear Reactor Regulation 79/04/06. 4pp 


7906140127 "Structural Integrity of Water Reactor Pressure Boundary 
Components*" monthly progress rept for Feb 1979 

L0S5*F J Navy* Dept of* Naval Research Laboratory 6390-66t1-FJL 8A 
79/03/16 Spp 


7906180216 "Program for Standard! red Analysis of Fuel Shipping 
Containers," quarterly summary* Jan-Mar 1979 

WHITESIDES. G E * WESTFALL* R M Oak Ridge National Laboratory FIN 
B~0172 ORNL/CSD/ INF-79 79/04/20. 7p p 


7906100230 '‘Environ Assessments of Fuel Cycle Facilities*" progress 
rept. Mar 1979 

ZITTEL.H E Oak Ridge National Laboratory FIN B-0279 
0RNL/ED/EI8-e9 79/03/31 6pp 


7906100729 Rosearch Info Ltr 44 radiation doses to const uiorkers at 
operating nuclear power plant s i tes. Subm i ts results of 
completed research Forwards NUREG/CR‘'a426* Vol 2 

LEVINE.S Office of Nuclear Regulatory Research. 79/01/04 3p p 


7906190049 "RevietJ of Critical Experiments Performed for Fuel Cycle 
Outdance Safety," quarterly summary# Uan-Mar 1979 

WHITESIDES* G E < WESTFALL, R. M Oak Ridge National Laboratory FIN 
D-0409 ORNL/C 80/ INF-79 79/04/20 lipp 


7906200606 "PWR Steam Generator Tube Integrity Program#" monthly 
progress rept for Apr 1979 

CLARKtR A Battalle Memorial Institute# Pacific Northwest 
Laboratory FIN D-2097 79/05/21 Spp 


7906200620 "Application of Internal Friction Nondestructive Evaluation 
Technique for Detecting Incident Cracking of Bypass Lines B# 

Pipes In BWR Piping 8ys* '* Progress Rept 10 for 790402-27 
« Daedalean Associates* Inc NRC-04-7B-242. 79/03/31 lOpp 


7906210011 "Threadfin Shad Imp Ingetnent . Populat i on Response*" progress 
reptiOct-Dec 1970 

CDUTANT, C € . MCLEAN* R B Oak Ridge National Laboratory FIN 
B-0406 79/06/05 6pp. 


7906210015 "Fire Protection in. Pparating Nuclear Power Stations# 
Quad-Cities Stations 1 Ik 2 BER Review " 

HALL*R E Drookhaven National Laboratory FIN A-3107 79/04/12, 

4pp 


7906210020 "Acoustic Emml si lon/Flow Relationships for Inservlca 
Monitoring of Nuclear Pressure Vessels*" monthly ltr rept# 

Apr 1979 

HUTTON* P H r SCHWENHrE B , KURTI* R. J Bat telle Memorial Institute# 
Pacific Northwest Laboratory FIN 0-2488 79/03/11 3pp 

7906210031 "Threadfin Shad Imp tngement . Pop u lat i on Response#" quarterly 
progress r«pt*Jan-Mar 1979 

VAN WINKLE, W Oak Ridge National Laboratory FIN B-G406 79/06/05 

49pp 


7906220183 “Threadfin Shad Imp ingement , Effect of Cold Stress*" progres 
rept* Jul-Sept 1976 

COUTANTiC C # MCLEAN* R B Oak Ridge National Laboratory FIN 
D-0406. 79/06/05 2pp 


7906280215 "Mar 1979 Monthly Highlights*" QPc of Nuclear Regulatory 
Research Programs* Dlv of Reactor Safety Research at ORNL 
MYNATTrF R Oak Ridge National Laboratory ORNL/NUREG/TM-3 
79/04/06 36pp. 


7906230184 "Geophysical Investigations of Anna* OH Earthquake Zone" 
quarterly progress rept, Aug 1979-Feb 1979 
MAUK.F J * HENRY# S 0 , KIMBALL* V Michigan* Unlv. of. 
UMOM-NUREG-79-0. 79/03/31 I6pp 


7906230169 "Thermal Hydraulic LMFBR Safety Experiments," monthly 
highlight rept for Apr 1979 

JONES* 0 0 Brook haven National Laboratory FIN A-3024 79/04/30 

4pp, 
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7906230172 "Div of fieactor Safety P* s earcit-ORNL #»roflram 5 . " Apr 1979 
fnontshly highlight rept 

HYNArtiF R Oak Ridge National Laboratory 79W/09 36pp 


7906230173 "Llghtwatsr Raactar thermal Hydraulic Oevelopnant Program." 
monthly highlight Itr for Apr 1979 

JONES, 0 C Brookhaven MatiOTial Lahoratorv FIW A-a045 79704/30 

4pp 


7906250043 "Short Sagmented Catl Code OevcJopmant Valldablon 
Frogram," monthly highlight Itr for Apr 1979 

ACRAt/ALrA K « CERQONE. R J Brookhaven National Laboratory FIN 
A-GOia-? 79704/30 6pp 


7906250053 "BWR B 1 otudown/Emergency Control Ctr Program," monthly 
progress rept for Apr 1979 

SLPRNETTE. 0 U General Electric Co ■ Nuclear Energy Products Div 
NRC-04-76-215 79/03/09 39pp 


706260013 "HTGR Safety Program,'" monthly highlight J tr for Apr 1979 
SCHHEITIER.D 0 Rrookhaven National Laboratory FIN A-3016 
79/05/10 Spp 


S06260017 ‘’Advanced Reactor Safety Analysis Technical Assistance 
Reactor Prajectsi" monthly highlight rept for Apr 1979 
BARI.R A Srookhaven i^ational Latoratory FIN A-3000 79/03/15 

SPf 


706260031 "Thermal Fuels Behavior Program, Opera ti onal Transient Test 
Series OPTRAN 1-2 Eiperiment Spec Document " 

EEKKEN.R 3 , GARNER, R H , MCCARDELL, R K Tdahu National Engineering 
LAhoratPTV FIN A-6041 79/04/30, 2pp 


P06260037 "Stress Corrosslon Cracking of PNR Steam Generator Tuhing,’' 
monthly highlight ropt for Apr 1979 

VAN ROOYEN, 0 arooihaven National Laboratory 79/09/09 Spp 


706260042 "Thermal Reactor Safety Coda Development," monthly highlight 
Itr rept for Apr 1979 

DIAHOND, D J , SHIERiM Brookhaven National Laboratory FIN 
A-3014-9 79/04/30 lOpp 


7O626G60L Research Info Ltr 34 forwards NUREG/CR-0463, "SETS User's 
Manual for Fault Tree Analyst*" by Sandia Labs 

LEVINE, 3 Office of NucUar Regulatory Research 79/03/13 Spp 


7062606I3 "Bioclda Products in Aquatic Environs, " quarterly progress 
rept for Jan-Mar 1979 

ANDERSON, D R . BEAN, R M , GIBSON, C I BattelU Hemorlal Institute. 
Pacific Northwest Laboratory FIN B-2096-9 79/05/31 56pp 


906260616 Interim progress rept. "Chemical Effluents in Surface Haters 
From Nuclear Power Plants " 

HARRISON, F Lawrence Livermore Laboratory FIN A-0119 79/04/09 

17PP 


906260620 Interim progress rept, "Chemical Effluents In Surface Haters 
From Nuclear Power Plants " 

HARRISON, F Lawrence Livermore Laboratory FIN A-0119 79/01/31 

1*?PP 


906280001 Quarterly progress rept for Jan-Kar 1979, “Bibliography of 
Study on Continental Rifts " 

BRAILErL N Purdue Univ KELLER. 0 R Teias. Unw of LIDIAK.E 9 

Pittsburgh, Untv of NRC-04-76-3a3 79/04/12 7lpp 


-79062B0002 “Bibliography of Study on Continental Rifts " 
e Purdue Univ 79/01/31 26pp 


906390170 "LQCA Tost fieriei Test LOC-3 Experimsnt Predictions " 
YACKLEiT.R , KLINK.P H , SPORE. T N Ed H 0. Inc FIN A-6041 
79/04/30 t65pp 


906390204 "Code Oevelopinent 6 Analysis Program FRAPCON-2 tfneertainty 
Analysis Option " 

PECK.S 0 EG it 0, Inc FIN A-6030 CDAP-TR-OSS 79/04/30 40pp 


906290230 "Summary & Assessment of Return to Nucleate Oalling 
Phenomena During Bloudoun Tests Conducted at INEL ** 

EATON. A M . TOLMAMiF-L EG Ic G. Inc FIN A-6278, LTR 20-99. 
79/04/30 eipp. 


906290265 "Inhalation Datage D-eterminatlon Resulting From Blowdesfri 
Suppression Tank Failure 8, From Release Directly to LOFT 
Containment Following L2-3 Bloudgw-n " 

SCHOFIELD. R 9 EG H O. Inc. FIN A-604B 79/01/16 14pp. 


7906290278 "Best Estimate Prediction for LOFT Nuclear Esperlnint L3-3 * 
KEE.E J . CRUSH, N H EG 6 G, Inc FIN A-604a 79/04/2D 90^^ 


7906290391 "Stress Analysis of Modified Rake Assemblies W/Potitly* L«l 
Devices far Cap Screws " 

FINICUe, D.P EG e« 0, Inc FIN A-6048 79/01/23 30pp 


7906290311 "Refined Analysis of Effects on LOFT Containment Dldg 
Resulting from Main Steam i- Feedwater Breaks " 

MOSBY.W R EG G, Inc FIN A-6040 79/01/16 33pp 


7906290505 “FRAPCON-l Computer Code for Steady State Analysis of OiMi 
Fuel Rads " 

LA ATS, E T , PEELER, 0 B , SCOFIELD, N R Idaho National Englntirin| 
Laboratory FIN A-6046 79/03/30 14lpp 


7906290542 "Postirrad lation Hetal lurgical Techniques to Estimate LOTT 
Peak Cladding Temps " 

OLSEN, C 8 Idaho National Engineering Leboratery FIN A-bOlB 
79/02/2B 02pp 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


7906120110 Forwards certified minutes of Risk Assessment Revltu OrOL| 
760603-08 meeting in Berkeley, CA 

AUSTIN. J K Office of Policy Evaluations 79/03/13 13pp 


79G6210027 Notification of 790622-29 meeting w/Projact Nuklear 
5icherhei t< Fuel Behavior Research Branch of NRC U JAERI in 
Idaho FallSiID for info exchange on cades & cladding 
JOHNSON, W V Fuel Behavior Branch 79/03/lS 0pp 


7906210035 Forwards draft summary rept from Sandia Labs re efficl af 
age on fire retardant electrical cable 

FEIT.R Division of Reactor Safety Research 79/OS/lQ Ip 


— 7906210037 Draft summary rept. "Comparison of Polymer Flammabi liilis % 
Determination of Loss of Fire Retardant Additives tf/Aging " 
CLaUCH,R L . 6ALA2AR.CA Sandia Laboratories 79/00/10 


7906260234 Summary of 790123 meeting of LOFT Review Group In Idiho 
Falla, ID re presantation of L-2 data, code comparisons, 
cladding thermocouple accuracy & effect on reuet t. 

Implementation of LOFT data 

BURTT.J D , PHOENIX, M C . SAMUELS, T K Division of Reactor Bifati 
Research 79/01/23 I70pp 


7906260626 Notification of 79061S meeting w/LOFT Review Group in Ifdks 
Falls, ID to discuss L2-3 results 

MCPHCnsON, O D Division of Reactor Safety Research 79/04/19 
2PP 


79062BG04B Summary of 781107 meeting of LOFT Review Group In 
Gal thersburg. MD r« power range testing, axper imental safety 
analysis long-range experimental plans 6 test predictions 
HARRIS, P A , PHOENIX, W C , SAMUELS, T K Division of Reactor 8«fH| 
Research. 78/11/07 i36pp 


RM RULEMAKING 


7906270012 Natifles that unofficial transcript of NRC 790605 neellni r 
A8LD rept in clearancs rule proceeding is available ill PDR 
Transcript is not part of formal or informal record of 
decision of matter* d Iscusaed, par I0CFR9 103, 

BIGKHIT, L Office of the General Counsel 79/06/07 Ip 


SECY POSITION PAPERS BEFORE THE COMMISSION 


7906010125 8ECY-77-S61 

Reviews Phase I of systematic evaluation program to ottaln 
approval to proceed w/Phase II of plant-specif ic rcvleui 
Recommends NRC approve continuation of program plan 
CASE, £ G Office of Nuclear Reactor Regulation 77/10/26 47pf 


7906010146 3ECY-79-297 

Informs Commission of receipt of Transnuclear, Inc 790420 
application for license to export highly enriched U to 
Denmark 

SHEA, JR Office of International Programs 79/04/26. Ip 
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7TOA0i0l79 SECY- 77-539 

Advi»»» Comiml««tonari of plan« to convert pravl i lori-ol OLt to 
llcenee4 

CASEiE 0. afflce of Nuclear Reoctor Regulation 77/10/14 Spp 


79060^0017 Fortiiarde propofied licenie for U8 Army Matl« & (lechAnlcf 
ReieArch Ctr to eicport source m4tl to United Kingdom 
Re<iuefti review 

SHEAj J R Office of Intarnati onal Programs 79/04/04 6pp 


— -7906020021 Executive Branch position re US Army Katls 6 Hechanlcs 
Piiearch CtT application for license to export 250 tg 
depleted U alloy to United Kingdom License should be 
granted 

NOSENZOt L U 8tateiDept af> Bureau of Oceans & Intcrnatt Environ 
Scientific Affairs 79/01/03 2pp. 


--7906020023 Application by US Army Hatls h, Kechanlcs Research Ctr 
for license to export 2S0 kg depleted U alloy to United 
Kingdom 

IfRlOHT. E S ArmyiDept of. Hatls U Hechanlcs Research Center 
79/06/ 1 a 2pp 


— 7906020027 License for Army Hatls 4> Mechanics Research Ctr to exporl 
asO kg depleted U to United Kingdom 

OPLINCERfO Q Assistant Director for Export/Import 4- 
International Safeguards 79/04/04 2pp 


7906020101 SECY-79-a06 

Provides NRC review of Transnuc lean Inc 790103 application 
for license to import low enriched U as U hoxaf Ivor Ido from 
France 

SHEA. J R Office of International Programs 79/04/23 3pp 


— ^7906020103 Application by Transnuc lear. Inc for license to import 
3.500 kg U/ enriched to max of 2 3X U-235r f rom France 
HAT50N/ V- Transnuc lear f Inc 79/01/03 2pp 


— 790602D106 License for Transnuc lear r Inc to import max of 5.000 kg U. 
enriched to max of 2 3*4 U-235f from France 
OPLINOER. O 0 Assistant Director for Erpar t/Import & 
Enter-national Safeguards 79/01/03 2pp 


7906020227 eECY-79-I14 

Geeks NRC approval to publish amends to 10CFR19 20 re 

radiation exposure to transient workers Recommends approval 
Supporting documentation end 

HINOOUE. R B. Office of Standards Development 79/01/12 63pp 


—7906020231 Value/Impact assessment containing rapt ^ust If Ication 
analysis of amend to regulations to control radiation doses 
to transient workers Recommends proposed action be taken 
• Office of Standards Development 79/01/12 Gtpp 


— 7906020234 Recommends paper re amend to 10CFR19 U 30 provide 
analysis of "no further action" alternative. Inc lud ing latest 
assessment of impact 6 value 

SNYDER. B Office of Policy Evaluations 78/11/07 Ip 


7906040390 Responds to 790206 memo which raised question r# SECY-7B-623 
on pipe cracking Ultrasonic insp did detect cracks in 
safe-ends Pipes that crack in svc should be replaced 
ur/plping made of resistant matl 

DENTDKi H, R, Office of Nuclear Reactor Regulation 79/04/27 4pp 


--7906040403 Raises questions re 8 ECY- 7 a -683 on reactor pipe cracks 
BRADFORD. P A Commission 79/02/06. Ip 


7906060067 SECY-79- 1578 

Notifies that faccillty attachment for License Application 
XSNK-i34S for Bruce Oenerattng Station Unit 1 is concluded 
Info on Stations 2.3 6 4 still being collected 
3HEAi U R Office of International Programs. 7^/05/02 Ip 


7906060071 6ECY“79"233A 

Informs Commissioners of preliminary comments on proposed 
license for Edloui Inti to export low enriched U to India 
Recommendations deferred until Executive Branch briefing on 
pertinent foreign policy developments 

SHEA. J R- Office of Internet t ana 1 Programs 79/04/24 3pp 


7906060076 8eCY-79-307 

Notifies Commiss toners of withdrawal of Inst for Resource 
hfgt application for license to export highly enriched U to 
Bolivia, t|/790i08 Itr of cancellation. 

SHEAfU R. Office of international Programs 79/05/01 tp 


7906060078 SECY- 7 9-306 

Notifies Comml si ioners of withdrawal of Inst for Resource 
tigt applicattoA for license to ecport research reactor to 
Bolivia W/79010B Ur of cancellation 

SliEA. J. R Office of Interna tiona 1 Programs 79/05/81 Ip 


7906070101 8ECY-79-a4t 

Submits addl info rs several proposed export licenses 
Discusses 790316 mooting of Euratom Supply Agency. De legation 
of Commlesiofi of European Communities 6 NRC Ofc of Inti 
Programs re urgent need for highly enriched U in Europe. 
SHEA.vl R Office of International Programs 79/03/30 3pp 


7906070101 SECV-79-241 

Submits add! Info re several proposed export licenses 
Discusses 79D316 meeting of Euratom Supply Agency. De 1 egation 
af Commission of European Cammunitlos 6 NRC Ofc of Inti 
Programs re urgent need for highly anriched U in Europe. 
SHEArJ R Office of International Programs 79/03/30 3pp 


/9C60/0t01 8i:tV-79-24I 

Submits addl info re several propofiod export llconjea 
DLscusees 7903f6 meeting of Euratom Supply Agency. Delegation 
of Commission of European Communities ie NRC Ofc of Inti 
Programs re urgent need for highly enriched U in Europe 
SHEA. J R Office of International Programs 79/03/30 3pp 


7906070101 8ECV-79-241 

Submits adtfl info re several proposed export licenses. 
Discusses 790316 meeting of Euratom Supply Agency. Delegation 
of Commission q# European Communities 4. NRC Ofc of Inti 
Programs re urgent need for highly enriched U in Europe 
SHEA. J R Office of International Programs 79/03/30 3pp 


7906070101 aECY-79-241 

Submits addl Info re leveraL proposed export licenses 
. Discusses 790316 meeting of Eurato-m Supply Agency f Delegation 
of Commission of European Communities -tc NRC Ofc of Inti 
Programs re urgent need for highly enriched U in Europe 
SHEA. J. R Office of International Programs 79/03/30 3pp 


7906070101 8eCY-79-241 

Submits addl info re several proposed expert licenses 
Discusses 790316 meeting of Euratom Supply Agency.. Delegation 
of Commission of European Communities V NRC Qfc of Inti 
Programs re urgent need for highly enriched U In Europe 
SHEA. J. R Office of tniernati ana I Programs 79/03/30 Spp 


7906070101 SECY-79-241 

Submits add! Info re several proposed Bipo-rt licenses. 
Discusses 790316 meeting of Euratom Supply Agency . De 1 egat i on 
of Commission of European Communities U NRC Ofc of Inti 
Programs re urgent need for highly enriched U In Europe 
SHEA. J R Office of International Program 79/03/30 3pp 


—7906070132 Responds to 790316 meeting request for info re ressarch 
program 6. fuel cycle tchedulo of reactor operators, as (eelt 
as conversion & fabrication planning of Nukem , 

OQPPEL.tl European Communities. Commission of 79/03/19. 5pp 


7906110313 8EGY“7a-4!5 

NRC 1977 Annual Rapt on □ccupatlonal Radiation Exposure 
Provides info on exposure risks in NRC-iictnsed activities 
4( measures for risk control. Supporting documentation end 
MINaoUE. R B Office of Standards Development. 78/07/31, SOOpp 


7906U0430 8EGY-A-79-30 

Seeks Commiss loner approval for appointment of JR Yore as 
part-time atty panel member 

LAZOfR H Atomic Safety and Licensing Board Panel 79/04/03, 2pp 


7906130104 8CCY-R-33a 

Submits addl guidance on scope of applicant environ reptf 
w/respect to accidents 

HCCOQL.W B Atomic Energy Commission <Pre 1975) 71/11/15 Ip 


— 7906130189 Discusses addl guidance re scope of applicant anviron 
repts u/respect to accidents 

KUNTZIO. L.H Atomic Energy Commission (Prc 1975) 71/11/15. 

aepp 


7906180050 eeGY-79-306 

Informs CommissloneTs ot Nlsso-Iwal American Corp license 
application amend to change intermediate consignees. 

SHEA. J.R Office of International Programs. 79/05/01 Ip 


— 7906180060 Requests amentf to Niseho-luel American. Corp export license 
to change specified Intermediate consignees in dapan 
TSUJt.M, NIssho-Iwal American Corp 79/04/20 Ip 
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906tGOit6 secr-T^-aos 

Inforfft Canmi 4 « 1 ork«ra of actitona raqulrcd to Inplani-nt final 
CEQ NEPA ra^julationi. Raconwnandi MftC coapig tir/resulationi 
lubj to ipacififld conditioni 5vpportlTi{| docu<nant 4 tlon and 
84iAPAft.H K Off lea of Ekacvtlve La«Al Dlrdctor BlCKInflTiL 

Offlc* of tha Canaral Cauntal. 79/03/01 &8pp 


90&t8C£>t3 Becv-79-aio 

Revlawf propoatd araand to RMl Co- llcinaa to eiport natl to 
Canada Ainenif uoifld artand aspiration data for tuo yri 1' 
incr«a«o qirantltg of daptatad U to i0-3r 039 kq Am»nd should 
b« grantad 

QMEArJ R Office of Intarnat lonal Programs 79/04/30 4pp 


-790618061*? Ulcanap for Rfll Co fro export 99 j 230 It Ui containad In 
lOO^OOO lb dsplefrad Uj to Canada Llcenai noui nfarrad fro as 
XU-B342 

GUHIN.H A Asalufeant Director for Export/Inport & rntarnafriona I 
8afeguar4a 76/12/10, 2pp 


“7906180624 Amend Irostanding expiration date to 801001 6 deleting 
Gondlfrian l from licenae for Rtil Co to export source matl 
fro Canada License noot referred to ai 71f“8342 
□PLlNGERp 0 0 Assistant Director for ^xppr b/lmport & 
Int«rna.tlonal Safeguards 70/07/10 Ip 


-79061G0636 Raquoafrs extension of export license expiration date to 
501001 Also requests increase of matl authoriied for export 
to 133^039 kg depleted U 

SCHAEFFERtM R BMI Cq , RMI Titanium 76/07/07 2pp 


-7906160651 Executive Branch position re 8Ht Co application for amend fro 
export 1 icense< increasing quantltg of depleted U authorixed 
for export to Canada Amend should be Issued 
NQSEMZO.lv Stater Dept of. 79/03/14 Ip 


“7906180632 Amend a to RMI Go License Xir-0342. increasing quantttg of 
mafrl authorixed for export to 133.099 kg depleted U 4> 
deleting Condition 9 

OPLlNOERrO 0 Assistant Dlrectcir for Expor fr/lmport & 
International Safeguards 79/05/32 Ip 


906160739 SECY- 79 -360 

Informs Commissioners of receipt of 790316 application from 
Edlau Inti Co for license to export 13.123 kg U to Italg 
SHEAiJ R Office of International Programs 79/04/19 Ip 


“7906180747 Applicatlan hg Edlou tnfrl Go for license ta export 13.125 leg 
U to Italg 

HARHaNrO U EdlohJ Intorrafr 1 ona 1 Co 79/03/16 Ip 


7906160754 SECY- 79- 389 

Informs Commissioners of Edloui Inti Co 790416 application 

for license to export 48 ■ 000 kg LI“3oa to BraxlL 

S^CAi J R Office of International Programs, 79/04/23 Ip 


— 7906180761 Application bg Edlow Inti Co for license to export 
4B. 000 kg U-308 to Ural 1 1 

HARHQMi t) M Ed Lour Inter nabtona L Co 79/04/16 Ip 


— 7906180766 Advises that application ta export 50 short tons of U-aOfl Is 
to fulfill requirements of Brazilian Resource! Legislation 
Lists U8 suppliers fqr application, 

HARHONi D M Edlou tnternatioTial Co 79/04/17 Ip 


7906180771 8ECY-7*7-349A 

Informs Commissioners of OE 790413 license application amend 
requesting rescheduling of first shipment date to 790031 
SHEAiJ. R Office of International Programi 79/04/23 fp 


— 7906160776 Requests application amend to reschedule first shipment date 
to 790831 Also asks that ODE Ltr requesting assurances be 
expedited to Emtassg of Japan to meet n«u schedule 
requirements 

fr^lLSONi B D General Elactrlc Co, iHucIaar Energg Products Dlv. 
79/04/13 Ip. 


7906180802 SECY-79“2a2 

Forwards Executive Branch petition re Mitsubishi Inti Corp 
application for license to export 342 kg U-239 to Japan 
SHEArJ R Office of Internefriona I Programs 79/04/19 Ip 


—7906180806 Executive Branch posltton re flitsublshi Inti Corp 
application for license to export 342 kg U-83S. enriched to 
2.89jte Japan. Llconse ihould be grantsd. 

N09EMZCJi.LV. atate^ Daot. ef. 7Y/04/16. app. 


7906300002 8€CY-7'9-200A 

rnforms commissioners qf receipt qf 790-409 amend to 
application bg Osman Doninquex to export 0 hexafluoride to 
Spain. ' ' 

8HEA»J.R, Office of International Prograne. - 79/04/24. tp. 


7906210079 Tranicrlpt of 790917 public meeting re 8ECY-79-88 & U mill 
tailings Pp 1-36 

HENDRlEiJ M . CILINSKV.V , KENNED Yi R T Commissi an 79/09/1? 
a6pp 


7906230086 SECY-79-280A 

Forwards Executive Branch position re Edlcju Inti Co 
Application for license fro export 993 kg Q-239 to Italg 
SHEA. J R Office of International Programs 79/09/03 Ip 


— 7906230057 Executive Branch positions re Edlow Inti Co application 
license to export 993 kg enriched U-839 to Italg License 
should be granted Forwards ltr of assurance from Delegation 
of Commission of European Communities 

NOaENZOi L V, State. Dept of. Bureau of Oceans Internatl Environ 
ti Scientific Affairs 79/04/24 3pp 


7906230091 8ECY-79-077A 

Foruards Executive Branch position re GE application for 

license to export 331 kg enriched lJ-233 to Japan 

SHEA. J R Office of International Programs 79/03/li Ip 


— 79G623D094 Executive Branch position re OE applicatlan for Ucenie 
export 331 kg enriched U-239 to Japan Llconse should be 
istued Forwards 790427 ltr of assurance 
MOSENlOfL V State, Dept of 79/09/ U 3pp 


7906230103 QECY-7e-l20A 

Summarizes responses of govt agencies to Administrative 
Conference Recommendation 77-3 that agencies experiment 
ui/proceduros for prompt disclosure of significant info 
communicated ofallg during rulemaking proceedings 
KELLEY. J L Office of the General Counsel 79/04/12 9pp 


7906290482 SEC Y-A- 77-24 

Requests approval of draft ltr to Solicitor General 
recommending DOJ seek Supreme Court ruling on DC Circuit 
Court 770325 decision on ex parte contacts in Home Box Oft 
V FGC W/o end 

STRAUSS, P L Office of the General Counsel 77/04/29 6pp 
7906290496 SECY- 79 -328 

Informs Commissioners of receipt of OE application for 
license to export Tarapur reactor replacement parts 6 
components to India 

fiHEAf J ft Office of International Programs 79/05/lQ Ip 


—7906290911 Application fag QE for license to export Tarapur reactor 
replacement parts 6 components to India 
e General Electric Co 79/04/23 2pp 

7906290931 SECY- 79-329 

Informs Commissioners of receipt of Mitsui 6 Co application 
for license to export U. enriched to 3 997. In 102 kg U^239i 
to Japan 

SHEA. J ft Office of International Programs 79/09/11 Ip 


— 7906290393 Forwards Mitsui Co application for license to eiportU. 
enriched to 3 95X in t08kg U-233. to Japan 
MaMDEN.T Mitsui Co . Ltd 79/09/01 Ip 


7906290971 Informs Commissioners of receipt of Edlou Inti Co Ucenis 
applicatlan to export 1.000 metric tons of U. contained in 
i.lBO metric tons U-308. to United Kingdom 

8HEA. J R Office of International Programs 79/09/11, ip 


— 79062909B9 Forwards license application to export 1.000 metric loni V. 
contained in 1. 180 metric tons of U-SOB. to United Kltigdum 
License is extension of expired License aUB-7992 
EDLDHiJ Edlow International Co 79/03/07 Ip 


7906290604 SEC Y-7 9-2686 

Recommends approval of amend to Aerojet Ordnance 

Hfg Co license to export 49.043 kg U. contained in 45.360 kg 

depleted U. to Canada 

5H£A< J R. Office op International Programs 79/03/14 4pp 


— 7906290612 License for Aerojet Ordnance tt Mfg Co to export 
49.043 kg U. contained In 43.360 kg depleted U. to Canada 
OFLINGER.O 0 Assistant Director for Export/Import 6 
International Safeguards, 78/08/16, 2pp 


—7906290779 Amend i to license for Aerojet Ordnance 6 Mfg Co. Jncnasle 
amount of matl authorized for export to 100.000 kg depleted 
U contained in 100.704 kg depleted U alloi;. 

OPLiNGERrO.G Aisistant Director for Export/Import 6 
Internatl onal Safeguards, 79/09/14 Ip 


7906290714 SEC 9-79-0146 

Infarms Commiseionere of Executive Branch reeponse to 
pending license application for Nlseho-lwal American Corp it 
export 9.440 kg U-S39. enriched to 49. 4?C. to Japan, Forwarde 
applicant 790430 ltr requesting amend to application, 

8fCA(J R Office of International Programs 79/09/tl Ip 
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— 7^O£>29O710 Executive Branch potitlnn r* Nl«ih4-t4iiai Amarlcdn Corp 
application for Hconvc to export 9 448 hg ll-S35« contained 
In 12 kp U-233 enriched to 43 4Jt in form of U notalito 
Japan W/<upportlng documentation 
WaSENZO.L V Defenioi Dept of 79/09/01 17pp 


— 7906070274 aubmita Items 23i 24 28 re post-accident functional 

raiiuirementi for radiation monitoring svii-tump level 
Initrumentation it cabl a/sp I icee l^/llst of operating plants 
that ref MCAP-774+r MCAP-7ai7, WCAP~7B21 or WCAP-7a29 
EICHELOINDER* C Wei t inghouse Electric Carp JNS-CF-1132 
76/07/^7 4pp 


TOP REP VENDOR REPORTS AND RELATED CORRESPONDENCE 


7904170494 Respond! to 790130 Itr re application of lOCFRSO 99 to OE 
reload fuel If reload involves neither Tech Spec change nor 
unrevietuBd safety (luestlonr prior NRC approval Is not 
required 

CHECK. P 8 Reactor Safety Branch 79/04/02 Ip 


7906010191 Forward* comments on NEDC-21673-P dtd Feb 1978. "hultivent 
Hydrodynamic Model for Calculating Pool Boundary Loads Due 
to Chuggingi Mart I Containments ” 

MAISEri^ Brookhaven National Laboratory 79/09/09 9pp 


7906010231 Details results of transient analysis in response to 
commitments made at 790426 meeting Analysis conducted to 
show that TRAP2 (BAW-lOtSQ) computer code will predict trend 
□f behavior for sys parameters 

TAYLOR I J H Babcock «i Wilcox Co 79/09/29 2pp 


7906040139 Ack receipt of 790406 Itr describing new GE document control 
«y» for handling revisions to QA ropt NEDO-l 1209-04A 
Concurs u/changes Revision* to repts req.uirlng NRC review 
are subj to fees <RD-a-2 GE) 

HAASS. Irl P Qualiiy Assurance Branch 79/09/00 ip 


/9O6040t9? Forwards addl requested inf Oi supp lemanttng 790916 submittal 
re power operated relief valves i lose of feedwater 
transients 

ANDERSONiT M Westinghouso Electric Corp Na-TMA-20a9 79/09/21 
tepp 


7906040178 Responds to DF Ross 790917 Itr on ACR6 recommendations re 
TMI Incident Concerns recommendations resulting from TMI 
may not relate directly to all reactor types 6> designs 
SHERWOOD. 0 0 General Electric Co .Nuclear Energy Products Dlv 
HFN-149/79 79/09/23 I7pp 


7906110260 Forwards NEDE-24640-P. ‘'Qf f-Ccnterl Ina 1/4-Bcale 
T-Qu«ncher Test Rept ** U/affldavit Rept withheld 
(ref 10CF«2 790) 

SOBONi L J General Electric Co .Nuclear Energy Products Oiv 
MFN-159-79 79/09/31 9pp 


7906110304 Forwards NEDO-24612. “Mark I Containment Program Load 
Definition *' 

SQDQNi L J. Oeneral Electric Co>. Nuclear Energy Products Div 
MFN- 132-79 79/09/21 Ip 


— 7906110316 NEDO-24612 

"Mark I Containment Program Vent Header 
Deflector Load Definition 

KENNEDY. W r KULKARNI.V . LUNDQERO. R E Acuhexi Alcor» 79/04/30 
63pp 


7906110409 Notification of 790324 meeting w/OE In Bothesda, MD to 
discuss two-loop test apparatus implications for ECCS model 
6 EGC8 model errors 

KODGES.W Analysis Branch 79/09/14 Ip 


7906110430 Notification of 790924 meeting w/OE In Bethesda.MD to 
discuss tuo-toop test apparatus implications for ECC& model 
t> ECCS model errors Time changed to 9 OO AM 
KQDQES.W Analysis Branch 79/09/14 Ip 


7906120230 Cemments on ACRS recommendations re TH! further small 
break transient 6 accident analyses should be performed 
OWSLEVi 0 F Exxon Nuclear Co t Inc (subs> of Elton Corp ) 
79/03/29 2pp 


79061S0281 Confirms telcons re schedule for submittal of generic ATW9 
info Supports concerted approach proposed by AIF 
SCHERER. A E Combustion. Engineering. Inc LD-79-039 79/06/04 

Ip 


7906040214 Evaluaret BAW-10039Fr 8upp 1 i. ''Prototype Vibration 
Measurement Results for B6W 177-Fuel Assembly Two-Loop 
Plant " Rept acceptable as ref to describe results of 
vibration qualification program 

VAROAi B A Light Water Reactors Branch 4 79/04/04 Ip 


7906120399 Notifies that respens i b 1 1 1 ty for all cnatters re June 1978 
topical rapt CA8E-tri-lA has been transferred to RF 
Englmsier of PL Power Ic Light Go 

DAVIES.R M Baltimore Oas U Electric Co 79/06/07 2pp. 


7906040419 Forwards evaluation of WCAP-8V86. '‘Pertorhation Technique 
for Calculating ECCS Cooling Performance,'' 

8T0LZ. J,F Light Water Reactors Branch 1 79/04/12 2pp 


7906130237 Responds to NRG request for addl info re NEDQ-21 061 . "Hark 11 
Containment Dynamic Forcing Functions Info Rept." Revision 
3 Forwards relevant info 

SQBQNiL J General Electric Go .Nuclear Energy Products Dlv 
MEN- 192-79 79/0 S/30 Ip 


—7906040422 HCAP“e906 

Evaluation of HCAP-0906 Principle of perturbation technique 
Is acceptable 

s Westinghouso Electric Corp. 77/02/26 4pp. 


*7906060141 Forwards NEDO-21471-2. “Analytical Modal for Estimating 
Dray Forces on Rigid Submerged Btructurss Caused by LQCA 
Safety Relief Valve Ramshead Air D ischarges. 8upp 1 for Mark 
I T-Guencher Air Dischargee from Mark I T-Quatichsr " 

SOBONfL. J Osneral Electric Go MFN--196-79 79/03/31 Ip 


—7906060143 NEDa-21471-2 

"Analytical Model for Estimating Drag Farces on Rigid 
Bubmsrged Structures Caused by LQCA & Bafety Relief VaWe 
Ramshead Air Discharges. Bupp 1 for Mark I T-Quenchsr Air 
Discharges from Mark I T-Quencher, " 

LA8HER,L E Oeneral Electric Co, 79/04/30 13pp 


7906060149 Forwards OE proprietary rept “Analytical Model far 
T-Quencher Water Jet Loads on Submerged StructoreSf" 
NEDE-29O90-P Rspt withheld (ref 10CFR2 790) 

80BON. L, J General Electric Co. i Nuclear Energy Products Div 
MFNr-1.94-79 79/08/31. Ip 


7906060166 Forwards NEDE-24337-P. "Mark I Con.tainmtnt Long- Term Program. 
Developnent of Downcomer Lateral Loads From Full 8cale Test 
Facility Data-Taik Numbar 732." Rept withheld (ref 
10CFR2 790) 

SOBONrL, J, Oeneral Eleevt Co. .Nuclear Energy Products Div. 

MFN- 193-79 79/08/31 Ip. 


— 7906130230 NeDO-2106i 

App A-3. respons es to NRG 780630 third round questionirta be 
inserted in App A of NEDO-2 1061. "Mar k n Containment Dynamic 
Forcing Functions Info Rept. “ Revision 3 

a General Electric Co .Nuclear Energy Products Div. 78/06/30 
25pp. 


7906130239 Forwards complete set of responses to first round requests 
re N£DO-2106tr "Mark II Containment Dynamic Forcing Functions 
Info Rept. " Rivtsion 3 Responses to be Inserted into App A 
SDBON.L. J (}eneral Electric Co .Nuclear Energy Products Div 
MFN-181-79 79/03/29 2pp. 


—7906130243 NEDO-2 1 06 1 

App A-li responses to NRC 760612 first round qusstloni.to be 
inserted In App A of NED0-21061< “Mark II Containment 
Dynamic Forcing Functions Info Rept»" Revision 3. 
a General Elsctrlc Co, .Nuclear Energy Products Dlv 78/06/30 
aspp. 


7906130308 Forwerdi “Changes to Return Line to Reector Vessel Control 
Rod DrlvelinstHydraulic Control Sys. “ 

SHERWOODrO G, General Electric Co .Nuclear Energy Products Dlv. MFN 
189-79. 79/08/22 Ip 


— 7906130309 “Changes to Return Line to Reactor Vessel Control Rod 
Driveline. Hydraul tc Control 8ys “ 

» General Electric Co, . Nuclear Energy Products Dlv 79/04/30, 

8pp. 


7906070S/i Clarifies 790814 response td Guastlon 1 3 re testing of 
certain transnitters, 

ANDERSON. T H Westlnghouse biscsrle Corp, 4a-THA-2093, 79/08/28 

Ip 


7906140344 Forwards list of plants using analytical tachnlqua for 
piping seismic analyses descrlbsd In IE Bulletin 79-07 
WE3TDYN computer code usee, prior to 1972 

ANDERSON. T.M Westinghbuei Electric Corp. NQ-‘TKA-2094. 79/06/01, 

2pP 



282 


NONDOCKETED ITEMS 


79061S02S3 Provldcfl schedule for completion of five NRC benchmark 
problems uting G£ proprietary computer program PISY& 

GR:rDLEYiR L General Electric Co ,N«ele«r Energy Prodocti Div 
79/05/30 Ip 


7906-150344 FortJ-ard-ii details of info fco 6o provided re PISYS analytii 
0# MRC benchmark problem* 

GftlDl-EY.R L General Electric Co ih/oclear Energy Products Div 
RL0-081~7 79/0A/O6 5pp 


7906160051 Notification of 790309 meeting u/BbU in Bethesda.MO 
to review nons afo t yin t e gra ted control eys it determine 
interaction w/safety sys on B&N plants 

S^i/«.rEwrEZ< A -J Electric* Ins trumenta tton 6 Control Systems 

Branch 79/05/07 2pp 


7906180422 NUREO/CR~0719 

"First Quarter FY79- Progress Rapt on Refill Effects 
Pregram* " quarterly progress r ept* Qc t**Dec 1978 
CROWLEViC J . RQTHEpP H * CARY* C N Creare* Inc FIN A^4070 
CREARE TN-a92 79/05/31 IBpp Available at NTIS 


7906180483 forwards "Evaluation of Reactor Vessel Brittle Failure 
Due to Injection of Cold HPI Nater During Small LOCA 
Events *' 

TAYLOR, J H aabcock V Wllcos Co 79/06/13 Ip 


— 79061304Q9 '*Eva 1 ua t i on of Reactor Vessel Qrittlo Failure Due to 
Injection of Cold KPI Nater During Small LQCA Events " 

« Babcock fj. Nilcox Co 79/06/13 i3pp 


7906180532 Responds to NRC request for addl small break analysis re 
reactor coolant pump assumptions "Norst case break*^ tc 
"worst time" are undefined Analysis should demonstrate that 
all hreaks 6^ times are covered 

TAYLCR,J H Sabcock t- Nllcoc Co 79/06/08 tp 


7906190388 Forwards BAU-10133P. Rev i i ion I* '‘Mark C Fuel 
Assemb ly-LOCA-Seismic Analyses " Withheld tref tOCFRS 790) 
Affidavit Of xJH Taylor end 

TAYLOR* J H flabcpck 6 Milcor Co 79/05/31 2pp 


7906190421 Forwards OF mag tape 31809, compr i sed of Sargent Lundy 
tapes 2675 6 2649* table of contents of 0£ tape L microfiche 
duplicate of info contained on tape W/o tape 
SC80Ni L J General Electric Co rNuclear Energy Products Div 
MFN- 165-79 79/06/13 2pp 


790619049D Forwards list of topical repts submitted by GA Co to NR-C* 
describing current status of each 

FiBKERrC R General Atomic Co <subs of Gulf Oil Carp ) 79/06/14 

4pp 


7906200182 Forwards "Hark I Containment Activity Review" for Apr 1979 
60B0N« L J General Electric Co * Nuclear Energy Products Div 
MFN-166-79 79/06/15 Ip 


— 79062001SS "Mark I Containment Activity Review" for Apr 1979 

* General Electric Co ,iNuciear Energy Products Oiv 79/04/30 
3PP 


7706200198 Forwards June 1979 "ATWS for H^esttnghouse Plants* " to comply 
w/requlrements of Alternative 3 of NUREO-0460, in response to 
790315 request 

AN0ER5OM, T. M Nestinghouse Electric Corp N8-TMA-2096 79/06/08 

Ip 


— 7906200201 "'ATWe for Nestitighouse Plants '* 

a U«s tinghouse Electric Corp 79/06/30 I65pp 


9 Forward* first draft of app* to Repts BJNPQ-20a HJNPG’^303 
ty performance ^ safety features of reactor 
tion pump 


79062I013B Forwards preliminary rept of joint investigation by 
Nes t Inghouse-Mitsubishl Heavy Industries re cracked support 
pins & flexures in guide tubas in operating Japanese plants 
Study to be concluded in June 1979 

ANDERSON* T M wastlnghouse Electric Corp N8-THA-2099 79/06*']] 

9pp 


79062tGl6t Forwards data re "Two-LdOp Test Apparatus (TLTA) Retult* " 
SHERIfOODiG Q Ocneral Electric Co iNuclear Energy Product* Div 
MFN- 167-79 79/06/15 102pp 


79G631O104 Notifies that NRC analysis of semiscale small break 
eiper imant* as requested on 781002* is delayed until 791001 
TAYLOR. J H Babcock &> Nilcox Co 79/06/15 Ip 


79062IO233 Forwards slides presented at 790301 meeting w/NRC to discus* 
£CCS evaluation tnodel development status for Nestinghousa 
fuel reloads of C-E NSS5 

ANDERSON, TM Nastinghouse Electric Corp N3-THA-2091 79/06/07 

I5pp 


7906310245 Forward* "ECCS Evaluation Hedel for Westlnghnuse Fuel 
Reloads of C-F NSSS, " nonproprietary version 

ANDERSON, TM Westlnghouse Electric Corp NS-TMA-2092 79/06/U 

3PP 


— 7906210246 NCAP-9529 

"ECCS Evaluation Model for Nestlnghouse Fuel Reloads of C-E 
NSSS." nonpropri etary version 

FERGUSON, K L , KEMPER, R M , ANDERSaN, T h Wastlnghouse Electric 
Corp 79/06/30 9app 


7906S102S8 Forwards "ECCS Evaluation Model for Westvng house Fuel 
Reloads of C-E NSSS," proprietary version Rept withheld (ref 
10CFR2 790) 

ANDEHSONrTM Westinghooso Electric Corp NS-TMA-2092 79/06/11 

lipp 


7906220136 Requests addl info for review of Revision 3 to Sfl-TOP-l* 
submitted 790427 

HAA9S* N P Quality Assurance Branch 79/05/31 4pp 


7906220290 Forwards addl info on WCAP-8B59 6* WCAP-a860 
fnonpropr ietary } . in response to NRC 781129 request 
ANDERSON. T M Westinghouse Electric Corp N5-TMA-2090 79/05/2,1 

2Spp 


7906220296 Forwards addl info an WCAP-B821, "Tranflo Steam Generator 
Code Descrip tion. “ application for withholding AW-79-19 t* 
affidavit WCAP~8B2I addl info withheld (ref 10CFR2^ 790) 

ANDERSON, T M Ue* tlnghouse Elec ti Ic Corp N8-TMA-3090 79/03/22 

2pP 


—790622031G Application for withholding addl info re WCAP-BBai. "Trar.llo 
Steam Generator Code Descer iptlon* " <ref 10CFR2. 790) 

WIESEMANN.RA Westinghouse Electric Corp AM-79-19 79/03/33 

Ip. 


“7906220321 Application for withholding proprietary info from public 
disclosure <rof 10CFR2 790) W/attachment to NS-tKA-a09&* 
which is addl info re WCAP-BS2I, "Tranfio Steam Generator 
Code Description " 

Wli^eEMANN.R A Wastlnghouse Electric Corp AW-76-4S. 79/G6/89 

9pp. 


7906230089 forwards 790301 proprietary rept BW-46a9 "Pressurlftr fief 
Leg Effervescence Test " Requests rept be withheld (ref 
tOCFR2 790) W/o end 

TAYLOR, J H Babcock !* Mile ox Co 79/05/03 tp 


7906230137 Draft "Decay Heat Removal Problems Associated H/fiecovery 
From Very Small Break LOCA for 06W 205-Fuel-Assembly PWR " 
e Babcock 6 Wilcox Co 77/09/30 4app 


—7 9062301 40 B AW- 10074 A 

"Hultlndde Analysis of Email Breaks for BLW 
205-Fuel-A*sembly Nuclear Plants U/Internals Vent Valves " 

JONES, R C , DUNNrB M * PARKS, C E Babcock 6 Wilcox Co, 76/03/31 
OpP- 


— 7906230143 Informs of completion of review of BAW-I0063< Revision I* 
BAH-10074, Revision t*& DAW-I0075r Revls Ion I Forward* topical 
report evaLuatlon 

SCHWENCER. A Light Water Reactors Branch 2 76/OI/Da 4pp 


706230149 Topical rept evaluation of BAW- 10062, Rev 1 « ton 1, BAU-)OOT4i 
Revision 1*6 BAW-1O075, Revision l»re tmali break spectrum 
analyses far BLW 149,177 It 205-Fuel-AtiBmb ly Plant* 
iif/lnternal* vent valves 

* Asetstant Dlractor for Light Hater Reactor* 76/0t/G8 8pp 
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790&2>60399 Foruards "Qanchmaric Anali^sis for Am^mine fcr i c Loop Evenfci 
H77 Fuol Plants) " 

TftYLOR^J.H Babcock h Wilcox Co 79/06/15 Ip 


““7906260363 "Benchmark Ana^sls -for Asymmetric Loop Events 
<177 - Fuel Assembly Plants) " 

» Babcoct 6 WUcox Co 79/06/13 19pp 


7906260413 Responds to NRC 790615 request for addl Info re control 
blade life < BAC loss) Info uilll be forwarded on 790702 
GRIBLEViR L General Electric Go ■ Nuclear Energy Products Div 
KFN“I6Q“79 79/06/18 Ip 


79Q626047S Summariies 790613 meeting u/NRC in tfash ing toni DC re reactor 
vessel brittle fracture during small LOCA events 
TAYLOR. J H Babcock & Wilcox Co 79/06/14 3pp 


7906270077 Forwards revisions to XN-NF-77-37< "Exxon Nuclear Power 
Distribution Control for PWRs Phase II “ 

OWSLE/fQ F Exxon Nuclear Co . Inc fsuhs of Exxon Carp ) 
79/04/27 35pp 


7906270197 Forwards responses to NRC 780601 request for addl info re 
WCAP“3977i "Failure Node & Effects Analysis of ECC8 
Westlnghouse Type 3l2.3“Laop PWR *' 

ANDERSON. T M Westlnghouse Electric Corp MS-TMA-ia76 78/07/21 
25pp 


7906270211 Requests Info re review status of B5CO-1552I 5. "Containment 
Spray Nojiles for Nuclear Power Plants *' 

CRAY.E 8 Spraying Systems Go 79/06/20 Ip 


7906270213 Informs of change In mgt structure Change will be reflected 
in update of QA topical rept TR''21A scheduled for Avg 1979 
PICKFORD, A £ C F Braun & Co 79/06/20 Ip 


7906280115 Forwards proposed method for calculation of DND penalty to 
allow BS(W immediate credit for bowed rod critical heat flux 
rCHF) test 

TAYLOR. J H Babcock V Wilcox Co 79/06/22 3pp 


7906290209 Forwards three revised organlxatlon charts for Power Oiv It 
QA Div of Reading 6 Jackson Co Reorganization completed to 
levels shown In Jul 1978 "QA Program for Nuclear Power 
Plants." <5A I -'TR“106< Revision lA 

BARKER. N R Gilbert Associates. Inc 79/06/19 5pp 


7906290734 Summary of 790530 meeting u/OE h BNL re resolution of 
generic BWR feedwater nozzle cracking problems 

SNAlDEft. R P Systematic Evaluation Programs Branch iPve 790623) 

79/06/06 3pp 


WASTE NOT NUCLEAR WASTE MANAOENENT 


7904020240 Gomnients on 7Q11I5 EPA“propased criteria for radioactive 
wastes Questions viability of EPA concept of complete 
Isolation of all wastes Notes vagueness of captain criteria 
M/detailed comments 

QDSSICK.L V Office of the Executive Director for Operations 
79/03/13. 8pp 


7906050286 D0E/EI8“O046-0 *71 

Forwards DE5«Vol 2 App ^*Hgt of Cammerc la 1 ly'^Oenerated 
Radioactive Waste." 

* Energy. Dept of 79/04/30 Ip 


— 79060S028G DaE/EIS“0046“D V2 

OESrVol 2 App. "Ngt of Commercially Generated Radioative 
Waste ** 

« Energy. Dept of 79/04/30 600pp 


7906110023 Bubmits schedule for technical info meetings proposed for 
790206 briefing on waste mgt program Also submits proposed 
agenda for first meeting 

MEYERS, a EnergyiDept of 79/03/30 3pp. 


7906110030 Forwards notice for fourth meeting in series of NRC/DOE 
meetings re radioactive waste repositories Meeting 
notice tt agenda have been sent to those on distribution 
lilt W/o snei. 

MALAAOf J C. High Lsvel Waste Licensing Management Branch. 

79/OS/07 Xp 


— 7906U0193 Notification of 790523 meeting u/DGG in Silver Spring.MD to, 
discuss radioactive waste repositories ' 

MALAROiJ' C- High Level Waste Licensing Management Branch. 
79/08/07, 2pp. 


7906110034 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
O'NEIL. JH 8haw. Pittman. Potts. % Trowbridge. 79/03/26 Ip 


T9061 10036 Requfls ts to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
BROWN. U 8 Mestinghouse Electric Carp 79/03/27 Ip 


79O61l00'38 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
BAKER. B J Western Nuclear. Inc (subs of Phelps Dodge Corp ) 
79/03/27 Ip. 


7906110044 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
ELLI6, JL Gilbert Associates. Inc. 79/03/2B tp 


7906110047 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
SDINSKI.A J California, etate of 79/03/28 Ip 


7906110050 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
BROWN. B H Wyoming Mineral Gorp 79/03/30 Ip 


7706110051 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
PARMLEY, W A Consumers Power Co FARM 9-79 79/03/29 Ip 


7906110054 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
RIEDERER.C F Wisconsin. State of 79/03/29 Ip 


79061 10055 Re que s bs to be placed on distribution list for notices of 
public meetings on radloactlva waste repositories 
HAWVEV. JL South West Nuclear Co 79/03/30 tp 


7906110057 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
GREY, A E EG 0. Inc 79/04/02 Ip 


7906110069 Requests to be placed an distribution list for notices of 
public meetings on radioactive waste repositories 
DEBOER. TK New York, State of. 79/04/02 Ip 


7906110071 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
OARDY, C Affiliation Unknown 79/04/03 Ip 


/9061t0074 Requests to be placed on distribution List for notices of 
public meetings on radioactive waste repositories 
IIMMERMAN.D L General Electric Co .Nuclear Energy Products Div 
79/04/03 Ip 


7906110076 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
WARREMrB C Florida. State of 79/04/04 Ip 


7906110076 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
HALEY. J. Affiliation Unlcnawn. 79/04/05 Ip. 


7906110079 Requests to be placed on distribution list for notices of 
public meetings on radloactlva waste repositories. 

HANCOCK. 0 Southwest Research and Information Center. 79/04/05 

Ip 


7906110061 Requests to be placed on distribution list fur notices of 
public meetings on radioactive waste repositories 
BEATTYrT E Edison Electric Institute 79/04/06. tp 


7906110082 Requests to be pieced on distribution list for notices of 
public meetings on radioactive waste repositories. 

BURT.L Masiachusettf. State of. 79/04/06 Ip. 


7906110065 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
BRQ0K8.H S. Tennessee Valley Authority 79/04/10 Ip 


7906110067 Requests to be pieced on distribution list for notices of 
public meetings on radioactive waste repositories 
JANDEOIAN.O. V Envlrosphero Co 79/04/10 Ip 


7906110069 Requests to b-e placed on distribution list for notices of 
public meeiitigs on radioactive waste repositories. 

PENROD^ D C. Affiliation Unknown. 79/04/13 tp. 
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7906110090 ia b« placed on <f i ttr Itiutlon list for notices of 

public on radioactive waite rapoaltorise 

BARTLGTT-LAGaRl Affiliation UnScnoun 79/04/19 Ip 


7906110092 Requests to b« placed an distribution list for notices of 
pub-lic meetings on radio-active uasts repositories 
FRANKrT Affiliation l/nknown 79/04/21 Ip 


7906110093 Reciuests to ba placed on distribution list for notices of 
public meetings on radioactive uaste repositories 
UEIDMERrL J Californlai State of 79/04/23 Ip 


7906110099 Requests to be placed on distribution list for notices of 
public meetings on radioactive uaste repositories 
NICGLLrH M Tennessee Valleif Authority 79/04/24 Ip 


7906110097 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
OEVDGK, J L Affiliation Untnawn 79/C\4/25 ip 


7906110099 Requests to be pieced on distribution list for notices pf 
public meetings on radiaactive waste reposltorirs 
LEUIG. vl Affiliation Unknown 79/04/25 Ip 


7906110102 Requests to be placed on distribution list f-ar notices of 
public meetings on radioactive waste repositories 
THADAMlfM. Talcnekronr Inc 79/04/27 Ip 


79061i<ll03 Requests to bo placeo oti distribution list for notices of 
public meetings on radioactive waste repositories 
MIVGffj A L New England Regional Regulatory Assistance Proaram 
79/04/16 Ip 


7906110105 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
HCBR1D£«J A -G R Johnson Assoc (ates r Inc. 79/04/16 Ip 


7906110107 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste rspoiLtorlcs 
CtARKfK Citiiens for Alternatives to Radioactive Dunplng 
79/04/14 Ip 


7906110109 Requests to be placed on distribution list for notices of 
public meetings on radioactive waste repositories 
LOPEZiA S d Steller Corp (subs, of Arthur 0 Littler Inc ) 
79/03/30 Ip 


7906190230 Sufntnarv of 79041 1 meeting w/DQE in Bllver Spring* HD re 
geological eiploration program being implemented by DOE to 
Identify sites for nuclear waste repositories 
BOVLErR R High Level Waste Licensing Management Branch 

79/04/lB 2pp 


7906230160 Summary of NRC/DOE meeting re geologic exploration for high 
level waste repoiltory sites Forwards ^'Program for 
Identifying Bites for Wuclear Haste Repositories” ft 
**00010910 Investigations Basalts of Columblo Plateau " 

BQ'/LEtR R High Level Haste Ltcanslns Management Branch 

79/04/1 1 I27pp 


XPDRTLIC EXPORT AMD IMPORT LIGEWSE8 


7905230723 NRC conclusions re Transnuctear* tnc application for license 
to export l&i 501 kg U to Belgium License should be issued 
MOORE^R N Office of International Programs. 79/04/27, Ip 


7906010037 Executive Branch position re Boeing Co application for 
amend to license to export 4i00D U of depleted U to Iren 
in form of plated aircraft counterweight# License should not 
be granted. 

WOSENZOiL V. StatarOept of, Bureau of Oceans Interhat 1. Environ. 6 
Scientific Affairs. 79/04/26 Ip 


79 O 6 OI 1 OO 90 Forwards appUcation for Ramsey Engineering Co to export 
I 415 mg of Pu-238 to Peru, 

HEMDRJCKr W. 9 Ramsey ^Engineer titg Company. 79/04/23 ip 


— 7906010092 Application by Ramsey Engineering Co for license to export 
1.419 mg of Pu-238 to Peru. 

HEWDRlCKrWO Ramsey Engineering Company. 79/04/23, 2pp, 


7?06010i03 Executive Branch poettlon re Bantfvic Special Metals Corp 
application for llcente to export 690 lb of Urcaloy-4 tubes 
to Korea- License should be granted 
NOSENZOrL V State* Dipt, of 79/04/26. 4pp 


79060IOI46 8£CY~79-297 

Informs Commission of receipt of Transnuclear* Inc 770420 
application for license to export highly enriched U to 
Oenmarl 

SHEA, JR Office of International Programs 79/04/26 Ip 


7906010172 Forwards FR notice for filing & publication of appH<atj,ori| 
for licenses to export nuclear facilities or oiatl 

OPLINGERrl} 0 Assistant Director for Export/Import & International 
Safeguards 79/04/27 3pp 


7906010172 Forwards FR notice for filing 6 publlcatiori of application 
for licenses to export nuclear facilities or matl 

OFLINGERi 0 0 Assistant Director for Expor t/lmpor b 6 Intcrnttiohsl 
Safeguards 79/04/27 3pp 


7906020017 Forwards proposed license f,or US Army Mat Is 6 Mechanics 
Research Ctr to export source matl to United Kingdom 
Requests review 

SHEA, JR Office of International Programs 79/04/04 6pp 


"••7906020021 Executive Brai.fh position re US Army Metis h MsxhanLei 
Research Ctr application for license to export 250 tg 
depleted U alloy to United Kingdom License should be 
granted 

NQSENZO.L V State*Dept of, Bureau of Oceans 6 Intcrnat] Envlrpf^ 
6 Scientific Affairs 79/01/03 2pp 


— 7906020023 Application by US Army Matl# t* Mechanics Research Ctr 
for license to export 250 kg depleted U alloy to United 
Kingdom 

HRiGHTiE S Army* Dept of* Hatls V Mechanics Research Csnttr 
79/06/12 2pp 


— 7906020027 License for Army Matls Mechanics Research Ctr to eip^rl 
2S0 kg depleted U to United Kingdom 

OPLINOER,G 0 Assistant Director for Export/Impor t U 
International Safeguards 79/04/04 2pp 


7906020101 SECY-79-2e6 

Provides NRC review of Transhuc lear* Inc 790103 application 
for license to Import low enriched U as U hexaf luar Ide From 
France 

SHEA, JR Office of International Programs 79/04/S3 3gp 


— 7906020103 Application by Transnuclaar* Inc for license to lapert 
S, SOO kg Ui enriched to max of 2 3X U"23S* f rom France 
MAT80N*V Transnuclear# Inc 79/01/03 2pp 


"*•7906020106 License for Transnuclear* Inc to import max of 5,000 Ig J, 
enriched to max of 2 3X U-935, from France 
OPLIMOER.G 0 Assistant Director for Export/Impor t & 
International Safeguards 79/01/03 3pp 


7906020146 Requests Executive Branch position re Etflou (ntl Co 
application for license to export natural U to United 
Kingdom for conversion to U hexafluoride 6 subsequent return 
to US for enrichment 

aPLlN0ER*O G Assistant Director for Export/lmport 6 Internalieral 
Safeguards 79/05/10 Ip. 


7906020149 Requests Executive Branch position re OA €0 
application for license to export 8 NM to Philippines 
OPLlNGERfO 0 Assistant Director for Export/lmport V Internallenil 
Safeguards 79/05/10 Ip 


7906020152 Requests Executive Branch position re Mlsshu-Iwal 
amended application for license to export 14 kg U (increased 
frofli 12 kg I 

OPLtNOERiO Q Asstftent Director for Export/lmport U Interns tie-nil 
Safeguards 79/05/10 Ip. 


7906020156 Executive Branch position rt TMB* Inc application lor 
license to export 1*000 kg thorium in form of thorium oxide 
powder to Canada License should be granted, 

NOBENZOfL.V State* Dept of 79/05/17 3pp 

7906020162 Requests Executive Branch position re Tranttiuclear, lAC 
application for license to export 22 1 090 ko U* enriched 
to 3 35:1 U"235j to Swltierland, 

OPLINGERr (Z. 0 Assistant Director for Export/lmport 6 ItiternatLef'al 
Safeguards 79/OS/iO ip. 


7906020190 Requests Amend B to OE oxpnrt Ilcenia* chang Ing licensis, 
ultimate consignee 6 tnterintd late consignee. 

WILSOMt B D Oeneral Electric Go.rNucleer Energy Preducts Dlv 
BDM- 790112 79/05/01 2pp 


7906020192 Requests amend to Klssho-Iw«i export license appllcatlie. 
cherijitng Intermediate consignee^ quantity to be shipped 4< 
cosNhodttv description. 

TBUJI.M Nlssho-Iwai American Corp MACPJ-22(J3"NT. 79/D4/30 Sfl 
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7'?0£020174 Requests Am 0 nd 3 to QA Co export 1 icense« extending 
•xpiretton date to 801201 

K0URY«14 R General Atomlt Co Isute of Gulf Dil Corp ) IEL’-1038 

79/Q5f02 ip 


7706-050010 Requestt Executive Branch paeition re GE 7-7042S application 
for license to export replacement partsj for use In 
Tarapur reactor* to India 

QPLINOERi 0 0 Assistant Dli ectov for Export/Import 4* International 
Safeguards 77/05/09 Ip 


790AOa-0l94 Requests Amend 3 to OA Co export 1 icense* ex tending 
eiptration date to 801201 

KaURVT* IJ R. General Atomic Co (subs of Gulf Oil Corp ) lEL—lOSS 
79/05/03 ip 


790^030197 Requests immediate action on Consolidated Controls Corp 
application for license to export 20 resistance temp 
detactars to Italy 

AKALFITANOfJ M, Consolidated Controlfi Corp (subs of Condec Corp ) 
79/03/09 4pp 


790£OSOOtS Requests Executive branch position re OA Co 790501 
application for license to export componentsi for use In 
PRR~I research reactor^to Philippines W/o end 

QPLIN0ER#0 0 Assistant Director for Export/Impor t & International 
Safeguards 79/03/09 Ip 


790&O5007Z Forwards application ta export !« 000 metric tons Un contained 
in 1*180 metric tons U-30a corcantrate# to United Kingdom 
EDLQWiJ Edlow International Co 79/03/07 tp 


790&0401B3 Application by Hotter Inc for license to export bel kous-sealed 
instrument isolating valves to Argentina 
LlHDERd.F Hoke. Inc 79/04/16 Ip 


79-06040236 Requests Executive Branch position re Reuter-Stokes. Inc 
application for license to export 8NM to India 

OpLINGERiO G Assistant Director for Export/ Import tt Interna tio-nal 
Safeguards 79/05/10 Ip 


7906040230 Executive Branch position re Exxon Nuclear Co. Inc 
application for license to export lircaloy tub ing . spacer 
parts & springs, caps. insulator disks. tie plates V other fuel 
assembly hardware to Sweden License should be granted 
HOSENZO. L V State. Dept, of , Bureau of Oceans Internatl Environ U 
gclentiftc Affairs 79/03/17 2pp 


—7906030077 Application by Edtou Inti Co for license to export l.OOO 
metric tons U. contained £n 1, ISO metric tons 11-308 
c oncentrate, to United Kingdom 

EDLQU, J Edlou Interna tioriat Co 79/05/07 Ip 


79060300B8 Forwards application far license to export startupi. 
intermed late, t Inear It wide range channels to Philippines 
haWRV. W R General Atomic Co (subs of Oulf OH Corp > 79/OS/Gl 
Ip 


— 79060S0092 Application by OA Co for license to export Channel Models 
NL8--4, NLI-3.WP~5. NLW-2 b NHP-4 to Philippines 
HOMRY. U R General Atomic Co, (subs of Oulf Ql 1 Corp 
79/05/01 2pp 


7906040233 Executive Branch position re Isotope Products Labs 
appLication for license to export 10 uGl Cm-344 in sealed 
source ta Kenya License shquld be granted 

NQSENZO. L V State. Dept of. Bureau of Oceans It Internatl Environ S> 
Scientific Affairs 79/05/17 Ip 


7906040363 Commissioners have reviewed It agreed w/9J Chilk 
recommendation re Exxon Nuclear Co. Inc application to import 
40.000 kg U« enriched to 3 IX U-23S. from Soviet Union 
Roquests Exxon be notified 

CHILK.S J Office of the Secretary of the Commission 79/04/20 
IP 


7906040369 Notifies of Commissioner approval of license for 
Trans-nuclear. Inc to Import 22 701 kg U. enriched to 
73 12X U-235. from France Requests Transnuclear. Inc be 
■notified 

CHILK. 8 J Office of the Secretary of the Commission 79/04/20 

Ip 


7906030093 Requests new export license for 20.000 kg depleted U parts, 
duo to accelerated scrap accumulations Requests issuance by 
790319 

SCHWARTZ* H Aerojet Ordnance Co 79/04/26 tp 


79060SO10J Requests amend to erport license to change export parties 
to Nlssho-Iual Co, Ltd 

MATSON, V Transnuclear, Inc 79/OS/03 Ip 


7906030111 Application by Sigma Chemical Co for license to export 
compounds containing deuter ium* equivalent to B kg deuterium 
oxide llquldtto Mexico 

STERN, W C Sigma Chemical Go (subs of Sigma Aldrich Corp, 7, 
79/03/03 Ip 


7906030137 Forwards request for extension of License XCOM-0225 amend 
of dollar vaLuoj original amount was expressed in Canadian 
del laps 

LINDNER. TP Hoke, Inc 79/04/09 ip 


790604040B Exi^cutive Branch position re Cordis Corp application for 
license to export 45 g of Pu-23B to Jordan Ii 8audi Arabia 
NQ8EMZ0rL.V State. Dept of 79/04/23 2pp 


79O604O40B Executive Branch position re Cordis Corp application for 
license to export 45 g of Pu-23e to Jordan It Saudi Arabia 
NDSENZOrL V State. Dept Of, 79/04/33 2pp 


7906040409 Approves Transnuc leap. Inc 790103 application for license to 
export 12.714 kg J to West Germany . based on Executive Branch 
position end use statements 

MOORE, ft N Office of International Programs 79/04/27 Ip 


7906040435 Executive Branch position re Reuter-Stokes. Inc application 
to export 16 mg 11-235 to India License should be granted Ltr 
of assurance end 

NOaENZO. L, V, State. Dept of 79/05/01. 3pp 


7906040437 Requests Executive Branch position re Westlnghouse 
applicetion fop license to export miscel leneoui components It 
parts to Spain, 

OPLlNOERi O h G, Assistant Director for Export/Impart It International 
Safeguards, 79/04/26. Ip. 


790604043B Responds to 790103 ltr requesting amend to export license to 
extend explrattort date to 810301 Due to Instahlltty of 
political situation in Irant Executive Branch is unable to 
approve request 

OPLlNGERrO 0 Assistant Director for Export/Import It International 
Safeguards 79/05/03. Ip. 


7906040440 Requests expiration date on Licenses ;bNM- 1690 V tBNM-i699 
be ertended from 790801, 

HATSONrV. Transnuclear, Inc. 79/04/04, 2pp 


7906040440 ftequests expiration date on Licenses I8NH-i698 It tSNM'-i699 
be extended from 790001 

MATSON. V. Treninuclear. Inc. 79/04/04. 2pp. 


— 7906050167 Application by Hoke. Inc for License to export control valves 
to South Korea Requests ravlsion in value & extension of 
end Dept of Commerce Llcenso A30t762 
LINDNER. T P Hake. Inc 1112 79/03/09 2pp 


7906030253 License for Cordis Corp to export 43 g Pu. contained 
in 200 cardiac pacers, to Saudi Arabia ii Jordan 

OPLINOERtG G Assistant Director for Export/ Impor t It Intar hati onal 
Safeguards 79/04/27 2pp 


7906030237 License for OA Co to export 784 g 1^-233. conta ined In 
3,940 g U. to West Germany 

aPLlNGER,G Q Assistant Director for Export/Import It International 
aafeguardi 79/04/30 2pp 


7906030261 Licensa for OE to export signal amp I if i«rs. elec tr i cal 
penetration modules It radwaste drum cappers to India. 

□PLINGER.G Q Assistant Director for Expar t/lmpart I< International 
Safeguards 79/04/30. Ip 


’906030264 License for Byron Jackson Pomp Dlv to export seal 
car trldgest heat exchangers, rata ting baf f les* elements !< 
coupling assemblies to Sultterland. 

OPLINOER.O 0 Assistant Director for Export/Import I« International 
Safeguards 79/04/27. Ip, 


'906050266 License for Hoke, Inc to export 21 control valves 6 ipare 
parts to Canada. 

OPLiNoERrO 0 Assistant Director for Expor t/tmport I* International 
Safeguards 79/07/01 Ip. 


7906050267 License for Byron Jackson Pump Div to export three pump case 
accessories spccielly prepared for use in coolant pumps to 
Italy, 

OPLINGER. G. G Assistant Director for Export/ Inpot t 6 International 
Riifeduards 79/04/27 Ifr. 
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7<;o&090396 Llcei\««- for Ei»«rLln« In«truM«nt Carp to «]Cport Gl, 6 uCl 
to rrtdonrala 

OPUING^ERjO 0 AialitAnt Director for Ef port /Import U Internattora 1 
Safopuardi 79/04/27 2pp. 


^904090402 Llcon^a for Hltfuillne Travel Svc of America to export 
el laneoua ipec ially^ilffe i gned or praparad parti tc 
companenti to Japan 

OPHNOERjO- 0 A*«l»tart Director for Expor t/Impor t & International 
Safaguardi 79/04/27 2pp 


'906050404 LUcnae for Bgron Jackeon Pump Dlv to export seal cartrldpee 
heat exchangers^ baf f le «4 elofnent coupling aisenbliss k pump 
caee to Italy 

aPLlNGERtO O Assistant Dlrecfear for Export/ Import k International 
Safeguards 79/04/27 Ip 


'906050400 License- for OE to export 16 source range k Intermediate 
range monitors to India. 

OPLiNG^ER.O 0 Assistant Director for Export/Import k International 
Safeguards 79/04/G^O Ip 


'906060016 Agrees to proposed license for i-rsport of lou enriched U 
hexafluoride from Societ Unlour provided certain conditions 
are flvat addition of NH88 technical review section St 
rewording of NM&S portion of coordination statamsnt 
OiRCKSfW J Office of Nuclear Material Safsty k Safeguards 
79/04/10 tp. 


'906060071 SEC V- 7 <7 -233 A 

Informs Commissioners of preliminary comments on proposed 
license for Edlow Inti to export low enriched U to India 
Recommendations deferred until Executive flranch briefing on 
pertinent foreign policy developments 

BHEAi J R Office of Interna 1 1 anal Programi 79/04/24 3pp 


'9-06060094 Application by Reuter'-Stokas< Inc for license to export 
a 34 g U-235 to India W/supportlng documentation 
SKARVPAi J D RdUter-StokeSf Jne 79/04/26 4pp 


7906070101 SECV-79-241 

Submits addl info re teveral proposed export licenses 
Olscuises 790316 meeting of Euratom Supply Agency* Dol egatlon 
of Commission of European Communities k NRC Qfc of Inti 
Programs re urgent need for highly enriched U in Europe 
SHEAf-J R Office of International Progranti 79/03/30 3pp 


7906070101 SECY-79--241 

Submits addl Info re several proposed export licenses. 
Discusses 790316 meeting of Euratam Supply Agency) De legation 
of Commission o-f European Gammunities 1* NRO Qfc of Inti 
Programs re urgent need for highly enriched U in Europe 
SHEArvi R Office of International Programs 79/03/30 3pp 


7906070101 SE0y-79-24J 

Submits addl Info- re several proposed export licenses. 
Discusses 790316 meeting of Euratom Supply Agency^ Delegation 
of Commission of European -Communities NRC Qfc of Inti 
Programs re urgent need for highly enriched If In Europe. 
SHEAiJ R Office of International PTogrami, 79/03/30 3pp 


7906070101 SEC y- 79-24 I 

Submits addl info re several proposed export licenses. 
Discusses 790316 meeting of Euratom Supply Agency* Delegation 
of Commission of European Communities k NRC Ofc of Inti 
Programs re urgent need for highly enriched U In Europe. 
SKBA*J ft Office of International Programs 79/03/30 3pp 


7906070101 8ECy-79-24l 

Submits addl info re several proposed export licensee 
Discusses 790316 meeting of Euratom Supply Agency t Delega tlon 
of Commission, of European Communities k NRC Ofc of Inti 
Programs re urgent need for highly enriched U In Europe 
8 HEAi-«J ft Office of International Program* 79/03/30. 3pp 


7906070101 8ECy-79-24l 

Submits add! info re teveral proposed, export licenses 
Discusses 790316 -meeting of Euratom Supply Agency* Delega tlon 
of Gommistion of European Communities 4c NRC Ofc of Int) 
Programs re urgent need for highly enriched U In Europe. 
SKEAiJ. Rt Office qf Interna tional Programs 79/03/30. 3pp. 


— 7906070132 Responds to 790316 meeting renuast for info re research 
program k fuel cycle schedule of reactor operators* as well 
as conversion & fabrication pla-nning of Nutem 

-OOPPEL* M European Communities* Commission of. 79/03/19. 9pp 


— 7906070132 Responds to 7903J-6 meeting r* 4 .uast for info re research 
pragran k fuel cycle schedule of reactor op«rators*as well 
as conversion k fabrication planning of Nukem 

OOPPELfM, European Communities* Commission of, 79/03/19 Spp 


— 7906070132 Responds to 790316 meeting reyuost for info re rasearch 
program k fuel cycle schedule of reactor operators as well 
as conversion k fabrication planning of NUKEM 

GOPPEL<M European Communities) Commission of 79/03/19 9pp 


— 7906070132 Responds to 790316 meeting request for Info re research 
program t* fuel cycle schedule of reactor operators as util 
as conversion k fabrication planning of NUKEM 

GOPPELfM European Communities* Commission of, 79/03/19 5pp 


— 7906070132 Responds to 790316 meeting request for info re raiearch 
program k fuel cycle schedule of reactor operators as well 
as conversion k fabrication planning of NUKEM 

00PPEi.*M European Communities* Commission of 79/-03/19 Spp 


7906070125 Application by Hoice* Inc for license to export needle valvri 
to South Korea 

LINDMER.T P Hoke* Inc 79/04/16 Ip 


— 7906070155 Application by Hoke* Inc for license to export bal lous-itaU i 
instrument isolation valves to South Korea 
LINDNER* T P Hoke* Inc 79/04/16 Ip 


—7906070166 Application by HoVe* Inc for license to export bal loui-i«alei 
manually k pneumatically operated valves k three valve 
manifolds to South Korea 
LINDNER* T P Hoke, Inc 79/04/16 Ip 


7906070264 Application by Koko, Inc for license to export bellous-icsLedi 
Instrument isolating valves k spares to Canada 
LlNDNEft,T P Hoke* Inc 79/04/05 4pp 


7906070276 Executive Branch position re Mitsubishi Inti Corp 
application for license to export manipulator crane* for 
charging k discharging fuel assemb 1 ies, to Japan License 
should be granted 

H0SENZ0*L V State. Dept of 79/05/02. 2pp 


7906070367 Discusses issuance of license to Consolidated Cotttroli w/o 
customary i5-day waiting period Applicant was unaware that 
license was required for export of detectors to Italy 
8HEA)J R Office of Internationa I Programs 79/05/09 Ip 


79060703S2 Executive Branch position re Sandvik GpeclaL Metals Corp 
application for license to export 15 lb Zr-2 It 7r-4 radi 
6 strips*for testing of physical properties* to Israel 
License should be granted N/ltr of assurance 
N03ENZO*L V State* Dept of 79/05/03 3pp 


7906120103 Forwards Edlow Inti Co application amend request to rsmo^^e 
Realctor Drannelemente Union OmbH as intermediate 
consignee Requests amend be considered w/app 1 Ication 
forwarded 70U13 H/o end * 

QPLiNOERiO G Assistant Director for Export/Import 4* 1 nternafciofial 
Safeguards 79/04/23 Ip 


7906120217 Requests license to export fission counter t* aceompony inj 
reactor instrumentation replacement to Philippines 
MOURV*U R General Atomic Co <subs of Oulf Oil Corp » IEL-1096 

79/05/01 Ip 


—7906120227 Application by GA Co for License to export Fission Count-i-r 
WL-6376 containing U-235 to Philippines 

HONRytU R General Atomic Co (subs of Oulf Oil Corp ) 

79/05/01. tp 


7906130099 Application by Westlnghouse for license tx» export three 
compensated ianliation chambers to France 
PQCHAL,N F. Westlnghouse Electric Carp 79/05/15. Ip 


7906140550 Cancels export license applications XMAT-17* XMAT-lB i* 
X11AT-23fptr Aldrich Chemical Co 790514 request 
HE«BY*E □ Office of Internationa 1 Programs 79/05/IS. Ip 


7906140550 Cancels export license applications }(MAT“J7r XMAT-lQ 5^ 
KMAT-23fpor Aldrich Chemical Co 790514 request 
HEHfiYiE 0 Office uf International Programs 79/05/15. tp 


7906140550 Cancels export license applications !<MAT-17* XMAT-lQ k- 
XHAT''23fper Aldrich Chemical Co 790314 request 
HEMBY* E. 0 Office of International Programs 79/05/15. Ip 


7906140560 Forwards application for license to export SO mCl nickel for 
use as ionizing source in gas chromatograph electron capture 
during 2-yr period of license 

MOSLEY* J J Varlan Export Corp, 79/03/27 Ip. 
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— 790^il^05^7 Application Vafian Citporfc •Corp for licatita to axport 
ao mCi nickal for u«« as ionizing saurca in gas 
c^ronatograph alactron captura debactor during S'-gr 
licanie ptriod 

MOSLEY* v( J Varian Export Corp 79/03/22 2pp 


790&1^0579 Foruards two applications to export I 2 & 1 OOO kg U t( 
22*090 -9 leg Lf to France End use statemant end 
MATSONiV Transnuclear* Inc 79/05/02 2pp 


7‘#06H0S75 Forwards two applications to export 126*000 kg 0 6 
22i 090 ? tg U to Franca End use statement end 
MATSON. V Transnuclear* Inc, 79/05/02 2pp 


— 790ftl40&02 Application bg Transnuclear* Inc for License to exjiort 
125*900 kg U. enriched to 0 35’A U-23S*«( 500 kg U 
heiaf 1 ouoride* enriched to 0 3’A 0-235, fro Franco 
MATSON* V Transnuclear* Inc 79/05/03 tp 


7?D&l*406tS Application by Sigma Chemical Co for license to export 
compounds containing deuterium to India 

» Sigma Chemical Co (subs of Sigma Aldrich Carp ) 79/05/01 Ip 


790fiH0617 Application by Mitsui &t Co for license to export enriched 
U hexaf 1 Ltor Ide to Japan 
e Mitsui & Co, I Ltd 79/09/01. 2pp 


770il90029 Application by OE for license to export six traversing 
Incore probe detector assemblies to India 
SON* B 0 OeneraL Electric Co 79/09/07 Ip 


7906150107 License for Hoke* Inc to export motorized S< Isolating valves 
6 spare parts to South Korea, 

OPLiNCERiO Q Assistant Director for Export/Import & International 
Safeguards 79/09/10 Ip 


7906150109 License for Spex Industrlexi Inc to export 0 09025 g U-SSS to 
Japan 

OPLING-ER.O 0 Assistant Director for Expor t/Xmpor t 6 International 
Safeguards 79/05/10 app 


7906150tLi License for Mitsubishi Inti Corp to export 545 kg U-235 to 
Japan 

OPLJNOERrO 0 Assistant Director for Export/Import ti International 
Safeguards 79/09/10 ip 


7906180117 Amend 6 to License for OE 6 OE Technical Sve Co* Inc to 
export components be associated BUA equipment to Japan 
QPLlNQERiO 0 Assistant Director for Export/Import 6 International 
Safeguards 79/09/14 Ip 


7906190119 License for Air Products tt Ghemica Is* Inc to export S99 9 g 
deuterium as gas to United Kingdom 

OPLtN0ER*0 0, Assistant Director for Export/Import 6 In ternational 
Safeguards 79/OS/ll 2pp 


7906190122 License for Nestlnghouse to export O 0041 g U~239 to 
Belgium 

□FLiNOERtO 0 Assistant Director for Expert/Import 6 International 
Safeguards 79/09/11. 2pp 


7906IS0256 Executive Branch position re Wolverine Dlv application for 
license to export It guide thimble tubes ^ instrumentation 
tubes to France License should be grantad 
NOSENZOiL V 3frate*Dopt. of 79/09/17 2pp 


7906150462 Appllcati'on by United Kingdom Treasury be Supply Delegation 
for license to export seamless reactor grade ZlrcalQy-4 tube 
Vo United Kingdom. 

* United Kingdom, 79/05/02 ipp 


7906190471 Requests license to export two pieces of Zlrcaloy-fi seamless 
tubing to South Korea 

0ILBERT,YK. Kaweeki Berylco Industries* Inc 79/09/11 2pp 


7906190474 Application by OE for license to export replacement parts to 
India 

WILSON* B D Otnaral Electric Co BDM-7910a. 79/04/23 app 


7906160011 Forwards application for license to export minor nuclear 
matl.Ltr of assurance required, N/o end 

OPLiNGERrO 0 Assistant Director for Export/Import 6 Intarnat lonal 
Safeguards 79/04/30. Ip 


7906160012 Requests Executive Branch position re Vartan Exports Corp 
application for license to export 80 mCi nickel to variovi 
countries listed In Paragraph 110 27 N/o end 

OPLJKOERi 0 0 Assistant Director for Export/Import 8< International 
rSafeguardi 79/04/27 Ip. 


7906160015 License for OE to export ml ice llaneous specie 1 tg-des Ignad 
or prepared parts 6 componontsi excop t assembled pressure 
vessels* to Japan 

OPLINOERiO 0 Assistant Director for Export/Import &. Internat lonal 
Safeguards 79/05/02 2pp 


7906160018 License for Transnuclear* Inc to export 3 95 kg U*'235 to 
Canada 

□PLlNOERiO 0 Assistant Director for Export/Import 6 Intarnat Iona 1 
Safeguards 79/09/00 2p p 


7906160025 License for Sandvik Special Metals Cui p to export 630 lb 
of Zlrcaloy-A tubing fro South Korea 

QPLINOER.OO Assistant Director for Export/Impart 6 Interna fr I onal 
Safeguards 79/05/02 Ip 


/906160028 License for EH Shattuck Chemical Co to export 56 b U 
to (iexlco 

OPLINOER.O O Assistant Director for Export/Impart; 6 International 
Safeguards 97/05/03 2pp 


7906160029 License for SW Shattuck Chemical Co tn export 4 7 lb U to 
Mexico. 

OPLINOEft.O 0 Assistant Director for Export/Import U Internafri onaL 
Safeguards 79/09/03 Spp 


7906160031 License for Caran Precision Engineering & Mfg Corp 
to axporfr 20*000 diamond springs to India 

OPLINOCR.O 0 Assistant Director for Export/Import 6 Infearnatlona I 
Safeguards 79/05/02 ip 


7906160036 License for Dept at Army to expert 290 kg depleted U to 
United Kingdom 

DPLINOERiO G Assistant Director far Export/Import fr* International 
Safeguards 79/05/03 2pp 


7906160039 License for Heuter-^Sfroke s* Inc to export 16 mg U-235 to 
India 

OPLINGERiO 0 Assistant Director for Exp o-rt/ impor t S* International 
Safeguards 79/05/04 2pp 


7906160043 App I Ication by Hoke* Inc for license to export b el lous-sealed 
manually pneumatically operated valves* bleed L dram 
valves ii three valve manifolds to Korea 
LINDNER. T P Hoke* Inc 79/04/16 tp 


7906160057 Notifies of export of one lot of mafrl against license 
•which packaged by Patiotomics Corp* instead of original 
shipper* United Nuclear Carp 

EDLOU* J Ed low International Co 79/09/07 Ip 


7906160030 App 1 ication by OE for license to export nozzle fittings to 
The Netherlands 

WILaONiB D Oeneral Electric Co aDN-79115 79/03/03 Ip 


/906160O39 License for OG fy OE Technical Sve Co fra export miscellaneous 
special ly'-defigned or prepared parts 4c components to Bixeden 
OPLINOER.O 0 Assistant Director far Export/Import & International 
Safeguards 79/09/10 Ip 


7906160061 License for Sandvik Special Metals Corp to export 19 lb 
tubes made from Zr metal <Zircaloy*“2 rod* lircaLoy-4 rod* 
Zlrcalay-2 strip S< ZircaLoy-A strip) to Israel. 

OPLINOERiO 0 Assistant Director for Expor t/ import &t Internet^ 
Safeguards 79/05/10 ip / 


7906160063 Amend 3 to 1 
301301. 
aPLiNOER.O 0 
Saf 
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7906180072 Application by Hofc«i Inc far llcanta to ixport ballowo-«*alod 
tnttruraont i«olatlng valv«f to Kona 
* Hoka, Inc 79/04/16 Ip 


7906180081 Rectuaft* Exacwtlva ©ranch poittion ra OA Co application for 
licsniv to export nltcol laneoue coAponante to Egvpt 
OPLlMOERfO 0 Aaflitant Dlractor for Eiport/Import t Intarnational 
6afe«uar<li 79/03/08 Ip 


7906180120 Requeate Exacutlve Branch poilfclon ra Monianto Retear-ch Corp 
application for llcanaa to report BNM to Torkay. 

OPLINOER. O O Aaslatant Blrector for Eiport/Import tt Intarnatlonal 
Bafaptiarda 79/03/04 Ip 


‘^906180613 SECY- 79-3 10 

Raviawi propotad aAond to Fill Co Ltcansa to export rnatl to 
Canada Amand ujould aztend expiration date for two yr* 6 
lncr«a«e quantity of depleted U to 133# 0S9 kp Amend ihouLd 
be prantsd 

SHEArJ R Office of International Proprame 79/04/30 4pp 


-7906180619 Licence for RMI Ce to export 99*250 lb U. contained In 
lOOiDOO lb depleted Ifi to Canada Llcinii nou referred to a« 
)CU'»8342 

OUMINf M A Aeetetant Director for Export/Inport k International 
Safeyuard's 76/12/10 2pp 


-7906180624 Amend Ir extending expiration date to 801001 k deleting 
Condition 1 front Hcenaa for FMI Co to export source niatl 
to Canada Llctitte now raforred to a-s XU-8342 
OPLIKOERtO O Aasletant Director for Export/Iaport k 
International Safeguard*, 78/07/10 Ip 


—7906100638 fiequaet* Bxt«n*ion of export llcenie axpiratian date to 
801001 Alec raAvasix Increaxa of mail authoriied for export 
to las. 039 kg depleted U. 

SCHAEFFER. M R. RMI Co . RMI Titanium 78/07/07 2pp 


—7906180691 Executive Branch position re RffI Co application for amend tl 
export 1 icen«e« increasing quantity of depleted U authorUed 
for export to Canada Amend should be iieuBiT 
MOSENZOit V State. Dept of 79/03/14 If 


—7906180652 Amend 2 to RHl Co License XII-B342. increasing quantity of 
natl authorized for export to 135.039 kg depleted U k 
deleting Condition 9 

OPUINDER. o 0 Aselstant Director for Export/Import k 
international Safeouarde 79/03/82 ip. 


7906100739 8ECY-79-2aC 

Infornt Commleiloner* of receipt of 790216 application from 
Edlow Inti Co for license to export 13.129 Ig U to Italy 
9HEA*J. R Office of international Programs, 79/04/19, Ip 


—7906180747 Application by Edlaw Inti Co for license to export 13.129 kg 
U to Italy 

HARMQH. 0 H Edlow Interna tlona I Co 79/02/16 Ip. 


7906180754 8ECY“79-2a9 

Informs Gommistt loners of Edlow Inti Co 790416 application 

for license to export 4G. 000 kg U-308 to Brazil 

8HEA. J R Office of International Programs. 79/04/23 Ip 


— 7906180761 Application by Edtow Inti Co for License to export 
48.000 kg t;-308 to Brazil 

HARMON. D H. Ed low International Co 79/04/16 Ip 


—7906180766 Advises that application to export 90 short tons of U-308 ii 
to fulfill requirements of Brazilian Resource* Legislation 
Lists U0 suppliers for application 
HARMON. D.W Ed low International Co 79/04/17. Ip 


7906180759 Executive Branch position re Dresser Atlas Export Bales 
application for license to export A curies Cs-iS? to China 
License should be granted 

HOBENZa. L V. State. Dept of 79/05/17 Ip 


7906 18077 1 SRC V- 79-24 9A 

Inform* Gammisf loner s of OE 790413 license application amend 
requesting rescheduling of first shipment date to 790831 
SHEA. J. R. Office of International Programs. 79/04/23 Ip, 


— 7906180776 Requests application amand to reschedula first shipmsnt date 
to 790031. Also asks that DQE Itr requesting assurances ha 
expadited to Embassy of Japan to fneet new schedule 
requ’lf»e(n#nts, 

HIL6QN.6;D General Electric Co. .Nuclear Energy Products Dlv. 
79/04/13, Ip, 


7906180797 Forwards application for amend to export 1 Icense. Incraailng 
amount of SNM for export to Italy 

MOWRYiW R General Atomic Co (subs of Gulf Oil Corp ) 79/03/00 

IP 


— 7906180000 Application for amend to OA Co export Ucensoi Inpreaslng 
amount of BNM to 1 B4 g U. enriched to 93X U-233i for export 
to Italy 

MOWRY.M 6 General Atomic Co (subs of Gulf Oil Corp.) 

79/03/08 3pp 


7906180001 Notifies that license for Kauekl Derylco to export 
ZlTcaloy-2 seamless tubing to South Korea was issued w/o 
IS-day waiting period. due to urgent requirements 

OPLINGER. G 0 Assistant Director for Export/Import k International 
safeguards 79/0S/14 Ip 


7906180802 EEC 7-79-292 

Forwards Executive Branch position re Mitsubishi Inti Corp 
application for license to export 342 kg U-233 to Japan 
SHEA. JR Office of International Programs 79/04/19 Ip 


—7906180806 Executive Branch position re Mitsubishi Inti Corp 
application for license to export 342 kg U-233. enriched to 
2 85i to Japan License should be granted 
NOSENZO.L V State. Dept of 79/04/16 3pp 


7906190063 Forwards application for export license 

RAOY.D, J Bandvik Special Metals Corp 79/05/11 Ip 


— 7906190072 Application by Bandvik Special Metals Corp for license tfl 
export 2.100 pieces Zircaloy-2 seamless fuel cladding to 
Sweden 

RADY.D J Bandvik Special Metals Corp 79/OS/ll Ip 


7906190079 License for Tube Dlv of Kaweckl Beryleo Indus tries. Inc 
to export 2 pieces Zlrcaloy-2 seamless tubing to Bauth 
Korea 

OPLINGER. G 0 Assistant Director for Expor t/Impor t k Intarnattonel 
Safeguards 79/03/14 ip 


7906190082 License for Isotope Products Lab to export lO mCi C(n-244 io 
Canada 

OPLINGER. 0.0 Assistant Director for Expor t/Import k. Internatlonel 
Safeguards 79/03/13 2pp 


7906190083 License for Sigma Chemical Co to export 3 kg heavy water to 
Canada 

OPLINGER. 0 0 Assistant Director for Export/Import k. Internatlanel 
Safeguards 79/05/13 2pp, 


7906190089 Application by Router-Stokes. Inc for license to export 
0 037 g Uif enriched to max of ISX Lf-235. to West Germany 
e Reuter-Btokdi. Inc 79/03/09 2pp 


7906190097 Forwards Marubeni Amprlca Corp application for license to 
export 620 g U hexafluoride to Japan 

OKUOAi H Marubeni America Corp (subs of Marubeni Corp ) 
MAl-HD-Sasa 79/03/07 Ip 


—7906190100 Application by Marubeni America Corp for license to expert 
620 g U hexafUrlde. enriched to max of 12 IBX 0-233. to 
Japan 

MAMlYA.e Marubeni America Corp (subs of Marubeni Corp > 
79/05/07 ip 


7906190107 Forwards application for export license 

CLARK. EL Rhodta, Inc /Rhpde-Pagiena. Inc 79/03/08 If. 


— 7906190110 Application by Rhode Poultna. Inc for license to export 
107.302 50 kg thor ium. enriched to max of 047. 4- 10.006 33 
kg D. enriched to max of 0047 

HARRIS. B 0 Rhodla. Inc /Rhodi-Paulene. Inc. 79/03/07 Ip 


7906190112 Application by Bigma Chemical Co for license to export 
compounds containing deuterium to India 

STERN. WC Sigma Chemical Co. (tube, of Sigma Aldrich Corp I 
79/05/08 Ip 


7906190184 License for TK Nuclear Div to export I 413 Ag Pu-23a to The 
Nether lands^ 

OPLINGER.G 0 Assistant Director for Export/Impor t k Intarnationel 
Safeguards. 79/03/16 2pp 


7906190186 License for Mitsubishi Inti Corp to export 830 mCi Ca-232 
to Japan 

□PLINGERrG G Assistant Director for Export/Import 1* International 
Safeguards 79/05/17 2pp. 
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7?0^t<701BB Ariftnd 1 CaraCi tnc 1 icanttt Lncraat ins q.uantltg of 
Mtl for txport to S6 49 kg thorium & sxtandlng •rplratloti 
dait to ^0101 

OP-LIIWER r O, G A«flst«tit Dir«cto*' for EKport/lmpor t 4c Intornat lonal 
amfoguardc 79/09/15 Ip 


7906300003: aECY-79-aOOA 

Inf oral Cotnml*! lonart of rocaipt of 790409 amend to 
application by German Dominciuat to export U haaalluarlde to 
Spain 

SHEAiJ.R; Office of International Progratnt 79/04/S4 tp 


7906300293 Dlscuseai QA Go application for license to oicport fission 
chapter to Italy Quantity of GNM indicated in 790326 Ltr has 
Incraaicd to i 84 g U containing I 72 fl 0-235 
OC^FEtiff European Communi t leti Commiaiion of 79/05/11 ip 


7906310082 Foruards application for axport license for ntlnot nuclear 
aatl.ttr of assurance required 

OPLlhfOERf O, 0 Assistant Director for Export/Import & International 
Safa guards 79/09/24 Ip 


790631f>094 Requests Executive Branch position re Bandvit Special Hetals 
appllcatloh for license to export Zircalou-'2 seamless tubing 
to Sweden. 

DPLlNOERi 0. 0 Assistant Director for Export/ Import 4( International 
Safeguerdi 79/04/23 Ip, 


790-&210094 Requests Executive Drench position re Bandvlk Special Hetals 
application for license to export Zircaloy--2 seamless tubing 
to Bwiden. 

OPLtfiOERfO Q Assistant Director for Export/Import & International 
Safeguards 79/04/23 Ip 


7906810259 Forwards request for addendum to application for License to 
export 814R Zlrcalog-4 fuel channels to Uest Germany 
BRlSTOLrD C Carpenter Technology Corp 79/05/08 Ip 


-'-7 90 62 1 0363 Addendum to license application to export DUft Ztrcaloy~4 
fuel channels to Uest Germanyt changing proposed completion 
of final shipment to Har I9B2 existing expiration data to 
020701 

s Carpenter Technology Corp 79/09/00 2pp 


7906210293 Requests amend to GA Co export 1 icense« e xtend ing expiration 
date to 810701 

UlLSONiB D, General Electric Co r Nuclear Energy Products Div 
BQW~79131. 79/05/07 Ip 


79'Q'68103t3 Requests amend to QA Co export 1 Icensei ex tending expiration 
date to 810701 

l4[L8aN*D D General Electric Co. i Nuclear Energy Products Div 
79/05/07 tp 


79D681032(> Requests amend to GA Co export 1 iceneci extend tng expiration 
date to 810701. 

UIL8QN1B D. General Electric Co, rNuclear Energy Products Div 
79/05/07 ip 


7906210333 Requests amend to GA Co export licensei ex tend Ing expiration 
date to 810701. 

HiLSONiB. D. General Electric Co. « Nuclear Energy Products Div 
BDW-79U9 79/09/07. Ip. 


7906310411 Application by GE for license to export two offgas filter 
vessels & associated valves to Italy, 

UlUGDNi B. D General Electric Co 79/09/07. ipp 


7906210414 Application by Rauter'-Btokesf Inc feir license to export 
LT- 23 5i deposited as U oxide on internal surface of radiation 
detectonto West Germany 
e RfUter-Stokes/ Inc. 79/05/09 2pp, 


7906220172 Application by Sigma Chemical Co for llcensa to export 
compounds containing deuterium to The Netherlands. 

6TERNiN>C. Sigma Chemical Co (subs, of Sigma Aldrich Corp > 
79/09/08. ip. 


7906220451 Ack receipt of 790418 ltr re Meetinghouse proposed export 
of power reactor Si components to Philippines Executive 
Branch views will be considered at requested hearingi. 

41ENDRIE, J, H. Commission 79/05/02 Ip. 


7906230086 8ECY-79-20OA 

Forwardi Executive Branch position re Ed low Inti Co 
application for license to export 593 kg U^235 to Italy. 
SHEArJ. R Office of International Programs, 79/05/02 Ip. 


—7906230087 Executive Branch positioni re Edlatj IntL Co appitcatlon for 
license to export 593 kg enriched lf-235 to Italy License 
should be granted Forwards ltr of assurance from Delegation 
of Commilssion of European Communities 

NOEENZOfL V State. Dept of. Bureau of Oceans 4« Internatl Environ 
& Scientific Affairs 79/04/24 3pp 


7906230091 8ECV-79-077A 

Forwards Executive Branch pocltion re OE application for 

license to export 331 leg enriched li-235 to >/apan 

8HEA» J, R Office of Internat lonal Programs 79/09/11 Ip 


—7906230094 Executive Branch position re OE application for License to 
export 331 kg enriched U-239 to slapan License should be 
issued Forwards 790427 ltr of assurance 
MOBENZQ.L V State, Dept of 79/OS/ll 3pp 


7906230109 Confirms that BKM will be used in Fukuehima I Unit 4 in Uuly 
1980 Mat! will bo exported Bept 1979 Dec £979 
KUOa« K Harubani America Corp, (subs of Marubeni Carp ) 

MAl-'HK-3a6S 79/05/tl ip 


7906230109 Confirms that 6MH ullt be used in Fukushlma I Unit 4 in July 
1980 Hatl will be exported 8ept 1979 6 Dec 1979 
KliHQ. K Marubeni America Corp. (subs of Marubeni Corp k 
MA£-m“9S62 79/05/ il Ip 


7906230042 Amend 1 to license to export matl to Meet Oermany, extend ing 
expiration date to 810701 

QPLINOER.O 0 Aesietant Director for E xport /Imp ort International 
Safeguards 79/05/18 Ip 


7906290049 Amend 2 to OE Licenee to export matl to India, ex tend ing 
expiration date to 8i0701 

OPLINGERiO G. Assistant Director far Expor t/Ienp ort International 
Safeguards 79/05/18 Ip 


79062S004B Licanse for Aldrich Chemical Co, Inc to export 100 g < 
deu tsriuffl, contained in 335 g c ompoundsr to Turkey 

OPtlNOERfO 0 Assistant Dlractor for Expor t/Jmpor t & International 
Safeguards 79/09/lG 2pp 


7906290050 License for Sigma Chemical Co to export 2 kg heavy water to 
Argentina, 

OFLINOER.O G Assistant Dlractor for Exp ort/ Import 4i International 
Safeguards 79/05/18 2pp 


7906290052 Amend 1 to OA Co I icense, increasing export to i. 72 g UxESS, 
contained in 1 84 9 U snriched to 93% u/o max in one fission 
chamber, to Italy 

OPLINOER,G G Assistant Director for Expart/Import it International 
Safeguards 79/03/10 Ip 


7906250055 Llconss for Aldrich Chemical Co, to export 19 g deuterium, 
toms, contained in 100 g compounds, to Israil 

OPLlNOERrG G Assistant Direefeor for Export/Import 6 International 
Safeguards 79/05/18, 2pp 


7906230060 Llctnbs for Wolverine Div to export 0450 lb ZlTcaioy-4 guide 
thimble tubes 4, 500 lb Zircaloij-4 instrumentation tubes to 
France. 

QPLINGERi 0 G Assistant Director far Export/ Impor t 6 1 nter national 
Safeguards 79/05/18 ip 


7906290061 Reviews proposed export Of reactor components to 
Ph llipptnes 

OPLINQERrO G Aisistant Director for Exp or t/Import International 
0afeguards. 79/03/02 2pp 


’“‘7906290062 Responds to 780809 memo re ravlau of export of reactor 
components to Philippines 

BUNCHiD. F Program Support Branch ?8/0a/lB. Ip 


—‘7906250065 Ac k cooperation in attempt to ease equipment delay on 
shipment to Philippines. 

RDDI.J, P Westinghouee Electric Corp. 78/08/10, 3pp. 


— 7906250067 Requests that revieiir of Philippines export license 
applicetion be restricted to components covered by 
lOCFRllO. 32 

RODt.J.P Westinghouse Electric Corp, TF0/NftG“29B6 79/04/27 
2p. 


7906250064 Amend 1 to Technical apeTattonsi Inc 1 Icanst, Increas 1 ng 
export amount to 8,000 kg depleted U in form of solid enetal. 

10,000 Cl CO“60 h 10,000 Cl Ir-192 to Bulgarlai Hungary* 
CxchosiovakiarEait Germany, Ch Ina ic GovLat Union. 

aPl.IN0ER,0 G, Assistant Director for Expart/Impurt International 
Bafeguardi, 79/05/18 Ip 
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AMtna I to Cfc Ueimoi oitindlng •rpintion d*tf to 810701 tc 
dalftlrig Condition 1* for A«tl «iport#<l to Aw«tri« , 

□PLlfMERiO 0 Afititint Oiroctor for Ecport/Import |i Intirnotlonal 
Bflfigyardt 79/0»/tB ip 


7906230134 Llcon«« for Air Product* U Ch#tnlc«l«i Inc to a-iport S7 2 g 
dauttrlum»contain.d in «tott cyllnd8T«,to United Kingdom 
OPLiNOERf 0 0 Asilstank Director for Export/Import S« InternjjUor*! 
aefoquarde 77/03/lB Spp 


7906230073 Licence for Slgad CHeoilcel Co to export 10 kg heevy water to 

OPLINGERjO 0 Af«i«tant Director for Eiport/Impor t fc International 
Safeguard* 79'/03/10 2pp 


7906250139 Llcenie for Weefelnghouee to export two eompeneafted Icniiad 
c^a(^bere< Type WL 23944» to Franco. . ^ . 

QPLIMOER^O 0 A««i*tflnt Director for Expor t/Import it International 
Safeguard* 79/05/10 Ip 


79062S0076 Llcenee for Aldrich Chemical Co to export 115 g deuterium, 
contained in compoundii to India 

OPLINOER.O 0 A**i*k*nt Director for Eiport/Import i International 
Safeguard* 79/03/18 SpP 


7906230144 Llcen*e for Varian Export Corp to export 800 mCt Ni-63 
contained In electron capture detector to Gambodiai Cuba# 

North Korea. ZlmbabwB“Rhode*la< Uganda <c Uletnam 

OPLlNOERiOO Asiiitant Director for Export/lmport ti mternatlcnel 
Safeguard* 79/05/10 Spp 


7906230077 Recomtnend* approval of draft ra*pon«e to A**l*tant Secretary 
of State Picker iftg re export of nuclear conponent* to 
Philippines NRC ha* taken no action to date 
6HEA.JP Office of International Program* 79/04/03 4pp 


7906230030 Amend I to OE 1 i cenie# ex tend 1 ng expiration date to 810701 
for aatl exported to Sweden 

OPLINGEftiO 0 Asftetant Director for Eiport/Import tt International 
Safeguard* 79/05/18 ip 


79062300B4 Liceme for Aldrich Chemical Co to export 14 g deuterium, 
contained in compound*# to Veneruela 

OPLiNGERiO 0 A**litant Director for Export/Import Si International 
Safeguard* 79/05/18 2pp 


7906250086 F.icenia for Sigma Chemical Co to export 10 kg heavy water to 
Soviet Union 

QPLlNDERiO 0 Assistant Director for Export/Import & Internationel 
Safeguards 79/OS/lB 2pp 


7906230089 License for TN Nuclear Specialties# Inc to export 1.000 kg 
thorium# in form of thorium oxide powder# to Canada 

OPLlNOEftiO 0 Assistant Director for Export/Import U International 
Safeguard* 79/03/18 Ip 


7906250093 License for Aldrich Chemical Co to export 152 g deuterium# 
contained in BOO g compounds# to Uentiuela 

OPLINOERfO 0 Assistant Director for Export/Import & International 
Safaguards 79/05/18 2pp 


7906230096 License for Dresser Atlas Export Sales to export 4 Cl Cs~137 
contained in tua stainless stssl capsules to China 
0PLIN0ER#0 0 Assistant Director for Export/Import h International 
Safeguard* 79/05/18 2p 


790625009B License for Aldrich Chemical Co to export 160 g deuterium# 
contained In compounds# to Ntu Zealand 

0PLIH0ER#0 0 Assistant Director for Export/Import Sc International 
Safeguard* 79/OS/lB 2pp 


7906250102 License for RCA Corp to export 60 mCi PO‘*210« contained in 
three Hodel 906 ionlxlng air nottlet#ta Poland 

QPLIMOERiO 0 Assistant Director for Export/Import h International 
Safeguards 79/05/10 2pp 


7906230104 License for Sigma Chemical Co to export 6 kg heavy water to 
He X 1 c 0 

OPLtiNOERfO 0 Assistant Director for Export/Import International 
Safeguards 79/03/19 7pp 


7906250117 License for Hewlett-Packard Co to export 0. 3 g thorium 
dioxide# to be deposited on fillments of cathode ray tube*, 
to Cambodia# Cuba# North Korea# Zimbabwe-Rhodt* iPrUganda l< 

Vietnam 

OPLINOEHtO 0 Assistant Dlrtctor for Export/Import & International 
Safeguards 79/05/18 2pp 


7906250108 Executive Branch position ps» Westlnghousa application for 
license to export reactor parts Sc component* to 
Philippines License should be granted 
PICKERINO. TR State# Dept of 79/02/15 2pp 


7906250239 Responds to 780Q03 Ilcimse application to export componerU 
for nuclear power plant to phlllpplnos Components not 
subd to NRC licensing authority 

OPLlNOERiO 0. Assistant Director for Export/Import & In-tarnat Lon* J 
Safeguards 70/08/23 Ip 


—7906230243 Respond* to 700809 memo re review of Westlnghdosa 
application to export components to Philippines 
components In Exhibit A may be exported under general 
license Components in Exhibit 8 requiro special license 
bunch# 0 F Program Support Branch 70/08/10 Ip. 


—7906250240 Concurs W/M8 Peterson 790103 draft staff paper re propot i 
Westlnghouse license to export components to nuclear power 
plant In Philippines Specifies two deletions to memo to 
file attachment B 

DIRCKS. U J Office of Nuclear Material Safety & Safeguards 
79/01/16 Ip 


— 7906250249 Requests review of Westlnghouse list of components to 
determine which are subd to special license for export to 
Philippines Action on license will come after final 
action on related Export License XR-iSO 
OPLlNOERiO 0 Assistant Director for Export/Import & 
International Safeguards 78/09/09 Ip 


— 7906250231 Forwards equipment export license application Expedited 
approval is necessary to assure continued const of plant In 
Philippines 

WHITE<U R # CINELLIiR J Westlnghouse Electric Corp 

TrO/NftC-1034 78/09/03 4pp 


— 7906250231 Forwards equipment export license application Expedited 
approval is necessary to attura continued const of plant in 
Philippines 

WHITE# J R, # CINELLI#R J Westlnghouse Electric Coi p 
TFO/NRC-t034 78/08/03 4pp 


*—’7906250234 Application by Westinghous e for license to export variowi 
components to Philippines List of Phtlippines project 
shipments for 1976 end 

RODI#J R Westlnghouse Electric Corp 78/08/03 tp 


— 7906230234 Application by Westlnghouse for license to export varlpU' 
components to Philippines List of Philippines project 
shipments for 1970 end 

RODIiJR Westlnghouse Electric Corp 70/00/03 Ip 


7906250307 Executive Branch position re Edlow Inti Co application fo» 
license to export 129# 243 kg U# In form of U-308# to Franca It. 

United Klngdowm Llcensft should be granted Ltr of assurance 
end 

NOaBNZOiL V State# Dept, of 79/03/28 3pp 


7906250343 License for Sigma Chemical Go to export 4 kg haav9 water 1 
Australia License authorites export onlyjnot usoiTecelpt or 
possess Ion 

OPLINOER,0 Q Assistant Director for Export/Import & rntarnadon# 
Safeguards 79/03/10 2od 


7906260012 Exteutive Branch position re Trans nuc tear# Inc application 
for license to export 740 012 kg U-235 plus 0 34 kg U-235 
as sampling matl to Buitterland via Mast Oermany, License 
should be granted, Ltr of assurance end 
N08ENZ0#L. V State# Dept of 79/05/i'^. 9pp 


7906260100 Executive Branch position re Unlpak Inti application for 
license to export 900 kg depleted U to South Korea Llcansp 
ihould be granted 

y09ENZ0#L V 8tatsi Dept, of # Bufeau of Oceans Internatl Environ, 

Scientific Affairs 79/05/28. 2pp, 
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790&26Q1<)S Ex«cutlVR Branch position ra EdloM Inti Co appUc«tlon for 
licflnta to export liOOO moiric tons natural U« in form of 
U-308r to Uni tod Kingdom Llconoo l^ould b« granted Ltr of 
atsuranca and 

NOSENZQiL V State. Dopt of. Bureau of Oceans it Kntarnatl Environ & 
Sctontlfic Affairs 79/03/25 3pp 


790-&2^0339 Application eg Rockg Houtitaln Nuclear Go for license to 
•sport std & remote operated pipe connector to United 
li^lngdosi 

TOEjJ Rackg Mountain Energg Co 7?/01/lfi Ip 


79062^0562 Ltr of assurance re Nestlnghouie license to esport U dioxide 
eintered pc 1 lets. encapsulated in sealed fuel rods & 
asfim.bl«d Into fuel assemb 1 les. & four pieces of Ineore 
detectors to South Korea 

fiHIYOHL. P Korea, Republic of iSouth Korea) 79/0d/17 Ip 


7906270019 Requests amend to Klstsubishl Inti Corp export license 
cons Ipneci Nuc lear Fuel Industries. Ltd. 

UATANABEiN Mitsubishi International Corp isuba of Mitsubishi 
Corp > HSA~6701-00 79/05/15 Ip 


7906270021 Toruards application for license to export minor nuclear 
aiati Ltr of assurance required W/o end 

OPLINOER.O O Assistant Director for Export/Import International 
aafsguards 79/05/24 Ip 


7906270083 Application bg Ifestlnghouse for license to export 
conpensated ionization chambers to France 

&CH)fAUTZtC E . POCHAL.M F Westlnghouse Electric Corp 79/05/23 
If 


7906270276 Requests NRC action on component export license filed on 
behalf of Natl Power Corp of Philippines Oovt Const 
delays have become critical due to inability to secure 
authority to export 

HULBERT.O C Vies tlnghouse Electric Corp 79/05/82 8 pp 


7906290385 License for OA Co to export 2.040 kg U-83 Sj conta 1 ned In 
tOi 200 kg U as fabricated fuel elements. to Thailand 

OPLINGERfO O Assistant Director for Export/Import U International 
Safeguards 79/05/29 2pp 


79062V13496 8ECY-79-328 

Informs Commissioners of receipt of OE application for 
license to export Tarapur reactor replacement parts & 
components to India 

SHEA. J R, Office of Internationa 1 Pi ograms 79/05/10 ip 


--7906290511 Application bg OE for license to export Tarapur reactor 
replacement parts 6 components to India 
e Oenaral Electric Co 79/04/23 3pp 


7906290526 License for Sigma Chemical Co to export 2 kg heavy uiater to 
The Netherlands 

OPLINOERiO O. Assistant Director for Export/Import 6 International 
Safeguards 79/05/30 2pp 


7906290531 9ECY- 79-329 

Informs Commissioners of receipt of Kitsut Co application 
for license to export U. enriched to 3 93)i in 102 kg U-233. 
to Japan 

SHEApJ fi. Office of International Programs 77/03/11 Ip, 


— 7906890353 Forwards Mitsui Co application for license to export U. 
enriched to 3 93X In 102 kg U-235, to Japan 
HQNDEN.T. Mitsui ^ Co . Ltd 79/05/01, Ip 


7906290571 Informs Commissioners of receipt of Edlow Inti Co license 
application to export liOOO metric tons of U, contained In 
1« 180 metric tens U-^30B» to United Kingdom 

BHEA. J R Office of International Programs 77/05/11 tp 


— 7906290S8S Foruardi license application to export 1.000 metric tons U. 
contained in 1.180 metric tons of U-30Bi to United Kingdom 
License is extension of expired License 3UQ‘'77S2 
EDLOM. J Edlow International Co 77/05/07 Ip 


7906290604 8ECY-77-26aA 

Recommends approval of amend to Aerojet Ordnance & 

Mfg Co license to export 43.043 kg U« contained in 45,360 kg 
depleted U. to Canada 

SHEA. J R Olfir* of Interna tLonal Programs 79/05/14 4pp 


— 7706290612 License for Aerojet Ordnance 6 Mfg Co to export 
43,043 kg U 4 contained in 45.360 kg depleted U. to Canada 
aPLiNOEfl.O O Assistant Director far Expor t/Import U 
International Bafeguards 7B/0a/16 2pp 


-**7906290779 Amend 1 to license for Aerojet Ordnance & Mfg Co. incr »as Ing 
amopnt of matl authorized for export to 100,000 kg depleted 
U contained in 100,704 kg depleted U alloy 
OPLINGER.O a Assistant Director for Export/Import 1 a 
I nternational Safeguards 79/05/14 ip 


7906290643 Executive Branch position ro Radium Chamlcal Go, Inc 
apptlcatian for license to export 150.000 copper tritium to 
6 uj1 tzerland 

NOSENZO.lv State, Dept of 79/03/23 2pp 


7906290714 aECY-79-0l4A 

Informs Commissioners of Executive Branch response to 
pending license application for Nlssho*»I«al American Corp to 
export 5 448 kg U-235, enr ic hed to 49 47,. to -Japan Forwards 
applicant 790430 ltr requesting amend to application 
6 HEA. J R Office of InterHati onal Programs 79/OS/li Ip 


—7906290718 Exec utl VO Branch position re Nlssho-Iwai Aniorican Corp 
application for license to export 3 448 kg U-235, con ta ined 
in IS kg U-23S enriched to 45 47. In form of U oiatal, to 
Japan. H/supporting documentation 
NOBENZQrL V Def en s e. Dep t o f 79/05/01 17pp 


7706290749 Requests license for Westinghuuse to export reactor 
pressure tubes, 6 any other component specially designed or 
prepared for use in nuclear reactor, to Canada 
HER 8 CH.MM Wostinghouse Electric Corp 79/05/18 2pp 


7906290753 Executive Branch position re QA Co application for license 
to export 2,040 g U-233. fabricated in 18 TRIOA fuel 
elements, to Thailand License should be granted 
NOSENZa.L, V State. Dept of 79/03/83 2p 


7906290757 Executive Branch poeitlon re Ki tsu i 6 Co <U5A) application 
for license to export 3.511 kg U-23S. conta i ned in 157.363 kg 
U enriched to 2. SSXt to Japan License should be granted Ltr 
of assurance end. 

HOBENZOfL V StatetDept of 79/03/23 2pp 


7906290769 Corrects number of Aratneo Sve Go export license Correct 
number should be XU-B463 

KEMBYi E □ Office of International Programs 79/05/30 Ip 
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foia 

80-320 

P 


ARNOLD. E H 

7906020148 

NUREG 


NUREO/CR-O6S0 

ARSENAULT. F J. 

7906260079 

80-320 

P 


ARTHUR. J E 

7906270193 

80-489 

Q 


AQHENDEN. H. C 

79062902B8 

30-269 

Q 


ashen DEN. H, G 

7906290040 

50-269 

Q 


ASHENOEN.M C 

.rl 


n 



ABHERr T R. 
ABHERr T R 
ABHELL. D L 
A6W£LL« D L 
ASWEUU 0. L 

ATORf D. 
ATWELti T L. 
AUBTtMi K A 
AU9TIN»H A. 
AUSTlNfM A. 

AUSTlNrK A 
AUSTINrh A. 
AUBTIN/M 
AUSTIN. K A 
AUSTIN. J, H. 

AUTIO^H A 
AXELRAb. K 
AXELROD. D 
AYMOND.A H 

BACKUS. R A. 
BACKUS, R A 
BACON. J L 
BACON. J L. 
BAER^ T 8 

BAER.T S. 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

SAER.R L 

7 TO6 120126 

50-395 

A 


BAER.R L 

7706230094 

50-382 

A 


BAER.R L 

7706230163 

50-445 

A 


BAERrR L 

7706290063 

50-437 

A 


BAIRiO Q 

7706150307 

50-344 

R 


BAKER. D A 

7706230077 

50-303 

0 


BAKER. S J 

7706110030 

WASTE MOT 


BAKER K R 

7?062901 iO 

50-346 

0 


BAKERrK R 

7706290573 

50-346 

Q 


BAKER. K R 

7706290 1 4 1 

30-346 

0 


BAKER. K 

7906270441 

30-346 

Q 


BAKER. K H 

7706290484 

50-346 

Q 


BAKER, K ft 

7706140609 

50-315 

Q 


SALDA58Aft[. J A 

7706130075 

50-320 

H 


BALL. 8 J 

7706050277 

NUREO 


NUREO/Cft-0716 

BALLARDrJ L 

7706040077 

71-315 

C 


BALLARD. J L 

7906040104 

71-315 

C 


BALLARD, ft L 

7706070390 

50-599 

A 


BALLARD, R L 

7706170400 

50-466 

D 


BALLARD, ft L 

7706200275 

50-395 

A 


BALLARD. R. L 

7706020203 

30-502 

C 


BALLARD, R L 

7706020220 

50-395 

A 


BALLARD. R. L 

7706200596 

30-456 

A 


BALLARD. R L 

7706250177 

30-452 

A 


BALLARD. R L 

7906050154 

SO-560 

0 


BALLARD, R L 

7906050156 

50-360 

D 


BALLARD. R L 

7706210383 

S0-36B 

A 


BALLARD. R L 

7906270216 

50-969 

0 


BALLINOER.P 

7906080286 

90-298 

3 


BANCROFT. M H 
BANCROFT. M H 
BANCROFT, M 
BANFIELD,E L 

7906140529 

7906210400 

7906230150 

7906020165 

PR 

PRM 

NUREO 

71-150 

C 


BANKS. H R 

7906150197 

50-325 

S 


BANKS. H R 

7906040153 

50-324 

8 


banks. H R 

77060S0259 

80-325 

6 


BANKS. K R 

7706050309 

50-323 

8 


BANKS* H R 

7906090336 

50-325 

6 


BANKS. H R 

7906060316 

50-324 

G 


BANKS. H H 

7706070194 

50-261 

8 


BANKS* N R 

7906070251 

50-261 

6 


BANKS* K R 

7906070279 

50-324 

B 


BANKS, H R 

7906070283 

50-324 

8 


BANKS. H R 

7906060249 

50-324 

6 


BANKS. K R 

7906120422 

50-324 

8 


BANKS, H R 

7906110166 

50-26 1 

R 


BANKS, H R 

7906110176 

50-325 

0 


BAr^S,H R 

7906110189 

50-325 

a 


BANKS. H R 

7906110223 

30-324 

a 


BANKS. H R 

7906120362 

50-324 

5 


banks, H R 

7906150167 

50-329 

6 


banks, K R 

7906180177 

80-324 

a 


BANKS. H R 

7906190237 

SO-325 

S 


BANKS. K R 

7906180245 

90-328 

0 


BANKS. H R 

7906140444 

50-324 

R 


BANKS, H. ft 

7906140312 

50-329 

6 


BANKS, H R 

7906140527 

50-329 

S 


banks, H R 

7906 1 a030 1 

30-261 

a 


BANKS, K R 

7906190509 

80-324 

8 


BANKS. H R 

7906200366 

90-329 

0 


BANKS. H R 

7906220312 

90-329 

8 


BANKS, H R 

7906220316 

90-325 

8 


BANKS, H R 

7906220370 

90-324 

a 


BANKS, K R 

7906220406 

50-324 

8 


BANKS. M R. 

7906220413 

30-324 

8 


BANKS. H R 

7906220204 

30-325 

8 


BANKS, H. R. 

7906220398 

50-324 

S 


BANKS, H R 

7906270174 

90-261 

S 


BANKS. H R 

7906260129 

30-325 

s 


BANKS, H R 

7906280084 

50-325 

s 


DANK8.H ft 

7906260098 

90-325 

8 


BANKS* H R 

7906290356 

50-324 

8 


BANKS* H R 

7906290345 

50-325 

8 


BANKS* H R 

7906290366 

50-325 

a 


BANTA^F L 

7906070381 

90-358 

A 


BAAANONSKY. P N 

7906280012 

90-320 

P 


BARBER* R N. 
BARCLAY. J F. 

BARD. L. 

7903020022 

7906180659 

7906040420 

ORO 

aA999 

90-592 

0 


BARD£8*C ft 

7906250294 

30-2fl9 

J 


BARI. R. A 

7906260017 

AES 


7906260017 

BARKER. N. R 

BARNES, J. N 
BARNETT, £ U 

7906290209 
7906010113 
79060404 1 7 

TOPREP 

FOIA 

50-445 

M 


BARNETT. E, N 

7906010260 

50-490 

M 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

BARNETT. E M 

7906020209 

90-449 

M 


BARNETT. £ W 

7906170140 

50-445 

M 


BARNETT. E U 

7906250426 

SO-445 

M 


BARNETT. E U 

7906280105 

50-445 

M 


BARNETT, J, E 

7906190433 

70-1621 

C 


BARNEY. U a 

7906210103 

90-320 

P 


BARNEY* W S 

7906210104 

50-320 

P 


BARNES* B 0 

BARNES. I 

BARNES. I 

BARNES. I 

BARNES. I 

BARNES. I 

BARNES* I 

7906020097 

7906160010 

7906230068 

7906270716 

7906210344 

7906290202 

7906270707 

NUREO 

QA999 

QA999 

QA999 

0A999 

QA999 

QA99? 


NUREO/CR-0220 

BARRE.C H 

7706140006 

71-310 

c 


9ARRE, C H 

7706140008 

71-310 

c 


BARTH. C A 

7703210453 

50-900 

0 


BARTH. C A 

7906040374 

50-490 

0 


BARTH. C A 

7906040376 

90-580 

0 


BARTH, C A 

77060S0240 

50-488 

0 


BARTH, C A 

7706110007 

50-408 

0 


BARTH, C A 

7906070177 

90-400 

0 


BARTH. C A 

7906020113 

90-488 

0 


BARTH, C A 

7906IS0673 

50-390 

0 


BARTH, C A 

7906080030 

50-390 

0 


BARTH, C A 

7706250229 

50-398 

0 


BARTH, C A 

7906170960 

90-398 

0 


BARTLETT-LAOORI 
BA81LE. J A 

7706110070 

7706020216 

WASTE MOT 
REOOD 


BASKIR.E 

BASKIN, K P 

7906020116 

7906140622 

50-466 

PR 

H 


BASKIN, K P 

7906040167 

90-206 

P 


BASKIN, K P 

7706150396 

50-361 

A 


BASSETT* H 9 

BATES. B J 

7706210077 

7706210076 

50-320 

QA999 

P 


BATES, r H 

7906180259 

90-279 

0 


BATES* R U 

7706290269 

50-336 

8 


BATES* A 

77061S0583 

50-269 

G 


SATES* A 

7906220165 

50-320 

G 


BATES, » 

7906190554 

70-024 

C 


BAUH. e, A 

7706050323 

50-200 

P 


BAUMAN* « C 

7906070185 

50-329 

A 


BAUNACK. U H 

7906120251 

90-309 

0 


BAUaER*M A 

770607022S 

50-250 

0 


BAUSER.H.A 

7906200602 

90-922 

0 


BAYNE. J P 

7906040232 

50-286 

s 


BAYNE* J P 

7906140326 

90-206 

0 


BAYNE* J. P 

7706040014 

50-206 

Q 


BAYNE* J P 

7706140508 

90-206 

O 


BAYNE. J P 

7906120374 

50-320 

0 


BAYNE, J P 

7906200368 

90-286 

R 


BAYNE. J.P 

7706170264 

50-206 

S 


BAYNE. J. P 

7706260450 

50-320 

Q 


BAYNE, J P 

79062801 10 

50-286 

8 


BEAN.fl M 

7906260613 

RES 


7906260613 

BEANE. V E, 

7906270122 

50-200 

H 


BEARD, J T 

7906070001 

50-320 

H 


BEATTY. T E 

7906110001 

WASTE MQT 


BECKKOEFER. C, 

7906200231 

90-490 

0 


BECHHOEFER. C 

7906010257 

90-398 

0 


BECHHOEFER. C 

7906040159 

90-358 

0 


BECHHaEFER, C 

7906060217 

90-398 

T 


BECHHOEFER, C 

7906060193 

50-350 

T 


BECHHOEFER, C 

790606021 1 

90-390 

T 


BECHHOEFER. C 

7906270250 

90-398 

0 


BECHHOSFER. C 

7706270189 

90-307 

0 


BECKER, J M 

7906100130 

50-974 

0 


BECKHEYER.R R 

7906180762 

NUREO 


NURE0/CR-O7I3 

BECKMEYER.R R 

7906180770 

NUREO 


NUHEO/CR-0714 

BECKMAN, 0 A 

7906070244 

90-334 

0 


BEDNAR* L F 

7906080292 

90-298 

8 


BEELER. T 

7906230123 

90-346 

a 


BEEMAN.R P 

790622009? 

90-320 

p 


BEERMANM, T 

7906260007 

90-250 

H 


8EILMAN, T.P 

7906110239 

90-315 

8 


BELANGER. J L 

7906180049 

90-254 

Q 


BEL ISLE, O.A 

7906180408 

90-302 

0 


BEL ISLE, O.A 

7906290139 

90-269 

Q 


BEL ISLE. 0 A 

7906290429 

90-269 

G 


BELISLE.O A 

7906290480 

90-269 

0 


BELLrJ E. 

7906010309 

90-402 

H 


BELL.N 

7906040169 

90-344 

0 


BELL* N 

7906040168 

90-344 

0 


BELL* J. A 

SENDER. B. S 

7906140102 

7906230028 

71 “285 

0A999 

c 


BENDER* M 

7906150214 

90-320 

T 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

BENDER. If 

79061 50334 

50-320 

T 


BENEDICT. R A 

7906 U 0448 

50-382 

A 


BENEDICT. R A 

7906120133 

30-382 

A 


BENEDICT. R A 

7906250264 

50-518 

A 


EENJAHtM. A 8 
BENTON. R P 

GENTZcR 

G^EOCETTQr J A 

7906360510 

7906020172 

7906130309 

7906230136 

50-320 

CONTRACT 

PRM 

NUREO 

P 


DERDER.O » 

7906130496 

30-320 

P 


DERDER.K 0 

7906070311 

30-445 

M 


BERDER.H 0 

7906030129 

50-445 

M 


BERCER.K 0 

7906190054 

go-443 

M 


BERGHiD G 

BERICK. 0 

7906350116 

7906140655 

50-320 

REOOD 

P 


BERHAH.H 

7906280020 

NUREG 


MUREO/CR-0422 VS 

BERNSTEIN. K 

790619009 1 

50-293 

0 


BERRTrD L 

BERTELLi R 

7906260574 

7906140012 

NUREO 

PR 


7906260574 

BEaAN.ll J 

7906210265 

50-320 

P 


EES AN. J 

7905040336 

30-320 

P 


BESECKEA.K H 

7906070390 

30-327 

0 


BESECKER.K H 

7906180232 

50-333 

Q 


EETTENHAUSEN.L 

7906200436 

50-320 

P 


BETTEHHAUSENi L 

7906250478 

50-311 

Q 


BErTEMHAiUSEN. L 

7906260499 

50-311 

Q 


flICKHIT.L 

7906200623 

50-320 

P 


BKKNIT.L 

7906390004 

30-320 

P 


BKKMir. L 

7906070016 

go-320 

P 


BKKNir. L 

7906070012 

30-320 

T 

t 

BKKHIT. U 

BJCKWir. L 

7906070027 

7906060184 

30-320 

POIA 

T 


BieKNITi L 

7906070057 

50-320 

P 


BrCKWITfL 

BicKwrr.L, 

7906180116 

7906270012 

SECY 

RM 


SECY -79-305 

BtERLV'.H 

BIHBER.A H 

7906260114 

7906310040 

50-320 

REOOD 

0 


aiNIDM. T 

7906210014 

50-320 

T 


3IRD.P E> 

7906200008 

50-320 

H 


BIRKEL. R.A 

7906040070 

50-599 

A 


BIRHEL.R A 

7906180102 

50-399 

A 


BIRKELi R.A 

7906180131 

50-389 

A 


BlRKELrR A 

7906200303 

50-399 

A 


BERKEL.R A 

7906350322 

50-369 

A 


DieCHQFFfC A 

7906020030 

50-592 

0 


BISHOP. T.H 

7906150079 

50-397 

Q 


BIS5ETT. P 

79060S020S 

70-364 

G 


alSSETT.P 

7906140218 

70-133 

C 


aiSSETTrP K 

7906290399 

50-320 

P 


BIXELiD A. 

7906020047 

50-135 

0 


BIXEL. D A. 

7906030163 

50-153 

0 


BIXEU 0 A 

7906140246 

50-153 

0 


BIXEL.D A 

7906230045 

50-155 

Q 


BIXEL. D A 

7906040189 

30-135 

F 


BtXELrD A 

7906130160 

50-155 

8 


aiXELtD A 

7906860180 

30-135 

P 


aiXEUrD A 

7906260194 

50-155 

P 


atXEL.D. A 

7906260353 

50-155 

8 


BlXEUiD A 

7906380163 

50-155 

P 


BLACK. R.L 

7903200326 

30-341 

0 


BLACK. R.L 

7903200319 

50-341 

0 


BLACK. R L 

BLAHD.N K 

7906850224 

7906070174 

50-522 

REOOD 

0 


BLAKE. J.tf. 

7906200463 

50-333 

p 


BLAKE. J. J. 

7906070375 

30-230 

Q 


BLAKE. U J 

7906150039 

50-438 

Q 


BLERHAN.E R 

7906180804 

NUREO 


NUREO/CR-0796 

BLONOUI8T.R N. 

7906100737 

NUREO 


NUREO/GR-0e23 

BLOND. R n 

7906280007 

30-320 

P 


BLUt1.B 

7906020098 

70-2623 

C 


BLUNE.M 

7906020165 

50-445 

M 


BLUNE.M, B. 

7906040032 

30-445 

M 


blumE.h B> 

7906190147 

30-445 

M 


BQDINe.J C 

7906250235 

30-244 

8 


aODTKE.P J 
BOETTOER. J, T 

7906130031 

7906200496 

30-255 

REOOD 

R 


900 DEN rG. 

7906160047 

40-1162 

G 


B001N.K S 

7906050363 

50-574 

0 


BOOIN.H B 

7906260072 

50-574 

0 


BOHANAN.R C 

79068904S7 

NUREO 


NUREO/CR-0753 

BOHN.R J. 

7906050306 

30-367 

R 


BOHN.R J 

7906110179 

50-367 

R 


BOHN.R. J, 

7906190439 

50-367 

R 


BOHN.R J, 

7906260423 

50-367 

R 


80HN.ft. J 

BONNER. £ J. 

790629010B 

7906050163 

50-367 

0A999 

R 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

BQMNER.J F 

7906200238 

50-279 

0 


BOOKrH E. 

7906010254 

50-312 

0 


BOQKrH E. 

7906130355 

50-141 

0 


BOOK.H E 

7906190357 

50-141 

Q 


BQOK.H E 

7906010230 

90-312 

a 


BOOK. M E 

7906290646 

70-734 

c 


BQOK.H E 

7906S90656 

70-734 

c 


BOOTH. J H 

7906010069 

71-20 

c 


BORDENICK.B H 

7906020226 

50-322 

6 


BDRDENICK.9 H 

7903210^1 1 

90-514 

0 


BORDENICK.S H 

7906020223 

50-322 

G 


80RDENICK.B M 

7906200588 

90-916 

G 


BORER. P J 

7906130297 

90-298 

R 


BORES. R 

79G6260260 

50-320 

P 


BORES. R 

7906210001 

50-320 

P 


DDROHAKN. E A 

7906140320 

90-358 

Q 


BOHOHANN.E A 

79062B0238 

50-358 

G 


BOROHANN. E A 

7906260617 

50-398 

0 


DOROHANN.E A 

7906120174 

50-358 

K 


BORGHANN.E A 

7906190405 

50-358 

K 


BOROHANN. £ A 

7906190446 

50-358 



BORYSIAK. H 

7906050243 

50-346 

a 


BD86ENKAIER.U S 

7906010275 

90-312 

p 


BOSTHICK.U E 

7906020114 

RES 


7906020114 

BOUCHER. P 

7906280155 

50-320 

p 


BQUKNIGHr, J A 

7906040417 

90-449 

H 


BQUKNIGHT. J A 

7906040418 

50-290 

H 


BOUKNIOHT.J A 

7906010260 

50-498 

M 


BOUKNIOHT. J A 

7906020209 

50-449 

1^1 


BOUKNIOKr. J A 

7906290426 

90-449 

tt 


BOUKNIOHT. J A 

79062B0105 

50-445 

H 


BOURNIA. A 

7906070409 

50-373 

A 


SOWERS. h B 

7906020221 

40-0722 

C 


BOWER. P K 

7906010305 

71-326 

C 


BOWERS. C E 

7906230161 

70-820 

C 


BOWERS. C E 

7906140587 

70-820 

c 


BOWERB. c . e 

7906100642 

70-820 

G 


BOWERS. C E 

7906230164 

70-820 

C 


BOWERS. £ 8 

7906040491 

90-430 

0 


BOWERS. E 8 

7906070399 

50-449 

0 


BOWERS. E S 

7906070011 

90-449 

T 


SOWERS. E 6 

7906260067 

50-275 

0 


SOWIfAN.E L 

7906140903 

40-8194 

C 


BOYD.R S 

BOYD.R, S. 

7906 120090 
7906080008 

ORO 

50-10 

u 


BOYD.R 8 

7906070401 

90-275 

H 


BOYD.R S 

7906060013 

90-460 

A 


BOYO.R 8 

7906010168 

50-499 

A 


BOYD.R 8 

7906010169 

50-495 

A 


BOYD.R S 

7906020113 

50-275 

0 


BOYD.R 8 

7906140329 

50-275 

H 


BOYD.R a 

7906190123 

90-275 

H 


BOYER. V 8 

7906050197 

90-352 

8 


BOYER. V a 

7906080211 

50-392 

8 


BOYER. V 8 

7906020206 

90-352 

Q 


BOYLE. R R 

7906230160 

WASTE HOT 


BOYLE. R R 

7906190230 

WASTE MOT 


BOZTAN.R C 

7906250159 

90-398 

0 


BRADFOROrW H 

7906190052 

90-327 

0 


BRADFORDrP.A 
DRADFORDrP A 

7906040403 

7906060173 

SECY 

90-309 

H 


BRADFORDfP A 

7906060176 

90-309 

H 


BRADFORD, P A 

7906060 1 79 

90-309 

H 


BRADFORD. P A 

7906060252 

90-309 

H 


BRADFORD. P A 

7906060137 

50-320 

H 


BRADFORD. P A 

7906060163 

50-320 

H 


BRADFORD.P A 

7906060167 

50-320 

H 


BRADFORD,? A 

7906010160 

50-329 

1 


BRADFORD.P 
BRADFORD.P A 
BRADFORD. P 
BRADFORD. P. A 
BRADY. N A 

7906140111 

7906200309 

7906180391 

7906230196 

7906050188 

IGCFR 

lOCFR 

lOCFR 

IGCFR 

70-1717 

C 


BRADY. R U 

7906210135 

50-320 

P 


BRADY. R. J 

7906130900 

50-320 

P 


BRAHMAVAR.8 M 

790601 0063 

70-2684 

c 


BRAILE.L W 

7906200001 

RES 


7906280001 

BRENNER. L 

7906120019 

90-465 

0 


BRENNER. E J 

7906290692 

50-220 

Q 


BRETTHAUER. E, 

7906210028 

50-320 

P 


BRETTHALIER. E 

7906280141 

50-320 

u 


BRIGHT. R M 

7906120278 

50-302 

p 


BRIGHT. D 0 

7903140067 

50-400 

T 


BRIGHT. G.O. 

7903140099 

30-400 

T 


BRIGHT. 0 0 

7903140116 

50-400 

T 


BRIGHT. 0 0 

7906060217 

30-3 BB 

T 
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AUTHOR 

ACCESSION 

NUNBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

^RIOHT^O 0 

79060A0193 

30-398 

T 


flRiOHTrO 0 

^ 790&0&0211 

30-338 

T 


SRtODViH W 
SRISTOLrD C 

790623001 1 
790621 0239 

71-137 

XPORTLIC 

C 


BRITTIWOHAH, J C 

7906020091 

PROJ 


E60- DOE- 1324^ 

BROADUSrC R 

79060201 IS 

RES 


790&020119 

BROEHL.D J 

7906110132 

90-344 

P 


BAO£HL«D J 

7906110136 

50-344 

P 


SROEHL.D J 

7906260001 

30-344 

K 


BROEHLrO J 
BRONSONiF 

7906260496 

7906260626 

30-344 

PR 

P 


BRQOK&SANK. R E 

7906200230 

30-320 

P 


BRCmSiH B 

7706110039 

HASTE MOT 


sRocms.E H 

7906200490 

30-290 

0 


BROOKS^ E H 

7906030332 

30-338 

0 


uroohsiE h 

BROSSiD J 

7906230370 

7906030030 

30-324 

FQIA 

Q 


BROWiJ P 

7906020067 

30-275 

0 


BROWNeJ P 

7906020063 

30-273 

0 


BROUN, M S 

7006110036 

WASTE HOT 


BROUN, S H 

7906110090 

WASTE HOT 


BROUN, D H 

7906270178 

30-3^6 

8 


BROUN, 0 H 

7906070272 

30-3 <6 

fi 


BROUN. R A 

79061B0947 

30-346 

a 


BROUN. 6 C 

7906140437 

30-339 

0 


BROUN. S C 

7906230240 

30-33*? 

8 


BROUN, 6 C 

7906140421 

30-339 

S 


BROUN, S C 

7906140432 

90-339 

a 


BROUN, 6 C 

7906010268 

30-338 

p 


BROUN, 0 C 

7906030200 

30-404 

A 


BROUN, S C 

7906030336 

30-338 

P 


BROUN, S C 

7906120178 

90-339 

S 


BROUN, S C 

7906120262 

90-339 

8 


BROUN, 3 C. 

790A190134 

90-338 

F 


BROUN. 6 C 

7906210233 

90-339 

6 


BROUN. Q C 

7906230287 

30-339 

6 


BROWN. 0 C 

7906270222 

90-339 

e 


BROUN, 0 C 

7906230280 

90-339 

A 


BROUN, a c 

7906270216 

50-339 

a 


BROUN, R A 

7906200393 

30-320 

p 


BROUN, 0 D 

BROUN, R L 

BROUN, R L 

7906040162 

7906220222 

7906290630 

50-313 

QA999 

aA999 

Q 


BROUN. K « 

7906290004 

30-320 

P 


BRUNER, R 

7906260010 

70-2000 

C 


BRUNNER, E. U 

7906010043 

90-249 

Q 


BRUNNER, E J 

7906120099 

80-213 

8 


BRUNNER, E J 

7906140191 

SO-29 

0 


BRUNNER, E U 

7906070236 

90-334 

a 


BRUNNER, E J 

7906140093 

SO-293 

<3 


BRUNNER, E. J 

7906120244 

90-309 

Q 


BRUNNER, E J 

7906140201 

90-387 

<3 


BRUNNER, E J 

7906130491 

50-320 

P 


BRUNNER, E U 

7906290823 

90-219 

3 


BRUNNER, E U 

7906090173 

90-336 

a 


BRUNNER, E. U 

7906130478 

90-320 

Q 


BRUNNER, E J 

7906290476 

90-311 

Q 


BRUNNER. C J 

7906260097 

90-20 

0 

« 

BRUNNER, C. J 

7906260946 

90-249 

0 


BRUNNER.E U 

7906200334 

90-320 

Q 


BRUNNERrE. U 

7906260171 

90-271 

<3 


BRUNNERrE, J 

7906260491 

90-311 

a 


BRUNNER.E J. 

7906260904 

90-244 

a 


BRUNNERrE U 

7906140143 

90-29 

Q 


BRUNNER, E J 

7906120039 

90-213 

a 


BRUNNERrE J 

7906070231 

90-334 

a 


BRUNNER, E J 

7906120232 

90-309 

3 


BRUNNER, £ U. 

7906290813 

50-219 

3 


BRUNNER, £. J. 

7906290679 

90-220 

0 


BRYANT, J. C, 

7906190168 

90-399 

0 


BRYAN, J. K 

7906010128 

90-403 

<3 


BRYAN, J. K. 

7906190228 

90-483 

8 


BRYANT, J,C. 

7906210110 

90-390 

0 


BRYANT, J C 

7906020128 

90-369 

0 


BRYANT, J.C. 

7906160044 

00-369 

a 


BRYANT, J, C 

7906090117 

90-366 

0 


BRYANT, J q. 

7906010023 

90-966 

3 


BRYANT, J. C, 

7906010034 

90-327 

3 


BRYANT. U, C 

7906030075 

90-390 

3 


BRYANT, J C, 

7906030140 

90-416 

4 


BRYANT, J. C 

7906010314 

90-338 

4 


BRYANT, J, C 

7906220093 

90-390 

4 


BRYANT, U C. 

7906070121 

90-281 

4 


BRYANT, U. C 

7906200364 

90-389 

4 


BRYANT, U C, 

7906010330 

90-369 

4 



AUTHOR 

ACCEBSION 

NUMEER 

SUBJECT 

CATEGORY 

REPORT 

WUmjER 

BRYANT, J C 

7906220081 

90-395 

0 


BRYANT, J C 

7906230335 

90-438 

0 


BRYANT, J C 

7906190120 

90-491 

Q 


SUGHANAN. J R 

7906290494 

NUREO 


NUREG/CH-0691 

BUCHORN. P 

7906070223 

90-499 

0 

BUCHDRN, P 

7906230096 

50-498 

0 


BUCKrJ M 

7906290031 

90-338 

T 


BUCK,J H 

7906290038 

90-339 

T 


BUCK, J H 

BUCKLEY, C F 

7906290090 

7906220423 

90-338 

REGOD 

T 


BUCKLEY, B C 

7906080211 

50-279 

A 


BUCKNER, H R 

7906100762 

NUREG 


NUREG /CR-07 13 

BUGGER . R H 

7906290163 

71-9942 

C 


8ULFQRD. C 

BUNCH, 1) F 

BUNCH, 0 F 

7906030041 

7906290062 

7906290243 

90-307 

XPORTLIC 

XPDRTLIC 

0 


BUNCH, O F 

7906290032 

90-974 

A 


BUNTING, R L 

7906100707 

90-295 

P 

NUREO/CR-0719 

BURGH, C L 

7906220336 

go-346 

M 


BURDETTE. T E 

7906220101 

go-399 

0 


BURKE, 0 J 

7906190213 

30-200 

Q 


fiURKHARDT, W 

7906230176 

70-364 

C 


BURNETTE. 0 U 

7906290093 

RES 


7906290033 

BURNETT, P T 

7906090121 

90-302 

0 


BURNETT. R F 

BURNS, U A 

7906230069 

7906070000 

70-29 

FOIA 

c 


BURR. R«p 

7906290139 

50-309 

p 


BURBTEINrS. 

BUR3TEXN,6. 

7906090122 

7906200940 

90-266 

PR 

<3 


BURSTEIN.B, 

7906020133 

90-266 

0 


BUR STEIN, 8. 

7906040027 

90-266 

0 


BURSTEIN, S 

7906060297 

90-266 

8 


BUR STEIN, 8 

7906060260 

90-266 

8 


BURSTEIN. S 

7906060290 

90-266 

8 


BURSTEIN, 8 

7906060251 

90-266 

8 


BURSTEIN, 8 

7906000272 

90-902 

A 


BURSTElNiS P 

7906190216 

90-902 

C 


BURSTEIN. B 

7906120147 

90-902 

B 


BURSTEIN, 8, 

7906120193 

90-902 

& 


BURSTEIN, 8 

7906190319 

90-266 

R 


BURSTEIN, 8 

7906190313 

90-266 

P 


BURSTEIN, 8 

7906290979 

90-902 

B 


BURSTEIN, 8 

7906260409 

90-902 

C 


BURSTEIN, S 

7906260411 

90-902 

C 


BURSTEIN, 8, 

7906260414 

90-902 

G 


BURSTEIN, 8 

7906290257 

90-266 

P 


BURT, L 

7906110082 

WASTE HOT 


BURT, L 

7906010222 

30-471 

0 


BURT, L 

7906020291 

50-471 

0 


BURT, L 

7906010269 

90-471 

G 


BURTTfJ 0 

7906260234 

REUIEW GRP 


BURNELL, 8 B 

7906290319 

90-449 

A 


BURNELL, 8 B. 

BUSH, 8 H. 

7906290323 

7906270003 

90-449 

ACR8 

A 


BUTLER, H, C. 

7906110411 

90-200 

U 


BUTLER, M C 

7906090007 

90-338 

U 


8UTZEL. A. K, 

7906010066 

30-949 

G 


GAEArE C. 

7906140408 

90-346 

R 


CAHILL, N J, 

7906040298 

90-247 

8 


CAHILL, W J 

CAHILL, W. J 

7906040204 

7906200603 

30-247 

PR 

S 


CAHILL, M. J 

7906020081 

90-3 

a 


CAHILL, N J. 

7906010219 

90-247 

Q 


CAHILL, W J. 

7906070209 

90-3 

a 


CAHILL, M, J 

7906000140 

90-3 

0 


CAHILL, W. J. 

7906290090 

90-3 

Q 


CAHILL, N 

7906270204 

90-3 

0 


CAHILL, N, J, 

7906040183 

90-247 

p 


CAHILL, H. J. 

7906070279 

90-247 

p 


CAHILL, H. J 

7906190462 

90-3 

R 


CAHILL, N. J 

7906110249 

90-247 

P 


CAHILL. N. J. 

7906190307 

30-3 

F 


CAHILL, W, J. 

7906260004 

90-3 

R 


CAHILL. W. J. 

7906260407 . 

90-3 

R 


CAHILL, N J. 

7906210128 

90-3 

P 


CAHILL, H, J 

CAHN, A L 

7906220303 

7906190104 

90-3 

REGGD 

J 


CAIN. J. T. 

7906070191 

90-313 

P 


GALONELLfE G 
CALIFAMOfJ A, 

7906290604 

7906290020 

80-329 

FOIA 

G 


CALLIKANfO. 

7906140U7 

90-471 

T 


CALL 1 HAN, 0 

7906060199 

90-471 

T 


CALI.1HAN,D 

7906100726 

90-471 

T 


CALL1HAN, D> 

7906220109 

iK>-471 

T 


CALLIHAN, D, 

7906100720 

90-471 

T 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATEGORY • 

REPORT 

NUMBER 

CALLlltAW, D 

790A2&OS49 

30-471 

T 


Cif^LIKA^(• 0 

7906220147 

30-471 

T 

• 

CALLOWAY, C C. 

7906100199 

71-298 

C 


CAMPBELL, D 0 

790628023B 

30-320 

P 


CAMPBELL. J 

7906140921 

50-304 

6 


CAMPBELL, J 

79062S0401 

50-304 

8 


CAHTEft.H L 

7906290263 

50-312 

Q 


CANTEfl.H L 

7906200149 

50-206 

a 


CANTEPiH L 

7906230472 

50-206 

0 


CANTER iH L 

7906250442 

50-73 

a 


CANTRELL, F S 

7906200318 

50-338 

Q 


CANTRELL, F S 

7906260271 

50-269 

0 


CANTRELL, F 8 

7906180353 

50-338 

0 


CANTRELL, F 6 

7906190213 

30-280 

0 


CANTRELL, F 8 

7906230013 

50-333 

0 


CANTRELL, F S 

7906260614 

50-230 

Q 


CANTRELL, F B 

7906230375 

30-333 

Q 


CANTRELL, F 8 

7906200279 

30-269 

a 


CAPHTONiO L 

7906120066 

50-213 

Q 


CAPHTQN, D L 

7906140164 

50-29 

a 


CAPHTON. D L 

7906290704 

30-220 

0 


CAPKTON, D.L 

7906030183 

50-336 

0 


CAPHTOM, D L 

7906230470 

50-311 

Q 


CAPHTON, D L 

7906260499 

30-311 

Q 


CAPRA, R A 

7906010241 

50-396 

A 


CARBON, M M 

7906230474 

ACRS 



CARSON, H U 

7906030070 

50-320 

□ 


CARBOHrM.H 

7906070136 

30-320 

0 


CARBON, M U 

7906200029 

50-320 

Q 


CARBON, M W 

7906230056 

AGR8 



CARBON, 11 V 

7906120076 

50-320 

T 


CARBON. M \t 

7906120037 

50-320 

U 


CARBON, M W 

7906130224 

50-320 

T 


CARBON. If H 

7906130214 

50-320 

T 


CARBON, M H 

7906130234 

30-320 

T 


CARBON, h H 

7906200033 

30-320 

Q 


CARBON, H N 

7906200050 

30-320 

Q 


CARDOHE.T. 

7906210301 

50-361 

A 


CARELLI.H D 

7906020000 

PROJ 



CAREY, N U 

7906140230 

50-271 

J 


CARLSON, ft r 

7906070197 

30-307 

Q 


CARLSON, ft T 

7906010036 

30-334 

Q 


CARLSON, ft. r 

7906030201 

30-332 

0 


CARLSON, R r 

7906040182 

30-322 

0 


CARLSON, R r 

7906040001 

30-272 

0 


CARLSON, R r 

7906040089 

30-272 

0 


CARLSON, fi T 

7906150190 

30-363 

0 


CARLSON, « T 

7906140632 

S0-3U 

0 


CARLSON, ft T 

7906140621 

30-387 

Q 


CARLSON, fl. r 

7906140374 

30-443 

0 


CARLSON, R T 

7906040401 

30-363 

<1 


CARLSON, R T 

7906260153 

30-334 

Q 


CARLSON, R. r 

7906260319 

30-307 

Q 


CARLSON, R r 

7906050193 

50-352 

Q 


CARLSON, ft r 

7906010130 

30-443 

0 


CARLSON, ft T. 

7906040169 

30-322 

0 


CARLSON, ft. T. 

7906020208 

30-332 

8 


CARLSON, ft, T. 

7906130480 

30-307 

8 


CARLSON, ft T. 

7906150179 

30-363 

a 


CARLSON. R T 

7906040397 

50-412 

8 


CARLSON, R T 

7906070179 

50-387 

0 


CARLSON, R T. 

7906210034 

50-397 

8 


CARLSON, J 

7906290263 

30-312 

Q 


CAROTNEftB. s/ 

7906180333 

30-273 

0 


CARR 

7906120010 

30-320 

u 


CARR 

7906120012 

50-320 

u 


CARR 

7906120021 

50-320 

u 


CARR, A V 

7906180712 

30-344 

0 


GARREAt/, 0 

7906060048 

QA999 



CARRKK. J 

7906290444 

50-294 

8 


CARRIER, N G. 

7906010193 

50-320 

J 


CARRIER, N C 

7906150238 

50-320 

J 


CARRIER, W,C 

7906200432 

30-320 

0 


CARROLL, J.T, 

7906040337 

50-318 

s 


CARROLL, J, T 

79O6O6O20B 

30-318 

8 


CARROLL, J. T. 

7906140332 

50-317 

8 


CARROLL, J T 

7906230273 

50-318 

8 


cArroll. j t 

7906260442 

30-318 

8 


CARROLL, J.T. 

7906200391 

30-219 

8 


CARSONrR. T. 

7906040078 

30-272 

0 


GARSTEMa, A. 3. 

7906180691 

30-361 

0 


CARTER, R fi. 

7906200528 

REOOD 



CARTER, T. 

7903070052 

50-320 

p 


CARTWRIGHT, M. R. 

7906050260 

50-338 

0 


CARTWRIGHT. W. R 

7906050293 

50-330 

a 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

CARTWRIGHT, W R 

7906050298 

50-338 

8 


CARTWRIOHT.W R 

7906050303 

50-338 

8 


CARTWRIGHT, W R 

7906070243 

50-330 

S 


CARTWRIGHT. W R 

7906070247 

50-330 

S 


CARTWRIGHT, W R 

79061 IOL60 

50-330 

8 


CARTWRIOHT.W R 

7906110162 

50-330 

8 


CARTWRIGHT, W R 

7906110200 

50-330 

8 


CARTWRIOHT.W R 

79061 10202 

50-338 

9 


CARTWRIOHT.W R 

7906110204 

50-338 

8 


CARTWRIOHT.W H 

79061 10211 

50-330 

a 


CARTWRIOHT.W R 

7906180544 

50-330 

8 


CARTWRIOHT.W R 

7906200309 

50-330 

a 


CARTWRIOHT.W R. 

7906290203 

50-330 

8 


CARTWRIOHT.W R 

7906290213 

50-330 

8 


CARTWRIOHT.W R 

7906290239 

30-330 

5 


CARY.C N 

7906180422 

TOPREP 


NURE0/CR-O719 

GASE.E 0 

7906010179 

FOIA 


aECV-77-539 

CASE.E 0 

CASE, E 0 

7906010123 

7906130356 

FOIA 

FOIA 


SECY- 77-961 

CASE, E 0 

7904270234 

50-320 

P 


CASJENS, L 

7906060026 

40-0601 

C 


GASSAN. V J 

7906010279 

50-280 

P 


CA8TALDD, U F 

7906040101 

50-275 

H 


CASTLEBURY.R L 

7906190235 

50-329 

A 


CATCHPQLEiO J 
CATTON. r 

CATTON. I 

7906020184 

7906270243 

7906290043 

40-8693 

ACRB 

ACRB 

C 


CATTON, t 

CATTON, I 

7906130402 

7906270242 

50-142 

ACRE 

P 


CAVANAUGH. W 

7906110143 

50-313 

P 


CAVANAUGH, W 

7906120367 

50-313 

P 


CAVANAUGH, W 

7906190243 

50-313 

P 

APL-TOP- 1 A 

CAVANAUGH. W 

7906150306 

50-313 

P 


CAVANAUGH, W 

7906100460 

50-313 

P 


CERBONE, R J 
CERECEOA, K 

7906250043 

7906220463 

REfi 

REOOD 


7906290043 

CERNE, A C 

7906150193 

50-363 

a 


CHAFFEE, R 8 

7906190523 

50-133 

8 


CHAN, J 

7906200371 

50-237 

8 


CHANDLER, L J 

7903210409 

50-361 

0 


CHANDLER, L J 

79051 10360 

50-445 

0 


CHANDLER, L J 

7906210062 

70-754 

c 


CHANDLER, L J 

7906180679 

50-361 

0 


CHANDLER. L J 

7906260205 

50-445 

0 


CHAPMAN, L D 

7906180689 

NUREO 


NUREO/CR-0694 

CHAPMAN, L D 

7906100774 

NUREO 


NUREO/ Cfl-0 730 

CHAPMAN, L D 

CHECK. P 8 

7906260605 

7904170494 

NUREO 

TOPREP 


NUREO/CR-0751 

CHEN, P. Y 

7906110056 

90-311 

A 


CHERN, W. 8. 

7906050100 

RES 


7906090100 

CHERNY. F C 
CHESKO.R C. 

CHILDS. W V 
CHILDS, W V 
CHILDS. W V. 

7906200037 

50-320 

P 



CHILD? 
CHT' •' 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

HUMBER 

CHILKiS J 

7906040369 

XPORTLIC 


CHILKiS J 

7906S60396 

lOCFR 



CHILK. S J 

7906120093 

QUO 



CHILK 18 -J 

7906260386 

lOCFR 



CHILK. a J 

7906260389 

lOCFR 



CHILK. S J 

7906260366 

lOCFR 



CMiLKrS J 

7906260371 

lOCFR 



CHlLKrS U 

7906260301 

lOCFR 



CKlLKrS J 

7906260393 

lOCFR 



GHlLKrS J 

7906260330 

lOCFR 



GKlLKrS J 

7906260403 

lOCFR 



CHiLKfS J 

7906040444 

SO-466 

0 


CHILKrS J 

7906070233 

30-400 

0 


CHILK »6 J 

7906220199 

30-320 

8 


CHILKiS J 

7906260345 

lOCFR 



CHILK 18 J 

7906260337 

lOCFR 



CHtLKi a. J 

7906260303 

lOCFR , 



CHILKiS j 

7906260307 

50-309 

P 


CHILKiS j 

7906260316 

lOCFR 



CHILKi a, J 

7906260323 

80-400 

P 


CHILK. a J 

7906260399 

lOCFR 



CHILK. a. J 

7906040224 

30-269 

0 


CHILKi S. j 

7906030193 

30-3 la 

0 


CHILKi 5 J 

7906080019 

30-320 

P 


CHILK. a J 

7906000091 

PR 



CHILK. a J 

7906260313 

lOCFR 



CHILK. a J 

7906260376 

lOCFR 



CHILK. 8 . J 

7906070292 

lOCFR 



CHILKi a J 

7906070299 

lOCFR 



CHILKi 8 . J 

7906260292 

30-269 

P 


CHILK. a. J 

79062602 B3 

lOCFR 



CHILK. 8 J 

7906260299 

30-219 

P 


CHILKi 8 . J 

7906260335 

lOCFR 



CHILK. 3 J 

7906220096 

30-320 

0 


CHILK. a. J 

7906260223 

lOCFR 



CHILK. 8 . J 

7906260274 

lOCFR 



CHILK. 8 . J 

79062604 30 

lOCFR 



CHILK. S J 

7906180799 

30-320 

P 


CHILK. 8 J 

7906260246 

lOCFR 



CHILK. a J 

7906260261 

lOCFR 



CHILK. a J 

7906260266 

lOCFR 



CHILK. 8 J 

7906040434 

50-280 

Q 


CHILK. 6 0 

7906260279 

lOCFR 



CHILK. 8 J 

79060200 6Q 

50-302 

0 


CHILK. S ^ 

7906070143 

50-346 

0 


CHILK. a J 

7906260056 

50-302 

0 


CHILK. 8 J 

7906260219 

lOCFR 



CHILK. a J 

7906260234 

lOCFR 



CHILK. 8 J 

7906070163 

30-320 

p 


CHILK. S J 

7906120030 

30-313 

0 


CHILK . 8 J 

7906140184 

30-309 

0 


CHILK. S, J 

7906230129 

30-313 

0 


CHILK. a J 

7906270023 

50-302 

p 


CHILK. 8 J 

7906270093 

30-320 

0 


CHILK. 8 J 

7906210117 

50-446 

0 


CHILK. 8 J 

7906260213 

lOCFR 



CHILK. 8 J 

7906060 1 42 

50-320 

0 


CHILK. 8 J 

7906260210 

30-313 

p 


CHILK. a J 

7906260189 

lOCFR 



CHILK . 8 J 

7906210253 

30-329 

0 


CHILK.S. J. 

7906260104 

lOCFR 



CHILK. 8 J 

7906260206 

iOCFR 



CHILK.S J 

7906260169 

lOCFR 



CHILK. 8 . J 

7906260170 

lOCFR 



CHILK. S. U 

7906260172 

lOCFR 



CHILK. 8 . J, 

7906260174 

lOCFR 



CHILK. S. J, 

7906260127 

30-320 

p 


CHILK.S J 

79062601 S4 

lOCFR 



CHILK. 8 . J 

7906260162 

lOCFR 



CHILK.S J. 

7906260130 

50-219 

p 


CHILK.S J 

7906260147 

50-334 

p 


CHILK. 8 , J, 

7906260196 

50-26Y 

p 


CHILK. 5. U. 

7906270 1 86 

27-39 

c 


SKILK. 8 . U 

7906270191 

27-39 

c 


CHILK. 8 . J, 

7906270017 

50-320 

p 


CHIRAMAL. M 

79060701 37 

50-320 

p 


CHOW.E T, 

7906200406 

30-346 

Q 


chribtophersok 

7906280232 

50-318 

0 


CHRiaTOPKERSON 

7906260073 

50-312 

H 


CHRISTMAN. J, N. 

7906050033 

50-338 

e 


CHRiatHAN. J, N 

7906220219 

30-338 

0 


CHRISTNERiR 8 

7906010233 

50-334 

J 


CHRISTENBURY.E. 

7906210060 

50-320 

0 


CHRiaTEMBURV.E 

7906230114 

50-471 

0 


CHRISTOFFER.O. 

7906010079 

50-294 

a 


CHRiarOFFER.O. 

7906180043 

50-254 

0 



ACCESSmN SUBJECT REPORT 

AUTHOR NUMBER 9 CATEGORY NUMBER 


cHRiaaoTiMas.N 

7906S50026 

CHRI8T0FFER.0 M 

7906140391 

CHRI8T0FFER, 0 

7906260209 

CHURCHILL. B M 

7906010311 

CHURCHlLL.il H 

7906130296 

CIMA. T 

7906190091 

CINELLI.R J 

7906230251 

CLARK. K 

7906110107 

CLARK. E 1. 

7906190107 

CLARK. R K 

7906020129 

CLARK. R K 

7906190034 

CLARK. R H 

7906020167 

CLARK. R A 

7906200608 

CLARK. D L 

7906290407 

CLARK. A T 

7906230179 

CLARK. R A 

7906200323 

CLAYTON. F L 

7906290403 

CLAYTON. F L 

7906220247 

CLAYTON. F L 

7906290761 

CLAYTON. F L 

7906290723 

CLAYTON. F L 

7906050283 

CLAYTON, F L 

7906040279 

CLAYTON. F L. 

7906150326 

CLAYTON. F L 

7906190239 

CLAYTON, F L 

7906190250 

CLAYTON. F L 

7906190464 

CLAYTON. F L 

7906230289 

CLAYTON, F L 

7906230250 

CLAYTON. F L 

7906260333 

CLAYTON. F L 

7906220347 

CLAYTON. E D 

7906180804 

CLEMONS. B E, 

7906130055 

CLEMONS. P E 

7906160633 

CLE8ZKIEWICZ,8 

7906150338 

CLEVELAND. J. C 

7906050277 

CLIKENAN.F M 

7906080130 

CLIKEHAN.F H 

7906120100 

CLOUGH. R , V 

7906210037 

CLU8EN. R. C 

7906280140 

COATS. R^ L 

7906210365 

COBB.L 

7906130436 

COBEAN. H. R 

7906290226 

COCHRAN, T D 

7906070341 

COCKRELL. R Q 

7906130220 

COFFIN. w,a. 

7906270146 

COFFIELD.R 0. 

7906020060 

COFFMAN. F D. 

7906130394 

COHEN. N 

7906210362 

COHEN. E D 

7906040147 

COHEN. 1 

7906140124 

COHEN. I. 

7906290391 

COHN.H C 

7906220462 

COLBERT. R 8 

7906070416 

COLE.R F 

7906010290 

COLE.R F 

7906070011 

COLE.R F 

7906140117 

COLE.R F 

7906060193 

COLE.R F 

7906160726 

COLE.R F 

7906220109 

COLE.R F 

7906160726 

COLE.R Fi 

7906260546 

COLE.R F 

7906220147 

COLEMAN, D R 

7906050066 

COLINS, J. r 

7906260123 

COLLrN A 

7906070223 

COLLEY, R.M 

7906130479 

COLLINS, H E. 

7906210200 

COLLINS, H. E. 

7906230133 

COLLINS, H E. 

790622021 4 

COLLINS, H. E. 

7906230132 

COLLINS, D. M. 

7906200160 

COLLINS, T. 

7906280134 

COLLINS, T. 

7906290031 

COLLINS, T. 

7906290296 

COLLINS, J. T, 

7906290286 

COLLINS,^ T, 

7906290216 

COLLINS, 0 . T. 

7906210136 

COLLINS, J T. 

7906260218 

COLLINS, J T. 

7906280231 

COLLINS, L T. 

7906280227 

COLLINS, J. T. 

7906220203 

COLLINS, J. T. 

7906220193 

COLLINS, J, T. 

7906210172 

COLLINS, J, T, 

7906210233 

COLLINS, J T. 

7906390249 

COLLINS, P F, 

79062701 B8 


30-254 O 
S0“2 Q 
50-87 Q 
SO-302 O 
50-346 O 


50-293 O 
XPORTLIC 
WASTE MOT 
XPORTLIC 
50-443 M 

50-443 M 
30-443 M 

RES 7906200608 

NUREO NUREO/CR-0753 

50-201 P 

50-387 A 
50-320 Q 
50-340 0 

S0-34B a 
50-340 O 

50-348 Q 
50-348 a 
30-348 P 
30-349 a 
30-348 R 

50-348 P 
30-348 8 

30-348 8 

30-348 8 

30-348 P 

NUREO NUaEO/CR-0796 

70-133 C 
70-020 C 
50-10 R 

NUREO NUREO/CR-0716 

30-182 Q 
30-182 F 
REVIEW ORP 
50-320 U 

NUREO NUREO/CR-03J5 

50-320 P 
50-320 P 
70-2623 C 
50-320 0 

50-280 H 

PROJ 

30-320 P 
PR 

50-549 0 

70-371 C 

80-320 P 
50-416 Q 
PR 

50-549 0 

50-445 T 

50-471 T 
30-471 T 
30-471 T 
30-471 T 
50-471 T 

30-471 T 
80-471 T 

NUREO NUREO/CR-0706 

30-320 P 
30-250 0 

REOOD 

30-320 U 
NUREO 
30-320 P 
NUREO 

30-280 Q 
50-320 P 
30-320 P 
30-320 P 
30-320 P 

30-320 P 
30-320 P 
30-320 P 
30-320 P 
30-320 P 

30-320 P 
50-320 P 
30-320 P 
30-320 P 
30-320 P 

30-320 P 
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ACCESSION 
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REPORT 

NUMBER 

COLOKSO.R U 

7906190254 

50-312 

R 


COLOhiaOiR » 

79061 8056 I 

50-312 

8 


COLCSRaOtR ^ 

7906190516 

50-312 

8 


COCCW. T E 

7906210291 

50-390 

Q 


C 0 >tlE^,J D 
Gonas^T.R 

7906050141 

7906060117 

NUREO 

FOIA 


NUREO/CR-0699 

C0NIHE«J C 

7906210139 

50-320 

P 


COHKLIR.J C 

7906050277 

NUREO 


NUREO/CR-0716 

CORLON.T ^ 

7906010205 

30-416 

Q 


CONLOW.T.E 

7906210057 

50-390 

Q 


CONLG«#T E 

7906070375 

50-250 

Q 


CONLCW* T. e 

7906040387 

50-327 

Q 


COMLON.T E 

7906150039 

50-438 

Q 


COM_ON,T e 

7906200204 

30-390 

Q 


COfiLONtT E 

7906140147 

50-370 

Q 


co*«,aN. T e 

7906210069 

50-389 

Q 


CO+iLON, T e 

7906220242 

50-438 

Q 


COfffl-OW. T E 

7906250345 

50-338 

Q 


CWL 0 N 4 T e. 

7906260603 

30-201 

a 


CONLQH.T E 

7906070114 

50-339 

□ 


COfO^RrT a 

7906010158 

50-395 

M 


cghner,t a 
cwtt{ER,r a 

7906180656 

7906110429 

50-277 

ORO 

0 


CCWftEfl.T a 

7906010137 

50-358 

0 


GOtJNER.T a 

7906250415 

50-358 

0 


CONNER. T. a 

7906230107 

50-277 

0 


CONNER rT a 

7906230110 , 

50-277 

0 


CONNER, r. a 

7906230112 

50-277 

0 


coifNER,r a 

7906260021 

50-358 

0 


CWOIER.K J 

7906200103 

50-358 

Q 


COIOIER. T a 

7906220378 

30-416 

0 


CONWELL, T 

7906190424 

50-213 

J 


COhaiELL, T 

7906190293 

80-243 

J 


CONNELL. C. 

7906200369 

50-286 

R 


CONNER. E L 

7906290033 

50-336 

P 


CONNER. E L 

7906250151 

30-317 

P 


CQNRQYr D 

7906260561 

70-33 

C 


C0N3TABLE«0 L 

7906260186 

30-298 

0 


CONVEft.S 

7906200445 

50-320 

p 


coNveii.a, 

7906210075 

30-320 

p 


CONNAV. H, r 

7906040255 

50-271 

8 


CQNNAy. N r 

7906040258 

50-271 

8 


COQK. R J 

7906040411 

30-329 

Q 


COOKrfi J. 

7906250155 

50-329 

Q 


cooteViO.E 

7906040340 

30-272 

8 


COOLEV^H -J 

7906290656 

70-734 

C 


COONEypM J 

7906040341 

50-171 

8 


COONEY. R J 

7906040345 

50-171 

B 


CaOHEYiSI J. 

7906040367 

50-277 

8 


COONEY* H, J 

7906040368 

50-277 

8 


COONEY. K J 

7906040320 

80-277 

8 


COONEY* K J 

7906040329 

50-277 

8 


COONEY. R J 

7906070210 

30-277 

B 


COONEY. t1 J 

7906070215 

50-277 

6 


COONEYiM J. 

7906040309 

50-277 

8 


CPONEVrH J 

7906040316 

50-277 

S 


COONEYrH J. 

7906070252 

50-277 

a 


COONEY. K J. 

7906070303 

50-277 

8 


COONEY. H. J. 

7906080267 

50-277 

8 


COONEYiM J 

7906080289 

50-277 

8 


COONEY. H J 

7906080290 

50-277 

8 


COONEYrM J 

7906110172 

50-277 

a 


COONEYrH J. 

7906110174 

30-277 

8 


COONEYrH J. 

7906200422 

30-277 

6 


COONEYrH J. 

7906200425 

30-277 

8 


COONEYrH J. 

7906190329 

50-277 

R 


COQNEYiH J 

7906260272 

30-278 

a 


COONEYrH J 

7906260283 

50-277 

8 


COONEYrH, .J 

7906260294 

50-278 

8 


COONEYrH J, 

7906260253 

50-277 

8 


COONEYi H. iJ, 

7906280116 

50-277 

8 


GOONEYi M. J, 

7906280118 

50-277 

8 


CO{»>ERr J, 

7906120407 

50-302 

a 


COOPEftr J. 

7906130017 

50-302 

8 


COCPERr J, 

7906190303 

50-302 

8 


COOPERr J. 

7906180508 

50-302 

8 


COOPER. J, 

7906250298 

50-302 

8 


COOPERr J, 

7906200146 

50-302 

8 


COPELAND* 0. 

7906080183 

50-466 

0 


COPELAND. J 0 

7906080190 

50-466 

0 


COPELAND, J 0 

7906020107 

50-466 

0 


COPELAND, J 0 

7906020009 

80-443 

H 


GOPELANO, J. 0 

7906030144 

50-466 

0 


COPELAND, J 0 

7906020218 

50-466 

0 


COPELAND. J 0. 

79060B0052 

50-466 

0 



AUTHOR 

ACCESSION 

HUMBER 

SUBJECT 

CATECQRV 

REPORT 

NUMBER 

CQPECAND. J Q 

7906140178 

50-466 

0 


CDPEiLAND.J 0 

7906180723 

SO- 466 

0 


COPELAND, J 0 

7906190015 

50-46 i 

0 


COPELAND. tJ 0 

7906180124 

50-466 

Q 


COPELAND. J 0 

7906220458 

50-466 

0 


COPELAND, J. 0 

7906280262 

50-466 

0 


COPELAND. J, 0 

7906280245 

50-466 

0 


COPELAND, R L 

7906080288 

50-537 

r 


CORNELL, E K 

7906210114 

50-320 

p 


CORNELL. E 

7906210112 

50-320 

p 


CORNELL, e K 

7906220173 

50-320 

p 


CORNELL. E H 

7906220212 

30-320 

p 


CORNELL. E.K 

7906220221, 

90-320 

p 


CORNELL. E, K 

7906220217 

50-320 

p 


CORNELL. E 14 

7906220166 

50-320 

p 


CORNELL. £ K 

7906260006 

50-320 

p 


CORREAiC 

7906260419 

50-10 

J 


CORREA* C 

7906120211 

90-272 

J 


CORREA. K A 

7906190415 

30-09 

J 


CORREA. C 

79062904 1 4 

50-70 

J 


CORYELL,© P 

7906040184 

70-143 

c 


COBTELLOiO J 

7906ia0S20 

90-200 

R 


CoaiELLO.J R 
COaiELLO, J R 

CQ8TLE.D M 
COSTOHIRie.O H 

7906220222 

7906290630 

7903200106 

7906220182 

0A999 

aA999 

ORO 

50-320 

P 


COTA. P C 

7906030145 

30-302 

A 


CQTE.F H 

7906100453 

90-592 

C 


COTNER.H L 

7906120396 

90-960 

D 


COTTLE. U 

7906290290 

50-269 

Q 


COTTLE. N 

7906290174 

30-269 

Q 


COTTLE. U 

7906290040 

30-269 

a 


COTTLE, M 

7906290562 

50-269 

Q 


COTTLE. M 

7906290133 

50-269 

Q 


COTTLE, W. T 

7906260271 

50-269 

a 


COUGHLIN, J 

7906230119 

30-546 

0 


COUGHLIN. J 

79062B002S 

50-546 

v> 


COUGHLIN. J 

7906130248 

50-546 

B 


CQUNSIL.H 0 

7906120050 

50-213 

Q 


COUNSEL, VI 0 

790605027Q 

50-213 

0 


COUNSlLiVf 0 

7906290732 

50-213 

Q 


C0UN8IL. M 0 

7906290742 

50-213 

Q 


COUNSIUrH 0 

7906050313 

30-213 

P 


COUNSIL.M 0 

7906080262 

50-213 

P 


COUNSILiVf 0 

7906220206 

50-213 

P 


COl^SlUrH 0 

7906150205 

50-249 

a 


COUNatL.M 0 

7906290704 

90-336 

0 


GQUNBIL.U 0 

7906140277 

50-336 

0 


C0UN3IL. VI 0 

790621 0I9B 

50-336 

p 


C0VN8IL,W,0 

7906040365 

50-336 

a 


COUNaiLrVI.O 

7906040371 

90-245 

Q 


GOUNaiL.VI. 0 

7906140528 

50-336 

0 


C0UN8IL. H 0 

7906230309 

30-249 

P 


COUNaiL, W 0 

CQUNSIL.W 0. 
C0UN81L. H. 0 

7906220043 

7906200533 

7906020210 

PR 

REGOD 

50-336 

0 


COUNaiL. VI 0 

7906000042 

30-245 

Q 


CQUNSIL.M. 0 

7906080076 

50-336 

O 


CQUNSIL.H G, 

7906140481 

50-243 

Q 


COUNaiL. VI 0 

79060704 1 2 

50-336 

Q 


COUNaiL, M. 0 

7906140222 

30-24S 

0 


GOUNalUrH 0 

7906120120 

30-336 

0 


COUNaiL. H 0. 

7906140324 

50-336 

Q 


COUNSIL. H 0 

7906290724 

30-423 

Q 


GOUNeiLrH 0. 

7906050294 

30-245 

P 


COUNOlLrW. 0 

7906090314 

30-336 

P 


counsil.u q 

7906120339 

50-336 

P 


COUNSlLi VI. G 

7906190200 

50-245 

Q 


COUNSiLrVI 0 

7<7CI6 130337 

30-245 

P 


COUNaiL, W G. 

7906100496 

50-336 

a 


COUNSIL. VI, G 

7906290202 

90-249 

0 


COURTNEY. J C 
COUTANTi C C 

7906220149 

7906210011 

PRM 

RES 


7906210011 

COUTANTrC C 

7906220103 

REB 


7906220183 

COMAN. B, Z 

7906210361 

50-574 

0 


COMAN. R L. 

7906040210 

50-10 

p 

NEDC-2415? 

CDMAN. B, Z 

7906040410 

50-437 

G 


CQXi J VI 

7906200079 

90-99? 

0 


CRANE, P A. 

7906140399 

50-133 

Q 


CRANE. P A 

7906290129 

50-320 

0 


CRANE. P. A. 

7906130383 

90-275 

a 


CRANE, P A. 

7906150416 

50-279 

A 


CRANE. P, A. 

7906190519 

50-133 

B 


CRANE. P A. 

7906190433 

50-279 

A 


CRANE, p. A 

7906200464 

50-279 

A 
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NUHBER 

CRANE, P A 

7906200472 

SO‘273 

A 


CRANE, P A 

79061S0Sai 

50-273 

A 


CRANE, P A 

7906270221 

30-133 

S 


CREED, J R. 

7906220119 

30-303 

0 


CRE:5HEi.L< J. 3 

79062004S6 

30-346 

Q 


CREHS,£ H 

7906200303 

SO-393 

0 


CREWS. E H 

7906140173 

30-393 

Q 


CREWS. C H 

7906050296 

30-393 

K 


CfiEWS, J L 

7906200141 

30-206 

Q 


CREWS, J L 

7906260326 

30-312 

0 


CREWS, L 

7906200462 

30-320 

P 


CREWS, J L 

7906140190 

30-312 

Q 


CREWS, U L 

790623044S 

30-394 

Q 


CREWS, J L 

7906260331 

50-312 

Q 


CREWS. J L 

7906280433 

50-206 

0 


CREWS, J L 

7906230 43B 

30-73 

0 


CROCKETT. J 

7906040323 

50-336 

8 


CROCKER. J A. 

7906040307 

30-336 

8 


CROCKER. H W 

7906130033 

70-135 

C 


CROCKER, H W. 

7906260347 

70-371 

c 


CROCKER, H W 

7906140608 

70-820 

C 


CROCKER, H W 

7906130213 

50-245 

a 


CROCKER, K W 

7906210293 

70-364 

c 


CROCKER, H W 

7906 1 40643 

70-33 

c 


CROCKER. L P 

7906130451 

50-320 

0 


CROCKER, L P 

79062700S4 

50-320 

0 


CROCKER, L P 

7906270073 

50-320 

p 


CRONE/. S T 

7906180707 

50-293 

p 

NURGO/CR-0713 

CRONEBEROER. 0 K 

7906290320 

50-320 

p 

CRQNEBEROSft, D K 

7906290403 

50-320 

p 


CRQSSHAN.W A 

790622024 1 

50-302 

0 


CROWiW T 

79060 10220 

70-698 

c 


CROW. W T 

7906220123 

70-27 

c 


CROW, w r 

7906220195 

70-820 

c 


CftOH.H T. 

7906230437 

70-824 

c 


caow.w T. 

7906220027 

70-1100 

c 


GROW.W T 

7906220113 

70-1201 

c 


CRQM.M T 

790622012G 

70-33 

c 


CROW.W T 

7906270024 

70-1359 

c 


CROW,W r 

7906270026 

70-1339 

c 


CftQW,W T 

7906270004 

70-708 

c 


CftOW.H T 

7906270033 

70-143 

c 


CftOW,W. T 

7906290749 

70-143 

c 


CRQW»H T 

7906270037 

70-36 

c 


CRQW,M T 

7906290777 

40-3392 

c 


CROW.W T 

7906290733 

70-687 

c 


CROW.W T 

7906290730 

70-607 

c 


CROWLE/. C J 

7906100422 

TOPREP 


NUR€0/Cn-0719 

CROWLEY. J-L 

7906180308 

71-301 

c 

CROWLEY. J.L. 

7906180304 

71-301 

c 


CROWLEY. B.R. 

7906260603 

30-281 

0 


CROWLEY, B. R- 

7906290343 

50-338 

0 


CULP,fi,H 

7906070307 

30-466 

0 


CULP,R, H 

7906110440 

30-466 

0 


CULP,R.M 

7906020107 

30-466 

0 


CUMMIN03, J J 

7906220277 

30-346 

M 


CUNHINOS. J. J 

7906220364 

30-346 

H 


CUMNINOHAM.R 0. 

7906190277 

30-3 

J 


GUNNlNOHAKiR 0 

7906260467 

30-5 

5 


CUNNINOHAH,R.O, 

7906280144 

30-5 

B 


CUNHINOKAMrR 0 

7906290398 

30-3 

8 


CUNNtNOKAHr R Q 

7906270291 

30-3 

8 


CUMHINOHAMrN 8 
CUNNINOKAM. Q, E 

7906080036 

7906130146 

PR 

30-73 

P 


CUNNINOHAH, O. E. 

7906010289 

70-734 

c 


CLiNNINOHAMia. E, 

7906190289 

30-70 

F 


CUNNlNOHAHrO E 

7906220233 

30-70 

P 


CUNNINOHANfL J 

7906060197 

30-320 

8 


GUHNiNOHAHiL J. 

7906130490 

50-320 

U 


CUHN1N0HAM,A L 

7906070104 

50-416 

Q 


CUNNINONAMrA L 

7906260921 

50-302 

Q 


CUNNXNflHAHrR £. 

7906230009 

70-143 

C 


CUNNiNOHAMrR E. 

7906120009 

30-320 

P 


CUNNXNOKAM.M 

7906280014 

30-320 

P 


CURRANr J, K 

7906130289 

30-206 

R 


CURRAN. J H 

7906220323 

50-206 

8 


CURRAWiU. M. 

7906220404 

50-206 

8 


CURRAN, J H 

7906220346 

50-206 

S 


CURRy. J, A. 

7906020034 

50-358 

0 


CURTIS, C, E. 
CURTISiN W. 

7906010113 

7906210036 

fOIA 

50-387 

B 


CURTIS. N. W. 

CURTIS. N.H 

7906140969 

7906040269 

PRM 

50-387 

S 


CURTIS, N. M. 

7906040193 

50-387 

K 


CURTIS, N,W. 

7906040196 

50-387 

K 


CURTIS, N M, 

7906040308 

50-387 

C 



AUTHOR 
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SUBJECT 
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NUMBER 

CURTIS. N M 

7906120394 

30-387 

A 


CURTIS, N W 

7906120400 

30-307 

A 


CURTtSrN W 

7906180430 

30-397 

A 


CURTIS, N W 

7706260300 

30-387 

A 


CURTIS. J R 

7906150337 

50-141 

0 


CUSTARD. C 

7906260462 

30-592 

D 


CUTCHIM. J. M 

79062601 58 

50-369 

0 


CUTCHIM. J M 

7906190560 

50-307 

0 


CUTCHIN. J H 

7906190563 

30-387 

0 


CUTCHIN. J H 

7906190572 

30-387 

G 


CUTCHIN. U H 

7906190576 

50-397 

0 


C0T6HALL, C E 

7906100300 

30-346 

0 


CYPHERT. B B 

7906020167 

50-445 

M 


OAIL.L C 

7906130439 

50-413 

Q 


DAIL.L C 

7906130443 

30-489 

Q 


DAIL. L C 

7906020134 

50-413 

0 


DAIL. L C 

7906140420 

30-480 

Q 


DAIL.L C 

7906100741 

50-413 

Q 


DAIL.L C 

7906190114 

50-491 

Q 


DAIL.L C 

7906200027 

50-491 

Q 


DAIL.L C 

7906140334 

30-491 

0 


DALE.L F 

DALE.L F 

7906140640 

7906290773 

REGOD 

50-416 

8 


DALE.L F 

7906200468 

50-416 

8 


DALE.L F 

7906220467 

30-416 

Q 


DALE.L F 

7906120327 

50-416 

A 


DALE.L F 

7906140365 

30-416 

8 


DALE.L F 

7906140405 

30-416 

S 


DALE, L F 

7906140437 

30-416 

3 


DALE.L F 

7906140429 

50-416 

8 


DALE. L F 

7906120335 

50-416 

A 


DALE.L F 

7906270219 

30-416 

8 


DALLY. B J 

7906000107 

NUREO 


NUREO/CR-0704 

DALTON, A T 

7906050068 

50-556 

0 


DALTROFF. B L 

7906110026 

30-277 

0 


DALTROFF. B L 

7906130112 

50-277 

Q 


DALTROFF. 8 L 

7906270193 

30-277 

a 


DALTROFF. 8 L 

7906260334 

30-270 

p 


DALY. M 

7906270111 

50-396 

0 


OAHERON. K 0 

7906230168 

70-27 

c 


DANCE. H C 

7906100714 

30-259 

0 


DANCE. H. C 

7906200552 

30-321 

Q 


DANCE. H C 

7906180400 

30-302 

Q 


DANCE. H, C 

7906140093 

30-321 

Q 


DANCE, H C 

7906200541 

30-324 

Q 


DANCE. H C. 

7906210304 

30-327 

Q 


DANCE. H C 

7906230365 

30-324 

a 


DANCE. H C 

7906070093 

50-111 

Q 


DANIELSON. D H 

7906130143 

50-341 

0 


DANIELSON. D H 

7906130127 

50-329 

Q 


DANIEL. R W 

79061 104 a 

50-200 

U 


DANIELSON. D H 

7906030031 

30-263 

Q 


DANIELSON. D H, 

7906040032 

30-293 

0 


DANIELSON. D H 

7906210334 

30-133 

Q 


DANIELSON. D H 

7906260390 

30-341 

0 


DANIELSON. D H 

7906210317 

50-301 

0 


DANIELS. T. 

7906290462 

30-346 

a 


DANIELSON. D H 

7906230172 

50-237 

0 


DANIELS. F- T 

7906260533 

30-202 

Q 


DANIELSON. D H 

7906230123 

30-461 

Q 


DANIELSON, D. H 

7906260383 

30-373 

Q 


DANIELSON, D H 

7906260309 

30-409 

Q 


DANIELSON, D. H 

7906260199 

30-330 

0 


DANIELSON, D. H 

7906140630 

30-341 

0 


DANIELSON, D M 

7906140607 

50-341 

0 


DARBY. C, 

7906110071 

WASTE MOT 


DARHITZELtR. W 

7906200273 

50-73 

P 


DARHITZEL,R W 

7906260003 

50-73 

P 


DARMlTZ£L,ft. W 

7906270117 

30-73 

£ 


DATTILO.T H, 

7906100497 

30-346 

0 


DAUGHERTY, T. M 

7906210361 

30-374 

0 


DAVIDSON. D R 

7906070048 

30-440 

0 


DAVIDSON. D.R 

7906080237 

30-440 

8 


DAVIDSON. J J 

7906180722 

NURCO 


NUREG-052S 

DAVIES, R W 

DAVIS. R, L. 

7906120339 

7906010272 

TOPREP 

50-329 

0 

DAVia, U K, 

7906100573 

30-320 

T 


DAVIS. J F. 

7906230072 

30-361 

A 


DAVIS. S. H. 

7906010207 

30-318 

8 


DAVIS. H 

7906000240 

30-317 

0 


DAVIS. 8. M- 

7906260340 

30-318 

S 


DAVIS, W 

7906120207 

30-360 

A 

VAEC-1179 

DAVIS. C.E. 

7906260596 

NUREO 


NURE0/CR-0<68& 

OAVTS.C.E 

7906290673 

NUREO 


NURE07CR-O710 

DAVIB. J. 0. 

7906270010 

30-320 

P 

DAVIS, L D. 

7906220130 

30-336 

0 
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AUTMOft 
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0AVI8«J Q 

790&210127 

50-320 

P 

DENTON. H N 

7906270076 

50-280 

H 


DAVI8.J 0^ 

7906290036 

FOIA 











DENTON. H R 

7906270090 

50-200 

H 


CAV18.J 0 

7906270014 

50-320 

P 

DENTON. H ft 

7906270087 

50-200 

H 


DAVIS. J 0 

7906290504 

FOIA 


DENTON, H ft 

7906270093 

50-200 

H 


DAVIS. J 0 

7906290070 

FOIA 


DENTON. H ft 

7906270109 

50-280 

H 


DAVIS. J 9 

7906290S4B 

FOIA 


DENTON. N ft 

7906270119 

50-280 

H 


DAVia.^ 0 

7906260519 

30-346 

P 










DENTON. H ft 

7906270124 

50-200 

H 


DAVIS. J 0 

7906Q40110 

70-895 

C 

DENTON. H ft 

7906270132 

50-200 

H 


DAVIS. J 0 

7906290003 

50-320 

P 

DENTON. H R 

7906270143 

50-280 

H 


DAVIS. J 0 

7906290582 

FOIA 


DENTON. H ft 

7906270151 

50-280 

H 


DAVIS. J 0 

7906070212 

50-482 

A 

DENTON. H ft 

7906270263 

50-280 

K 


DAVIS. J Q 

7906290447 

FOIA 











DENTON. H ft 

7906270265 

50-200 

H 


DAVJSrJ 0 

7906040171 

50-482 

0 

DENTON. H ft 

7906270267 

50-200 

H 


DAVLSixl Q 

7906180100 

50-482 

A 

DENTON. H ft 

7906210433 

50-200 

H 


DAVIS. J 0. 

7906250148 

50-313 

0 

DENTON. H ft. 

7906250133 

50-309 

P 


DAVIS. A a 

7906260074 

50-315 

Q 

DENTON. H R 

7906260077 

50-309 

0 


DAVIS. A a 

7906020053 

30-295 

0 










DENTON. H ft 

790629082 1 

30-2&0 

H 


DAVIS. A a 

7906260213 

70-1308 

c 

DENTON. H ft 

7906260492 

50-320 

H 


DAVIS. A B, 

7906250121 

50-263 

Q 

DENTON. K R 

7906260522 

50-320 

H 


DAVIS. A a. 

7906010117 

50-346 

Q 

DENTON. K ft 

7906260528 

50-320 

H 


DAVIB.A B 

7906050126 

70-1308 

C 

DEMTON.H R 

7906270006 

30-320 

H 


DAVIS. D K 

7906200097 

50-320 

P 










DENTON. H R 

7906270009 

50-320 

H 


DAVIS. D K 

7906290309 

30-320 

A 

DENTON. H ft 

7906270019 

50-320 

H 


DAVISON. D M 

7906250226 

70-1308 

C 

DENTON, M ft 

7906290016 

50-320 

H 


DAVISON. D. M, 

7906230158 

70-1308 

G 

DEMTON.H R 

7906290138 

50-320 

H 


DAVISON. D ». 

7906250256 

70-1308 

JC 

DEMTON.H R 

7906060254 

50-320 

H 


DAT. J 

7906070419 

PR 











DEMTON.H R 

7906260278 

50-424 

O 


DEALE. V B 

7706180612 

50-329 

0 

DEMTON.H ft 

7906260282 

50-424 

0 


DEAN. R 8 

7906210333 

50-331 

p 

DENTON. H R 

7906200097 

50-424 

0 


DEANE. E Q. 

7906290223 

0A999 


DENZEft.aO 

7906060086 

0A999 



DEANE. E 0. 

7906290211 

QA999 


DEPHILIPPE. A A 

7906230121 

40-8584 

G 


DEASON.V A, 

7906280066 

NUREO 

NURE(»/cR;-0648 










DEftlENZOrP P 

7906290620 

QA999 



DEBELLO. N 

7906040179 

50-482 

0 

DEft lENZO. P P 

7906210435 

50-285 

8 


DEaOER. T.K, 

7906110069 

WASTE MOT 

DETTENMEIER. R 

7906260633 

50-237 

<1 


DECONCINI. D. 

7906280266 

CQMMI68I0N 

DEUKM6JIAN.0 

7906210372 

PROJ 



DEEO.F H 

7906070254 

50-333 

J 

DEULIN, J 

79061 50222 

50-317 

Q 


DEKEULLE.E H 

7906270264 

50-280 

H 










DEVINCENTI8. J 

7906180325 

50-568 

A 


DEITZ. V.R 

7906200470 

FOIA 


DEVLIN. J U, 

7906210055 

70-020 

C 


DELANEY. J. C 

790626062S 

70-143 

C 

DEVLIN. J.M 

7906140193 

30-309 

a 


DELANEY. J C 

7906290733 

70-687 

C 

DEVLIN. J U. 

790 60400 &9 

30-272 

Q 


DELANEY. J C. 

7906290738 

70-607 

C 

DEVLIN. J N 

7906140140 

70-364 

c 


DELAPAZrA 

7906050004 

PRM 











DEVLIN. J U 

7906260568 

70-33 

c 


DELAPAZf A 

7906220059 

PRM 


DEHEASE, EL 0 

7906140322 

50-260 

8 


DELDEOnOE.L 0. 

7906140385 

30-373 

8 

DEHEASE. J 0 

7906150283 

50-259 

R 


DELDEOROE.L 0 

7906250284 

80-373 

B 

DEWEABE. J 0 

7906150279 

50-259 

R 


OELILLQ. 0. 

7906010249 

FOIA 


DEXTER. W. D 

7906200244 

40-0602 

C 


DELLA RATTAi A. 

7906210228 

50-320 

P 










DEYOUNO.ft C 

7906070334 

FOIA 



CEKLail. D. J 

7906290678 

30-329 

0 

DEYOUNG. R C 

7906070065 

50-443 

H 


0ENE83. 8. J 

7906260395 

30-84 

J 

DEYOUNG, R.C 

7906050216 

NUREO 



OENIdaWSKIrVf 

7906150420 

30-273 

A 

DEYOUNO. R C 

7905290343 

NUREO 



SEHTC]N.H R 

7906250304 

30-599 

A 

DEYOUNG, R C 

7906290331 

50-320 

P 


IJENTON.H R. 

7906070188 

FOIA 











DIAMOND, 0 J 

79 




DEHTDNtN R, 

7904100012 

50-320 

F 

DIAZ, N J, 

T 




DENTON. H a 

7906250211 

30-374 

A 

DICKERSON. K W 

7 




DENTON. H a, 

7903300226 

30-230 

U 

DIENHART.A V 





DENTON. H a 

7906060118 

30-334 

P 

DIENHART. A V 





DENTON. N ft. 

7906060120 

FOIA 







DENTON. K R 

7903300582 

NUREO 







DENTON. H R. 

7906060136 

FOIA 







DENTON. H R 

7906070001 

50-320 

H 






DENTON. N R 

7906080007 

30-10 

U 






DENTON. H R 

7906260319 

30-346 

P 






DENTON. H R 

7906010297 

50-275 

H 






DENTON. H,R. 

7906260038 

50-320 

P 






DENTON. H R 

7906050039 

30-237 

P 






DENTON. H.R 

7906040398 

8ECY 







DENTON. H R 

7906110408 

30-280 

U 






DENTON. K, R, 

790602012S 

30-280 

P 






DENTON. H. R. 

7906020130 

50-280 

P 






DENTON. H, R 

7906290701 

30-220 

H 






DENTON. H. R 

7906040042 

50-443 

0 






DENTON. H. R. 

7906230047 

50-280 

H 






DENTON. H.R, 

7906120087 

ORO 







DENTON. H. R 

7906280033 

30-352 

A 






DENTON. H, R 

7906180393 

50-352 

H 






DENTON. H. Hs 

7906220491 

30-275 

0 






DENTON. H.R 

7906270088 

30-320 

0 






OENTONj H. R 

7906200466 

30-322 

0 






OEKTQNiH.R, 

7906210418 

30-200 

H 






OCKTON. M R 

7906230101 

30-309 

P 






DENTON. H.R, 

7906270008 

30-200 

H 






OENTQNrH R, 

7906270020 

30-200 

H 






OENraN.H.R. 

7906270033 

30-200 

H 






OENTQNrH. R 

7906270033 

50-200 

M 






OENrONrH.R. 

7906270060 

30-200 

H 






DENTON, a R 

7906270069 

50-200 

H 
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DOLAN, J E 

790&.270tSS 

50-315 

Q 


DOLANi J. E 

7904230237 

50-313 

0 


DOLAN. J E 

790A2fi0344 

S0-3IS 

Q 


DOLAN. J. £ 

7904080244 

50-320 

Q 


DOLAN. J £ 

7904 L 30329 

30-313 

0 


DOLAN. U E 

7904 1 30287 

30-315 

P 


DOLAN. J E 

7904210201 

50-316 

8 


DOLAN. U E 

7904230291 

30-315 

P 


DONAHUE. J F 

79040200S4 

30-254 

Q 


DONAT. T 

7904210304 

50-327 

0 


OQNO, R Q 

7906230487 

50-201 

P 

UCRL-52975 

DONNELLY, H H 

790621 0262 

50-320 

U 


DONNELLY. N H 

7904310260 

30-320 

u 


DOUGHERTY, a B 

7906200596 

so-saa 

0 


DOUGHERTY. T M 

7906040410 

50-437 

0 


DOUGHERTY. D J 

7906 1 60040 

CONTRACT 


DOUGHERTY. D J 

7906 1 60035 

CONTRACT 


DOUGHERTY. D J 

7906190191 

CONTRACT 


DOUGHERTY. D J 

7906270099 

CONTRACT 


DOUGHERTY. D U 

7906150123 

CONTRACT 


DOUGHERTY. D J 

7906150135 

CONTRACT 


D0UGLA35.R M 

7906040191 

50-317 

8 


DOUGLASS, R » 
DOYLE. H M 

DOYLE. H a 

79060403S4 

7906040161 

7906240303 

50-310 

PROJ 

PROJ 

8 


HOYLE. R J 

7906020113 

REB 


7906020115 

DRAKE. J H 

7903310415 

50-361 

0 


DRAKE. J H 

7906210340 

30-206 

Q 


DRAKE. J H 

7906220299 

50-361 

A 


DRAKE. J H 

7906140469 

50-206 

P 


DRAKE. U K 

7906230321 

30-361 

K 


DREY.K 

7906080032 

50-10 

U 


DROMERICK.A 

7906140225 

50-311 

A 


DROHERICK.K A 

7906180135 

50-423 

A 


DUB I EL, R U 

7906290022 

50-320 

P 


DUCKrU R 

7906120274 

50-327 

J 


DUCK. J R 

7906190307 

50-321 

J 


DUCKrU R 

7906190419 

50-335 

J 


DUCK. J R 

7906190457 

50-302 

J 


DUDA. E 

7906110101 

50-220 

8 


DUDA.E 

7906110104 

50-220 

8 


DUDAr E 

7906130006 

50-220 

S 


DUDA. E 

7906100492 

50-220 

8 


DUDA, E 

7906220400 

50-220 

S 


DUDAr E 

7906220417 

50-220 

8 


OUFLOrM E 

7906220266 

50-346 

H 


OUFLO.H e 

7906030005 

50-389 

0 


OUFLOxK E 

7906040040 

50-498 

0 


DUFLO.H E 

7906030394 

50-329 

0 


DUFLO.H E 

7906040026 

50-309 

0 


DUFL-Q.M E. 

DUFL.O. H. e 

7906040430 

7904060010 

50-466 

PRDJ 

0 


OUFLO.M E. 

7906070119 

50-466 

G 


OUFLO.M E 

7904230101 

50-320 

0 


DUFLO.H E. 

7906010276 

50-443 

0 


DUFLO.H E 

7906210095 

50-320 

0 


DUFLQ, H E 

7906210367 

50-330 

0 


OUMAS. D 0. 

7906110434 

71-6400 

C 


DUNBAR. J, 

7906190447 

50-249 

a 


DUNBAR. J. 

790622029 1 

50-237 

a 


DUNBAR. U 

DUNCAN. C F 

7906270158 

7906070022 

80-249 

QA999 

8 


DUNDASiH J 

7906070193 

50-266 

J 


DUNEFELD. H 

7906020160 

50-320 

P 


DUNHAK. H. a 

7906140053 

71-314 

C 


DUNHAH. M. S. 

7906140057 

71-314 

c 


DUNN. 8 H, 

7906230140 

TOPREP 


BAM-t0074A 

DUNN.C N 

7906070235 

50-334 

a 

DUNN^C N 

7906160060 

30-334 

p 


DUHN.C N 

7906270196 

50-334 

0 


DUNN<C N 

7906050202 

50-334 

p 


DUNN.C.N 

7906290746 

50-334 

0 


DUNN.C, N. 

7906050275 

50-334 

R 


DUNN. C N 

7906100601 

50-334 

Q 


DUNN. C, N 

7906210131 

50-334 

P 


DUNN.C N 

7906220331 

50-334 

P 


DURRr J P 

7906040180 

50-322 

a 


DURRf J, P. 

7906070213 

50-307 

o 


DURST. 8 H 

7906100004 

NUREO 


NUREO/'CR-0796 

DYER.N C 

7906180707 

80-295 

p 

NUREO/CR-0715 

DYER. J A 

79O6SOO310 

90-330 

0 


OYER.J A. 

7906200420 

50-320 

p 


DYKES. U. 9 , 

7906130006 

70-2623 

c 


OZURZKi A. A, 

7903250393 

50-320 

H 


EAOLETON. T F. 

7906250439 

80-402 

U 


EARLY, P. J 

7906130227 

50-206 

P 



AUTHOR 
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NUMBER 
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NUHOER 

EARLY. P J 

7906120034 

50-206 

Q 


EARLY. P, J 

7906010106 

50-206 

Q 


EARLY. P J 

7906070246 

50-206 

0 


EARLY, P J 

7906120266 

30-286 

0 


EARLY, P J 

7906130374 

50-333 

R 


EARLY. P ^ 

7906190417 

50-333 

P 


EARLY. P U 

7906150275 

50-206 

0 


EARLY, P, J 

7906150285 

50-333 

H 


EARLY, P J 

7906190291 

30-286 

0 


EARLY, P J 

7906190364 

30-286 

F 


EARLY, P J 

7906100393 

30-286 

P 


EARLY, P J 

7906190506 

50-206 

P 


EARLY, P U 

7906260445 

50-333 

0 


EARLY. P J 

7906260461 

50-206 

Q 


EARLY. P J 

7906260143 

50-286 

P 


EARLY. P J 

7906260428 

50-296 

r 


EARLY, P J 

7906260423 

50-333 

p 


EARLY, P J 

79062B0082 

30-206 

Q 


EARLY, P U 

7906280121 

50-333 

P 


EATON, A M 

7906290230 

RES 


7706290250 

SaNETER. S D 

7906260165 

30-334 

0 


ECKART, L E 

7906140627 

50-359 

0 


ECKERMAN. H 

7906210266 

50-201 

H 


ECONOmS. N 

7906070114 

50-339 

Q 


ECONOhOS. N 

7906140147 

50-370 

0 


ECQNOKOS. N 
EDELMAN. M R 

^906210060 

7906070091 

50-309 

REGQD 

G 


EDGAR. G U 

7906230104 

50-556 

0 


EDGAR. G L 

7906250205 

50-556 

G 


EDISON. 0 E 

EDLOW. J 

EOLON. J 

EDLQN. J 

EDLON. J 

7906280010 

7906050072 

7906050077 

7906160057 

7906290585 

50-320 

XPORTLIC 

XPORTLIC 

XPORTLIC 

SECY 

P 


EHERTS.R F, 

7906070301 

50-317 

8 


EHRENSPEROER.W 

7906050297 

50-424 

F 


EKRENSPEROER.M 

7906060204 

50-424 

H 


EHRCN8P EAGER. W 
EICHELDlNGEftrC 

7906130327 

7906070274 

50-424 

TOPREP 

A 


EILPEPtN. S, F 

7906200399 

50-320 

P 


EIRCKSON.L.W 

7906080139 

50-344 

G 


EI8ENHUr, D O 

7906230135 

50-320 

U 


EISENHUT, D 0 

7906060120 

50-309 

H 


EISENHUr. D 0 

7906290054 

50-312 

K 


EISENHUT. D 0 

7904260513 

50-320 

P 


EISENHUT. D 0 

7906020102 

50-301 

G 


EISENHUT. D 0 

7906020180 

GEN TEC 

IS 


EISENHUT. D 0 

7906250039 

50-200 

P 


EISENHUT. D 0 

7906250070 

50-334 

P 


ELAHi D. D 

7906280150 

50-320 

P 


ELAM. B. D 

ELIA8EN. A N 

7906280152 

7906120112 

50-320 

REGOD 

P 


ELIN.J 0 

7906210347 

50-361 

Q 


CLLEMAN. T 8 

7906070083 

50-111 

G 


ELLEHAN. T S. 
ELLERSKAl^.L C. 
ELLERSHAHiL E 
ELLER8HAH. L E 

7906210384 

7906010114 

7906060059 

7906230049 

50-111 

QA999 

□A799 

QA99? 

G 


ELLIS. R. C 

7906270260 

50-200 

H 


ELL 1 8. J. 

7906070305 

50-445 

G 


ELLI8, J. L 
EHBHWrULER, T. R 

7906110044 

7906070233 

WASTE HOT 
FOIA 


ENDRE8.0. H 

7906020105 

NUREG 


NUREO /CR -0426 V3 

ENOELDER. T C, 

7906190544 

70-024 

C 


ENGEL, D A 

7906100010 

50-596 

•0 


ENOELHARDTr T, F 

7906010163 

50-536 

H 


ENOELMARDT. T. F 

7906010307 

30-482 

H 


ENOELHARDT, T.F 
ENOELMARDTi T. F. 

ENOELKEN.R H 

7906100697 

7906070219 

7906290214 

70-1729 

lOCFR 

ItiE 

C 


ENOELKEN, R. H 

7903040359 

50-320 

3 


ENOELKEN.R H 

7906130132 

50-133 

Q 


ENOELKEN. R. H 

7906130133 

50-397 

Q 


ENOELKEN. a H 

7906120043 

50-520 

Q 


ENOELKEN. R, H 

7906120047 

50-133 

Q 


ENOELKEN. R H 

7906120040 

50-344 

Q 


ENOELKEN. R H. 

7906120051 

50-206 

Q 


ENOELKEN. R K. 

7906120053 

50-312 

G 


ENOELKEN. R H. 

7906120057 

50-397 

G 


ENOELKEN. R H. 

7906180432 

50-360 

Q 


ENQELKEHfR H 

7906180436 

50-94 

Q 


ENOELKEN. R H 

7906100439 

70-1257 

C 


ENO^KEN.R H 

7906100442 

50-107 

Q 


ENOELKEN. R, H 

7906180443 

50-220 

Q 


ENOELKEN, R. H. 

7906100447 

50-200 

Q 
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ENGELKEHiR H 

790&tS0490 

30-326 

Q 

ENOELKEH«R H 

7906180373 

50-133 

0 


ENGELKEKiR H 

790i> 160491 

30-106 

Q 

ENOELKENtR H 

7906180374 

SO -273 

G 


ENGELKEN, R H 

7906100494 

30-142 

a 

EMOELKENiR H 

7906100373 

50-312 

a 


E^GELKENrR H 

7906100436 

30-224 

Q 










ENOELKENiR H 

7906150090 

50-397 

Q 


EKOELKE^. R H 

79061S0458 

50-113 

0 

EMOLEiL B 

7906200316 

50-368 

p 


ENOELKER, R H 

7906180499 

50-433 

0 

ENGLE. L B 

7906270097 

30-320 

0 


EHOELKEK, R H 

7906100462 

30-139 

0 

ERBrC M 

7906290123 

50-461 

Q 


EHO£L»^M, R H 

7906100463 

30-27 

<1 

ERBE. H 

7906230337 

50-330 

0 


ENGELKEN, R H 

7906100467 

30-394 

0 










ERICKSON^L N 

79060702 IQ 

50-344 

0 


ERGELHEN,R H 

7906180472 

30-328 

0 

EttlCKSON.P B 

7906290660 

30-285 

p 


EKGELKEN, R H 

7906180476 

30-344 

Q 

ESSIOiT H 

7906020063 

50-293 

0 


EKGELKEM, R H 

7906180479 

30-133 

0 

ES8I0. T H 

7906250125 

50-263 

Q 


ENGELKEKiR H 

7906180481 

30-206 

0 

EQTEVES^R M 

7906200157 

50-320 

p 


EKGELKEM, R K 

7906100484 

30-312 

Q 










ETHERIDGE. H R 

7906190001 

QA999 



ENGELKEN. R. H 

7906100400 

30-397 

Q 

ETHER INOTON.H 

7906260369 

ACR 8 



EMCELKEN. R. H 

7906190016 

30-89 

0 

ETHER INOTONiH 

7906250474 

ACR 8 



ENOELKEN, R. H 

7906190020 

50-70 

0 

ETHER INOTON.H 

7906100649 

50-320 

0 


E^OEiLKENfR H 

7906110070 

30-133 

Q 

ETt^RlNOTON.H 

7906120076 

50-320 

T 


EJ4GELKEN,R H 

7906110073 

30-344 

Q 










ETHER I NO TON/ H 

7906120037 

50-320 

u 


CMGELKEHiR H 

7906110079 

30-206 

0 

ETHER INOTONfM 

7906150224 

50-320 

T 


EN06LKEN, R H 

7906110077 

30-312 

0 

ETHER INC TON, H 

7906290663 

ACR 8 



EHGELKER, R H 

7906100219 

30-133 

G 

ETHER INOTONiH 

7906290655 

ACRE 



EHOELKENrR H 

7906100221 

30-344 

B 

ETHER INOTON.H 

7906290647 

AGR 8 



EHGELKENrR H 

7906100223 

50-206 

8 










EVANS. V R 

7^06130210 

50-317 

Q 


EtfGELKEK«R H 

7906180228 

30-312 

8 

EVANS. D J 

7906100676 

PROJ 



ENOELKEN.R H 

7906100231 

30-397 

6 

EVENSONiL J 

7906160030 

PR 



ChlGELKEN.R K. 

7906180213 

50-328 

S 

EVERETT. R J 

7906210033 

30-320 

P 


eHQELKENtR,H 

7906000213 

30-360 

Q 

EVERETT. R J 

7906010291 

30-274 

a 


ENGEUKEHtR H 

7906090214 

70-984 

C 










EVRAETS. J C 

7906070051 

PR 



EI4GELKEK«R H 

790608021 S 

30-220 

0 

eVRAETS. J C 

7906140661 

PR 



E^aELKEN«R H 

7906000216 

30-70 

0 

EUALO.S G 

7906200160 

30-200 

Q 


ENGELKEN.R H 

7906000218 

70-1237 

c 

EWALD .8 G 

7906100600 

30-280 

G 


EKGELKEN.R H 

7906080219 

30-09 

0 

EWALO 18 C 

7906200434 

50-320 

P 


EHQELKEN.R H 

7906080220 

70-734 

c 










FABIAN. D F 

7906220072 

SO-320 

H 


ENOELKEN.R H 

7906000222 

70-734 

c 

FABRNER.W J 

7906000264 

50-341 

8 


ENQELKEN 4 R H 

7906000223 

30-107 

Q 

FAGOART. J R 

7906140576 

30-480 

H 


ENOELKEN^R H 

7906000224 

30-94 

G 

FAHRNER.W J 

7906000263 

50-341 

3 


EhlGELKErt.R K. 

7906000226 

70-23 

C 

FAIRO 8 ENT 1 J E 

7906210269 

50-320 

P 


ENOELKENiR H 

7906080227 

30-394 

a 










FAI 8 T 1 G A 

7906200261 

71-108 

C 


ENOELKENrR H 

7906000220 

50-106 

0 

FAKUNDINY.R H 

7906030226 

NUREO 


NUREO/CR-0644 

EriGELKE(4rfl H 

7906080230 

30-280 

Q 

FARMELO. D R 

7906210339 

50-331 

P 

BCL-399-9 

EMOELKENrfl H 

7906090232 

30-113 

0 

FARON.R 0 

7906130193 

50-244 

P 


ENGELKEI 4 ,R H 

7906000233 

30-224 

0 

FARR, a J 

7906270167 

50-324 

s 


ENCELKEH, R H 

7906080234 

30-326 

Q 










FARRAR. M 

7906060219 

PROJ 



ENGELKENrR H 

7906080236 

50-142 

a 

FARRAR. H C 

790629003 1 

30-339 

T 


EMCELKEtJrR H 

7906080237 

30-433 

G 

FARRAR. H C 

7906290038 

30-339 

T 


ENCELKEf^,R 

7906000230 

30-139 

G 

FARRAR. M C 

7906290090 

30-339 

T 


ENGELKENiR H 

7906000239 

50-27 

Q 

FARANQi A. N 

7906010039 

30-394 

0 


ENGELKEKiR H 

7906000240 

90-328 

Q 










FASANO, A H 

7906260222 

30-320 

0 


ENGELKEN.R H 

790608024 1 

30-133 

a 

FASANQ. A N 

7906230470 

50-311 

Q 


ENGELKCNrR H. 

7906080242 

30-344 

Q 

FATE. M E 

7906200333 

30-320 

P 


ENGELKENrR H 

7906080243 

30-206 

0 

FAULKENBERRY. B 

7906260347 

30-312 

Q 


ENGELHENrR H 

7906080244 

30-312 

G 

FAULKENBERRY. B 

7906200149 

50-206 

Q 


ENOELt^E^, R H 

7906080243 

30-397 

G 










FAULKENBERRY^ B 

7906230449 

30-394 

Q 


ENGELKEr^iR H 

7906180261 

30-328 

9 

FAULKENBERRY* B 

7906260343 

50-312 

0 


ENGELKErtiR K 

7906100265 

30-133 

8 

FAULKENBERRY* B 

7906230472 

30-206 

Q 


ENCELKEr^.ft.H 

7906180268 

30-344 

8 

FAULKENBERRY* 8 

7906230442 

50-73 

0 


ENOELKEN. R H 

7906100273 

30-206 

8 

FAYiC W 

7906130265 

SO-302 

A 


ENOELKENrR H 

7906180273 

30-312 

8 










FAY.C (4 

7906120421 

50-302 

A 


ENGELKEW, R. H. 

7906180200 

30-397 

8 

FAV.C U 

7906220181 

50-266 

P 


ENGELKEM, R H 

7906290376 

30-320 

P 

FAV.C U, 

7906280117 

50-502 

A 


ENOELKEHi R H 

7906130037 

30-328 

G 

FEARS. K. 

7906200361 

50-361 

0 


ENOELKER, R H 

7906130041 

B0-27S 

Q 

FECERICK.W C 

7906150424 

50-275 

A 

I pa-40? 

ERGELKERi R H. 

7906130042 

30-133 

Q 










FEIERABEND. C D 

7906260333 

S 0 - 2 B 2 

Q 


EHOELKEMrR H 

7906130043 

30-344 

G 

FEI 8 T.C K 

7906130903 

50-443 

A 


ENGELKENfR H. 

7906130047 

30-206 

Q 

FEIST. C K 

7906120293 

30-443 

K 


E^CELKEM, R H 

7906130031 

30-361 

G 

FEtT. R. 

7906210035 

REVIEH ORP 


EKGELKEM, R H 

7906130033 

30-312 

Q 

FELTEN. L D 

7906020091 

PROJ 


E BO-DOE- 13244 

EWOELWEff, R K 

7906130034 

30-397 

Q 










FELTON* J M, 

7906040199 

90-266 

H 


EMOELKEMi R. H 

7906180333 

30-320 

8 

FELTON* J M 

7906060004 

FOIA 



ENOELKEM. R H, 

7906180330 

30-133 

a 

FELTON* J. M 

7906260303 

FOIA 



ENOECKENiR H 

7906180340 

30-344 

8 

FELTON, J M 

7906010246 

FOIA 



ENOEtXENfR H 

7906180347 

30-3 12 

8 

FELTON, J « 

79060 1 0269 

FOIA 



ENOELKENrR H 

7906180331 

30-397 

0 










FELTON. J.M 

79060 7020S 

FOIA 



ENGELKEN/ R K 

7906180341 

50-206 

8 

FELTON. J. M 

7906070066 

FOIA 



EKOELKENi R K 

7906200049 

50-328 

G 

FELTON. J H. 

7906070229 

rojA 



ENGELKENi R. H 

7906200034 

50-344 

G 

FELTON. J H 

7906010121 

FOIA 



EMGELKEMrR H 

7906200036 

30-206 

Q 

FELTON. J M 

7906010253 

FOIA 



ERCELKEN, R H. 

7906200038 

30-312 

Q 










FELTON. J M 

79060 L0263 

FOIA 



£NGELKEN,R K 

7906200061 

30-397 

Q 

FELTON. J M 

7906010107 

30-320 

H 


ENOELKENRR K 

7906180361 

30-328 

8 

FELTON. J M 

7906010273 

so-aeo 

P 


ENGELKEN.R H 

7906180364 

30-133 

8 

FELTON. J, M 

7906060069 

50-334 

P 


ENOELKENiR H 

7906180363 

90-344 

8 

FELTON. J M. 

7906070216 

FOIA 



CMCELKENi R. H. 

7906180360 

80-206 

0 










FELTON. J N 

7906070232 

FOIA 



EWOetKENrR.H 

7906100370 

30-312 

0 

FELTON. J. M, 

7906010096 

FOIA 



ENOELKENfR H 

7906180371 

30-397 

8 

FELTON. J. M 

7906030078 

FOIA 
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PEL TOM, J M 

790A0IO277 

90-348 

S 

FLE I8C MAKER. 0 8 

7906070327 

30-273 

0 


FELTON. J* M 

790A1?60S3a 

FOIA 


FLEI&CHAKER.O S 

7906010341 

30-275 

0 


FELTON. J. M 

7906290017 

FOIA 


FLE18CHAKER, D 8 

7906280013 

30-275 

0 


FELTON, J « 

7906220263 

FOtA 


FLEISCHAKER. D 8 

7906280013 

30-273 

Q 


FENDRiCKr J E 

7906130^46 

71-299 

c 

FLYNN, P 

7906030030 

50-329 

0 


FENDRICK.J E 

7906130449 

71-299 

G 

FLYNN, P 

7906030160 

30-329 

0 


FERGUSON, K L 

7906210246 

TOPHEP 

HCAP-9529 

FLYNN. P 

7906140278 

50-329 

0 


FERLANDrE J 

7906040310 

90-245 

S 

FLYNN, tf 

7906180010 

30-396 

0 


FEHLANDiE J 

7906040321 

90-336 

8 

FLYNN.J D 

7906230362 

70-2830 

G 


FERMANrP H 

7906020201 

71-61 

C 

FOBESrR L 

79060B0310 

50-253 

8 


FICKIES.R H 

7906090226 

NUflEO 

NUREO/CR-0644 

rOOEL.C M 

7906280153 

50-57 

P 


FIELDER, J 

7906080229 

90-259 

J 

FOLEY, M J 

7906210333 

50-331 

P 


F 1 ELDS, H 

7906250290 

90-255 

P 

FOLSOM, J A 

7906140502 

50-443 

Q 


F1*JCKER.P L 

7906200410 

50-335 

P 

FORD 

7906290562 

30-269 

Q 


FINCKErJ R 

7906290066 

NURCO 

NUREO/CR-O64a 

FORD. D 

7906030037 

50-387 

0 


FltfFROCK, I R 

7906040407 

90-363 

0 

FORD. E.P 

7906290319 

30-269 

0 


FINFROCK. I R 

7906130103 

50-363 

<3 

FORMICA, C 

7906150420 

50-275 

A 


FINFROCK, I R 

7906020076 

30-219 

Q 

FOSTER, J 0 

7906140657 

30-358 

0 


FINFROCK, I R 

7906290820 

50-219 

Q 

FOSTERrS C 

7906070133 

30-255 

J 


FINFROCK, I R 

7906070394 

30-363 

0 

FOSTER. J e 

7906020034 

50-254 

a 


FINFROCK, I R 

7906070393 

50-363 

0 

FOSTER. J E 

7706130133 

50-331 

0 


FINFROCK. I R 

7906260567 

30-219 

a 

FOSTER. M E 

7906290236 

aA999 



FINFROCK, 1 R 

7906040174 

30-219 

p 

FOSTER. N E 

7906060101 

0A99? 



FINFROCK, I ft 

7906090319 

50-219 

p 

FOSTER. N E 

7906230035 

QA999 



FINFROCK. I R 

7906070259 

50-219 

p 

FOUKC, R L 

7906050236 

50-443 

0 


FINFROCK. I R 

7906070262 

30-219 

p 

FOX.C J 

7903300243 

30-250 

u 


FINFROCK. I R 

7906110191 

90-219 

5 

FOXtC J 

7903300235 

50-250 

u 


FINFROCK, 1 R 

79061 901 89 

50-219 

0 

FOXiH S, 

7906010209 

50-260 

8 


FINFROCK. 1 R 

7906200209 

50-219 

P 

FOX,H S 

7906120377 

30-296 

8 


FINICLE, 0 P 

7906290291 

RES 

7906290291 

FOK,H 3 

7906120329 

50-260 

B 


FINLEY. A 0 

7906260312 

50-263 

0 

FOXcH 3 

7906120304 

30-260 

8 


FINLEY. A Q 

7906260237 

50-368 

Q 

FQX*H 8 

7906130206 

30-260 

8 


FIQRELH.O 

7906130136 

50-341 

0 

FOX,H S 

7906270142 

50-260 

3 


FIORELLl.O 

7906130123 

60-329 

0 

FOK,H 8 

7906290159 

50-260 

8 


FlORELLirO 

7906130130 

90-331 

O 

FRALEY, R F 

7906250050 

30-320 

0 


FIQRELLI.O 

7706290132 

50-454 

o 

FRALEY, R F 

79061B0646 

30-320 

□ 


FIORELLl.O 

7906190229 

50-346 

0 

FRALEY, R F. 

7906220209 

50-320 

H 


FIORELLl.O 

7906190232 

50-329 

s 

FRALEY. R F. 

7906220174 

30-320 

0 


FIORELLI,© 

7906220176 

90-329 

8 

FRALEY, R F 

7906220434 

30-320 

Q 


FlOftELLI.Q 

7906040404 

50-329 

Q 

FRALEY, R F 

7906250071 

SO-320 

□ 


FlQRELLti 0 

7906090046 

60-263 

Q 

FRANK. T 

7906110092 

UABTE HOT 


FIORELLl.O 

7906010333 

50-440 

Q 

FRANKLIN.W J 

7906040417 

50-443 

M 


FIORELLl.O 

7906140962 

50-493 

0 

FRANKLIN. M J 

7906020209 

50-443 

H 


FIORELLl.O 

7906140647 

30-34 1 

0 

FRAMKLiNiW 0 

7906250426 

30-443 

M 


FiaftELLI.O 

7906090034 

50-454 

Q 

FRANK. L 

7906270180 

30-344 

P 


FIORELLl.O 

7906050222 

30-456 

a 

FRA9CIN0.P. J 

7906260027 

50-471 

G 


FIORELLl.O 

7906050234 

30-373 

Q 

FRIEDNAN.L 

7906210232 

50-320 

P 


FIORELLl.O 

79060400 45 

30-293 

a 

FRIEDHAK.L 

7906290393 

30-320 

P 


FIORELLl.O 

7906210311 

50-301 

a 

FRIZZLE.C 0 

7906130010 

30-309 

P 


FIORELLl.O 

7906210329 

50-195 

0 

FROELICH.R H 

7906040068 

30-466 

0 


FIORELLI r 0 

7906260992 

30-341 

0 

FUCHKO.J M 

7906190223 

50-340 

0 


FIDRELLI. 0 

7906290 1 1 a 

30-461 

0 

FULLER, W R 

7906270042 

50-200 

H 


FIORELLI, 0 

7906290169 

50-237 

Q 

FULLER, C 

7906150235 

50-466 

0 


FIORELLl.O, 

7906230150 

30-329 

0 

FULLERrJ K 

7906120196 

50-267 

P 


FIORELLl.O 

790626098 1 

80-373 

Q 

FULLER, J.K 

7906130344 

30-267 

Q 


rtORELLliO 

7906260987 

50-409 

0 

FURBUSH.M H 

7906040161 

PROJ 



FIORELLl.O 

7906260621 

50-282 

0 

furbusm.n h 

7906200358 

PROJ 



FIORELLl.O. 

79060 1 0052 

50-341 

C 

FURR, 8 J 

7906150340 

50-324 

8 


FIORELLl.O. 

7906070266 

90-373 

0 

FURR, 8 J 

7906080151 

30-324 

Q 


rrPRELLl.O 

7906260192 

90-330 

0 

FURR, 8 J. 

7906020181 

30-324 

Q 


FlOREtH.O 

7906260497 

90-346 

0 

FURR, 8 J. 

7906040019 

50-261 

Q 


F I ORELL t . 0. 

7906010124 

90-483 

0 

FURR.fl J 

7906140491 

30-324 

0 


FIORELLl.O 

7906020134 

50-454 

8 

FURR.S 

7 9060802 7S 

30-324 

p 


FlORELLirO, 

7906040449 

30-341 

& 

FURR.S J, 

7906270199 

30-324 

8 


FIORELLl.O 

7906230067 

50-329 

8 

OAOH, K 

7906180239 

30-279 

0 


FIORELLl.O. 

7906230074 

30-373 

8 

OAHH..; w. 

79061 9030S 

30-267 

R 


FIORELLl.O 

7906230076 

50-341 

8 


7906120161 

30-267 

R 


FIORELLl.O 

7906250149 

90-329 

Q 

OAHM. J. M 

7906120409 

50-267 

8 


FlWELLIiO. 

7906260097 

50-341 

0 

OAHHiJ M 

7906120414 

30-267 

8 


F lORELL 1 , 0 

7906220179 

30-546 

8 

OAHH. U. U 

7906260437 

30-267 

S 


FlORELLirO 

7906290149 

30-546 

8 

OALLAOBER, J. W 

7906020241 

30-277 

a 


FIORELLl.O 

7906290804 

30-546 

8 

OALLAOHCR.E J 

7906230141 

50-454 

0 


FlORELLirO, 

7906290687 

30-341 

0 

OALLAOHER.E J 

7906030057 

50-454 

Q 


FIBHERrC R 

7906210141 

30-267 

P 

OAL.LEN,K P, 

7906250184 

30-336 

0 


FlSMERrC R 

7906190490 

TOPREP 


OALLEN.K P 

7906250205 

50-356 

0 


FISHER, J L 

7906110411 

90-280 

u 

QALLlNAiG 0. 

790604008? 

30-272 

Q 


FISHER. R L 

7906260220 

70-1308 

c 

OALLOr J 

7906010081 

50-556 

0 


FITCHTER.J H. 

7906020202 

30-358 

0 

OALLO, J 

7906010089 

50-356 

G 


FITHIANp F. sI 

7906290261 

50-367 

u 

OALLO. J. 

7906020233 

50-556 

0 


FITZ^lBBONSr J E 

7906290706 

50-220 

H 

OALLO, J. 

7906020254 

50-556 

0 


FlTZOEKALD. J 

7906220221 

30-320 

P 

OALLQ. J. 

7906260490 

50-556 

0 


FLACftrC D 

7906060197 

50-320 

8 

OALLO, U 

7906000114 

50-536 

0 


'^AHEftTYi J. 

7906210063 

50-338 

0 

OALLO, J. 

7906200590 

30-356 

G 


~L ANDERS. D. 0 

7906260479 

FOIA 


OALLO. R. M. 

7906140628 

30-387 

0 


~L£I8C MAKER. D 8 

7906260990 

FQIA 


OAHBLE,O.C. 

7906200215 

PRM 
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NUKBER 
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CATEGORY 

REPORT 

NUMBER 

OAKHILL,!! P 

7906270Z70 

30-267 

P 


OAhHILUK P 

7906220433 

50-267 

P 


OAM-EY.D E 

7906260331 

70-371 

C 


QANLEV.D £: 

7906S60336 

70-371 

C 


'GA^8-E¥.D £ 
<iMFl£LL. D- K 

7906260328 

7906180363 

70-371 

PR 

c 


«AHWETT. H 

7906010166 

50-556 

H 


GARNERtR U 

7906050279 

RES 


7906030279 

QAR/JER.R M 

7906260031 

RES 


7906260031 

GAR^.E 

7906160049 

50-312 

P 


GARMER^D J 
GARSHICK. A 

7906140176 

7906210023 

50-313 

REOOD 

P 


OARVrR J 

7906190209 

30-445 

s 


GARY«R J 

7906200567 

50-445 

s 


OAfiY.R J 

7906200604 

SO-445 

A 


GARY* A J 

7906290603 

50-443 

0 


OARViR ^ 

7906120235 

30-445 

K 


GARV.R ^ 

790612020S 

50-445 

S 


CARViA J 

7906220200 

50-445 

A 


GAfiV.R J 

7906220324 

50-443 

0 


CATERER & 

7906260007 

30-230 

H 


GATES^G 

7906030338 

30-2B3 

8 


OAV^O « 

79 06260 OS 4 

50-443 

0 


OEHLE^I.P C 

7906180779 

NUFieo 


NUREQ/CR-0a25 

GEHLE^.P C 

7906210325 

NUREO 


NURE0/CR-0a24 

GEHR.A C 

GEIGER, e L 

7906020030 

7906200493 

30-392 

REOOD 

0 


GENTLER. H VI 

7906010014 

50-522 

0 


GEORGE* H H 

7906130290 

30-400 

8 


GERAS, r 

7906120324 

50-280 

U 


GESETYiK F 

7906150328 

30-219 

J 


GERETY. H F 

7906210204 

50-320 

J 


GERos. r 

7906120331 

50-200 

J 


OERTiia rt 

7906200429 

50-320 

R 


GERUSKYrT H. 

7906190482 

30-320 

H 


GETTY, ft C 

79061 S0290 

50-133 

R 


GEVDOM. J L 

7906110097 

WASTE MOT 


oxnaoNSiT D. 
DtBBOM* T 

7906030140 

7906060145 

30-416 
FOX A 

Q 


GtBBS*H E 

7906020233 

50-556 

0 


QXBBS/tl E 

7906020234 

50-536 

0 


0IBB8*H E 

7906290S10 

30-233 

0 


OEBB3.M E 

7906260490 

50-556 

0 


OtBSQM. C I. 

7906260613 

RES 


7906260613 

OiBGGH. A 

7906210002 

50-320 

p 


QIBBOH. A 

7906200431 

50-320 

p 


OI8BOM*OrT. 

7906200421 

30-320 

p 


GiaSQN*A F 

7906200160 

50-280 

Q 


Gia&DH*A F 

7906070076 

50-200 

Q 


GiaSONiA F 

7906140634 

50-340 

Q 


GtBSDMiA F 

7906180680 

30-200 

Q 


OtBSQN. A F 

7906070059 

30-324 

Q 


OlBSQNrA F. 

7906200617 

30-281 

Q 


GlftSOhfrA F. 

7906210422 

50-330 

Q 


GiBSONrA F, 

7906260501 

30-230 

G 


OlFFOROiH C 

7906010063 

70-2684 

C 


GIFFORDiH C. 

7906010063 

70-2604 

C 


OrUQERT.L D 
GILBERTiY K 

7906250051 

7906150471 

50-490 

XPORTLIC 

Q 


OrLDEMEiaTERrO 
GXLINSI^V, V 

7906260007 

7906060102 

50-230 

FOIA 

H 


GlLlNSKYiV 

7906060109 

30-334 

P 


OlLlNSKYr 

OIL INSKY r V 
OlLlNSKYr ^ 
OrLlNSKY, - 
OILINSKY. V 

OtLTNSKYi V. 
OILINSKY* V 
OILINSKYiV r 
OILINSKYi V. 
OILIN8KY1 V 

OILINSKY. V 
OILINSKY. V 
OILINSKY. V 
OILINSKY. V 
OILINSKY. V 

7906060127 

7906060134 

7906180384 

7906190044 

7906020176 

7906040017 

7906070098 

7906180369 

7906140107 

7906200305 

7906020225 

7906180391 

7906180708 

7906180724 

7906140101 

50-334 

FOIA 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

lOGFft 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

P 


OILINSKY. V 
OILINSKY. V 

7906110114 

7906210079 

30-320 

lOCFR 

T 


OILINSKYi V 
OILINSKY. V. 

7906110205 

7906230156 

30-269 

lOCFR 

T 


OILLETT.W T 

7906190243 

50-316 

R 


OILLETT.M r. 

7906190296 

50-315 

R 


OXLLELAND. J E 

7906050422 

70-2443 

C 


OILLELANO. J< E 

7906040375 

30-327 

G 



AUTHOR 

ACCE8BI0N 

NUMBER 

SUBJECT 

CATEOaRY 

REPORT 

NUMBER 

OILLELAND, J E 

7906210089 

50-390 

G 


GiLLELANDtJ E 

79060 1*0135 

50-353 

Q 


GILLELAND.J E 

79061M0046 

50-390 

Q 


OILLELAND. J E. 

7906070370 

50-259 

a 


OILLELAND. J E, 

7906590503 

50-320 

a 


OILLELAND. J E 

7906^00186 

50-390 

Q 


OILLELAND. J E. 

7906190333 

50-391 

0 


OILLELAND. J E 

7906020135 

50-553 

a 


GILLELAND.J E. 

7906220185 

50-430 

a 


OILLELAND. J E 

7906140450 

50-259 

Q 


OILLELAND. J E 

7906140364 

50-327 

a 


OILLELAND. J E 

7906210090 

30-327 

G 


OILLELAND. J E 

7906140301 

30-390 

6 


GILLELAND.J E. 

7906140411 

50-510 

0 


GILLELAND.J E 

7906000277 

50-390 

B 


GILLELAND.J E, 

7906040204 

50-327 

A 


GILLELAND.J E 

7906140404 

50-390 

0 


GILLELAND.J E 

79062907 1 5 

50-259 

0 


GILLELAND.J E 

7906140406 

50-553 

a 


GILLELAND.J E 

7906140452 

90-390 

a 


OILLELAND. J E- 

7906060296 

50-430 

A 


GILLELAND.J E. 

7906140420 

50-430 

a 


GILLELAND.J E 

7906190401 

50-510 

a 


GILLELAND.J E. 

7906010196 

50-390 

K 


GILLELAND.J E 

7906010282 

50-390 

A 


GILLELAND.J £ 

7906140370 

50-390 

6 


OILLELAND, J E 

7906060293 

50-327 

A 


GILLELAND.J E 

7906000275 

50-327 

a 


OILLELAND. J E 

7906000204 

90-390 

Q 


OILLELAND. J E 

7906120390 

50-296 

P 


GILLELAND.J E 

7906130330 

50-390 

s 


GILLELAND.J E 

7906000261 

50-327 

F 


GILLELAND.J E 

7906130221 

S0-43G 

6 


GILLELAND.J E 

7906200342 

50-327 

a 


GILLELAND.J F 

7906200430 

50-327 

8 


GILLELAND.J E 

7906190301 

50-259 

p 


GILLELAND.J E 

7906200433 

50-390 

a 


GILLELAND.J E 

7906190301 

50-553 

a 


GILLELAND.J E 

7906200302 

50-327 

a 


GILLELAND. J E 

7906220271 

30-390 

8 


OILLELAND. J E 

7906220304 

50-390 

B 


GILLELAND.J E 

7906250279 

50-430 

B 


OILLELAND. J E 

7906220369 

50-259 

R 


GILLELAND.J E 

7906250269 

50-327 

8 


GILLELAND.J E 

7906210195 

50-259 

P 


GILLELAND.J E 

7906220245 

50-553 

A 


GILLELAND.J E 

7906260224 

50-553 

A 


GILLELAND.J E 

7906270218 

50-390 

S 


OILLELAND, J. E 

7906270224 

50-327 

6 


GILLELAND.J E 

7906260463 

50-327 

A 


GILLELAND.J £. 

7906280094 

50-327 

<k 


GILLELAND.J E 

7906280113 

50-439 

B 


GILLELAND.J E 

7906290294 

50-327 

B 


OILLELAND. J E. 

7906290392 

50-390 

a 


OILLESPIE.F P 

7906190594 

70-27 

c 


OlLLEaPlE. F P 

7906000169 

50-530 

Q 


OILLESPIE.F P 

7906190554 

70-624 

c 


OILLESPIE.F 

7906260514 

70-27 

c 


GILMAN. L 

7906220232 

50-320 

p 


OILMAN. M 8. 

7906030045 

90-350 

G 


OiRAROrE H 

7906210037 

50-390 

G 


GIRARD. E. H 

7906210291 

50-390 

Q 


GLENN. J £ 

7906290106 

90-320 

P 


GLENN. J E. 

7906290410 

90-320 

P 


GODDARD. R J 

7903210375 

90-295 

0 


GODDARD. R< J 

7906210359 

90-237 

0 


GODDARD. R J 

7906210337 

90-237 

0 


GODY.A 

7906030205 

70-364 

C 


GOEDE.M R 
GOLDBERG. H ft 

7906070420 

7906100244 

PR 

aA999 


V 

OQLDBERGrS C 

7903210437 

50-330 

0 


00LDBERGr8 C 

7903210426 

50-920 

0 


GOLDBERG, a C 

7906010161 

90-330 

0 


ooLDaeRO. e. c 

7906290613 

50-299 

0 


GOLDBERG. J R 

7905110359 

90-992 

A 


GOLDBERG. J R 
GOLDBERG. J R 

OOLDBERGtJ R 
GOLDBERG. J. R. 

7906070347 

7906160676 

79O6OSO110 

7906070037 

50-592 

PROJ 

PRDJ 

PROJ 

0 


OOLDSMITH. R 

GOLLER.K.R 

GOLLER.K.R. 

7906210067 

7906070195 

7903200100 

90-320 

FOIA 

ORG 

P 


GOODE. N N 

79061302 U 

90-320 

a 


GOOPHOPE. A C 

7906040147 

90-949 

0 


OOODNDPEi A. C. 

7906260540 

30-471 

T 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

OOQDSTEINiB J 

790^08008 S 

50-332 

0 

OREOORY.M V 

79061B0762 

NUREO 


NUREG7CR-0713 

CQODMIN, J 

79G&I50433 

71-294 

C 

GREGORY* M U 

7906JB0770 

NUREO 


NURE07CR-0714 

GCQDUIhf^ J 

790&1S0440 

71 -294 

C 

ORETH. R 

7906070337 

50-230 

H 


GOQDUlNiC 

79OAO4O101 

30-344 

8 

GREY. A E 

7906110057 

WASTE MOT 


OOQDUINiC 

7906270005 

30-320 

Q 

GREY. R 

7906260506 

50-596 

0 


OOODMiNr C 

7906090349 

50-344 

P 

GREY. R 

790626051 1 

30-596 

0 


GOODWrM. C 

7906060281 

30-344 

Q 

GRIOLEY.R L 

7906150253 

TOPREP 



GOODUm. C 

7906220344 

30-344 

P 

ORIDLEY. R L 

7906150344 

TOPREP 



GOODHIMiC 

7906260466 

90-344 

E 

ORIOLEY.R L 

7906260415 

TOPREP 



OOPPELi M 

7906070132 

SECY 


ORtER.a H 

790O040038 

30-443 

G 


GQPPEL, M 

7906200293 

KPDRTLIC 


GRIER. 9 H 

7906130469 

50-320 

H 


OQRDON, D 

79061SOOOS 

30-320 

H 

ORIER.B H 

7906180383 

50-412 

0 


GORDON. 0 H 

7906040210 

30-10 

F NEOC-24199 

GRIER. B H 

79061 BO309 

30-363 

0 


GORE. J U 

7906070079 

REOOO 


ORIER.B H 

79061BO394 

30-322 

a 


GORE.J W 

7906130194 

PR 


ORIER.B H 

7906180397 

50-423 

Q 


QOSSrCK.L V 

7812090384 

30-437 

A 

GRIER. B H 

7906100400 

30-410 

0 


dOBSrCKiL V 

7904020240 

WASTE MOT 

GRIER, B H 

7906100405 

30-352 

a 


GOSSICK.L V 

7903230294 

□RO 


ORIER.B H 

79061B0407 

50-307 

a 


OOSSICK, L V 

7906060130 

FOIA 


ORIER.B H 

7906180413 

30-311 

Q 


cosarcK.L v 

7906210207 

30-320 

P 

ORIER.B H 

7906180416 

30-443 

0 


OOS8ICK«L V 

7906210134 

30-320 

P 

GRIER.B H 

7906180417 

50-405 

0 


OQSaiCKrL V 

7906010281 

50-596 

0 

GRIER. B H 

7906110006 

30-293 

0 


ODSSICK.L V 

7906210108 

30-320 

P 

ORIER.B H 

7906110007 

50-317 

0 


GOSQrCK.U V 

7906210194 

30-320 

P 

ORIER.B H 

7906110009 

50-3 

Q 


QOSSICK.L U 

7906210191 

50-320 

P 

ORIER.B H 

7906110010 

50-213 

Q 


OQBSICKtL U 

7906070234 

30-320 

P 

ORIER.B H 

7906110011 

50-334 

Q 


003S1CK. L V 

7906090166 

50-482 

u 

ORIER.B H 

7906110018 

50-412 

Q 


OOSSrCK. L v 

7906080009 

50-10 

u 

ORIER.B H 

7906110013 

50-363 

Q 


OOaSICK* L V 

7906260109 

50-437 

u 

ORIER.B H 

7906110014 

30-219 

0 


GOSSrCK, L V 

790626034 1 

50-269 

u 

ORIER.B H 

7906110013 

50-322 

Q 


OOSaiCKf L V 

7906260382 

PR 


ORIER.B H 

7906110016 

50-289 

Q 


GDSSICRi L V 

7906260306 

50-230 

u 

GRlERrB H 

7906110019 

30-245 

Q 


005SrCK*L V 

7906220136 

FOIA 


GRIER. B H 

7906110021 

50-410 

Q 


OaSBICK^ L V 

7906290243 

50-367 

u 

GRIER. B H 

7906110022 

50-220 

0 


OPSSICK. L V 

7906290271 

30-498 

u 

GRIER. B H 

7906110024 

50-266 

Q 


G06S1CK. L V 

7906270220 

50-273 

u 

GRIER. B H 

7906110027 

50-333 

Q 


GOUOE.M U 

7906020144 

30-553 

0 

GRIER. B H 

7906110029 

50-277 

Q 


GOUGE. H J 

7906180764 

30-413 

0 

GRIER. B H 

7906110031 

50-352 

Q 


COUGErll J 

7906360247 

30-566 

a 

ORIER.B H 

7906110033 

50-367 

a 


GRADI&afIrB 

7906290173 

30-358 

u 

GRIER. B H 

7906110037 

50-311 

Q 


GRAMAH.M E 

7906060177 

30-261 

J 

GRIER. B H 

7906110039 

50-272 

Q 


GRAHAM. P D 

7906030103 

30-336 

0 

GRIER. B H 

7906110041 

50-443 

0 


GRAHAM. K J 

7906180010 

30-324 

Q 

ORIER.B H 

7906110042 

50-465 

Q 


GRAHAM. H J 

7906090 121 

30-302 

Q 

GRIER. D H 

7906110045 

50-244 

0 


GRAHAM. M J. 

7906200490 

30-890 

0 

ORIER. B H 

7906110046 

50-271 

Q 


GRANT. J 6 

7906010122 

30-346 

0 

ORIER. B H 

790611 0048 

30-309 

0 


GRANT. J 8 

7906070417 

PR 


ORIER. B H 

7906110049 

50-89 

Q 


GRANT. 0 8 

7906190993 

30-346 

0 

ORIER. 9 H 

7906020142 

50-219 

P 


GRANT. J 8 

7906140631 

PR 


ORIER. B H 

7906030006 

50-219 

Q 


GRANT. U B 

7906010300 

50-346 

Q 

ORIER.B H 

7906130161 

50-293 

Q 


GRANT. U 8 

7906020240 

30-346 

Q 

ORIER. B H 

7906130162 

50-219 

0 


GRANT. J & 

7906 14^249 

30-346 

0 

GRIER, a H 

7906130163 

30-322 

Q 


GRANT. J a 

7906060232 

50-346 

G 

GR lER. 9 K 

7906130164 

50-245 

Q 


GRANT. J 8 

7906060291 

50-346 

Q 

CRIER. B.H 

7906130165 

50-220 

Q 


GRANT. J 8 

7906230140 

50-346 

a 

ORIER. B H 

7906130167 

50-410 

Q 


GRANT. J B 

7906230119 

50-346 

0 

CRIER. B H. 

7906130168 

50-333 

0 


OR AMT ( 8 

7906230037 

50-346 

0 

ORIER.B H 

7906130170 

50-277 

8 






ORIER.B H 

7906130172 

50-358 

0 






ORIER.B K 

7906130173 

50-387 

0 






ORIER.B H. 

7906130174 

50-354 

0 






ORIER.B H 

7906130177 

30-271 

Q 






ORIER. B H 

7906140595 

50-219 

P 






ORIER. B H 

7906120149 

50-293 

a 






DRIER. B Ff 

7906120150 

50-317 

0 






ORIER.B H 

7906120152 

50-3 

Q 






ORIER.B H 

7906120154 

30-213 

0 






ORIER. B H 

7906120156 

50-418 

Q 






ORIER. B.H 

7906120158 

50-334 

0 






GR lER. B. H 

7906120162 

30-219 

Q 






ORIER.B H 

7906120163 

30-363 

Q 






GRIER. B H 

7906120166 

50-322 

Q 






DRIER, B H 

7906120169 

30-320 

Q 






GRIER. B H 

7906120171 

50-309 

0 






ORIER. B H, 

7906120176 

50-243 

8 






ORIER.B K 

7906120177 

50-220 

0 






ORIER. B.H 

7906120182 

50-410 

Q 






ORIER, B, H 

7906120103 

50-333 

0 






ORIER. B H 

7906120187 

50-266 

0 






ORIER , B H 

7906120100 

50-277 

Q 






ORIER.B H 

7906120189 

50-352 

Q 






ORIER, a H 

7906120192 

50-307 

0 






ORIER.B H 

7906120194 

50-311 

0 






ORIER, B H. 

7906120197 

50-272 

0 






ORIER, B H 

7906120196 

50-443 

Q 






ORIER.B H 

7906120201 

50-244 

0 



PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESS ION 
NUKBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

GRIER* e H 

7906120205 

50-485 

Q 


H 

7906150205 

50-271 

Q 


H 

7906120206 

50-29 

Q 


GRIER. B tl 

7906130043 

70-135 

G 


GRIER. B H 

79062 1056B 

70-364 

C 


0RieR*B H 

79061 10115 

50-293 

0 


CRIER* B H 

7906110116 

50-317 

0 


GREER* H 

790611011a 

50-3 

Q 


GREER* B H 

7906110119 

30-213 

0 


GREER* a H 

7906110120 

50-334 

Q 


CRIER. a H 

7906110122 

50-219 

Q 


ORtER.S H 

790611013S 

50-209 

Q 


GRIER* 8 H 

7906110137 

50-309 

Q 


GRIER* 8 H 

7906110138 

50-245 

Q 


0RIER*8 H 

7906110142 

30-280 

Q 


GRIER. B H 

7906110143 

50-333 

Q 


GRIER. B H 

7906110144 

50-206 

0 


GRIER. B. H 

7906110146 

50-277 

0 


GRIER* B H 

7906110149 

50-272 

0 


CRIER. B H 

7906110149 

50-244 

Q 


GRIER. B H 

7906110150 

30-271 

0 


GRIER. B H 

7906110153 

50-29 

Q 


GRIER* B H 

7906200507 

50-320 

Q 


GRlEft*a H 

7906260029 

50-193 

Q 


CRIER* a H 

7906260026 

50-104 

0 


GR lERi B H 

7906260029 

30-47 

0 


GRIER. B H 

7906260030 

50-170 

0 


GRIER. B H 

7906260034 

70-135 

c 


GRIER. D H 

7906260035 

70-020 

c 


GRIER. Q H 

790636003Q 

70-371 

c 


GRIER. B H 

7906260040 

50-801 

0 


GRfER. B If 

7906260044 

70-1143 

c 


CRIER. B. H 

7906260046 

50-54 

Q 


ORIER. Q H 

7706260040 

70-1100 

c 


CRIER. B H 

7906260051 

50-22 

Q 


GREER. B M. 

7906260053 

70-33 

C 


CREERrEl H 

7906260059 

50-20 

Q 


GRIER* Q li 

7906260060 

50-57 

Q 


GRIER*!} H 

7906260062 

50-166 

Q 


GRFER* a M 

7906260063 

50-134 

0 


GRIER* a H 

7906260065 

50-825 

Q 


GRIER* B H 

7906260066 

50-5 

Q 


GRIER* S> K 

790626006 B 

30-208 

Q 


GRIER* O.H 

7906260070 

30-223 

Q 


GREER* B H 

7906260075 

50-97 

0 


GRIER. D H 

7906260070 

50-77 

0 


GR lER 1 B 11 

7906260000 

50-199 

0 


CRIER* B H 

7906260071 

50-293 

Q 


CRIER* B H 

7906260093 

50-317 

0 


GRIER. B H 

7906260090 

50-3 

0 


GRIER* D f< 

7906260079 

50-213 

0 


GRIER* B M 

7906260101 

50-334 

Q 


GRIER* B M 

7906260104 

50-4 la 

Q 


GRIER* B H. 

7906260112 

50-219 

Q 


GRIER. B H 

7906260 It 5 

50-323 

Q 


GRIER, B H 

7906260119 

50-320 

Q 


ORIERr B H 

79062601S1 

50-309 

0 


GRIER, a H 

7906260124 

30-243 

Q 


GRiCRi a H 

7906260130 

50-220 

Q 


QRIER. a H 

7906260131 

30-410 

Q 


GRIER, B H 

7906260132 

50-206 

0 


GRIER, B H 

7906260136 

50-333 

0 


ORIERi B H 

7906260139 

50-277 

0 


CRIER. 0 H 

7906260145 

50-307 

c 


QRLERf D.H 

7906260149 

50-272 

Q 


CRIER* B M 

7906260151 

30-311 

a 


CRIER* B H 

7906260156 

50-443 

Q 


CRIER* B H 

7906260157 

50-403 

Q 


GRIER* B H 

7906260160 

50-244 

a 


GRIER. 8.K 

7906260163 

30-271 

0 


CRIER, B.H. 

7906260164 

50-29 

a 


CRIER* B H 

7906210236 

30-320 

p 


GRIER* S H 

7906000011 

30-170 

Q 


GRIER* B H 

7906000012 

30-47 

a 


GRIER* B H, 

7906000014 

50-184 

Q 


GRIER. B H 

7906080015 

50-77 

a 


GRIER* D H 

7906080018 

50-208 

Q 


GRFER* B H 

7906000021 

50-97 

Q 


GRIER* B H 

7906000022 

50-199 

Q 


GRIER* fl H 

7906080024 

50-20 

0 


GRIER. B. H. 

7906000027 

30-3 

0 


GRIER* B H 

7906000029 

30-225 

Q 


CRIER. B. H, 

7906000031 

50-223 

<1 


ORIERi B.H, 

7906080034 

50-166 

0 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

CRIER* B H 

79Q60Q0G37 

SD-134 

a 


CRIER. B.H 

7906000039 

70-135 

c 


QRIER. B.H 

7906000041 

70-1100 

c 


GRIER, B H 

79060B0043 

70-33 

c 


CRIER, B H 

79060B0043 

50-34 

o 


CRIER. B H 

7906080046 

70-020 

c 


ORIER.B H 

79C6O0OO5O 

70-371 

c 


QRIER. B H 

7906000053 

50-22 

Q 


ORIER.B H 

7906080055 

70-1143 

C 


ORIER.B H 

7906080059 

50-293 

Q 


ORIER.B M 

7906080066 

30-317 

Q 


ORIER.B K 

7906000069 

50-3 

Q 


ORIER.B H 

7906080071 

50-213 

0 


QRIER. B H 

7906080079 

50-334 

c 


ORIER.B M 

7906080084 

50-219 

c 


ORIER.B H 

7906000087 

SO-320 

Q 


CRIER. 9 H 

7906060000 

30-309 

a 


CRIER.B H 

79060B0091 

50-245 

c 


ORIER.B H 

7906080096 

30-220 

Q 


CRIER.B H 

7906000097 

30-2B6 

0 


ORIER.B H 

7906080090 

30-333 

a 


ORIER.B H 

7906000102 

30-277 

a 


CRIER.B H 

7906080104 

30-272 

Q 


ORIER.B H 

7906000106 

30-244 

Q 


ORIER.B H 

7906080111 

50-271 

Q 


GRIER. B,H 

7906080112 

50-29 

Q 


ORIER.B. K 

7906290432 

30-320 

F 


ORIER.B H 

7906220005 

50-320 

P 


ORIER.B H 

7906220141 

50-320 

Q 


CRIER. B.H 

7906270011 

50-320 

Q 


GRIFFITH. « 

7906150240 

50-466 

0 


CRIFFITH. J 
CRIFFIN* D K 

7906230043 

7906010115 

71-9079 

FQIA 

C 


GRIFFIN. W R 

7906260027 

50-471 

0 


CRIFFITHS.R 

7906260360 

50-272 

J 


CRIMES, a 

7906180340 

GEN TEC 

IS 


GRIMES* B K 

7906050150 

50-39 

p 


CRIMES* D K 

7906020233 

50-72 

p 


GRIMES, B K 

7906260252 

50-271 

p 


GRIMES. G I 

7906290192 

OEN TEC 

IS 


GRIMES. C I 

7906190118 

OEM TEG 

IS 


GROCE. R K 

7906130119 

50-309 

Q 


GROCE. R H 

7906050322 

50-309 

P 


OROCE.R H 

7906150162 

50-309 

P 


OROGE. R H 

7906220196 

50-309 

P 


ORQCE. R K 

7906130114 

30-271 

Q 


OROCE.R K 

7906140535 

50-271 

a 


OROCE.R H 

7906290096 

30-271 

c 


ORQCE, R H 

7906130106 

30-29 

Q 


QROCE, R H 

7906050276 

50-29 

p 


OROCE.R H 

7906000271 

30-29 

p 


OROCE.R H 

7906220193 

50-29 

p 


OROCE. R H 

79O62904OQ 

30-29 

p 


OROTENHUIS, H 

7906250317 

30-338 

p 


CROTENHUIS. M 

7906350056 

50-266 

p 


OROTENHUIS, M 

7906290540 

50-230 

p 


OROVE, W R 

7906200430 

30-320 

p 


GRUOAN, R A 

7906010063 

70-2604 

c 


ORU8H* H. H 
CRUSKIN.S N 

QUHIN. H A 

7906290278 

7906210372 

7906100619 

RES 

PROJ 

SECY 


7906290278 

OUMBLEfF W 

7906040310 

30-286 

s 


GUf<«t P. F H 

7*»nAA40349 

jjO-aoA 
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PERSONAL AUTHOR fNDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

REPORT 

NUMBER 

hfAIR&TON. U 0 

7906230232 

30-348 

8 


MALEiC sf. 

7906220222 

QA999 



HALE^C J 

7906290600 

QA999 



HALE.C J 

7906230036 

CIA999 



HALEY* J 

79061 100 7B 

WASTE MOT 


HALL, 6 H 

79061AG0^a 

REOGD 



NALLrW J 

7906060093 

FOIA 



HALL.fi r 

79062 7066B 

NUREG 


m/REG/CR-0336 

HALL.R £ 

7906260022 

30-409 

F 

7906260022 

HALLrR e 

7906260023 

30-277 

F 

7906260023 

HALLrfi £ 

7906290685 

30-277 

P 


HALL.fi E 

7906210013 

RES 


7906210015 

HALL. R £ 

7906220328 

30-317 

F 


HALLrR £ 

7906280136 

30-263 

F 


HALLrR £ 

7906200324 

30-413 

O 


HALLiR E 

7906220241 

30-302 

Q 


HALL. R- E 

7906230031 

30-498 

Q 


HALL. R E 

7906210032 

30-402 

Q 


HALLrR E 

7906210018 

30-283 

Q 


HALLGHBECKiC A 

79062702 1 0 

30-148 

J 


HALLER. N 

790621007L 

50-320 

P 


HAMMOND. E L 

7906200248 

50-33 1 

R 


HAMMOND. E L 

7906230299 

50-331 

8 


HANAUER.S H 

7906020 182 

50-301 

Q 


HANAUER.B H 

790421 0301 

50-300 

A 


KANAUER.6 H 

7904030314 

50-437 

A 


HANAUER.6 H 

7904 1 60286 

50-329 

E 


HANAUERrS M 

7904130347 

50-327 

A 


MANAUER. 8 H 

7904180077 

30-382 

A 


HANAUER. 8 H 

7906200076 

30-320 

P 


HANAUERr S. H 

7906060000 

FOIA 



HANCOCK* D. 

79061 10079 

HASTE MOT 


HANES, r 6 

7906220433 

71-74 

C 


HANNON* J. N 

7906030147 

30-324 

P 


HANNON* J. N 

7906250300 

30-293 

0 


HANNON. J N 

7906230201 

30-324 

P 


HANNON. J N. 

7906260093 

30-293 

P 


HANNUM. D 

7906190246 

30-254 

R 


HANSELL. D 

7906270047 

30-10 

P 


HANSEN* 0 3, 

7906260476 

30-282 

0 


HANSON. M N 

7906270248 

71-09 

■c 


HANSON. W A 

7 906 I 4 0370 

30-483 

0 


HARGETT. D J 

7906260130 

CONTRACT 



HARGETT* D 

7906270102 

CONTRACT 



HARGETT* D J 

7906180288 

CONTRACT 



HARGETT* D J. 

7906230336 

CONTRACT 



HARGETT. D U. 

7906260140 

CONTRACT 



HARLOW. 0 L 

7906010140 

30-439 

A 


HAftMON.D W 

7906100747 

SECY 



HARMON, 0 W 

7906180761 

SECY 



HARMONiD W 

7906180766 

SECY 



HARNEY. D B 

7906290372 

04999 



HAfiRrS. 0 G 

7906190110 

XPORTLIC 



HARRISON* S W 

7906060294 

50-399 

A 


HARRIS. J L, 

7906020 1 29 

50-443 

M 


HARRIS. U. L 

7906190034 

50-443 

M 


HARRIS. J, L. 

7906020087 

50-443 

M 


HARfilBrH E 

7906110411 

50-280 

U 


HARRINGTON. U. 

7906080239 

50-368 

A 


HARRINGTON. J. 

7906120279 

50-368 

A 


HARRINGTON* J. 

7906120402 

50-360 

A 


HARRINGTON) J 

7906120379 

50-360 

A 


HARR INOTON. J 

7906190208 

50-368 

A 


HARRISON. F 

7906260620 

RES 


7906260620 

HARR ISON. F 

7906260616 

RES 



HARRIS* O.R. 

7906010023 

50-366 

Q 


HARR IS. P A 

7906280048 

REVIEW ORP 


HARTjG 

7906130231 

30-320 

U 


HARVEY* J. L 

7706110033 

WAOTE MOT 


HASELTINE.U. D, 

7906010134 

50-443 

0 


HASTINGS. W 

7906010076 

30-344 

0 


NATCH. 0 G. 

7906030104 

40-0698 

c 


HAUOHNEY. C. T 

7906220142 

30-201 

H 


HAUOHNEY* C. J, 

7906230182 

70-1193 

C 


NAUGHNEYr C. ^ 

7906230049 

30-201 

P 


HAUOHNEY. C, U 

7906230069 

30-201 

P 


haughney, c. j 

7906220471 

30-201 

H 


HAUPT.C A 

7906230199 

30-437 

A 


HAVERKAHP* D. R 

7906200339 

30-320 

0 


HAWKINS, F C 

7906010336 

80-440 

0 


HAYESrD W. 

7906010336 

30-440 

a 


HAYES. D. W 

7906080037 

50-484 

Q 


HAVES. 0. W 

790626D502 

30-346 

0 


HAYNES. U 0. 

790606028Q 

30-206 

p 


HAYMESrU 0. 

7906060271 

90-206 

p 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

HUMBER 

HAYNES* J 0 

7906120286 

30-361 

A 


HAYNES* J 0 

7906220338 

30-206 

P 


HAY?«8. J 0 

7906200345 

30-206 

8 


HAYNES* R G 

7906140213 

30-361 

Q 


HAYNES) R C. 

7906220137 

30-460 

0 


HAYNES. R C 

7906130079 

30-397 

Q 


HAYNES* R C 

7906260523 

30-305 

0 


KAYH£8*R C 

7906210347 

30-361 

Q 


HAZLE,A J 

7906290803 

PROJ 



KA2LE.A J 

7906290698 

PROJ 



HEARNC* T 

7906260403 

30-482 

0 


HEATH. R A 

7906180271 

40-4492 

C 


HEGNER* J 

7906130427 

50-320 

P 


HEEDER.L H 

7905290058 

50-29 

P 


HEILE.U P 

7906280031 

30-359 

0 


KEILE.W P 

7906290520 

50-338 

0 


HE I8HMAM, R F 

790602001 1 

50-234 

Q 


HEISHMAH.R F 

7906260571 

30-346 

Q 


HEISHMANrR F 

7906250017 

30-234 

G 


HEISHMAMrR F 

7906200482 

50-346 

Q 


HEtSHHAN.R F 

7906050033 

50-331 

0 


HEI8HMAN.R F 

7906140586 

30-373 

0 


HEI8HMAN.R F 

7906140611 

30-133 

a 


HE I8HMAM)R F 

7906250128 

50-409 

Q 


HEISHMAM.fl F 

7906250147 

50-10 

Q 


HEISHMANrR F. 

7906250176 

50-235 

a 


HEISHMANrR. F 

7906260309 

50-409 

Q 


HElSHMAN.ft F 

7906260321 

50-282 

0 


HEISHMANrR F 

7906260345 

30-202 

Q 


Hei8HMAN*R F 

7906260639 

50-346 

Q 


HEISHMAN.R, F 

7906140603 

50-313 

Qt 


HE ISHMAN.R F 

7906260630 

50-237 

0 


HEISHMAN.R F 

7906020196 

50-409 

Q 


HEISHMAN.R F 

7906190550 

50-346 

Q 


MEISHMAN.R F 

7906230079 

50-237 

Q 


HEISHMAN.R F 

7906260036 

50-331 

a 


HEISHMAN.R F 

7906260337 

50-313 

Q 


HEISHMAN.R F 

7906250109 

50-346 

Q 


HEISHMAN.R F 

7906290649 

50-202 

a 


HELLER. e J 

7906040340 

50-272 

8 


HELLER, H J 

7906040170 

50-272 

B 


HELTEMEBrC. J 

7906270001 

30-320 

Q 


HELTEME8. C J. 

7906010171 

30-493 

A 


HELTEMES.C J 

7906270044 

30-320 

0 


HELTEMESrC J 

7906270022 

30-320 

0 


HELTEME8. G. J 

7906270189 

30-320 

P 


HEMeV.E O 

7906140550 

XPORTLIC 



HEHBY.E Q. 

7906290769 

XPORTLIC 



HEMDEfiSON* 0* K 

7906230147 

NUREO 



HEMDRICKtU G 

7906010090 

XPORTLIC 



HENDRICK. W Q 

7906010092 

XPORTLIC 



HENDRIErU M 

7906020041 

COMMISSION 


HENDRIE.J « 

7905290465 

COMMISSION 


HENDRIE. J. M 

7904040063 

COMMI8BION 


HENDRIE.J K 

7906130423 

30-320 

P 


HENDRIE. J, K 

7906150231 

30-320 

u 


HENDRIE* J M 

7905300532 

COMMiSaiDN 


HENDRIE.J M 

7906100304 

lOGFR 



HENDRIE.J K 

7906190044 

lOCFR 



HENDRIE.J h 

7906020176 

lOCFR 



HENDRIE.J H 

7906040017 

lOCFR 



HENDRIE* J M 

7906220129 

30-320 

H 


HENDRIEi j, h 

7906220451 

XPORTLIC 



HENDRIE.J M 

7906070098 

lOCFR 



HENDRIE, J M, 

7906100369 

lOCFR 



HENDR IE, J. H 

7906140107 

lOCFR 



HENDRIE.J M, 

7906140111 

lOCFR 



HENDRIE.J M 

7906200305 

lOCFR 



HENDRIE, J.M 

7906020223 

lOCFR 



HENDRIE.J M 

7906160391 

lOCFR 



HENDRIE.J K, 

7906100708 

lOCFR 



HENDRIE, J.M 

7906100724 

lOCFR 



HENDRIE.J. M. 

7906110319 

C0MM18BI0N 


HENDRIE* J.M 

7906110323 

COMMISSION 


HENDRIE.J K 

7906110332 

COMMISSION 


HENDRIE.J K 

7906110333 

COMMISSION 


HENDRIE, J.M 

7906110336 

COMMISSION 


HENDRIE* J.M 

7906110338 

COMMISSION 


HENDRIE. J.M 

7906110341 

COMMISSION 


HENDRIE. J.M 

79061 401Q1 

lOCFR 



HENDRIE.J. M, 

7906110114 

30-320 

T 


HENDRIE, J.M 

7906210079 

lOCFR 



HENDRIE, J.M 

7906230042 

30-392 

0 


HENDRIE.J M 

7906110208 

30-269 

T 


HENDRIE. J. H 

7906110300 

COf^lSBION 
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HENDRIEr J K 

79062 I 01 97 

50-320 

U 


iCNDRIEr J M 

7906110367 

30-200 

U 


HEKBRIE, J M 

7906110378 

50-280 

u 


HENDRtEi J 

79061 10380 

50-280 

u 


HENDRIEi J H 

7906110382 

50-280 

u 


J H 

7906110385 

50-280 

u 


ME^IE. J H 

7906110387 

50-280 

u 


HENORIE. J H 

7906110390 

50-280 

u 


HEMDRIErJ hi 

7906110394 

50-280 

u 


HE^DRIEr J H 

7906110397 

50-280 

u 


HE^lEr J hi 

7906110400 

50-280 

u 


HE^RIE^J h 

7906280257 

COMMISSION 


HE^BRIEr J K 

7906200264 

COMMISSION 


HENDRiEr J K 

7906270163 

COMMISSION 


HEMBRFEr J K 

7906280S44 

COMMISSION 


HEKORIEr J K 

7906280251 

COMMISSION 


HEKDRIEr J M 

7906270107 

COMMISSION 


HEKDRIE. J M 

7906270116 

COMMISSION 


»«:ndrie< j M. 

7906270123 

COMMISSION 


HERDRIE. J H. 

7906270129 

COMMISSION 


HERDRlEi J H. 

7906270133 

COMMISSION 


MENDRIE. J H 

7906270144 

COMMISSION 


HENBRIE. J H 

7906270150 

COMMISSION 


»ENDRlErJ K 

7906060087 

FOIA 



HENEPfhfrE E 

7906050035 

71-225 

c 


{lERRVi T P 

7906210441 

50-280 

H 


HEWHV. T P 

7906220279 

50-320 

p 


HENRY. 8 fi 

7906230124 

RES 


7906230124 

HENRY. J C. 

7906130155 

PR 



HENSLEft. D A 

7906160005 

QA999 



HENSLEY, K. D 

7906250209 

70-143 

c 


HENSLEY, K D 

7906250309 

70-143 

c 


HERBEIN, J.O 

7906040326 

50-209 

s 


flERBElN. J 0 

7906040241 

50-209 

8 


HERBEIN. J R 

7906070237 

50-209 

8 


HERBEIN, J Q 

7906270141 

50-320 

P 


KERBElNr J 0 

7906190531 

50-320 

B 


l€RBErM« J 0 

7906010212 

50-209 

F 


HERSEtN, U 0 

7906010213 

50-320 

P 


HERBEENt J 0 

7906060264 

50-289 

F 


HEREietNI* J.O 

7906120372 

50-289 

I 


HERBEIN, J.O 

7906120373 

30-209 

F 


llERBEtNi J 0 

7906150324 

30-209 

0 


HERBElNi 0.0 

7906260455 

30-320 

P 


HERB E IN, 0.0 

7906270234 

50-320 

P 


HERE E IN, 0 Q 

7906200077 

30-320 

P 


HERBEIN. 0 0 

7906290600 

30-209 

P 


KER[>T,A R 

7906010143 

50-533 

0 


MEROT. A R 

7906070302 

50-491 

0 


HERBT.A R. 

7906020144 

50-553 

Q 


HERDT, A R. 

7906140645 

50-430 

0 


HERDT.A R, 

7906040366 

50-369 

Q 


HERDT, A R. 

7906250146 

50-201 

a 


HERDTtA R 

7906140654 

30-416 

0 


HEHDTiA R 

7906180090 

50-424 

0 


KEROTiA R 

7906070162 

50-327 

8 


HER&T,A R 

7906210409 

50-281 

Q 


HERDT.A R 

7906210078 

50-416 

Q 


HERDTrA R 

7906220250 

50-348 

0 


HERDT,A R 

7906100764 

50-413 

0 


HERDTrA R 

7906260201 

50-281 

Q 


HERDTrA R 

7906260527 

50-339 

Q 


lt£RDT,A R 

7906260247 

50-566 

Q 


HEROT, A R. 

7906220101 

50-393 

a 


HERDT,A R 

7906180731 

50-327 

0 


HERINOiR F 

7906220293 

50-313 

p 


HERRIHANcC. P 

7906270020 

50-200 

H 


HERaCKiH H 

7906290749 

XPORTLIC 



HER5EV, H 

7906080260 

50-560 

A 


HE68. T 

7906150420 

30-273 

A 


HESSi R.H 

7906260378 

50-463 

0 


HICKEY, C. ft. 

7906890083 

NUREO 


NUREG-0468 

HiGK&YiC R 

7906290006 

30-320 

R 


HICKEY, C R. 

7906270110 

50-320 

P 


HtCKLE,B. J 

7906120336 

50-285 

R 


HIGOIN&OTHAMrU 

7906060 I 97 

30-320 

S 


HIOOtNS, 0 C 

7906140164 

30-29 

0 


HIGGINS, J, C 

7906050103 

50-336 

Q 


HIOI^ILL.1 K.L. 

7905160435 

ORG 



HILLER, 0 

7903200326 

50-341 

0 


HILLIAROi G.L. 

7906220203 

50-320 

P 


HINCKLEY. D.O 

7906200380 

30-320 

P 


HIND.J A 

7906000101 

30-135 

G 


HINQ, J. A 

7906020048 

50-234 

Q 


HIN&cO A. 

7906010078 

50-294 

Q 
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HINO, J A 

7906220119 

50-305 

0 


HIND, J A. 

7906220110 

30-305 

0 


HIND. J A. 

7906010079 

30-294 

0 


KIND. J A 

7906140391 

SO-2 

0 


KIND. J A 

7906140585 

30-2 

a 


HIND, J A 

7906140200 

30-264 

0 


HIND. J A 

7906140194 

30-264 

a 


HIND, J A 

7906030120 

30-266 

8 


HIND, J A 

7906000123 

50-182 

0 


HINO, J A. 

79061 B004 5 

30-234 

0 


HIND.J A 

7906000093 

30-153 

<1 


HIND.J A 

7906100039 

50-234 

a 


HIND. J A 

7906260305 

30-263 

a 


HIND.J A 

7906260312 

30-263 

Q 


HIND, J A 

7906200569 

30-409 

0 


HIND, J A 

7906260209 

30-87 

Q 


HIND.J A. 

7906260237 

30-368 

Q 


HIND.J A. 

7906260203 

30-87 

0 


HINDER6TEIN.C. 

7906010082 

30-466 

O 


HINDER8TEIN.C 

7906010003 

30-466 

0 


KINDS. J A. 

KINDS. J A 

KINDS. J A 

7906070100 
7906070167 
790620087 5 

FOIA 

FOIA 

70-1300 

c 


KINDS. J A 

7906260231 

50-368 

0 


HIMEe.E 

7906040453 

SO-341 

a 


HINES, E 

7906260108 

30-341 

0 


HINES. E 

7906140434 

50-341 

a 


HINES. E 

7906290694 

30-341 

0 


HINES. E 

7906200225 

30-341 

0 


HIMES, E. 

7906140601 

30-341 

0 


HINKLEY.D 0 

7906140093 

30-321 

0 


HI RATA, V 

HIRATA, V 

HIRBCHBERO/S H 

79D629D264 

7906290243 

7906180372 

QA999 

QA999 

71-220 

c 


HfTCKENS, 6 

7906220403 

30-346 

8 


HOAGLAND, R 0 

7906180779 

NUREO 


NURE0/CR-0a25 

HOCKiD D 

7906220340 

30-267 

J 


K0D0C8. J. U 

7906260314 

70-27 

c 


HODGES, U 

HODGES, N 
HOEFLINO.R K 

7906110403 

7906110438 

7906070363 

TOP REP 
TOP REP 
30-322 

H 


HOCFLINO.R K 

7903210425 

50-322 

0 


HOEFLINO. R K, 

7903210397 

50-322 

0 


HOEFLINOrR K 

7906040141 

70-2623 

c 


HOEFLING, R.K 

7906040143 

70-2623 

c 


HDEFLING.R K 

7906040361 

30-322 

0 


HOEFLING.R K 

7906070336 

70-2623 

c 


HOEFLING, R. K 

7906070356 

70-2623 

c 


HOEFLINO, R K 

7906070369 

70-2623 

c 


HOEFLINO, R K 

7906070376 

70-2623 

c 


HOEFLINO. R. K 

7906210116 

70-2623 

G 


HOEFLINO. R K 

7906210120 

7G-86fe3 

c 


HOEFLING, R K 

7906010319 

70-2623 

c 


HOEFLING, R K 

7906010323 

70-2623 

c 


HOEFLINO, R K 

7906010331 

70-2623 

c 


HOEFLINO, R K 

7906010330 

70-2623 

c 


HOCFLINO.R K 

7906010339 

70-2623 

c 


HOEFLINO. R, K 

7906010342 

70-2623 

c 


HOEFLINO, R. K 

7906010349 

70-2623 

G 


HOFFMAN, D P 

7906020160 

50-255 

Q 


HOFFMAN, D. P 

790629077B 

50-235 

a 


HOFFMAN. D P 

7906010239 

50-253 

s 


HOFFMAN. D, P 

790608030S 

50-255 

s 


HOFFMAN, D P, 

7906060236 

50-255 

p 


HOFFMAN, D P 

7906110163 

50-255 

p 


HOFFMAN, D P. 

7906110140 

50-255 

p 


HOFFMAN. 0 P 

7906120172 

50-253 

p 


HOFFMAN. D P 

7906130002 

90-255 

p 


HOFFMAN, 0. P 

7906150137 

50-253 

p 


HOFFMAN, D P 

79061 40375 

50-253 

p 


HOFFMAN, D. P 

7906190174 

50-155 

p 


HOFFMAN, D P 

7906200172 

50-153 

F 


HOFFMAN, D. P, 

7906220267 

30-253 

a 


HOFFMAN, D P 

7906220190 

30-233 

p 


HOFFMAN, D P 

7906260181 

50-235 

p 


HQCAHAN, 0. M, 

7906220137 

50-320 

p 


HOCEMAN. 0 R 
HOLLAND, P 

7906140873 

7906050248 

PRM 

30-237 

8 


HOLLAND, P 

7906030269 

30-237 

8 


HOLMAN, J J 

79061 4033? 

30-369 

A 


HOLHBERO.R.L, 

7906050351 

71-316 

C 


HOLODY. D. J 

7906210223 

80-320 

P 


HOOD, D. 8. 

7906140623 

30-327 

A 


HOOD.D 

7906290626 

30-829 

A 


HOOPER, F F 

7906060217 

30-838 

T 
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HOOPER. F F 

7906060193 

50^358 

T 

IPPOLITO, T A 

7906210349 

50-271 

P 

' 

HOOPER. F F 

7906060211 

30'"353 

T 

IPPOLITP, T A 

7906210353 

50-271 

P 


HOPPERiC M 

7906130126 

70-33 

C 

IPPOLITO, T A 

7906040053 

50-260 

P 


HOPPERiC M 

7906250310 

70^33 

C 

IPPOLITO. T A 

7906020171 

50-331 

P 


HORM.H C 

7906070322 

PROJ 


IPPOLITO. T A 

7906140539 

30-331 

P 


MORM.M C 

790621 037S 

PROJ 


IPPOLITO, T A 

79060703B6 

50-324 

P 


HORHr A 

7906290184 

50-3 1 2 

0 

IPPOLITO, T A 

7906070391 

50-324 

P 


HORN, A 

7906290071 

50-312 

0 

IPPOLITO, T A 

7906070404 

50-324 

P 


HORM, A 

7906290S43 

50-312 

0 

IPPOLITO, T A 

7906250074 

50-277 

P 


HORMi A 

7906290120 

30-302 

Q 

IPPOLITO. T A 

7906250079 

50-277 

P 


HORNBERGER.K D 

7906140591 

PR 


IPPOLITO, r A 

7906230083 

50-277 

P 


HORST. T H 

7906290491 

NUREO 

NUREO /CR-06 29 

IPPOLITO. T A 

7906190134 

50-259 

P 


HDSEV.C M 

7906140634 

30-348 

Q 

IPPOLITO. T A 

7906190139 

50-259 

P 


KOUSTOhTrR U 

7906220162 

50-320 

P 

IPPOLITO. T A 

7906190160 

50-259 

P 


HOWELL, S H 

7906200021 

50-32«^ 

0 

IPPOLITO. T A 

7906250088 

50-259 

P 


HOWELL, 8 H 

7906050214 

50-32? 

K 

IPPOLITO. T A 

7906250094 

50-259 

P 


HQHELLrS H 

7906070263 

50-329 

A 

IPPOLITO, T A 

79062S0103 

50-239 

P 


HOWELL, S. H 

7906150299 

50-329 

A 

IPPOLITO, T A 

7906250377 

50-333 

P 


HOWELL. S H 

7906220353 

30-329 

S 

IPPOLITO, T A 

7906250380 

50-333 

P 


HOWELL. S H 

7906220371 

50-329 

B 

IPPOLITO, T A 

7906260126 

50-290 

P 


HOWELL, 8 H 

7906280161 

50-329 

A 

IPPOLITO, T A 

7906260133 

50-298 

P 


HOWELL. J. C 

7906080101 

50-153 

0 

IPPOLITO. T A 

7906260148 

50-290 

P 


HOWELL, J. C 

7906140200 

50-264 

G 

IPPOLITO, T A. 

7906290667 

50-277 

P 


HOW 1 BON, C 

7906020034 

50-338 

0 

IPPOLITO, T A 

7906290670 

50-277 

P' 


HOVLE. J C 

7906040220 

ACRS 


IPPOLITO, T. A 

7906290700 

50-277 

P 


HOVLE, J L 

7904230125 

50-592 

A 

IPPOLITO. T A 

7906290227 

50-320 

A 


HOVLE. J C 

7906220105 

50-320 

□ 

IPPOLITO. T A 

7906290318 

50-320 

A 


HOYLE. J C 

7906190702 

50-320 

0 

IVERSON. W 

7906050115 

50-522 

0 


HOYT,H B- 

7906030370 

30-201 

P 

JABLON. R A 

7906020119 

50-445 

M 


HQVT.W B. 

7906250220 

30-201 

P 

JABLON,R A 

7906200500 

50-445 

M 


H3U, Y Y 

7906210376 

NUREO 

NUREQ/CP-0006 

JABLONSKI.F J 

7906140570 

50-483 

Q 


HUBACEK.U Q 

7906250051 

30-498 

G 

JABLOMSKI.F J 

7906260502 

30-346 

G 


HUDDLESTON, W D 

7906270058 

30-546 

U 

JACKIN, I N 

79060S0040 

50-331 

Q 


HUEHMER. H 

7906190328 

50-443 

r 

JACKSON, F D 

7906200059 

40-4492 

C 


HUFHAM,J W 

7906130463 

50-390 

0 

JACKSON. F D 

7906020123 

40-4492 

C 


HUFHAHrJ M 

79062300<?7 

50-320 

p 

JACKSON. 0 

7906210302 

70-1510 

G 


HUFHAM. J M 

7906070104 

S0-4i;6 

a 

JACKSON. T J 

7906210224 

50-320 

P 


HUFMAN. J M 

7906260921 

50-302 

Q 

JACKSON. L L 

7906200617 

50-231 

Q 


HUFMAN, J W 

7906260094 

70-1201 

c 

JACKSON. L L 

7906200402 

50-320 

P 


HUGHES, B J 

7906160002 

71-320 

c 

JACKSON, R. E 

7906130376 

50-320 

P 


HUGHES W J 

79062B0261 

COMMTSSXON 

JACKSON, R. E 

7906140565 

50-400 

A 


HULBERTrO C 

7906270276 

XPORTLIC 


JACKSON. R. E 

7906180733 

50-553 

A 


HUMPHREYS, L L 

7906220036 

50-438 

8 

JACKSON.R E 

7906290636 

50-423 

A 


HUNNICUTT.O M 

7906160010 

QA999 


JACOBSON, N H 

7906050236 

50-445 

o 


HUNNICUTT.D « 

7906210099 

OA99? 


JACOBSON. A. 

7906130182 

PR 



HUMHICUTT. D M 

7906230068 

OA999 


JACOBS, J P 

7906210283 

50-317 

p 


HVNHICUTT. D H 

7906290716 

0A999 


JACOBSON. J, P 

7906120408 

SO-368 

A 

yAEC“U49 

HUMNICUrr. D M 

7906210344 

QA999 


JAMES/ D K, 

7906120344 

50-250 

6 


HUHNICUTT.O H 

7906060101 

QA999 


JAKE6/ D K, 

7906120352 

50-250 

8 


HUNNICUTT,D M, 

7906290282 

QA999 


UANACEK. R, F, 

7906030369 

50-10 

F 


HUNNICUTT.O M 

7906290707 

QA999 


JANACEK, R, F 

7906050371 

50-237 

P 


HUHNKUTr,D M. 

7906010114 

QA999 


JANDEOIAN/0 V 

7906110007 

WASTE MOT 


HUNMICUTT.D M 

7906290236 

04999 


JANECEK.R.F 

7906040216 

30-10 

P 


HUHMICUTf. D H 

7906070031 

aA999 


J4NECEK.R F 

7906210190 

50-237 

P 


HUNMICUTf, D M 

7906060059 

QA99? 


JANECEK.R F 

7906270236 

50-10 

P 


HUNMICUTt.D M 

7906230049 

0A999 


JANEKiS K 

7906050403 

50-490 

0 


HUNNECUTT.O M 

7906230033 

aA99? 


UANKUa. B 

7906130218 

30-592 

A 


HUNNrcurr.D h 

7906290591 

04999 


UANSEN. T 

7906120305 

50-237 

8 


HUN9TAD,A A 

7906050317 

30-306 

8 

JAPE* F. 

7906290519 

50-269 

Q 


HUHSTAD.A A 

7906140234 

50-282 

R 

JAPEfF 

7906290087 

50-269 

Q 


HUHSTAO. A A 

7906140239 

30-282 

R 

JAPEr F 

7906290598 

50-269 

Q 


HUMatAD, A A 

7906120368 

50-306 

8 

JAPEr F 

7906290436 

30-269 

Q 


HUHSTAD. A A 

7906220362 

50-282 

8 

JAPEr F 

7906200279 

30-269 

Q 


HUNaTAD. A A 

7906270165 

50-282 

8 

JAPEr F. 

7906270060 

50-320 

P 


HUNT, M D 

7906040366 

50-369 

0 

JAPEr F 

7906290406 

50-320 

P 


HUNT, H D 

7906180098 

50-424 

Q 

JARVIS. 8 

7906070135 

FQIA 



HUNT, M. 0. 

7906220250 

50-348 

Q 

JEFFERB, J, 

7906120349 

50-295 

R 


HUNTER, R S 

7906260421 

50-315 

P 

JEMCKES.T A 

7906130216 

PRM 



HUNTER, V H 

7906210086 

0A999 


JEMCKESiT A 

7906200498 

REOOD 



HUNTER, U H 

7906210322 

04979 


JENKINS, 0 P 

7906200617 

50-281 

Q 


MUNiefi. V. H 

7906210406 

QA999 


JENKINS. 0 R. 

7906210422 

30-338 

Q 


HUNTINGTON, M 

7906050210 

30-307 

0 

JENS, H H 

7906050284 

50-341 

A 


HURNEY. T F 

7906220349 

50-346 

M 

JENSENrN L 

79062701 48 

30-320 

P 


HUTSON, T W 

7906260325 

50-508 

0 

JERM10AN,E P. 

7906260323 

30-307 

0 


HUTTON/ P H 

7906210020 

RES 

7906210030 

JOHN, D, F, 

7906230151 

50-443 

M 


INDYKe.C M 

7906050413 

,30-596 

0 

JOHNSON, F. 

7906140576 

50-400 

H 


INORAHiF L, 

7906220067 

50-320 

P 

JOKNSRUD.J H 

7906220068 

50-320 

0 


I MORAM, F 

7906210281 

30-320 

P 

JOHNSTON, A. 

7906200291 

50-592 

0 


INORANi F 

7906220236 

50-380 

P 

JOHNSON/ B, 

7906050443 

30-434 

0 


INORAHi F 

7906220S76 

50-320 

P 

JOHNSON. B 

7906050125 

50-434 

A 


IPPOLITO, T. A 

7906250029 

50-220 

P 

JOHNSON. N. 

7906150427 

71-291 

G 


IPPOLITO, T A 

7906250032 

30’ 220 

P 

JOmSON/H 

7906130430 

71-291 

c 


IPPOLJTO.T A 

7906250040 

50-220 

P 

JOHNaON. W, P. 

7906120282 

30-309 

G 


IPPOLITO/ T A 

7906210327 

50-271 

P 

JOHHaON.R 0, 

7906130312 

50-202 

J 


IP POL I TO, T. A. 

7906210345 

50-271 

P 

JOHNSON, R 6 

7906210237 

50-282 

J 
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AUTHOR 

ACCESSION 

NUKBER 

SUBJECT 

CATEGORY 

report 

NUMBER 

JOIMSON. R U 

7906070360 

50-344 

0 


JOHNSON. R VI 

7906070362 

30-344 

0 


JOHNSON. R H 

7906100719 

30-344 

0 


J(){|!I3.0N. R W 

7906180712 

30-344 

0 


JOMIfSON.R H 

7906190473 

30-344 

P 


JOHNSON, U P 

7B11090147 

30-443 

8 


JOHNSON, M C 

7906190152 

30-395 

Q 


jQVffJSON.H C 

7906220071 

30-393 

Q 


JQfINSDNi H C 

7906220086 

30-395 

0 


JOHNSON, n c 

7906290380 

30-395 

Q 


JOHNSON. M C 
JOHNSON, U P 
J0I«ISGN, H P 

7906220300 

7906180034 

7906200302 

30-395 

REGOt) 

REOOO 

a 


jQtVNSDM, A H 

7906030302 

50-338 

<3 


JOHNSON, J R 

7906210226 

50-320 

P 


JOHNSON. H D 

7906130035 

30-313 

0 


JOHNSON. N D 

7906290534 

30-313 

Q 


JOHNSON^ ^ 

7906290113 

30-313 

0 


JOHNSON. M D 

79062903B1 

50-313 

0 


JOHNSON. W 

7906290147 

30-31 3 

a 


JOHNSON. E H 
JOJIKSON. J M 

7906260106 

7906290391 

50-298 

QA999 

0 


jOHNSONfA D 

7906260347 

30-312 

0 


JQVnSQN. P 

7906290184 

30-312 

Q 


JOHNSON. P 

7906290071 

30-312 

0 


JOHNSON. P 

7906200149 

30-206 

a 


JOflMSQN. A 

7906290120 

30-302 

Q 


JOVIHSQNj a 

7906290387 

30-312 

Q 


sXJHNSON. A 

7906290133 

30-312 

Q 


JOHNSON. A 

7906290443 

50-312 

Q 


JOmSONr A 

7906290409 

30-312 

Q 


JOHNSON^ A 

7906290638 

30-312 

Q 


JGI^JBQN^ P 

7906290471 

80-312 

Q 


JOHNSON. A, D. 

7906140203 

30-312 

Q 


JOHNSON. 0 U 

7906230449 

30-394 

0 


JOHNSON. A 

7906260543 

50-312 

0 


JOHNSON. U, V 

7906210027 

REVIEU ORP 


JOLLY. J 

7906110274 

71-39 

c 


JONAS. J » 

7906020173 

71-162 

c 


JONAS. J. », 

7906020170 

71-162 

c 


JONES. T 

7906120419 

30-320 

H 


JONES. L C 

7906260394 

50-332 

0 


JOl«8.R P, 

7906040427 

30-396 

0 


JONES. R, C 

7906230140 

TOPREP 


BAW-10074A 

JONES. R H 

7906010292 

70-754 

c 


JONES. H C 

7906010224 

71-302 

c 


JONES. K C 

7906010226 

71-302 

c 


JONES, C. L 

JONES, 0. L, 

JONESrO E 

JONEStP E. 

7906220092 

79062301 46 
7906070033 
7906070040 

50-330 

NUREO 

FOIA 

FOIA 

p 


JONESrO C 

7906230169 

RC8 


7906230169 

JONES rO. C 

7906230173 

RES 


7906230173 

JONES. E K 

7906140140 

70-364 

c 


JONES.E W 

7906260360 

70-33 

c 


JONES. C E, 

JONES. R J 

7906Q3022Q 

7906030040 

30-436 

NUREQ 

Q 


JOOSTEN. J 

7906140418 

30-295 

6 


JOOSTEN, J. K 

7906270200 

30-293 

0 


JORDAN. M H 

7906290069 

80-596 

T 


JORDAN, U 

7906290077 

30-596 

T 


JOftOEHSEN. B. L. 

7906230183 

S0-2S5 

Q 


JOYNER, J H 

7906050203 

70-364 

G 


JQYNER, J H. 

7906140124 

70-371 

C 


JOYWeil. J, H 

7906010041 

50-311 

a 


JOYNER. J H 

7906140210 

70-135 

c 


J^A.TAN, C A 

7906020191 

50-124 

a 


JULfAKr C 

79061S0018 

50-324 

0 


JULIAN. C. A 

7906070093 

30-111 

0 


KAHLE, J D. 

7906070323 

70-1201 

c 


KAKtE, J S. 

7906200450 

30-320 

p 


KAUI^/lANAKiS. H. 

7906060240 

50-254 

a 


KM-EV1ANAK18, H 

7906220381 

30-263 

0 


KALIVlAHtAHISi N. 

7906220359 

50-263 

a 


KALIVlANAlClSj N. 

7906270215 

80-265 

8 


KALIVlANAKtSr M. 

7906270203 

50-234 

6 


KALHAH. 0 

7906120066 

50-213 

a 


KALHAN.O 

7906290704 

30-220 

0 


KAHERER. D. J 

7906180320 

30-275 

0 


KAMMERER. C 

7906060196 

50-320 

u 


HAMMERER. C, 

7906060194 

80-320 

u 


KAMMERERxC. 

KAMMERERrC. 

7906070003 

7906060199 

50-320 

FOIA 

u 


kamherea.c. 

7906260593 

50-250 

u 


MM«ERER,C. 

7906070300 

80-275 

H 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOaRY 

REPORT 

NUMBER 

HAMMERER. C 
HAMMERER. C 
HAMMERER. C 

7906200062 

7906260468 

7906260470 

30-320 U 
50-320 U 
30-320 U 


HAMMERER. C 
HAMMERER rC 

KANE, H F 
KAplLOFF.L, 

KAPLAN. A. L 

7906060198 
7906280237 
79062701 B 7 
7906100239 

7 90 62503 S0 

50-320 U 
50-338 U 
30-320 P 
30-275 G 
70-1113 C 


KAPLAN. A L 

KAPLAN. A L 

HAPPLE. A M 
HAPPLE.A W 

KAPPLE, A- W 

7906230135 

7906230312 

7906030294 

7906030291 

7906050304 

70-1113 C 
70-1113 C 
30-272 8 
50-272 8 
50-272 8 


HAPPLE. A W 

HAPPLE. A H 

KAPPLE. A W 

HAPPLE. A VI 

HARMAN. M 

7906030340 
790611 023 J 
7906100593 
7906200414 
7906200625 

30-272 a 

so-373 a 

50-272 a 
50-272 9 

30-436 0 


HARMAN. M 

KAROLY, 0 

KABUN. 0 J 
KATHREN.R L 
KATZEN8TEIN.R L 

7906230124 

7906230123 

7906290197 

7906140346 

7906270266 

30-434 0 

80-346 0 

NUREO 

PRtt 

30-280 H 

NUnEG-0361 

KAUULA. L 

KEANE. 6 E 

KEANE. S E 

keaten.r N 

HEE.E J 

7906260006 

7906230075 

7906230077 

7906260329 

7906290278 

50-3 ft 
50-303 0 
50-303 0 
30-320 P 
RES 

7906290278 

KEEWE.J P 

KEENEY. N P 

HEHOE.D V 

HEILMAN. T J 
HEIMIO.R R 

7906180414 

7906180160 

7906290033 

7906200511 

7906210241 

40-8601 C 
71-6717 C 
30-219 a 
71-77 C 
50-320 P 


KEIMIO.R R 
HEIMIO.R R 
KEIMIO.R ft 
KELHER.C N 

HELLER. G R 

7906070244 

7906200339 

7906260509 

7906210115 

7906280001 

30-334 Q 
50-320 0 
30-244 0 
30-320 P 
RES 

7906280001 

KELLEY. N D 

KELLEY. 0 L 

KELLEY. W 0 

KELLEY. W D 

KELLEY, W 0 

7906210099 

7906290627 

7906180670 

7906210322 

7906230052 

aA999 

30-313 a 
C1A999 

0A999 

aA999 


KELLEY. H. D 

KELLEY. W- D 

KELLEY. G. 

KELLEY. J L 
KELLOGG. R 

7906190074 

7906030182 

7906270103 

7906230103 

7906050321 

(1A999 

(1A999 

50-320 P 

SECY 

50-283 a 

86CY-7a“l20A 

KELLOOOrP. J 
KELLOOGrP J 

KELLY. J. L. 
KELMON.R.M 

KEMPER, R H 

7906200447 

7906130052 

7906000034 

7906260032 

7906210246 

30-320 P 
50-327 0 
50-308 0 
80-471 0 
TOPREP 

8ECY-A-79-31 

HCAP-9S29 

KENDRICK. J R 
KENNA. N. 8 

HENNA. N. 0 

KENNA. W. S 

KENNA. M. 5 

7906040410 
7906190847 
79061 90 8 09 
79D6080187 
7906210309 

50-437 0 
70-024 C 
70-27 C 
30-838 0 
50-111 0 


KENNA. N B 

KENNA. N B 

KENNA. U. B 

KENNA. W B 

KENNA. H B, 

7906190218 

7906070304 

7906180042 

7906210351 

7906180183 

SO-340 Q 
50-327 O 
70-143 C 
50-111 0 
30-338 O 


KENNA. N, B 

KENNA. W S 

KENNA. W D 

KENNA. W B 

KENNA. W B. 

7906190213 

7906190570 

7906080135 

7906190342 

7906260512 

30-346 0 
70-27 C 
80-338 0 
70-824 C 
70-27 C 


KENNEDY, « 

KENNEY. 0, 

KENNEDYt R, T 
KENNEDY. R T 
KENNEDY, ft T 

7906110316 

7906130322 

7906060103 

7906060112 

7906060122 

TOPREP 
30-399 C 
FOIA 

FOIA 

FOIA 

NED0-246i2 

KENNEDY, ft T 
KENNEDY, ft T 
KENNEDY, ft T. 
KENNEDY, ft T 
KENNEDY, ft. T 

7906070086 

790607008B 

7906070092 

7906070093 

7906070064 

COMMISSION 

COMMISSION 

COMMIBSION 

COMMISSION 

COMMISSION 


KENNEDY, ft. T 
KENNEDY, ft T. 
KENNEDY, ft T 
KENNEDY, ft T. 
KENNEDY, ft. T. 

7906070096 

7906070097 

7906070102 

7906070106 

7906070067 

COMMISSION 

COMMIBBION 

COMMISSION 

COMMISSION 

COMMISSION 


KENNEDY, ft T 
KENNEDY, ft. T 

7906070293 

79061Q03S4 

COMMISSION 

lOCFR 
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AOTHOfl NUMBER CATEGDfiy NUMBER 


KENNEDV. R T 7?061 90044 lOCTR 

KENNEDYift T 7906020176 lOCFH 

KENNEDY, R T 7906040017 lOCPft 

KENNEDY. R T 7906070098 lOCFR 

KENNEDY, R T 7906070294 COMMISSION 

KENNEDY, R,T 79061G03&9 iOCFK 

KENNEDY. R T 7906140107 lOCFF 

KENNEDY, R T 79060 702 B 9 CQMHISSIQN 

KENNEDY, fl T 790603022S lOCFR 

KENNEOY.R T 790-6070107 COMlilSSiaN 

KEHWEDYift T 7906la070a lOCFR 

KENNEDY. R T 7906180724 lOCFP 

KENNEDY, R T 7906070078 COWMlSaiQN 

KENNEDY. R T 79060700B4 COMMISSION 

KENNEDY, H T 7906070070 COMHISSION 

KENNEDY, R T 7906070074 COMMISSION 

KENNEDY. R T 7906070082 COMMISSION 

KENNEDY, R T 7906140101 lOCFR 

KENNEDY. R T 7906110114 30-320 T 

KENNEDY. R T 7906210079 lOCFR 

KENNEDY, R T 7906110203 30-369 T 

KENNEDY. R T 7906230156 lOCFR 

KENNEKE.A • 7906260062 50-320 U 

KENNEKErA 7906210236 30-269 0 

KENNY. P J 7906260003 50-471 0 

KeNRlCK,J R 7906080136 30-437 <J 

KENTCHEN.e Q 7906140441 70-2623 C 

KEPFORO. C 7906290206 50-320 0 

KEPPLER.JO 7906230128 30-346 Q 

KEPPLER. J 0 7906130455 30-320 P 

KEPPLER, JO 790607001 B 30-263 Q 

KEPPURr J 0 7906230115 50-346 Q 

KEPPLER. J Q 7906260636 30-346 Q 

KEPPLER, JO 79061 3013B 30-263 0 

KEPPLERxJ Q 790612008 3 30-10 Q 

KEPPLER. J 0 7906120093 30-358 Q 

KEPPLER. JO 7906120097 50-440 Q 

KEPPLER, JO 790612009B 50-153 O 

KEPPLER. JO 7906120100 50-329 0 

KEPPLERrJO 7906120104 30-409 O 

KEPPLERxJ 0 7906120106 50-341 0 

KEPPLER. J 0 7906120109 50-331 Q 

KEPPLERxJ 0 7906-120111 50-461 0 


KEPPLER. J 0 7906120114 50-313 0 
KEPPLER.JO 79061201 IS 50-367 Q 
KEPPLER. JO 7906120119 50-404 Q 
KEPPLER. JO 7906120121 50-263 0 
KEPPLER. JO 7906120123 30-546 Q 

KEPPLER. J 0 7906120123 30-346 Q 
KEPPLER. J 0 7906120127 30-483 0 
KEPPLER. JO 7906120132 30-266 Q 
KEPPLERiJ 0 7906120154 50-303 Q 
KEPPLER. J 0. 7906020138 30-373 A 

KEPPLER. JO, 7906 1 10094 80-315 0 
KEPPLER. J 0, 7906 U 0096 50-155 Q 
KEPPLER. J 0, 7906110098 50-409 0 
KEPPLER. J 0 7906110101 SD-10 0 

•T««. — - - 


ACCESSION SUBJECT REPORT 

AUTHOR NUMBER CATEGORY NUMBER 


KEPPLER. 

J.O 

7906190092 

50-341 

0 

KEPPLER. 

J 0 

7906190094 

90-331 

a 

KEPPLER, 

J.O 

7906190095 

90-461 

0 

KEPPLER, 

J 0 

7906190096 

90-367 

Q 

KETPPLER. 

J 0 

7906190098 

90-484 

Q 

KEPPLER, 

J 0 

7906190099 

90-263 

Q 

KEPPLER, 

J 0 

7906190101 

90-546 

0 

KEPPLER. 

J 0 

7906190102 

90-346 

G 

KEPPLER, 

J 0 

7906190104 

90-483 

a 

KEPPLER. 

J 0 

7906190106 

90-266 

Q 

KEPPLER, 

J 0 

7906190108 

90-305 

G 

KEPPLER, 

J 0 

7906230097 

50-123 

a 

KEPPLER. 

J 0, 

7706230098 

50-106 

G 

KEPPLER, 

J 0 

7906190229 

30-358 

8 

KEPPLER. 

J 0 

7906200523 

90-346 

F 

KEPPLER. 

J 0 

7906200235 

90-409 

P 

KEPPLER, 

J 0 

7906200239 

50-10 

P 

KEPPLER. 

J 0 

7906200243 

90-303 

P 

KEPPLER. 

J 0 

7906200250 

90-331 

P 

KEPPLER, 

J 0 

7906200443 

90-346 

P 

KEPPLER. 

J 0 

7906200431 

90-263 

P 

KEPPLER, 

J 0 

7906200460 

90-319 

P 

KEPPLER. 

J 0 

7906200333 

70-1308 

C 

KEPPLER, 

J 0 

7906200338 

70-36 

C 

KEPPLER. 

J 0 

7906200343 

40-3392 

c 

KEPPLER. 

J 0 

7906210104 

50-155 

p 

KEPPLER. 

J.O 

7906210140 

90-329 

A 

KEPPLER. 

J 0 

7906210324 

50-266 

P 

KEPPLER, 

J 0 

7906060126 

70-8 

C 

KEPPLER, 

J 0 

7706080131 

40-3392 

c 

KEPPLER. 

J 0 

7906080132 

70-36 

c 

KEPPLER. 

J 0 

7906000134 

50-264 

Q 

KEPPLER. 

J 0 

79060B0137 

70-1308 

c 

KEPPLER. 

J 0 

7906000140 

70-1489 

c 

KEPPLER. 

J 0 

7906080142 

70-929 

c 

KEPPLER. 

J.O 

7906080147 

90-07 

Q 

KEPPLER. 

J 0 

7906000170 

90-116 

G 

KEPPLER. 

J.O 

7906000172 

90-294 

G 

KEPPLER. 

J 9 

7906080174 

90-190 

Q 

KEPPLER. 

J 0 

7906000176 

90-182 

G 

KEPPLER, 

J 0 

7906080178 

70-192 

C 

KEPPLER, 

J 0 

7906000101 

90-191 

0 

KEPPLER. 

J 0 

7906000184 

50-2 

G 

KEPPLER. 

J 0 

7906000106 

90-123 

Q 

KEPPLER, 

J 0 

7906080108 

90-106 

Q 

KEPPLER, 

J 0 

7906080191 

90-196 

Q 

KEPPLER. 

J, 0 

7906080196 

90-10 

G 

KEPPLER. 

J 0 

7906000200 

90-199 

Q 

KEPPLER. 

J 0 

7906000201 

90-409 

0 

KEPPLER. 

J 0. 

7906080202 

90-331 

Q 

KEPPLER, 

J 0. 

7906080203 

50-315 

Q 

KEPPLER, 

J 0 

7906080204 

90-263 

Q 

KEPPLER. 

J 0, 

7906000205 

90-346 

0 

KEPPLER, 

J 0. 

7906080207 

90-266 

Q 

KEPPLER. 

J 0 

7906080209 

30-309 

G 

KEPPLER, 

J 0- 

7906200517 

90-263 

P 

KEPPLER, 

J 0 

7906130079 

90-319 

Q 

KEPPLER. 

J 0. 

7906130082 

30-10 

0 

HFPPLER, 

J 0 

7906130000 

90-398 

G 

PPLER, 

J. 0 

7906130090 

90-440 

G 

PPLER, 

J 0 

7906130093 

90-329 

Q 

PPLER. 

J 0 

7906130094 

90-159 

Q 

PPLER, 

J 0 

7906130097 

90-409 

Q 

PPLER, 

J, 0 

7906130098 

90-341 

Q 

PPLER, 

J 0 

7906130100 

50-331 

Q 

PPLER, 

J 0 

7906130103 

90-461 

Q 

PPLER, 

J 0 

7906130104 

90-367 

Q 

PPLER, 

J.O 

7906130109 

50-263 

Q 

»PLE«, 

J.O 

7906130111 

90-404 

Q 

»PLER. 

J 0 

7906130113 

50-946 

G 

>PLER, 

J 0. 

7906130116 

80-346 

0 

^PLER, 

J 0 

7906130118 

90-483 

G 

>PLER, 

J 0 

7906130120 

90-266 

G 

»PLER, 

J 0 

7906130121 

90-309 

a 

‘PLER, 

J.O 

790626004? 

90-331 

Q 

>PLER. 

J 0. 

7906200075 

ORO 


‘PLER, 

J 0 

7906200000 

90-10 

G 

•PLER, 

J.O 

7906200099 

90-398 

Q 

•PLER, 

J 0, 

7906200101 

90-440 

G 

‘PLER, 

J 0 

7906200103 

50-158 

G 

•PLER, 

J 0. 

7906200109 

90-32? 

G 

PLER. 

J.O 

7906200116 

90-40? 

d 

PLER. 

J. 0. 

79062001 18 

/ 90-341 

G 

PLmt 

J 0. 

7906200121 

90*^331 

G 

PLER, 

J 0 

7906200125 

90-461 

G 
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ACCESS I ON SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

KEPPLER.J Q 

7906200126 

50-319 

0 

KEPPLRR.J 0 

7906200128 

90-367 

a 

KEPPLERtJ 0 

7906200131 

50-263 

0 

ICEJ^PLER, U 0 

7906200132 

90-484 

a 

KEFPiER, U 0 

7906200136 

90-546 

Q 

KEPPLER, U 0 

7906200137 

50-346 

0 

KEPPLER. J 0 

7906200139 

50-483 

0 

KEPPLER, J 0 

7906200142 

50-266 

Q 

KEPPLERrU 0 

7906200149 

90-309 

Q 

KEPPLERrU 0 

KERN, M 

7906290629 

7906260942 

50-331 

ACR 8 

0 

KERR, J 

7906290691 

90-999 

0 

XCRR.U 

7906200448 

90-320 

p 

KERR.M 0 

7906200453 

90-320 

p 

KERRiO M 

7906290321 

90-320 

p 

KERR.O K 

7906290363 

90-320 

p 

KERRIGAN. J 

7906260324 

90-320 

p 

KERRIGAN. 8 

7906260343 

90-320 

R 

KETCM 6 N, E 0 

7906260298 

70-2623 

C 

KeTCi«H. E 0 

7903210228 

70-2623 

C 

KETCKEHrE 0 

7903210231 

70-2623 

C 

KETCKEM.E G, 

7903210234 

70-2623 

C 

KETCKEM.E 0 

7903210237 

70-2623 

C 

KETCKEN. E 0 

7906250218 

70-2623 

c 

KETCHENtE 0 

7906010325 

70-2623 

c 

KETCKEN.E 0 

7906010338 

70-2623 

c 

KETCHEM.E 0 

7906010339 

70-2623 

c 

KETCHEMiE 0 

7906010342 

70-2623 

c 

KETCHEN. E 0 

7906010349 

70-2623 

c 

KETILACH.N 

7906220030 

70 -U 00 

c 

KETZLACH.N 

7906220134 

70-33 

c 

KETZLACH. N 

7906290143 

70-1201 

c 

KETZLACH.N 

7906260627 

70-33 

c 

KETZLACH.N 

7906290818 

70-1201 

c 

KEYiH J 

7906030040 

90-331 

0 

KEY.M J 

7906130133 

90-331 

Q 

KIDD. H. 3 

KXHSALL, J 

7906180359 

7906230124 

90-338 

RE 8 

Q 

KENNEY, N N 

7906220189 

90-320 

P 

KENNEHAM.J 

7906220097 

90-320 

P 

KINNEKAM. J. 0 

7906290118 

90-320 

P 

KINNEY. H. 

7906260347 

70-371 

c 

KINNEY. H. M 

7906140608 

70-820 

c 

KINNEY, N H 

790614 Q 643 

70-33 

c 

KlNTtOH. A E 

7906120247 

90-996 

A 

KiNTtOH. A E 

7906120433 

50-996 

r 

KINTIOH.A E 

7906220342 

50-996 

A 

KIHTIOH, A E. 

7906260229 

90-996 

C 

KINTNER. L. L 

7906010316 

50-341 

A 

KIRK.M F 

7906200275 

70-371 

C 

KIRK. I A. 

7906210081 

90-320 

P 

KIRKPATRIGKiD 

7906130362 

90-320 

P 

KISTER.H a 

7906290833 

50-219 

0 

K 18 TER.H B 

7906120251 

50-309 

Q 

KLEfHSOHOEtN. P 

7906190039 

90-438 

Q 

KLINE, J 

7906040111 

90-279 

H 

KLINOER.O, R 
KLINK.P H 

KNIEBERj 0 N, 

7906270260 

7906290178 

7906190046 

90-336 

RES 

QA 999 

P 

KKtOHTON, 0 . N. 

7906120002 

90-320 

P 

KKIOHTOKi 0 K 

7906260297 

30-320 

0 

KNIOHTOMi 0 . 

7906260304 

90-320 

0 

KNOPrR. C 

7906040411 

90-329 

0 

KNOP.R C 

7906050228 

50-496 

<3 

KNOP.R, C 

7906250141 

50-494 

0 

KMOP.R C 

7906250155 

90-329 

Q 

KMOP. R C 

7906050238 

90-373 

0 

KMOP. R.C. 

7906140570 

90-483 

Q 

KHOTTrM, 

7906070297 

COMMISSION 

KNOTTS, J. B. 

7906060030 

50-449 

M 

KNOTTS, J. B. 

7906020255 

50-449 

M 

KNOTTY, J. 0 . 

7906190043 

90-449 

M 

KNOTTS, J a. 

7906020290 

50-449 

M 

KNOTTB, J 8 - 

7906200576 

90-449 

M 

KIIOTTB, J B 

7906040122 

90-449 

M 

KMOTT&i J. B. 

7906290996 

90-445 

H 

KNOK, J, 

7906040039 

50-373 

F 

ROCS TER. O.L. 

7906200946 

90-482 

0 

KOESTER.O L 

7906090064 

50-482 

Q 

HOES TER. O.L, 

7906090070 

90-482 

0 

Koesres, o. l 

7906130033 

50-482 

0 

KOESTER. 0 . L 

7906140172 

90-482 

0 

KOEBTER, O.L. 

7906210300 

90-482 

0 


REPORT 

NUH 8 ER AUTHOR 


KQNKLIN. J e 
KONKERTH.C J 
KOPPELMANi n 

KOPPELMAMf R 
KORCMYNSKY»H 
KOR»{aLirH« L, 
KoeiK. L a 

KQSiKiL 3 

K 03 IK.L a 
KOTTAN»J J 
HOT TAN, J, J. 
KOTTON.J J 
KOVACHiS L 


KQVACHrJ U 
K0VAC8,F B 
HOVt-CIVRia, 0 E 
KOWALSKI I J 0 
KOWALSKI I J O 

KRAFT, 8 
KRAHER,D S. 
KRAMER, J r, 
KRAMER, J F. 

KR AMISH, A 

KRAUe 3 ,R U 
KRAMCZAK,A T 
KRAUGZAK,A T 
KREIDER.H 0 
R«ETZ 8 CHMAR,W 

KRISTOVICKS 
KRISTOVICH ,8 
KROES.R J. 
KROMMENHOEK. D J 
KROOT, I B 

KROOT, I B 
KRUEOEL, R E 
KUBO. H 
KULKARNIiV 

7906230 i 24 KULYNYCH, 0 . E. 

KURTZ, R J 
KVAMMENr B 
KVOERrJ A 
LAAT 6 , E, T, 

LAATS, E. T 

LAFLEUR»J D, 
LA<}ieH 9 KI,J 8 
LAOOHAR 8 IMO,R J 
LAORANOErR 0 
LA 1 NAS ,0 

LAI NAS >0 
LAlNASrO 
LAINASiO 
LAHPLEYrC.M. 
LANe,C. 0 . 

LANQER, S. 
LANOERiR R 
LANNINQ, D.D. 
LANNINOtVl D 

7906270176 LARK,R E. 

LARKINS, J 
LARKINS, J T 
LARUE, H A 
LASHER, L E 
LASHER, 0 R. 

LAMREMCEt H 
LAMRENGEiH. 
LAMROSKItS. 
LAMR 0 SK 1 . 8 . 
LAMROSKIiS 

LAZARUS, N 
LAZO, R. H, 
LAZOiR. K 
LAZOrR H, 
t,AZO,ft M- 

LAZOrR M. 
LAZOcR. M 
LAZZARli A. 
LEASE, R. 3 . 
LEATHERS, F H, 

LEAVITT. J B, 
LEBLANC* L.p, 
LEaQ,G,B. 
LESD,C. D. 

LEBO, C, 0 


ACCESS I ON SUBJECT REPORT 

NUHSER CATEGORY NUH 0 ER 


7906290141 50 '494 O 
7906120276 90“94 P 
7906070240 90-129 P 

7906190291 90-129 P 
7906170432 90-249 6 
7906070011 50-449 T 
7906090131 90-390 O 
7906220066 90-330 O 

7906220070 90-358 0 
7906220304 90-320 P 
7906200499 30-320 P 
7906290842 90-333 Q 

7906280143 30-320 P NUCQN 61 C 616/01 


7906290497 90-320 P 

7906020224 7 1 -99 C 

7906270139 90-280 H 

7906090024 71-36 C 

7906090020 71-36 C 

79062 G 0129 90-320 P 

7906210262 90-320 U 

7906040129 71-110 C 

7906040132 71-110 C 

7906220299 FOX A 

7906290026 S 0-320 S 

7906060226 30-304 8 

7906140396 30-304 8 

7906120164 90-324 P 

7906270199 90-280 H 

7906070327 50-279 0 

7906010341 50-279 0 

7906200344 50-433 F 

7906210139 90-320 P 

7906200592 90-333 O 

790627027 B 90-330 O 

7906040074 71-319 C 

7906230105 XPOftTLIC 

7906110316 TOPREP NeDQ -24612 

7906280182 90-320 P 

7906210020 RES 7906210020 

7906180983 71-301 C 

7906090200 NUREO NUREO 7 CR -0947 

7906090086 NUREO MURE 0 /GR -0786 

7906290909 REB 7906290909 

7906290110 50-320 P 

7906090269 90-318 8 

7906000199 90-273 U 

7906290037 OEN TEC IS 

7906040400 90-317 P 

7906120094 90-282 P 

7906290642 50-280 P 

7906070077 90-329 A 

7906280011 NUREO NURE 0 /CR- 07 BI 

7906190009 90-996 O 

7906090083 FOX A 

7906200600 PRM 

7906020097 NUREO NUREO/CR -0220 

7906070004 90-320 P 

7906290212 70-2623 C 


7906280003 90-320 P 

7906210121 90-320 P 

7906140023 40-8032 C 

7906060143 TOPREP NEIK 3 - 21471-2 

7904100243 90-327 A 

7906070164 71-322 C 

7906070171 71-322 C 

790626096 ? ACRB 

7906190214 90-320 T 

7906190234 90-320 T 

7906260010 70-2000 C 

7906270081 90-299 0 

7906110430 SECY aECY-A- 79-30 

7906040057 90-892 0 

7906180803 90-592 0 

7906290622 70-1308 C 

7906280260 90-471 Q 

7906260500 50-320 H 

7906190296 90-<115 R 

7906060079 QA 999 

7906080173 50-295 J 

790614063 B 90-510 0 

7906160032 CONTRACT 

7906150192 CONTRACT 

7906190176 CONTRACT 


KOESTER, 0. L 
HOMES, J, t[. 


7906110159 80-482 A 
7906110267 90-482 A 


LEE,B 
LEE, £. N. 


7906260629 

7906130143 


PR 

50-341 a 
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AUTHOR 

ACCESSION 

NUMBER 

BUB^CT 

CATCOORY 

REPORT 

NUMBER 

LEE.E H 

79OA26OS03 

50-373 

0 


LEEr J 

7906130437 

30-320 

P 


LEE. T 

7906150047 

70-143 

c 


LEECH. K 

7906270205 

SO-254 

8 


LEED.R M 

7906010014 

50-522 

0 


LEEDiR N 

7906020229 

S0-S22 

0 


LEEDS, J V 

7903H0067 

50-400 

T 


LEEDS, J U 

7903140039 

30-400 

T 


LEEDS, J V 

7903140116 

30-400 

T 


LEEPER. C S 

7906070330 

50-395 

H 


LEFEVERrD E 

7906290091 

30-320 

0 


tEFEVRErH E 

7906290637 

30-566 

A 


LEGROM.P A 

7906220U6 

30-471 

0 


LEMANaWICAi 1 

7906190130 

30-307 

0 


LEHANOHtCA, 1 

7906190013 

30-387 

0 


LEMP0E8. T E 

7906220405 

50-220 

8 


LEKPGES, T E 

7906220412 

30-220 

8 


LEMP0E8. T E 

7906220424 

30-220 

8 


LEHABUROiS D 

79061B0274 

30-275 

0 


LENAHAN.J J 

790601031 4 

50-336 

Q 


LEKTiN F 

7906260344 

30-269 

U 


LEONARD, s/ D 

7906040222 

50-333 

0 


LEONARD. J D 

7906040303 

50-333 

8 


LEONARD. J D. 

7906040276 

50-333 

3 


LEONARD. J D 

7906080093 

30-333 

Q 


LEONARD. J D 

7906290743 

50-333 

Q 


LEONARD. J D 

7906290830 

50-333 

0 


LEONARD. J D 

79060B0231 

50-333 

8 


LEONARD. D 

7906120363 

50-333 

R 


LEONARD. J D 

7906130273 

50-333 

8 


LEONARD. J D 

7906180363 

S 0-333 

0 


LEONARD. J D 

7906100474 

50-333 

8 


LEONARD. J D 

7906100574 

50-333 

8 


LEONARD. J D 

7906190271 

50-333 

8 


LEONARD. J D 

7906190410 

50-333 

8 


LEONARD. J D 

7906250274 

50-333 

8 


LEONARD. J D 

7906230260 

50-333 

8 


LEONARD. J D 

7906250275 

50-333 

8 


LEONARD. U D 

7906260535 

50-333 

Q 


LESSOR. L C 

7906000251 

50-290 

8 


LESSOR. L C 

7906080255 

50-290 

8 


LESSOR. L C 

7906080253 

50-290 

8 


LESSOR. L C 

7906080309 

50-298 

8 


LESSOR. L C 

7906080280 

50-290 

8 


LESSOR. L C 

7906130294 

50-290 

R 


LES5Y. R 

7906020163 

50-445 

M 


LE35Y. R P 

7906070034 

50-445 

M 


LE8SY. R P, 

7906190147 

50-445 

M 


LESTYK.J A 

LEVIN. J A 

7906200607 

7906070330 

PR 

50-334 

Q 


LEVIN. C 

7906070290 

50-315 

U 


LEVIN. C 

7906290672 

50-313 

U 


LEVIN. C 

7906070206 

50-315 

U 


LEVINE. 8 

790612D136 

RES 


7906120136 

LEVINE. S 

7906100729 

RE6 


7906100729 

LEVINE, 8 

7906010337 

RE8 


7906010337 

LEVlNEi S 

LEVINE. 8 

7906260601 

7906270063 

r^UREO 

50-320 

p 


LEVY.F F 

7906290105 

50-471 

0 


LEWALD.O H 

7906290165 

50-471 

0 


LEWIS. P F 

7906270002 

50-200 

H 


LEWIS. J 

7906110099 

WASTE MOT 


uEWlS. E E 

7906100757 

NUREO 


NUREO/CR-0823 

LEWIS. L 

LEWIS. 5 H 

7906200219 

7906100810 

PR 

50-396 

0 


LEWIS. 8 R 

7906130324 

50-269 

a 


LEWIS. S R 

7906260533 

50-270 

6 


LEWIS. S R 

7906290323 

50-269 

a 


LEWIS. 8 H 

7903210244 

50-263 

0 


LEWIS. 8 H 

7903210406 

50-549 

0 


^EWlSrS H 

7906010070 

50-549 

0 


.EW18. 8 H. 

7906070032 

50-263 

0 


-EWI8. 8 H 

7906230180 

50-261 

0 


.EWI8. R C 

^ 7906260259 

50-269 

Q 


.EWiSiR C 

7906230000 

60-335 

0 


.EWISi R C 

7906200311 

50-330 

0 


-EWia. R C 

7906100710 

50-259 

0 


.EWISrR C 

7906020103 

50-124 

0 


.EWIS. R G 

7906050194 

50-366 

0 


.EWIS.R C 

7906100372 

50-302 

0 


-EWtSiR C 

7906150050 

50-327 

0 


.EWI8.R C 

7906180013 

50-324 

0 


.EWtSiR C 

7906050376 

50-338 

0 


.EWIS.R. C 

7906180315 

50-338 

Q 


-Ewrs.R C 

79Q614D08S 

50-321 

0 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

LEWIS. R C 

7906190190 

50-200 

a 


LEWIS. R C 

7906200334 

30-324 

0 


LEWIS. R C 

7906050107 

50-302 

a 


LEWIS. R C 

7906200350 

50-348 

Q 


LEWIS. R C 

7906200487 

30-230 

0 


LEWIS. R G 

7906140150 

50-34B 

a 


LEWIS. R C 

7906210299 

30-327 

Q 


LEWIS. R C 

7906230361 

50-324 

0 


LEWIS. R C 

7906250367 

30-324 

Q 


LEWIS, R C 

7906260611 

30-250 

Q 


LEWIS. R C 

7906230372 

50-333 

Q 


LEWIS, R C 

7906050074 

50-366 

Q 


LEWIS. R C 

7906200270 

30-269 

Q 


LEWIS. R C 

7906iB0303 

30-338 

Q 


LEWIS. R C 

7906230002 

50-335 

Q 


LEWIS. R C 

7906030065 

30-302 

Q 


LEWIS. R C 

7906210399 

30-259 

Q 


LEWIS, R C 

7906180359 

30-302 

Q 


LEWIS. R C 

79060B0146 

30-324 

G 


LEWIS, R C 

7906200522 

30-321 

0 


LEWIS, R C 

7906190191 

30-200 

G 


LEWIS. R C 

7906260602 

30-230 

Q 


LEWIS. R C 

7906070007 

30-111 

Q 


LEWIS. R C 

7906070081 

50-Ul 

Q 


LIDRtZZt.F P 

7906040336 

50-272 

8 


LISRIZZliF P 

7906040268 

50-272 

8 


LIBRIZZr.F P 

7906040273 

50-272 

Q 


LiQRIZZIiF P 

7906060270 

30-272 

P 


LIBRIZZI.F P 

7906050283 

30-272 

8 


LIBRIZZI.F P 

79060302B9 

50-272 

6 


LIBRIZZI.F P, 

7906050301 

50-272 

8 


LIBRIZZI.F P 

7906050339 

50-272 

8 


LIORIZZI.E P 

79061 10226 

30-272 

8 


LIBRIZZI.F P 

7906180583 

50-272 

8 


LIBRIZZI.F P 

7906190201 

50-272 

P 


LISRIZZIiF P 

7906200407 

50-272 

8 


LICHTENBEROER.H 

7906260008 

70-1100 

C 


LICITRA.E 

7906200319 

30-328 

A 


LICITRA.E A 

7906200326 

50-592 

1 


LICITRA.E A 

7906230190 

30-490 

A 


LICK. 1 

7906270269 

30-316 

0 


LIDIAK,£ 0 

7906200001 

RES 


7906200001 

LIEBERHAN. J 

7906230165 

30-305 

0 


LIENINOER. V 

7906260010 

70-2000 

C 


LIKE. I 

7906040093 

30-316 

0 


LIM, T.H 

7906120353 

50-224 

R 


LIM, T H 

7906120351 

50-224 

R 


LIMROTH. D F 

7906220143 

50-320 

F 


L1ND8LAD.W J 

7906200481 

50-514 

R 


LIN08LAD.W J 

7906220230 

30-514 

A 


LINDER, T P 

LINDER, F 

7906040103 

7906140456 

XPORTLIC 

50-409 

0 


LINDER, F 

7906020190 

50-409 

0 


LINDER, F 

7906020109 

50-409 

Q 


LINDER, F 

7906200573 

50-409 

a 


LINDER, F 

7906140160 

30-409 

0 


LINDER, F 

7906120341 

50-409 

p 


LINDER, F 

7906060265 

30-409 

0 


LINDER, F 

7906120417 

50-409 

R 


LINDER, F 

7906130217 

50-409 

p 


LINDER, F. 

7906150225 

30-409 

F 


LINDER, F 

7906150310 

30-409 

9 


LINDER. F 

7906270192 

50-409 

5 


LINDER, F 

7906260212 

50-409 

P 


LINDNER. T, P 
LINDNER. T P 
LINDNER, T P 
LINDNER, T P 

LINDNER, T P 
LINDNER,! P, 
LINDNER,! P 
LINEMAN. J U 

7906070264 

7906050157 

7906070125 

7906070153 

7906070166 

7906160043 

7906050167 

7906150140 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

40-299 

C 


LINEMAN. J J 

7906010295 

40-0432 

C 


LINEMAN. J. J 

7906130262 

40-8432 

c 


LINEMAN. J V 

7906290799 

40-4492 

G 


LIP INSKI, W C 

7906270007 

30-372 

A 


HP INSKI, W C 

7906130199 

30-320 

a 


LIPINSKX.R 

7906260310 

50-320 

p 


HPPINCOTT.E P 

7906100742 

< NUREO 


NUReO/CR-0331 

LISTER, D B 

7906010129 

70-1200 

c 


LITTLE, L W 

7906260554 

30-293 

T 


LITTLE, UW 

7906260550 

30-293 

T 


LITTLE, L M 

7906290360 

30-295 

T 


LITTLE, U H 

7906290047 

50-295 

T 


LITTLE, L W 

7906290082 

30-295 

T 
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AUTHOR 

ACCEOBION 

NUMBER 

8UBJECT 

CATEOORV 

REPORT 

NUMBER 

LCTTLE. W a 

7906290138 

30-409 

0 


LrU.L 

7906020232 

90-331 

0 


LEU. L 

7906260606 

90-331 

Q 


LIU. L 

7906010204 

90-331 

P 


LIU. L 

7906120272 

SO-331 

P 


LIU. L 

7906190199 

90-331 

F 


LIVERMO-Re. H H 

7906260589 

30-409 

Q 


nvE«m(ie. D K 

7906260624 

90-282 

Q 


LLa^D. R D 

7906200336 

90-346 

J 


LQOAN. E 

7906210139 

30-320 

P 


LOW>, R L 

7906100608 

90-320 

0 


LOHO. F J. 

7906180232 

90-339 

a 


LQPATA. J R. 

7906140474 

ORO 



LOPEZr I 

7906180772 

90-466 

Q 


LOPEZ^ A 

7906110109 

WASTE MOT 


L039, F J 

7906140127 

RES 


7906140127 

LOHERftE. R, W 

7906030082 

90-466 

0 


LOY.R H 

7906070414 

PR 



LO/ALKAr8 

7906020244 

NUREO 


NURE0/CR-07a0 

LuaewAiit Jv □ 

7906210100 

90-3SO 

P 


LUEBBERS.T A 

7906280031 

90-398 

0 


LUEB&ERS.T A 

7906290920 

90-398 

0 


iUMD&ERO.R. E 

7906110316 

TOPREP 


NEDa-24612 

LUNOVALL. A E 

7906020199 

90-317 

Q 


LUMOVALLrO E 

7906120289 

90-317 

Q 


LUMD^^AUL-- A Z 

790622009B 

PR 



LUNDUALL.A E 

7906140498 

90-317 

Q 


LWJOVALL^A E 

7906010247 

90-317 

P 


LWID7ALL»A e 

7906040248 

90-317 

P 


LUHDVALLtA E 

7906120269 

90-317 

P 


LUHOUALLrA E, 

7906190366 

90-317 

Q 


LUNOVALL. A t 

7906190368 

90-317 

0 


LURD7ALL. A E 

7906220231 

90-317 

P 


LUWOVALLiA E 

7906820319 

90-317 

8 


LUMDVALL.A E 

7906280139 

90-317 

r 


LUTGN. E. 

7906040149 

90-299 

0 


LUfOHi E, 

7906040304 

90-133 

0 


LUTOMi £ 

7906090179 

90-902 

0 


LUTONi E 

7906040041 

90-471 

0 


LUTON. E 

7906060214 

PROJ 



LUTON. E 

7906140117 

90-471 

T 


LUTON. E 

7906060199 

90-471 

T 


LUTON. E 

7906180726 

90-471 

T 


LUTON. E 

7906220109 

90-471 

T 


LUTON. E 

7906100728 

90-471 

T 


LUTON. E 

7906280434 

90-471 

0 


LUTON. E 

7906260214 

90-299 

0 


LUTON. E 

7906280104 

90-471 

0 


LUTON. E 

7906220147 

90-471 

T 


LYNCH. 0 A 

7909240422 

tOCFR 



HA. 8 H 

7906290407 

90-201 

P 

UCRL-82975 

HACARTORr J. D 

7906010140 

90-272 

0 


HACARTOR. U D 

7906040308 

90-272 

0 


HACARTHURr T. C. 

7906190463 

90-390 

0 


HACDOUOALL.R E 

7906260022 

90-409 

F 

7906260022 

KACDDUQALLrE A 

7906260023 

90-277 

F 

7906260023 

KACDONALD. G. E 

7906190408 

71-47 

C 


KACDONALD. C E 

7906190499 

71-47 

G 


HAGOONALD. G E 

7906090390 

71-9126 

C 


hagdonalo.c e 

7906070014 

71-9128 

c 


HACDONALO. C. E 

7906070017 

71-9120 

c 


HAGOOMAUDrC E 

7906070020 

71-9120 

c 


HAGUONAUDr C E 

7906140019 

71-4949 

c 


KACDONAL&i C. E. 

790614001^ 

71-9117 

c 


RAC DONALD. C.E, 

7906190479 

71-47 

c 


HACDONALDrC.E, 

790601032? 

71-9942 

c 


HACDOMALDtC E. 

770609041 L 

71-279 

G 


MACDOHALOr C.E. 

7906070039 

71-96 

c 


KAC DONALD. C.E. 

7906080083 

71-190 

c 


KACDONAUDr G. E 

7906180687 

71-193 

c 


KAC DONALD. C.E, 

7906010093 

71-90 

c 


KAG DONALD. C.E. 

7906010099 

71-90 

G 


KAC DONALD. C.E 

7906010097 

71-86 

C 


hlAC DONALD. C.E 

7906010101 

71-96 

C 


MACDONALD. C E 

7906090027 

71-202 

G 


MACOONALOr C. E 

7906080029 

71-202 

G 


HACOQNALDr C.E 

7906100798 

71-278 

C 


HAC DONALD. C.E. 

7906010148 

71-207 

C 


KAC DONALD. C. E. 

7906010147 

71-207 

G 


MCDONALD. G, E 

7906010149 

71-174 

G 


MCDONALD. G E 

7906010184 

71-174 

C 


MCDDIMUO. G. E 

7906010107 

71-118 

C 


MCDONALD# C. E. 

7906070293 

71-3926 c 


HACOGNALDi C.E. 

7906070260 

71-9936 C 



AUTHOR 

ACCE&arON 

NUMBER 

SUBJECT 

CATEOORV 

REPORT 

NUMBER 

MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 

7906140699 

7906100193 

7906210412 

7906070060 

71-310 C 
71-4949 C 
71-325 C 

71-3 C 


MAC DONALD. C E 

MAC DONALD. C E 

MAC DONALD. G E 
MACDONALD. C E 
MACDONALD, C E 

7906190469 
7906190476 
7906180043 
7906 100092 
7906190999 

71-6574 C 
71-9044 C 
71-5364 C 
71-5364 C 
71-6717 C 


MACDONALD. C E 
MACDONALD. C E 
MACDONALD. G E 
MACDONALD, C E 
MACDONALD, C E 

7906190963 

7906300123 

7906300133 

7906220211 

7906180682 

71-6375 C 
71-6400 C 
71-6090 C 
71-290 C 
71-199 C 


MACDONALD. C E. 
MACDONALD. C E. 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C £ 

7906180793 

7906200072 

7906200074 

7906200100 

7906200104 

71-279 C 
71-9908 C 
71-9908 C 
71-6639 C 
71-6601 C 


MACDONALD. C £ 
MACDONALD, C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 

7706200108 

7906200112 

7906200129 

7906220191 

7906200066 

71-240 C 
71-240 C 
71-9000 C 
71-6375 C 
71-137 C 


MACDONALD. G E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 

7906230009 

7906230044 

7906260299 

7906290041 

7906290093 

71-6379 C 
71-229 C 
71-100 C 
71-9010 C 
71-9010 C 


MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. G E 
MACDONALD. C E 

7906290739 

7906270049 

7906270050 

7906210009 

7906210087 

71-9070 C 
71-6387 C 
71-6307 C 
71-10 C 

71-18 C 


MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C. E 
MACFARLANO.C R 

7906210090 

7906210092 

7906290334 

7906290734 

7906070162 

71-208 C 
71-200 C 
71-9809 C 
71-9809 C 
80-327 0 


MACKENZ IE. V V 
MACVAUOH.R H 
MADDEN. W 

MADDEN. M 

MADDEN. W J 

7906270293 

7906070148 

7906140140 

7906210095 

7906290403 

50-992 0 
71-287 C 
70-364 C 
70-820 C 
30-320 P 


MADCDA. T 0 
MADEDA. T J 
MADEDA.T J 
MADEDA. T J 
MADISON. W R 

7906080101 

7906020034 

7906140200 

79 0622 D1 19 
7906180493 

30-199 0 
50-234 0 
50-264 0 
50-309 Q 
30-338 R 


MADBEN. 0, L 
MADSEN. 0 L 
MADSEN. 0, L 
MADSEN. Q L 
MADSEN. 0> L 

7906210022 

7706040196 

7906190023 

7906180132 

7906010285 

50-289 Q 
90-313 0 
50-313 ft 
90-267 ft 
50-274 ft 


MADSEN. 0 L 
MADSEN. 0 L, 
MADSEN. O.L 
MADSEN. 0 L, 
MADSEN. Q L. 

7906010291 

7906210010 

7906260186 

7906260180 

7906040149 

90-274 ft 
90-289 0 
90-298 ft 
90-298 ft 
50-313 ft 


MADSEN. 0 L. 
MADSEN. Q,L, 
MAOSENi 0 L 
MADSEN. 0 L 
MAOSEN. Q L 

7906100142 

7906100145 

7906180146 

7906190148 

7906270038 

50-313 9 
80-298 9 
30-289 a 
30-267 a 
30-320 ft 


MADSEN, 0. L 
MADSEN. Q L, 
MADSEN. 0, L 
MADSEN. 0, L 
MADSEN. 0 L 

7906180196 

7906180190 

7906180192 

7906100202 

7906280041 

30-296 8 
30-289 8 
50-313 a 
50-267 8 
30-267 H 


MADSEN. 0 L 
MADSEN. 0 L 
MAOSEN. 0 U 
MADSEN. 0 L 
MADSEN. 0 L 

7906250099 

7906260930 

7906280113 

7906180291 

7906100298 

50-368 ft 

50-313 a 
50-290 ft 
30-313 8 
50-298 S 


MADSEN. Q L 
MADSEN. 0 L 
MAISE.O 

MAJOR. R.K 

MAJOR. R.K 

7906100297 

7906180301 

79D6010191 

7906180622 

7906260103 

80-209 B 
80-267 9 
TOPREP 

80-320 0 
80-320 0 


MAJOR. R. K 
MALABO. J C. 
MALAROi J. C 
MALLAVf J. F. 
MALONE. 0 0. 

7906130266 

7906110030 

7906110193 

7906290298 

7906260395 

80-320 0 

HASTE MOT 
WASTE MOT 
30-320 A 

30-463 0 
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AUTHOR 

ACCEeaioN 

NUMBER 

BOBUECT REPORT 

GATEOCRY NUMBER 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

MALONEY rO P 

7906140500 

30-313 

3 

MARTIN. R D 

7906050100 

50-366 

Q 


MALONE. F 

790613037S2 

50-320 

F 

MARTIN. R D 

7906200339 

50-340 

0 


MAHIYA.B 

7906190100 

KPORTLIC 


MARTIN. R D 

7906140197 

50-340 

0 


MAMCINI. B 

7906190294 

50-10 

3 

MARTIN. R 0 

7906030302 

50-330 

Q 


HANN.J A 

790614'035a 

PRM 


MARTIN. R D 

7906020191 

50-124 

Q 


MANRY.M 

7906060221 

30-321 

9 

MARTIN. R D 

79061B0018 

50-324 

8 


MANRYr M 

7906130296 

30-366 

a 

MARTIN. R D 

7906050121 

50-302 

0 


KANRY. K 

7906070377 

30-321 

ft 

MARTIN. R 0 

7906200490 

50-250 

0 


HANRY. H 

7906040004 

30-321 

ft 

MARTIN. R D 

7906230370 

50-324 

0 


MANRYi M 

7906060224 

30-366 

a 

MARTIN. J 

7906130441 

50-320 

p 


HANRY. H 

7906040299 

30-321 

a 

MARTIN. J 

7906250316 

50-320 

p 


HANRY. H 

7906060233 

30-366 

a 

MARTIN. J A 

7906130390 

50-320 

p 


HANRY. « 

790614035a 

50-321 

a 

MARTIN. R E 

7906290240 

50-320 

H 


HANRY. M 

7906140414 

30-366 

s 

MASClULLt 

7906040291 

50-247 

8 


HANRY. M 

7906060210 

30-321 

a 

MA6D0NALD.C E 

7906050385 

71-9126 

C 


HANRY. M 

7906140353 

30-366 

a 

MASON. R E 

7906020153 

RES 


7906020153 

HANRY. H 

7906140467 

80-366 

a 

MASRIrS 

7906020195 

NUREO 


NUREO/CR-0793 

HANRY. « 

7906060213 

30-321 

a 

MA8TBAUM. D 

7906020243 

50-592 

0 


HANRY. H 

7906060243 

30-366 

a 

MA8TBAUM. D 

7906290815 

50-392 

0 


HANRY. H 

7906140341 

30-366 

a 

MASTBAUM. D 

7906120270 

50-392 

D 


HANRY. M 

7906140901 

50-366 

8 

MATERS. B R 

7906190370 

50-341 

A 


HANRY. M 

7906140917 

30-366 

8 

MATHEN8. E R 

7906120299 

50-305 

0 


HANRY. H 

7906140942 

50-321 

S 

MATHENS, E R 

7906230116 

50-305 

0 


HANRY. M 

7906140526 

50-366 

8 

MATHEWS, W R 

7906220407 

50-305 

Q 


MANRYr H 

7906140419 

50-366 

S 

MATHEWS. E fl 

7906060205 

50-303 

B 


HANRY. H 

7906140259 

30-366 

8 

MATHEWS. E R 

79060B031 4 

50-305 

0 


MANRYr H 

7906140447 

50-366 

8 

MATHEWS. E R 

7906200201 

50-303 

J 


MANRYr H 

7906200444 

50-366 

8 

MATHEWS. E R 

7906100303 

50-305 

P 


MANRYr M 

79061S0426 

50-366 

R 

MATHEWS. E R 

7906190401 

50-303 

J 


MANRYr M 

7906130021 

50-321 

R 

MATHEWS. E R 

7906200075 

50-303 

8 


MANRYr H 

7906190324 

50-321 

8 

MATHIASMIER.R L 

7906050096 

50-402 

0 


MANRYr M 

7906190361 

50-366 

B 

MATHIS. C J 

7906040217 

50-293 

8 


MANRYrH 

7906190436 

50-366 

8 

MATHI0.C J 

7906120305 

50-293 

S 


MANRYr M 

7906190491 

50-321 

B 

MATHIS. W H 

79060601 89 

ACRS 



MANRYr N 

7906190409 

30-366 

8 

MATHIS. W 

7906290647 

ACRE 



MANRYr M 

7906190363 

50-366 

8 

MATIAS, T R 

7906290060 

50-596 

T 


HANRY. M 

7906190496 

30-366 

8 

MATIA8. T R 

7906290054 

50-596 

T 


HANRY. M 

7906190909 

50-366 

8 

MATIAS. T R 

7906200582 

50-396 

0 


HANRY. M 

7906210167 

30-366 

6 

MATSON. V 

7906020103 

SECY 



HANRY. M 

7906210163 

30-321 

8 

MATSON. V 

7906040440 

XPORTLIC 







MATSON. V 

7906140575 

}<P0RTL1C 



HANRY. H 

7906220179 

90-321 

S 

MATSON. V. 

7906050101 

}(PORTLIC 



HANRY. M 

7906290297 

30-321 

8 

MATSON. V 

7906140602 

}<PORTHC 



MANSER. VI C. 

7906040175 

70-143 

C 

MATTIMOE.J J 

7906020092 

50-312 

Q 


MANTHE.M E 

7906160046 

REOOD 


MATTIMOe.J J 

7906020090 

50-312 

8 


MANUS. R. 

7906300616 

PRM 







HARCELLOrR A 

7906120287 

50-566 

A YAeC-U75 

KATTIMOE. U J 

7906290154 

50-320 

8 


MARCUSr 0. H 

7906210434 

50-200 

H 

MATTIMOE.J J 

79060200BS 

50-312 

8 


HAROALITH. J 

7906220079 

50-320 

ft 

MATTIMOE. J. J 

7906290132 

30-320 

0 


MAROALITH. J 

7906220069 

50-320 

P 

MATTIMOE. J 0 

79060602B7 

30-312 

P 


MAROAHTHr J 

79062200B3 

30-320 

P 

MATTIMOE. J, J 

7906070144 

30-312 

J 


MARICICHrR J 

7906290699 

50-999 

0 

MATTIMOE.J J 

7906060279 

30-312 

P 


MARK. J C 

7906060169 

ACR8 


MATTIMOE.J J 

7906190441 

30-312 

P 


HARKrJ C. 

7906260343 

ACRS 


MATTIMOE.J J. 

79061 S0559 

30-312 

6 


MARKrU G 

7906290663 

ACRS 


MATTIMOE.J J 

7906190510 

30-312 

8 


MARK. J C 

7906290699 

ACRS 


MATTIMOE.J, J. 

7906220345 

30-312 

P 


KARMEY 

7906120010 

30-320 

u 

MATT I A. M J. 

7906270096 

CONTRACT 



MARKEY 

7906120012 

30-320 

u 

MATTIA.H, J 

7906140200 

CONTRACT 



MARMEY 

7906120021 

50-320 

u 

MATTIA.H J, 

7906020172 

CONTRACT 



HARPLErN H 

7906270099 

30-200 

H 

MATTIA.H J 

7906160030 

CONTRACT 



MARRIOTT. P N 

7906260469 

50-320 

P 

MATTIA.H. J. 

7906180049 

CONTRACT 



MARRIOTT 

7906120013 

50-320 

u 

MATTIA.H J, 

7906130133 

CONTRACT 



MARBCHALL.C N, 

79062 ld32S 

NOREO 

NURe0/CR-0B24 

MATTIA, H, J 

7906130076 

CONTRACT 



KARSHALLrJ A 

7906230004 

40-0384 

C 

MATTIA.H J 

7906070352 

CONTRACT 



KARSH. L 

7906140393 

PR 


MATTIA.H, J 

7906150161 

CONTRACT 



MARSH. R J 

79062ik099e 

50-341 

a 

MATTIA. H J 

7906150130 

CONTRACT 



MARSH. R J 

7906210277 

30-320 

p 

MATTIA. H. J 

7906130169 

CONTRACT 



MARTIN. &,L. 

7906160013 

REOOD 


MATTIA. H J, 

7906180730 

CONTRACT 



MARTIN. J E 

7903200101 

ORO 


MATTIA.H J 

7906180744 

CONTRACT 



MARTIN. A 

7906130419 

30-320 

p 

MATTIA.H J, 

7906180751 

CONTRACT 



MARTIN. A 

7906130486 

90-320 

p 

MATTIA.H. J 

7906130091 

CONTRACT 



MARTIN. T J 

7906060261 

90-394 

Q 

MATTIA.H J. 

7906130084 

CONTRACT 



MARTIN. W 0, 

7906010040 

30-311 

0 

MATTIA. N. J. 

790^050212 

30-332 

0 


MARTIN. S 

7906210002 

90-320 

P 

MATTSON. C W. 

7906290091 

30-320 

0 


MARTIN. Q. 

7906140103 

90-309 

a 

MATT80N. R, J. 

7906270170 

30-320 

P 


MARTIN. M 0. 

7906090199 

70-364 

c 

MATTSON. «. J, 

7906070007 

30-320 

P 


MARTIN. N. 0 

7906140119 

70-371 

c 

MATTBON.R. J. 

7906230131 

30-320 

u 


MARTIN. W. 0. 

7906190222 

90-317 

0 

HATTaoN. R. J. 

7906070126 

50-320 

p 


MARTIN. H 0 

7906140134 

70-364 

c 

MAUKrF J), 

7906230124 

RES 


7906238124 

MARTIN. H. 0. 

7906190219 

90-317 

3 

HAXHELL. D 

7906100515 

30-249 

8 


MARTIN. N Q. 

79061 402 12 

70-139 

<J 

MAY. T J. 

7906260032 

30-471 

0 


MARTIN. « Q, 

7906210092 

70-820 

C 

MAYER. V. A. 

7906020202 

30-338 

0 


MARTIN. M.O. 

7906140100 

90-309 

0 

MAYER. L. 0. 

7906050290 

30-282 

p 


MARTIN. H.O. 

7906260969 

70-53 

<3 

MAYER. L. 0 

7906050316 

30-306 

8 


MARTIN<H.Q 

7906190219 

90*-0l7 

0 

MAYER. L, 0. 

7906120340 

30-263 

P 


MARTIN. W 0. 

7906260996 

70-33 

G 

MAVERr U 0. 

7906120364 

30-306 

8 
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CATEGORY 

MAYER. L. Q 

79061 2037S 

50-263 

R 

MATER. L 0 

7906140443 

50-282 

P 

MAYER. L 0 

7906130202 

30-263 

F 

MAYER. L 0 

7906190342 

50-282 

P 

MAYER. L 0 

7906140229 

50-282 

ft 

HAVER. L Q 

7906220337 

50-282 

P 

HAVER. L 0 

7906220336 

50-282 

8 

KAYER.L 0 

790626047 1 

30-202 

0 

HAYER.L 0 
KAVNARO.C J 

7906270161 

7906070178 

50-282 

FOIA 

8 

MAIETIS.O ft 

7906130300 

30-320 

P 

MCARTHUR. S C 

7906070142 

50-03 

J 

HCBREARTY. R 

7906050212 

30-352 

Q 

HCBREARTYrR A 
HCSRIDEiH a. 

7906140582 

7906180029 

SO-443 

PR 

Q 

HCBftlOE. J. A 

7906110103 

WA8TE HOT 

MCBRIOE.O E 

7906140091 

71-289 

Q 

HCBRtOE. 0 £ 

7906140100 

71-289 

C 

MCCABE. E C 

7906260173 

30-271 

0 

MCCABE. E C 

7906210017 

30-320 

P 

MCCABE. E C 

7906010047 

30-245 

0 

PCCCAGE.E C 
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50-390 

Q 

NARDACC 1 , 0 A 

7906270113 

30-320 

P 


MURPHY. C E 

7906020124 

30-369 

0 

NARDACCl.O A 

7906290011 

50-320 

R 






NARROW. L 

7906010039 

50-354 

G 


MURPHY. C E 

7906010195 

50-416 

Q 






MWRPHY. C E 

7906160037 

50-369 

0 

NARROW. L 

7906150195 

50-363 

G 


MURPHY. C E 

7906150034 

50-438 

Q 

NAT ALE, V 

7906220100 

71-6038 

C 


MURPHY. C E 

7906040362 

50-369 

Q 

NAUGHTOM, W P 

790 601 0238 

30-599 

A 


MUflPHY.C E 

7906140641 

50-438 

Q 

NAUOHTQN. W F 

7906000276 

50-599 

A 






NAUGHTQN. W F 

'906070270 

50-399 

A 


maPHY. C E 

7906140649 

50-416 

G 






VWRPHY. C E 

7906250137 

50-aai 

Q 

NAUOHTQN. W F 

7906130225 

50-599 

A 


MURPHY. G E 

7906010019 

50-566 

Q 

NAOOHTON. W, F 

7906130380 

30-579 

A 


MLfflPHV. c. e 

7906010029 

50-327 

Q 

NAUOHTOK. W F 

7906220352 

30-599 

A 


MUfiPKY. C € 

7906010322 

50-510 

0 

NAUGHTOM, W F 

7906220380 

50-599 

C 






NAYLOR. R W 

7906180551 

30-346 

8 


MURPHY. C E 

7906050113 

50-966 

0 






MURPHY. C E 

7906180090 

50-424 

Q 

NEIGHBORS, J D 

7906260110 

50-200 

P 


MURPHY. C E 

7906050063 

50-390 

Q 

NEIGHBORSiJ D 

79G6250I94 

50-200 

P 


PRiRPHY.C E 

7906050133 

50-416 

0 

NEIGHBORS. J D 

7906110446 

50-280 

P 


KUHPHV.C E 

7906200193 

80-390 

0 

NEIGHBORSrJ D 

7906290559 

30-280 

P 






NEISLER. J H 

7906050238 

50-373 

G 


rtJRPHY.C E. 

7906140142 

50-370 

<1 






MURPHY. C E 

7906070118 

50-281 

G 

NELSON. H D 

7906050049 

NUREO 



MURPHY. C E 

7906070186 

50-327 

Q 

NELSON, C 

7906100704 

30-320 

P 

MURE0/CR-03Se 

MURPHY. C E 

7906210064 

50-389 

Q 

NELSON, C 

7906180704 

50-320 

P 

MUREG/CR-OSSS 

WRPHV.C*E 

7906210402 

50-281 

Q 

NELSON, J 

7906220403 

30-346 

S 






NELSON. C.C 

7906160052 

30-309 

P 


rPURPHY.C E 

7906220084 

50-390 

G 






tWRPHY.C E 

7906220248 

80-348 

Q 

NELSON. G C 

7906180571 

50-302 

P 


murphy. C E 

7906200362 

50-389 

Q 

NEWMARK. N M 

7906060074 

30-309 

P 


MURPHY. C.E. 

7906210206 

50-390 

Q 

NEWMARK. N M 

7906060095 

FOIA 



MURPHY. C E, 

7906180752 

30-413 

G 

NEWHAN, J. R 

7906 130723 

30-466 

0 






NEWHAN.J R 

7906070307 

30-466 

Q 


MURPHY. C E 

7906010348 

30-369 

G 






MURPHY. C E 

7906220074 

50-395 

Q 

NEWMAN, J R. 

7906080103 

50-466 

0 


MURPHY. C E 

7906230341 

50-338 

G 

NEWMAN, J R, 

7906000190 

30-466 

0 


MUSPHYiC.E 

7906250352 

50-438 

G 

NEWMAN. J R. 

7906110440 

50-466 

0 


MUfiPHY.C.E 

7906040370 

50-327 

G 

NEWMAN. J R. 

7906020107 

50-466 

0 






NEWMAN. J R 

7906070304 

30-490 

0 


Ift^PHY.C € 

7906160024 

50-369 

G 






tWRPHY.C £ 

7906260524 

50-339 

G 

NEWMAN. J R. 

7906000052 

30-466 

G 


iMtPHY.C E 

7906260241 

50-566 

G 

NEWMAN. J R 



- 


MURPHY. C E. 

7906260599 

50-281 

Q 

NEI 





MURPHY. C E 

7906190162 

50-395 

G 

NEI 





rWRPHY.C E 

7906220091 

50-395 

Q 






MURPHY. C.E 

7906190116 

50-491 

Q 






fWRPHY.C E. 

7906070332 

50-250 

G 






MURPHY. C E 

7906010133 

50-553 

a 






MURPHY. C E 

7906010190 

50-416 

Q 






MURPHY, C, E 

7906220244 

50-348 

G 






MURPHY, C E 

7906210041 

50-390 

Q 






MURPHY. C e 

7906140116 

50-370 

a 






WRPHY,C E 

7906190527 

50-391 

Q 






MURPHY, C. E 

7906200174 

50-390 

G 






MURPHY. C E. 

7906220169 

80-438 

Q 






MURPHY. C E 

7906020120 

50-369 

G 






MURPHY, C E. 

7906180734 

50-413 

G 






MWPHY.q E 

7906020131 

50-553 

0 






MURPHY. C, E. 

7906250122 

50-281 

G 






MURPHY, C. E 

7906250163 

50-369 

G 






MURPHY, C E 

7906290568 

50-395 

G 






rWRPKY.C. E. 

7906290473 

50-413 

Q 






MURPHY, G E 

7906180720 

80-327 

Q 






MURPHY.C.E 

7906210073 

50-416 

G 






WUftPHV,C. E 

79060701 08 

80-339 

Q 
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NORDERHAUO^L R 

7906IA004S 

30''279 Q 

O'REILLYiJ P 

79062904 *3 

50-269 

Q 


NORDERHAUGrL R 

770&JA0045 

70-2217 C 

O'REILLYiJ P 

7906290446 

50-413 

0 


NORDERHAUG.L R 

7906290641 

70-734 C 

O'REILLYiJ P 

7906830490 

50-302 

0 


NORDERHAUO. L R 

7906290602 

70-734 C 

O'REILLYiJ P 

7906290492 

90-250 

Q 


NORELIVSiC E 

7906230117 

30-346 a 

O'REILLY, J.P 

7906230499 

50-321 

Q 


NQBENZO^L V 

7906290718 

8ECY 

O'REILLYiJ P 

7906250498 

50-395 

Q 


NOSENZOrL V 

79061B0691 

SECY 

O'REILLYiJ P 

7906290460 

50-395 

Q 


NOSENZO.L V 

7906180806 

SECY 

O'REILLY, J.P 

7906260963 

50-416 

Q 


NOSENZOiL U 

7906040400 

XPORTLIC 

O'REILLY, J.P 

7906110090 

50-340 

0 


NQ8ENZ0,L V 

7906010103 

XPDRTLIC 

O'REILLYiJ P 

7906110099 

SO-261 

Q 


NQSENZOrL V 

790604043S 

XPORTLIC 

O'REILLYiJ P 

7906110060 

50-269 

Q 


NOSENZQiL U 

7906070276 

XPORTLIC 

O'REILLYiJ P 

7906110061 

50-302 

Q 


NOSENZOiL U 

7906070382 

XPORTLIC 

0 'REILLY, J P 

7906110063 

50-250 

0 


NO&ENZOiL U 

7906230094 

SECY 

O'REILLYiJ P 

7906110069 

50-321 

0 


NOSENZOiL V 

7906020196 

XPORTLIC 

O'REILLYiJ P 

7906110066 

50-259 

Q 


NOSENZOiL V 

7906150296 

XPORTLIC 

O'REILLYiJ P 

79061 10060 

50-200 

0 


NOSENZOiL V 

7906180799 

XPORTLIC 

O'REILLYiJ P 

7906260242 

30-269 

0 


NOSENZOiL V 

790626001 S 

XPORTLIC 

O'REILLYiJ P 

7906190173 

50-919 

A 


NQSENZO, L V 

7906290643 

XPORTLIC 

O'REILLYiJ P 

79062901 1 1 

50-261 

Q 


NOSENZOiL V 

7906290793 

XPORTLIC 

O'REILLY. P. 0 

7906210066 

FOIA 



NOSENZOiL V 

7906290797 

XPORTLIC 

OAKES, D L 

7906010200 

50-340 

S 


NOSENZOiL V 

7906290307 

XPORTLIC 

OBEROiC R 

7906210032 

30-482 

0 


NOSENZOiL V 

7906020021 

SECY 

OESTMANN.M J 

7906020069 

50-299 

0 


NOSENZOiL V 

7906230087 

SECY 

oeaTMANNiM J 

7906290125 

50-263 

0 


NOSENZOi L V 

7906010087 

XPORTLIC 

OKANIANrK J 

7906190206 

50-03 

p 


NOSENZOiL V 

7906040230 

XPORTLIC 

OKRENTi D 

7906260969 

ACR0 



NOSENZOiL V 

7906040233 

XPORTLIC 

OKRENT, D 

7906120076 

50-320 

T 


NOSENZOiL V 

7906260100 

XPORTLIC 

OKRENT, D 

7906120037 

50-320 

u 


NOSENZOiL V 

7906260109 

XPORTLIC 

OKRENT, D 

7906190224 

50-320 

T 


NOVAKi T H 

7906280173 

90-320 P 

OKRENT. D 

7906260942 

ACR8 



NOVARRDiJ P 

7906110421 

90-322 A 

OKUOA, K 

7906190097 

XPORTLIC 



NOUARROr J P 

7906060289 

90-382 A 

OLLER.R E 

7906210099 

flA999 



NOVARROi J P 

7906060290 

S 0-322 A 

OitER.fl E 

7906070031 

QA999 



NOVARROi J P 

7906120218 

90-322 A 

OLMSTEADiN J 

7906230021 

50-329 

0 


NOVARROi J P 

7906010201 

SO -322 A 

OLHSTEAOiN J 

7906230016 

50-329 

0 


NONlCKlrS J. 

7906010239 

S0-2I9 P 

OLMSTEAO.W J 

7906230026 

50-329 

0 


NOVllCKIiS J. 

7906290320 

90-219 P 

OLHSTEAO.U J 

7906230029 

50-329 

0 


NUGENT lE L. 

790609023S 

40-2299 C 

OLSEN, A F, 

7906290313 

70-024 

c 


NUGENT. E L 

7906040120 

40-2259 C 

OLSEN, A F 

7906200094 

70-884 

c 


NUNNi 0. E 

7906130236 

90-361 a 

OLSEN, A F 

7906220100 

71-60SB 

c 


NUTEiL P 

NYMANiC J. 
O'BRiENi J «. 
O^BRrENiG M 

P 'CONNOR, L A 

790601 0272 
7906180419 
7906130171 
7906000026 
7906190396 

90-329 0 

90-27 P 

PRM 

90-10 U 

90-213 I 

OLSEN, A F 

OLSEN.C 8 
0L8HAN.L.N 
OLSHAN.L N 
OLSHAN.L N 

7906010185 

7906290542 

7906250033 

7906260092 

7906260176 

70-924 

RES 

50-247 

50-305 

50-334 

G 

P 

P 

P 

7906290342 

0 'CONNOR, L. A 

7906200374 

90-249 I 

0L8HAN,L N 

7906110441 

50-247 

P 


0'DONNELLi£ p 

7906200945 

REOOD 

OLSHAN.L, N 

7906250090 

50-847 

0 


O'HANLONi J P 

7906080290 

90-313 B 

0NI6HI. V 

7906020148 

NUREO 


NURE0/CR-0A98 

O'MALIAi Ri j 

7706290396 

71-09 C 

0N800RF. K A 

7906010099 

50-272 

0 


O'NEIL, J H 

7906110034 

MABTE MOT 

ONSOORFFiK A 

7906200611 

50-272 

0 


Q'NEILLrJ J. 

7906070200 

50-346 8 

OPEKA.J F 

7906040353 

30-245 

8 


O'REILLY, J P 

7906290220 

ILE 

OPEKA. J F 

7906040234 

30-245 

8 


O'REILLY, J P 

7906200940 

50-321 Q 

□PEKAiJ F 

7906040295 

30-336 

S 


O'REILLY, J P 

79061 B0209 

90-339 Q 

OPEKA, J F 

7906120397 

50-245 

B 


O'REILLY, U P. 

7906200146 

90-280 0 

OPEKAiJ F 

7906120395 

50-336 

8 


O'REILLYiJ P. 

7906070021 

90-321 a 

OPEKA, J F 

7906140398 

50-243 

a 


O'REILLY, J P 

7906290809 

90-437 Q 

OPEKA. J. F 

7906120345 

50-336 

R 


O'REILLY, J P 

7906010304 

90-338 0 

OPEKA, J.F 

7906180522 

30-245 

R 


O'REILLYiJ P 

7906130141 

90-321 0 

OPEKA, J.F 

7906180495 

50-336 

S 


O'REILLYiJ P. 

7906130144 

90-416 Q 

OPEKA, J F 

7906250270 

50-245 

8 


O'REILLY, J P 

7906130146 

90-993 0 

OPEKA, J F 

7906290260 

30-336 

8 


O'REILLYiJ P. 

7906130147 

90-910 a 

OPEKA iJ F. 

7906290242 

30-245 

8 


O'REILLY, J. P. 

7906130151 

90-299 0 

OPEKA, J.F 

7906290277 

30-336 

S 


O'REILLY, J. P. 

7906130194 

90-324 0 

OPLiNGERiO 0 

7906180624 

SECY 



O'REILLYiJ Pi 

7906080174 

90-124 O 

OPLINOER, 0 <9 

7906250249 

XPORTLIC 



O'REILLYiJ P. 

7906200619 

90-400 A 

OPLINGER.G, 0 

7906290612 

SECY 



O'REILLYiJ P 

7906290386 

90-437 Q 

OPLINOER, 0.0 

7906250230 

XPORTLIC 



O'REILLYiJ P. 

7906290413 

90-160 O 

OPLINOER, 0. 0 

7906020106 

SECY 



O'RElLLYi J P. 

7906290414 

90-1 1 L 0 

OPLINOER, 0 0 

7906290838 

30-574 

A 


O'REILLYiJ P. 

7906290417 

90-930 0 

OPLINOER, 0 0. 

7906020027 

SECY 



O'REILLY, J.P 

79062904 IB 

50-189 0 

OPLINOER, 0, 0. 

7906120103 

XPORTLIC 



O'REILLY, J P. 

7906850421 

90-124 fl 

OPLINOER, 0 0 

7906210094 

XPORTLIC 



O'REILLY, J.P 

7906290422 

90-83 Q 

OPLINOER, 0. 0 

7906040437 

XPORTLIC 



O'REILLYiJ P. 

7906290484 

90-62 0 

OPLINOER, 0.0 

7906010172 

XPORTLIC 



O'REILLYiJ P 

7906290429 

50-406 0 

OPLINOER, 0 0 

7906050253 

XPORTLIC 



O'REILLY, J.P. 

7906290427 

70-1432 C 

OPLINOER, 0,0 

7906050264 

XPORTLIC 



O'REILLYiJ P 

7906290420 

70-1319 C 

OPLINOER, 0. 0 

7906050267 

XPORTLIC 



O'RElULVi J.P 

7906290429 

70-1201 C 

OPLINOER, 0, 0 

7906090396 

XPORTLIC 



O'REILLY, J.P. 

7906290430 

70-143 G 

OPLINOER, 0, 0. 

7906050402 

XPORTLIC 



O'REILLYiJ P 

7906230432 

70-1 iia c 

OPLINOER, 0. 0 

7906050404 

XPORTLIC 



O'REILLYiJ P 

7906290433 

90-332 0 

OPLINOER, 0.0 

7906160018 

XPORTLIC 



O'REILLY, J, P. 

7906230439 

70-87 C 

OPLINOER, 0 0. 

7906090257 

XPORTLIC 



O'REILLYiJ P 

7906290436 

90-13 0 

OPLINOER, 0. 0 

7906050261 

XPORTLIC 



O'REILLY, J P. 

7906290437 

90-340 a 

OPLINOER, 0 0. 

7906050400 

XPORTLIC 



O'REILLY, J,P. 

7906390440 

90-261 a 

OPUNOERi 0. Q, 

7906160011 

XPORTLIC 
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SUBJECT 


REPORT 

AOTHOR 
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AUTHOR 
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OPLCHCERoO 0 

7906160013 

XPORTLtC 




0N8LEY»0 F 

7906270077 

TDPREP 



DPilHGER«0 Q 

7906160033 

XPORTLtC 




0W3LEY.0 f 

7906120230 

TOPREP 



OPtlKOERoO. 0 

7906160031 

XPORTLIC 




OZHON.R V 

79D6230137 

71-146 

C 


OPiJNGER^a. 0 

7906850061 

XPORTLIC 




PAOOETT, 0 

7906180193 

71-298 

C 


CPilti^CERjiO. 0 

7906040430 

XPORTLIC 




PAOEL.J y 

7906180357 

PR 



0PLIIW€R*0 0 
OPLIN^ER.O.Q 
'OPLIMER.Q, Q 
OPLlMERiO 0 
OFLlNOERiO 0 

7906160039 

7906160036 

7906180081 

7906160039 

7906180138 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 




PALLADINO^N J 
PAOLINAift 

PAPPA3, H 

PAPPAS, H. 

PAPPAS, H 

7906130285 
7906260499 
7906120222 
79060201* b 
7906260016 

50-320 
50-31 t 
ORO 

ORO 

QRO 

a 

Qi 


OPLliHCOI^O 0 

7906160010 

XPORTLIC 




PAPPAS. H 

7906080120 

ORO 



OTLiafiERtO 0. 

7906030010 

XPORTLIC 




PAPPAS, H 

7906120250 

DRO 



OPLI^R^O 0- 

7906050015 

XPORTLIC 




PAPWORTHrL 0 

7906120427 

30-407 

R 


OPLt^R^O.O 

7906020146 

XPORTLIC 




PAPMORTHrL 0 

7906150310 

50-409 

8 


QPLIKCCR^O e 

7906020149 

XPORTLIC 




PAPNORTHrL 0 

7906270194 

50-40? 

8 


QPLI^R.O 0 

7906020132 

XPORTLIC 




PARCEUL 

7906030353 

50-237 

8 


QPLII^CER^O 0 

7906020162 

XPORTLIC 




PAR CELL 

7906200409 

50-237 

a 


OPLIhfGCR.O 0 

7906040326 

XPORTLIC 




PAR 18.0 

7906290069 

50-396 

T 


GPLiWEHiO 0 

79061S0107 

XPORTLIC 




PAR 1 8,0 

7906290077 

30-596 

T 


Qf^LINOCRrO 0 

7906150109 

XPORTLIC 




PARKER, 0 A 

7906220334 

50-523 

0 


GPLINCCRrO 0 

7906130111 

XPORTLIC 




PARKERSON/L 

7906010250 

FOIA 



GPLiNCCRrO.O. 

7906160039 

XPORTLIC 




PARKER, W 0 

7906260250 

30-269 

d 


OPLIH^R.O 0. 

7906160061 

XPORTLIC 




PARKER, U 0 

7906020121 

30-369 

0 


0Pilf45ER*0 0. 

7906160063 

XPORTLIC 




PARKER, W 0 

7906140529 

PR 



{SPLINTER. 0.0 

7906160064 

XPORTLIC 




PARKER, W Q 

7906160033 

50-369 

0 


OPLIHOER.O 0 

7906160065* 

XPORTLIC 




PARKER, W 0 

7906110062 

30-269 

0 


QPLiHOERiO 0 

7906180022 

XPORTLIC 




PARKER, y, 0 

7906020243 

70-2623 

c 


OPLIHOER.O 0 

7906180023 

XPORTLIC 




PARKER, W 0 

7906040360 

30-369 

a 


OPLIKOER.O 0 

7906130119 

XPORTLIC 




PARKER. W 0 

7906140613 

REOOO 



CPLll«€ft.O 0. 

7906130123 

XPORTLIC 




PARKER W 0 

7906160062 

71-6698 

c 


OPUlN0£fl»O 0 

7906130117 

XPORTLIC 




PARKER, M 0 

7906220061 

PRM 



oPLrHoeR.fr 0 

7906180801 

XPORTLIC 




PARKER, U Q 

7906120291 

50-269 

0 


OfLlMOER.O*0. 

7906190079 

XPORTLIC 




PARKER, U Q 

7906140122 

50-370 

a 


WLtHOCRiO.O 

7906290779 

6ECV 




PARKER, W 0 

7906040421 

30-269 

0 


OPLtMOERiO 0 

7906190082 

XPORTLIC 




PARKER, M 0 

7906260244 

50-267 

a 


DPLCr^RiO 0 

7906190083 

XPORTLIC 




PARKER, W 0 

7906250057 

70-2623 

c 


OPLENOERiO & 

7906190188 

XPORTLIC 




PARKER, M 0. 

7906230170 

50-369 

Q 


OPLiNOERtO 0 

7906190184 

XPORTLIC 




PARKER, M 0 

7706200265 

50-269 

0 


OPUINOER*© 0. 

7906190186 

XPORTLIC 




PARKER, M 0 

7906010346 

50-369 

Q 


□PLINCEA^O 0 

7906250042 

XPORTLIC 




PARKER, g 0 

7906140181 

50-369 

a 


ORLIWER^O. 0. 

7906230043 

XPORTLIC 




PARKER, g, 0 

7906290029 

50-269 

Q 


DPLI^R^O 0 

7906250048 

XPORTLIC 




PARKER, W 0 

7906010244 

30-370 

B 


OPUIWOER^O. 0 

79062SOOSO 

XPORTLIC 




PARKER, g 0 

7906260234 

50-369 

Q 


QPLIHOEH.O 0 

7906250052 

XPORTLIC 




PARKER, g Q 

7906060229 

50-287 

P 


I3RLII40ERjO 0 

7906250033 

XPORTLIC 




PARKER, g a. 

7906070230 

30-269 

P 


OPLtNOERiO Q 

7906230060 

XPORTLIC 




PARKER, g 0 

7906050327 

50-269 

P 


ORLU^ER.O 0 

7906230064 

XPORTLIC 




PARKER, g 0 

7706120223 

30-269 

Q 


OPLIKaERiO 0 

7906230068 

XPORTLIC 




PARKER. W 0 

7906130320 

30-269 

0 


ORUKGCRrO 0 

7906230073 

XPORTLIC 




PARKER, W 0 

7706150280 

50-369 

J 


WLlKOefttO 0 

7906230076 

XPORTLIC 




PARKER, W 0 

7706130267 

30-269 

P 


DPUIRSERrO 0 

7906230080 

XPORTLIC 




PARKER, g 0 

7906190261 

50-269 

P 


OPLiNOEft. Q 0. 

7906230084 

XPORTLIC 




PARKER, W 0 

7706210149 

50-269 

R 


DPLthffiERrO, 0, 

7906250086 

XPORTLIC 




PARKER, U D 

7706220283 

50-269 

P 


DPUWCRrO 0 

7906230009 

XPORTLIC 




PARKER, W 0 

770626032? 

30-270 

8 


OPLUttCRrO 0 

7906230093 

XPORTLIC 




PARKER, g 0 

7906280140 

30-269 

R 


OPtIMERiQ 0. 

7906230096 

XPORTLIC 




PARKER, g 0 

7906290314 

50-269 

B 


OPLIKOER.O.O 

7906230098 

XPORTLIC 




PARKINSON, T F 

7906020178 

50- 124 

Q 


DPLIKOERrO Q 

7906250102 

XPORTLIC 




PARKS, G E 

7906230140 

TOPREP 


B AW- 10074 A 

OPLirMCRfO 0, 

7906250104 

XPORTLIC 




PARMLEY, g A 

7906110051 

WASTE MOT 


OPLIHQCR.O 0 

7906250117 

XPORTLIC 




PARR.O t> 

7906200520 

50-330 

P 


OPLIH&ER.O 0 

7906250120 

XPORTLIC 




PARRrQ D 

7906070313 

30-338 

P 


OPLtWCRiO <1 

7906250126 

XPORTLIC 




PARR,Q, 0. 

7906070325 

30-338 

P 


O>L]H0ER<0 0 

7906250131 

XPORTLIC 




PARR,Q D 

7906060020 

50-339 

A 


OPLIH<}ERiO 0 

7906230134 

XPORTLIC 




PARR,0. D. 

7906110414 

50-498 

A 


OPLiHOERiO. 0 

7906230139 

XPORTLIC 




PARR, 0. D 

7906130304 

50-387 

A 


DPLtNOERi 0 0 

7906250144 

XPORTLIC 




PARR, 0> 0 

7906190003 

50-568 

I 


OPLINOERi 0 a 

7906250343 

XPORTLIC 




PARR, 0, D 

7906150103 

50-387 

A 


DPttHOERjO. Q, 

7906180632 

SECY 




PARR, 0, D 

7906180767 

30-330 

P 


DPLiHOERi 0 0 

7906210082 

XPORTLIC 




PARR, 0. 0. 

7906180781 

50-400 

A 


OPUNOEHi 0, 0 

7906270021 

XPORTLIC 




PARR,Q 0 

7906230162 

30-307 

A 


OPUIROER, 0, 0. 

7906290385 

XPORTLIC 




PARR,0 0. 

7906290851 

30-596 

A 


opLim^ni Q 9 

7906290526 

XPORTLIC 




PARR, a, 0 

7906250075 

30-498 

A 


OPLIKOER. 0 0 

7906050266 

XPORTLIC 




PARR,0 0. 

7906290841 

30-338 

P 


DPLiNOERr 0. 0 

7906160028 

XPORTLIC 




PARR,0 0 

7906290755 

50-307 

F 


GRSCRiW 8 

7906080294 

30-344 

6 



PARRIS, H. 0 

7906010278 

30-259 

J 


osENBAyow, e h 

7906250420 

50-899 

0 



PARSONT, M A 

7905230222 

ORO 



OSTiF 

7906060295 

30-298 

8 



PARTLOW, J.O 

7906050237 

70-1151 

C 


03TER. vl. 

7906070236 

30-10 

J 



PARTLOWi J, 0, 

7706010183 

70-820 

c 


OSTCR. J. 

7906120260 

50-10 

J 



FARTLOMi J, 0. 

7906040115 

70-1151 

c 


OSIER, vl. 

7906200290 

50-293 

J 



PARTLOWr J 0. 

7906040386 

70-734 

c 


OIT.L g. 

7906030134 

NUREO 


NUREO/CR-0610 


PARTLQWr J. 0 

7906040044 

70-1151 

c 


OTTHOFFiF H 

7906260024 

50-466 

0 


PARTLOW, J. 0 

7706040066 

70-143 

c 


O^RErR. P. 

7906120268 

80-312 

P 



PARTLOW, J 0 

7906040071 

70-371 

c 


MRErR r. 

7906120326 

50-312 

P 



PARTLOW, J 0 

7906040073 

70-1113 

c 


WZT8,vf. E. 

7906250365 

50-324 

Q 



■“ ' ‘ " 
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AUTHOR 

ACCESSION 

NUMBER 

aUBJECT 

CATEOQRY 

REPORT 

KUMBER 

PARTLOU, J Q 

7706090102 

70'-364 

C 


PARTLOH.J 0 

7706200307 

70-1201 

C 


PARTLOW, J 0 

7706290001 

70-1100 

C 


PARTLOW, d 0 

7706290002 

70-1 1<J0 

C 


PARTLOU. J 0 

770629000S 

70-36 

C 


PARTLOWiJ O 

7706290011 

70-36 

C 


PARTLOWiJ 0 

7706210070 

70-1 151 

C 


PARTLOU. J C 

7706270783 

70-148 

C 


PARTLOWiJ 0 

7706290741 

70-140 

C 


PARTLOWiJ 0 

7706260570 

70-143 

C 


PARTLOWiJ Q 

7706260572 

70-1201 

C 


PARTLOWiJ 0 

7706290776 

70-734 

C 


PARTLOWiJ O 

7706290207 

70-371 

C 


PASTERNAKiR J 

7706040225 

90-333 

s 


PASUPATHIi V 

7706210339 

90-33 1 

P 

BCL- 983-9 

PATEiR J 

7906210347 

50-361 

Q 


PATCH. W D 

7906020033 

50-309 

O 


PATTERSONiJ P 

7906260312 

50-263 

Q 


PATTERSONiJ P 

7906260237 

S0-36B 

0 


PAULift 

7706210043 

PR 



PAULUSiR C. 

7906060178 

50-320 

8 


PAULUSiR C, 

7906060181 

90-320 

8 


PAULUSiR C. 

7906090061 

90-320 

S 


PAULUSiR C, 

7906220153 

50-320 

S 


PAULUSiR C 

7906270031 

50-320 

S 


PAULUSiR C 

7906270027 

50-320 

S 


P£CKiS 0 

7906290204 

RES 


7706290204 

PCCKiL J 

7906020094 

NUREO 


HURE0-04B2 

PECKiC C 

7906260228 

70-1308 

c 


PEERLES. L 

7906140465 

NRG 



PCELERiO B. 

7906290305 

RE6 


7906290509 

PEEPLES. W P 

7906100149 

PR 



P£ERYiW W 

7906190463 

50-390 

Q 


PEERY.W W 

7906290386 

50-320 

P 


P£HRODiO C 

77061 100B9 

WASTE HOT 


PEPPERrC 

7906070045 

50-290 

U 


PERKINS. T J 

7706010214 

50-220 

a 


PERLHUTTERiC 8 

7906070071 

FOIA 



PERLMAN. J 

7906160282 

CONTRACT 



PERLMAN. J 

7906250335 

CONTRACT 



PERLMAN. J 

7706260123 

CONTRACT 



PERLMAN. J 

7706360139 

CONTRAC r 



PERLMAN. J 

7706270100 

CONTRACT 



FERNY. C D 

7906000169 

90-538 

Q 


PERCY rCHiJ 

7706220243 

90-292 

J 


PERROTTI.D J 

7906210144 

90-320 

P 


PERROTTI.D J 

7706210282 

90-320 

p 


PERRQTTI.O J 

7706260094 

70-1201 

c 


PERROTTI.D J 

7706210009 

50-320 

p 


PERRY. J C 

7706040390 

90-344 

a 


PERSIAN! rP J 

7706130205 

90-320 

0 


PETERS, M 

7706100204 

50-279 

0 


PETERSQNr C. E 

7906250420 

50-999 

0 


PETRICK. N A 

7906120146 

50-403 

A 


PETRICK. N A 

7906120263 

90-402 

A 


PETTI JCHN, ft R 

7906090141 

NUftEO 


NURE0/CR-D699 

PHlLBRlCKiS S 

7906260632 

ACRS 



PHILLIPa. J.R 

7906070327 

90-279 

0 


PHILLIPS. J.R 

7906010341 

90-279 

0 


PHILLIPS, D.L 

7906000296 

90-298 

0 


PHILLIPS. H, 8 

7906050230 

50-373 

Q 


PHOENIX, W C 

7706200040 

REVIEW ORP 


PHOENIX, W C 

7706260234 

REVIEW ORP 


PICKERINC. T R 

7906250160 

XPORTHC 



PrCKFQRD.A E 

7706270213 

TOPREP 



P ICKLE. J J 

7706070043 

90-490 

U 


PICKLESlHEft.K 

7706260473 

50-320 

R 


PIEPEL.O F. 

7706180717 

NUREO 


NUREO/C 8-0603 

PILANT.J « 

7706040209 

30-290 

a 


PILANT. J, M 

7906110093 

90-298 

Q 


PILANT.J M. 

7906290341 

90-320 

0 


PILANT. J. M 

7906070373 

90-296 

a 


PILANT.J M 

7906110043 

90-298 

0 


PILANT.J M. 

7906090270 

90-290 

p 


PILANT.J M 

7906060148 

90-298 

p 


PILANT.J M. 

7906090272 

90-298 

p 


PILANT.J M 

7906130297 

90-298 

p 


PILANT.J « 

7906190392 

90-298 

p 


PILANT. J.M 

7906260937 

90-298 

J 


PILANTrJ «, 

7906290201 

90-298 

p 


PILLARD.C H 

7906130108 

PR 



PLANJErT J. 

7906260622 

90-123 

<k 


PLASKON.R £ 

7906290794 

90-916 

0 


PLASKONr R. E, 

7706290808 

90-916 

0 


PLESSET, « a 

7706250474 

ACRS 




AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRY 

REPORT 

NUHSER 

PLESSETtH 8 

7706130274 

50-320 

0 


PLITCH. L W 

7706070222 

FOIA 



PLUHSTED. W C 

7906200204 

71-120 

C 


POBUTKlEWtCZ. S 

7906040227 

30-333 

a 


POCHAL. W F 

7906130077 

XPORTLIC 



POCHAL. M F 

7706270003 

XPORTLIC 



POE. J 

7706260537 

XPORTLIC 



POIRER. K R 

7706020137 

50-449 

M 


POLK.P J 

7706X10032 

90-333 

P 


POLK.P J 

7906090109 

90-333 

P 


POLLOCK. R 

7706210400 

PRM 



POOLE. R D 

7706040107 

90-10 

J 


PORSE, L 

7706260403 

NUREO 


NURE0-0S94 

PORT, 8 

7906210200 

90-320 

P 


PORTER. 8 W 

7906200130 

90-320 

P 


PORTER, a W 

7706220207 

90-320 

P 


PORTER. 8 W 

7906290423 

50-320 

P 


PORTER. 8 U 

79062101 U 

90-320 

P 


PORTER. S W 

7706260291 

50-320 

P 


PORTER. 8 VI 

7706220062 

50-320 

P 


PORTERAr C 

7706160019 

71-72 

C 


PORTER. B J 

7906200993 

PR 



PORTER. W L 

7906120016 

70-2623 

c 


PORTER. W E 

7906090379 

70-2623 

c 


PORTER. W L 

7906040037 

70-2623 

c 


PORTER. W L 

7906210126 

70-2623 

c 


PORTER. W L 

7706090371 

ORO 



PORTER, W L 

7906280008 

70-2623 

G 


PORTER. 0 W 

7906270413 

50-320 

P 


PORTER. 8 M 

7906210202 

30-320 

P 


PORTER. 8 W 

7906210209 

90-320 

P 


PORTER. 8 M 

7906210192 

50-320 

P 


PORTER. 8 H 

7906210176 

90-320 

P 


PORTOR. W L 

7706080121 

70-2623 

c 


POTAPOVS. U 

7906160009 

QA777 



POTAPOVS. U 

7906160006 

QA977 



POTAPOVS, U 

7906210000 

QA777 



POTAPOVS, U 

7906160004 

0A977 



POTAPOVS, U 

7906210050 

QA977 



POTAPOVS, U 

7706210061 

QA777 



POTAPOVS, U 

7706210093 

QA977 



POTAPOVS, U 

7706210074 

QA977 



POTAPOVS. U 

7906210000 

QA999 



POTAPOVS, U 

7906210335 

QA977 



POTAPOVS, U. 

7906270268 

QA997 



POTAPOVS, U 

7706100663 

QA799 



POTAPOVS, U 

7706210312 

aA979 



POTAPOVS. U 

7706290670 

QA997 



POTAPOVS. U 

7706270602 

QA999 



POTAPOVS, U 

7706100251 

0A997 



POTAPOVS, U 

7706010110 

<JA979 



POTAPOVS, U 

7906010112 

QA997 



POTAPOVS, U 

7706070023 

QA979 



POTAPOVS. U. 

7706050170 

QA999 



POTAPOVS. U 

7906070020 

QA779 



POTAPOVS. U 

7706100654 

QA779 



POTAPOVS. U 

7706210326 

QA799 



POTAPOVS, U 

7706060052 

QA799 



POTAPOVS. U 

77060600BO 

aA999 



POTAPOVS. U 

7906060104 

QA999 



POTAPOVS. U 

7706220216 

0A999 



POTAPOVS, U 

7706230067 

QA999 



POTAPOVS, g 

7906170067 

QA999 



POTAPOVS, U 

7906230040 

0A997 



POTAPOVS, g 

7906230051 

(iA999 



POTAPOVS, g 

7906210277 

<1A999 



POTAPOVS, g 

7706050174 

QA999 



POTAPOVS, g 

7706190052 

aA999 



POTAPOVS, g 

7906050168 

0A999 



POTAPOVS, g. 

7706210401 

QA999 



POTAPOVS, u 

7706270976 

CIA999 



POTAPOVS, g 

7906270621 

QA999 



POTAPOVS, g 

7706180238 

QA997 



POTAPOVS, g 

7706120022 

QA999 



POTAPOVS, g 

7706270251 

QA999 



POTAPOVS, g. 

7706290219 

aA999 



POTAPOVS. U. 

7706290662 

QA999 



POTAPOVS, g 

7706230036 

(1A997 



POTAPOVS. U 

7706060070 

<1A999 



POTAPOVS, g 

7706230032 

QA999 



POTAPOVS, g 

7706010105 

(IA999 



POTAPOVS, u. 

7706060044 

QA999 



POTAPOVS, g 

7706050199 

0A999 



POTAPOVS, g 

7706050169 

aA997 



POTAPOVS, g. 

7706090186 

0A999 
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ACCESSION 

SUBJECT 

REPORT 


ACCESSION 

SUBJECT 

AliTKOfi 

NUMBER 

CATEOORY 

NUMBER 

AUTHOR 

NUMBER 

CATEGORY 


POTAPOVS* U 

7V0fc070CH9 

QA999 



REEVES. E. A 

7906260179 

50-348 

P 

POTAPOVB*U 

79061V0030 

QA999 



REEVES, E. 

7906250260 

90-348 

F 

POTAPOVS* U 

790A1900I39 

QA999 



REGAN, W H 

7906160785 

90-404 

G 

POTAPOVS* U 

7706190080 

0A999 



REGAN, U H 

7906010085 

90-329 

A 

POTAPOVS* U. 

7906S30029 

QA999 



REGAN. W H 

7906040372 

PROU 


POTAPOVS* U 

7906290S63 

0A999 



REGAN. U H 

7906060009 

30-471 

D 

POTAPOVS. il 

7906290614 

QA999 



REGAN. H H 

7906060003 

30-471 

D 

POTAPOVS, U 

790629023B 

QA999 



REGAN. U N 

7906290893 

30-996 

A 

POTAPOVS, U 

7906290633 

QA999 



REGAN. U H 

7906290199 

30-338 

P 

POTAPOVS. U 

7906290676 

aA999 



REONIERr J* 

7706130492 

30-320 

P 

POTAPOVSiU 

7906290200 

QA999 



REHM. r A. 

790609000S 

COMMISSION 

POTAPOVSrU 

7906290229 

QA999 



REMM. T A 

7906200283 

COMMISSION 

PQTATOVS* U 

7906220210 

QA999 



REID, ft E 

7906140066 

71-303 

C 

POTTER, R C 

7906140460 

90-329 

0 


REID.R E 

7906140073 

71-303 

C 

POT TER rd f 

7906040184 

70-143 

c 


REID, ft N 

7903210263 

90-269 

P 

POTTER. J P 

7906070323 

70-1201 

c 


REID. ft U 

7906090094 

30-313 

P 

POTTHOFF.F H 

7906210249 

90-466 

G 


REID, ft U 

7906030097 

30-313 

P 

POTTHOFF.F H 

7906290431 

90-466 

0 


REID, ft W. 

7906090146 

30-59 

P 

PCMELL.J E 

7906210369 

NUREG 


NUREG/CR-0339 

REID, ft If 

7906090192 

90-99 

P 

P04^3,K B 

7906290781 

40-8722 

c 


REID* ft W 

7906040033 

90-285 

P 

PPATT.C M 

7906090229 

PRM 



REIS, ft tf 

7906020230 

90-72 

P 

PREhiDEfM^ASTrU B 

7906130179 

PR 



REIS, ft N 

7906020236 

30-72 

P 

PfttCE.S 

7906080274 

90-241 

J 


REID.R N 

7906230002 

50-336 

P 

PftECE. O S 

7906290450 

90-302 

0 


REID, ft, N 

7906250196 

50-302 

P 

PRDTFlTTrH L 

7906090291 

90-339 

A 


REID.R W 

7906270297 

50-336 

P 






REID, ft N 

79062 7029B 

50-336 

P 

PROFFITT. M L 

7906190330 

90-339 

A 


REID, ft N 

7906270261 

50-336 

P 

PROOM.B C 

7906200126 

90-320 

J 


REID. ft. N 

7906230094 

90-134 

P 

PR2EX0F*P J 

7906040314 

90-249 

a 


REID, ft N 

7906250054 

90-346 

P 

OUAtFErH A 

7906060202 

90-320 

H 


REID.R N 

7906200296 

90-289 

P 

KHJEEKER.O B 

7906290180 

NUREG 


NUReO/CR-0692 V6 





QiJESeHflERRYf a. U 

7906080229 

90-992 

G 


REID, ft N 

7906290192 

50-289 

P 

OgeSERBERRY.S U 

7906080221 

90-992 

0 


REID, ft If 

7906270274 

30-302 

P 

QUICK. D R 

7906180408 

90-302 

Q 


REID, ft N 

7906290292 

50-313 

P 

QUICK, D R 

7906290302 

90-302 

Q 


REID, ft N 

7906240300 

90-313 

P 

QUICK, D R 

7906290169 

90-302 

G 


REID.R N 

7906290308 

90-313 

P 

IXPICK.O R 

7906290099 

90-302 

Q 


REIS. H F. 

7906070307 

90-466 

G 

QUrCK.O R 

7906290910 

90-312 

0 


REIS.H F 

7906080183 

90-466 

G 

•OUrGLEYrE 

7906210380 

70-1308 

C 


REIS. H F. 

7906080190 

90-466 

G 

QUIMBY.L 

7906270066 

90-280 

H 


REIS.H F 

7906110440 

90-466 

G 

QUlfTSCHREIBER 

7906180617 

50-320 

Q 


REIS. H.F 

7906070304 

90-490 

G 

RAOCRiR M 

7906080141 

90-498 

M 


REIS.H F 

7906220498 

90-466 

0 

RADER. R K 

7906040393 

90-498 

M 


REIS, £ J 

7906040303 

50-266 

H 

RADCRiR M 

7906090196 

90-399 

M 


REIS, E J 

7906180743 

90-398 

G 

RADER. R n 

7906070046 

90-449 

M 


REIS, E J 

7906230170 

90-437 

Q 

RADER, ft H 

7906190124 

90-449 

H 


REIS. E J 

7906210248 

90-398 

0 

RACER, ft H 

7906260021 

90-398 

G 


REISS, J 

7906290232 

90-312 

G 

RADER, ft H 

7906280232 

90-498 

M 


REISS, J 

7906260073 

90-312 

H 

RADY< & J 

7906190063 

XPORTLIC 



REITLER.e K 

7906290817 

27-47 

C 

RADY.D J 

7906190072 

XPORTLIC 



REt ZEN. H. 8 

7906230141 

NUREO 


RASAN/K H 

7906010270 

FOIA 



REKEMEYER.P C 

7906020179 

40-299 

C 

RANDALL. H, 8 

7906290789 

90-320 

H 


ftEKITQ.41 

7906120066 

90-213 

G 

RANDALL, J D 

7906190270 

90-128 

P 


REMICK.F J 

7906260994 

50-299 

T 

RATTA.A D 

7906140124 

70-371 

C 


REMICK. r J 

7906260998 

30-299 

T 

RAUCH. B 

7906260623 

90-338 

P 

7906260623 

REHICKiF j 

7906290560 

90-293 

T 

RAUSCHiJ K 

7906070302 

90-491 

0 


REHICK, r J 

7906290047 

30-299 

T 

RAUSCH, J K 

7906210078 

90-416 

Q 


REHICK. F J 

7906290082 



RAUSCH, J K 

7906140694 

90-416 

0 


RENBEftOER. D L 

7906130089 



RAUSCH, J K 

7906070302 

90-491 

0 


RENtlEROER, D L 

7906080301 



RAY.h J 

7906190320 

90-996 

A 


RENBEROEft. D L 

7906060312 



RAYMOHD, U, J 

7906140207 

90-387 

0 


RENDEROEfl, D L 

7906120396 



RAYMOND. H J. 

7906260991 

90-249 

0 


REHBEIRGEftrD L 

7906190469 



RAYMOND. H J, 

7906260909 

90-244 

0 


RENBERGEftrD. L 

7906270129 



READ, J 

7906130392 

90-320 

P 


REMZETTt. J L 

7906200969 



READ, J B 

7906260496 

90-320 

p 


REVELEY. H, T 

7906180669 



REAHO. J, 

7906190091 

90-299 

G 


REYESf L. 

7906290623 



RCAVI8.J.A 

7906210193 

90-269 

R 


REYES* L 

7906290462 



REDEKEft.a J. 

7906270223 

90-133 

S 


REYES*L, A 

7906290193 



nCEO.G 

7906020014 

90-294 

Q 


REYES* L. A. 

7906260633 



REED.C 

7906070273 

90-373 

G 


REYES* t A 

7906140616 



REED*C 

7906290493 

90-320 

G 


REYNIEft, R. H 

7906140479 



reed/c 

7906140293 

90-299 

G 


REYNlEft. R.H 

7906160602 



REE0.C 

7906070241 

90-494 

0 


REYNOLDS* J 

7906100309 



REED*G 

7906180784 

90-373 

G 


REYNOLDS. N 

7906200613 



REEDjC 

7906220198 

90-496 

G 


REYNOLDS. N 8 

7906090309 



REED*C. 

7906260238 

90-373 

G 


REYNOLDS. N 8. 

7906250403 



RCED.C. 

7906120240 

90-299 

F 






REED.C 

7906200339 

50-249 

P 


REYNQLDSrN 8 

7906260494 



R££D,C 

7906290293 

90-299 

P 


REYNOLDS. L E. 

7906020173 



RECD.C. 

7906270179 

90-299 

P 


REYNOLDS. L. E 

7906180709 



REED.C 

7906260190 

90-999 

C 


REYNOLDS. L E. 

7906200228 








REYNOLDS. L £ 

7-906220419 



HEEO.G 

7906230118 

90-299 

Q 






RECD.O A. 

7906200166 

90-266 

F 


RHODE, O.K 

7906270190 



R£EDrR L 

7906100770 

NUREG 


NURE0/CR“07i4 

RHODE, G 

7906270166 



REE0*P R 

7906260018 

90-320 

P 


RHODE. 0. K. 

7906260400 



REETMGFfO 

7906260637 

ACRB 



RIB.L N 

7906210121 




REPQfiT 

KLfMBeR 
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RIB.L H 

790AS 10125 

90-320 

P 

ROISMAN. A Z 

7906250007 

70-2623 

C 






R0I8KAN.A Z 

7906210357 

50-237 

0 


RICCIOrT J 

790A1S0191 

PR 







RlCMARDSiH J 

790A270ia7 

50-280 

H 

ROISKAN. A Z 

7906210357 

50-237 

0 


RICHARDSON, H D 

7906050424 

PR 


ROLLINS. J D 

79060504 1 9 

71-6690 

c 


RICHMOND, J e 

7903200106 

ORO 


ROLLINS. J D 

7906210306 

70-1510 

c 


RlCKARDrC L 

7906050196 

(JA999 


ROhNEVrK.M 

7906140392 

90-317 

8 






ROOD. H 

7906040356 

50-361 

F 


RIDEN,M D 

79062S0026 

50-254 

a 






RIDENrM 0 

7906290527 

50-346 

Q 

ROOD. H 

7906010249 

90-966 

A 


RlDENrM 0 

7906290373 

90-346 

Q 

ROOD. H 

7906250206 

50-361 

A 


RIDENtM D 

7906290141 

50-346 

Q 

ROOD. H 

7906250059 

50-361 

A 


RIOENrH D 

7906260579 

50-346 

Q 

ROOD. H 

7906250078 

50-361 

A 






ROOD. H 

7906290264 

90-518 

A 


RIDOMAY.K B 

7906260315 

50-409 

Q 






RZEDERERiC F 

7906110054 

WASTE MOT 

ROOD, H 

7906290314 

50-361 

A 


RIEDLINDER, B A 

7906290656 

70-734 

C 

ROONEY. V L 

7906010059 

50-271 

P 


RXQBEROi 5 

7906010119 

50-358 

0 

ROONEY, V L 

7906140324 

50-299 

P 


RILEY. B U 

7906200341 

30-324 

a 

ROONEY. V L 

7906290388 

50-333 

P 






ROOT.L D 

7906290190 

50-331 

F 


RILEY. B H 

7906230365 

30 '324 

Q 






RISCHLlNOi J L 

7906010197 

50-316 

6 

ROREK. B L 

7906210330 

70-1308 

C 


RITSMERiJ A 

7906060282 

50-443 

A 

ROSENS TE IN, H 

7906180704 

50-320 

P 

NUREG/CR-0958 

RJTSHER. J A 

7906060246 ‘ 

90-443 

I 

ROSENTHAL. A 8 

7906220270 

90-346 

M 


RITBHER.J A 

7906 1903 I 7 

30-443 

1 

ROSENTHAL. A 8 

7906220320 

50-346 

M 






ROSENTHAL. A S 

7906060219 

PROJ 



RITSHER.J A 

7906230344 

50-443 

I 






RITTS.F.H 

7906040136 

30-445 

M 

ROSENTHAL. A S 

7906290031 

50-338 

T 


RITTS.F H 

7906040130 

50-445 

M 

ROSENTHAL, A 8 

7906290038 

50-338 

T 


RITTSiF H 

7906040154 

50-445 

M 

ROSENTHAL. A 8 

7906290090 

50-339 

T 


RlVARDrJ a 

7906010344 

RES 

NUREO/Cft-0263 

ROSENBERG. A D 

7906210032 

50-482 

0 






ROSENBERG. A B 

7906210010 

50-203 

Q 


RIVARD. J a 

7906010331 

RES 

NUREQ/CR-042i 






RIVARD. J a 

79062301 1 1 

NUREO 


ROSS. D A 

7906040251 

50-219 

8 


RlVARDrJ a 

7906290792 

NUREO 


ROSS. D A. 

7906040293 

50-219 

8 


ROBBINS. R H 

7906230027 

71-229 

C 

ROSSiD A 

7906110199 

50-219 

8 


ROBERTS. V K 

7906230019 

71-1 S4 

C 

ROSS. D, A 

7906210195 

50-219 

R 






ROSS. D A 

7906200397 

30-219 

8 


ROBERTS. R M 

7906290015 

FOIA 







RODERDS.H H 

79061 600 10 

QA999 


RQ86.0 A 

7906200400 

90-219 

8 


ROBERDS.H H 

7906230068 

04^99 


RQ88.D A 

7906200412 

90-219 

8 


ROSEROSiH M 

7906290716 

0A999 


ROSS.O A< 

7906200419 

30-219 

8 


ROBERDS.H H 

7906290707 

QA999 


ROSS.D A 

7906200119 

50-219 

6 






ROSS.O A 

7906200122 

90-219 

8 


ROBERTS. H H 

7906290591 

aA999 


ROBS. E. E 

7906020110 

RES 


7906020110 

ROBERTS. J F 
RQBERTSONi D D 

7906010009 

7906260022 

PROJ 

90-320 

P 

ROSS.O F 

ROSS.O F 

7906100627 

7906100637 

50-320 

90-320 

0 

0 


ROBINSON. 0 J 

7906200572 

PRK 


ROSS.O F 

7906100631 

50-320 

0 


ROBINSON. J K 

7906U04II 

90-280 

U 

ROSS.D. F 

7906260216 

50-339 

A 


ROBINSON. H B 

7906140494 

90-261 

8 






fiOCH. J 

7906210292 

90-320 

P 

ROSS. 0 

7906290101 

50-200 

P 


RODI. J R 

7906230234 

XPORTLIC 


ROSS.O F 

7906270032 

50-320 

Q 


RQDI. J F 

7906230065 

XPCWTLIC 


ROSS. 0 F 

7906270149 

50-320 

P 


RODI. J F 

7906290845 

50-574 

A 

^ ROSS. 0. F 

7906270153 

50-320 

P 






ROSS.O F 

7906270154 

50-320 

P 


ROOlr J P 

7906250067 

XPORTLIC 







RQDlr J F 

7906250030 

50-574 

A 

ROSS. 0 F 

7906070053 

50-320 

0 


RODRIGUEZ. J P, 

7906130291 

50-206 

R 

ROSS.O F. 

7906070095 

50-320 

0 


RODRIGUEZ. R,J 

7906120315 

90-312 

P 

ROSS.O F 

7906070056 

50-320 

Q 


RODRIGUEZ. R J 

7906190335 

90-312 

P 

ROSS. 0, F 

7906070061 

90-320 

Q 






ROSS. 0 F 

7906290091 

50-280 

P 


RODRIGUEZ. R J 

7906120275 

90-312 

P 






RODRIGUEZ. R J 

7906190252 

90-312 

R 

ROSS.O F 

7906270103 

50-320 

P 


ROE. D B 

7906020243 

50-592 

G 

ROSS.D F 

7906270196 

50-320 

P 


ROE.D B 

7906290813 

90-592 

0 

ROSS. 0 F 

7906070062 

90-320 

Q 


ROErL £ 

7906230127 

90-346 

a 

ROSS.D F 

7906270071 

90-320 

P 






ROSS.D F 

7906110018 

90-320 

0 


ROErL. E 

7906020036 

90-346 

p 






ROE.L E 

7906070300 

90-346 

p 

ROSS.D F 

7906110029 

90-320 

a 


ROE.L E 

7906060280 

90-346 

p 

RQSSiD F 

7906110028 

90-320 

0 


ROErL E 

7906060295 

90-346 

p 

ROSS.D F 

7906110039 

50-320 

0 


ROE. L E 

7906060272 

50-346 

p 

ROBSrO F. 

7906110092 

90-320 

0 






ROSSrO F 

7906270019 

50-320 

p 


ROErL E, 

7906210216 

90-346 

p 






ROE.L e 

7906220296 

90-346 

p 

ROSS.O F 

7906110017 

50-408 

0 


ROE.L E 

7906260431 

90-346 

p 

ROTH. J 

7906210221 

90-320 

p 


ROE.L E, 

7906230342 

90-346 

p 

ROTH. J 

7906210299 

70-364 

c 


ROE.L £ 

7906270223 

90-346 

p 

ROTH. J 

7906260347 

70-371 

G 






ROTHE. P H 

79061&0422 

TOPREP 


NUREG/CR-0719 

RDEDER. J R 

7906050014 

71-5790 

c 






ROEDER. J. R 

7906230007 

71-9906 

c 

ROUSE. L C, 

7906230030 

70-1300 

G 


ROGERS. C Q 

7906040379 

50-536 

G 

ROUSE, L. C 

7906210261 

50-201 

H 


ROGERS, H. 

7906210055 

70-820 

C 

ROUSE, L C 

7906210290 

70-364 

c 


ROGERS, H 

7906150222 

50-317 

Q 

ROUSE, L C 

7906290405 

50-201 

P 






ROUSE. L. C. 

7906210129 

90-201 

P 


ROGERS. H £ 

7906290403 

90-320 

P 






ROGERS. R F 

7906200952 

90-321 

Q 

RUBY, L. 

7906200223 

PRH 



ROGERS. L 

7906070123 

FOIA 


RUDOLPH. J J. 

7906220309 

90-346 

8 


ROGERS. L 

7906070163 

FOIA 


RUFF. A B. 

7906050140 

90-416 

0 


ROGERS. L 

7906070196 

FOIA 


RUFF, A, a 

7906220093 

90-390 

0 






. RUFF. A B 

7906210110 

90-390 

Q 


ROHRER. E, 

7906040239 

90-346 

8 






ROI8MAN.A Z 

7906010131 

90-237 

G 

RUFF. A, B 

7906190160 

90-399 

0 


ROtSHAN.A Z 

7906070333 

70-2623 

C 

RUHLMAN, W. A. 

7906290383 

90-320 

P 


ROI8HAN. A Z 

7906070341 

70-2623 

G 

RUITER.G, K 

7906060208 

50-309 

8 


ROtSflAN. A Z 

7906040069 

70-2623 

C 

RUITER.G K. 

7906060220 

90-309 

a 





' 

RUITER.G H 

7906280080 

80-309 

8 


ROlSHANi A, Z 

7906020099 

70-2623 

C 






ROISHAN. A. Z 

7906220194 

70r2623 

G 

RUlTERrO. H. 

7906280086 

90-309 

8 


ROiSflAN. A< Z. 

7906250082 

70^2623 

C 

RUSSELL, L 8 

7906040202 

80-317 

8 







PERSONAL AUTHOR INDEX 




325 


ACCESSION 

auBuecT 

REPORT 


ACCESSION 

aUB JEC T 
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NUMBER 


RU8Sa.L,L 6 

7906010300 

Bo-sie 

8 

SCHNEIDER. R R 

7906020239 

30-220 

Q 



RUtSSCLU, L, B 

7906090363 

90-318 

8 

SCHNEIDER. R R 

7906060131 

50-220 

0 



RriXSSCLUiL B 

7906060389 

90-310 

8 

SCHNEIDER, R R 

7906040029 

90-220 

Q 



RVSSeULrL B 

7906070396 

50-317 

8 

SCHNEIDER. R R 

7906290686 

50-220 

Q 



Rvssea.u,L b 

7906080347 

90-317 

B 

SCHNEIDER. R R 

7906290GD0 

50-220 

Q 



wssox.L a 

7906140348 

90-317 

8 

SCHNEIDER. R R 

7906050207 

30-220 

R 


* 

WJSS€LU.L B 

7906290371 

50-318 

8 

SCHNEIDER. R. R 

7906110176 

30-220 

8 



RUSSELL. L B 

7906260338 

90-318 

8 

SCHNEIDER* R R 

7906130009 

30-220 

8 



RLtsSELLfL B 

7906260439 

90-310 

8 

SCHNEIDER* R R 

7906160407 

30-220 

8 



RUt58CLL«H T 

7906130026 

50-200 

P 

SCHNEIDER* F W 

7906040079 

90-272 

0 



PMSSELL.H T 

7909290074 

PR 


SCHNEIDER* F,U 

7906 1200 B1 

50-272 

Q 



RrAN.C R 

7906070330 

FOIA 


aCHNEtO£R*F.U 

79060201^3 

50-272 

0 



R^AH^R 0 

7906290770 

90-320 

H 

SCHNEIDER* F.W 

7906070309 

90-272 

Q 



SA£DL«A R 

7906070184 

30-387 

0 

SCHNEIDER* F,W 

7906270206 

90-272 

0 



SACCO. E. 

7906200304 

PR 


SCHNEIDER* F W 

7906290774 

30-272 

Q 



SACHS, R 0 

7906090300 

NUREO 

NUREO/CR-0947 

SCHNEIDER* F W 

7906220361 

50-272 

P 



SACSR.L 

7906260391 

50-463 

0 

SCHNEIDER* F W 

7906200394 

90-272 

Q 



SAI-AVA. J 

7906070314 

90-402 

A 

SCHNELL. D F 

7906150194 

90-483 

A 



SM.AZAR,E A 

7906210037 

REVIEN ORP 

SCHOFIELD. R B 

7906290263 

RE0 


7906290265 


SAJLTZKAN.U 

7906290177 

50-320 

J 

SCHOPPKANiK A 

7906120363 

90-290 

S 



SALTZrUN, J 

7906010306 

50-294 

J 

SCHOPPMAN. H A 

7906160911 

30-291 

8 



SAI-12AAN.0 

7906190343 

90-U2 

J 

SCHOPPMANrM A 

7906180498 

90-339 

0 



SALTZ^iJ 

7906190371 

90-129 

J 

SCHOPPMAN. M A 

7906180907 

30-333 

8 



SAl^nKAN. J 

7906200499 

90-191 

J 

SCHOPPMAN. M A 

7906180395 

90-335 

8 



SALIKWcR. 

7906060219 

PROJ 


SCHOPPMAN.M, A 

7906160950 

30-335 

B 



SAMPELSiK D 

7906070317 

90-449 

M 

SCHOPPMAN. M A 

7906180620 

90-290 

0 



8AHPCLB.K D 

7906020299 

90-449 

M 

SCHOWiR B 

7906230120 

40-8722 

C 



EAMPaSiH D 

7906190043 

90-449 

M 

SCHULTZ. S 

7906050119 

50-922 

0 



SArt’ELSrrt 0 

7906020290 

90-449 

M 

SCHULTZ. W B 

7906140104 

iOCFR 




8M»ELfl,rt D 

7906200976 

90-449 

M 

SCHULZE. H T 

7906020188 

71-103 

C 



SAMUELS, r K 

7906200048 

REVIEW ORP 

SCHULTZ. 0 M 

7906230199 

70-820 

c 



SAW^a. T K 

7906260234 

REVIEW ORP 

SCHWAB, U C 

7906290SI2 

90-999 

0 



SANDS, H D 

7906120419 

90-27 

P 

SCHWARTZ. H 

7906090095 

XPORTLIC 




BAAtDERS.F D 

7906130331 

90-269 

J 

SCHWAB.O 

7906230062 

0A999 




SASSER. J 

7906270168 

GOMMtSBION 

SCHWAB. 0 

7906230060 

0A999 




SATTERFIELD* D E 

7906110411 

90-200 

U 

SCHWARTZ, e, A 

7906290060 

90-996 

T 



SATTERFIELD* R « 

7904210346 

90-329 

A 

SCHWARTZ. 8 A 

7906290094 

30-996 

T 



SATTERFIELD* R. 

7904160279 

90-390 

A 

SCHWARTZ, a A 

7906210267 

30-320 

P 



SAUER. H 

7906020202 

90-398 

0 

8CHWE1KER.R S 

7906290289 

30-490 

U 



SAtCR.R G. 

7906020191 

90-124 

<1 

SCHWENDlhAN. L 

7906290461 

NUREO 


NURE07CR-0629 


SAUNOERBiJ A. 

7906270073 

90-300 

H 

SCHWENK. E. 

7906210020 

RES 


7906210020 


5AVOLAINEN.A M 

7906220088 

90-320 

P 

SCHWEITZER. D 0 

7906040413 

RES 


7906040413 


SCARANOiR A. 

7906010324 

40-1341 

C 

SCHWEITZER. D 0. 

7906260013 

REB 


7906260013 


SCARANQ.R A 

7906010339 

PROJ 


eCHWENCER. A 

7906290391 

90-280 

P 



SCARAMOrR A 

7906040390 

40-0681 

c 

8GHWENCER.A 

7906200999 

90-299 

P 



SCARAHQ*R. A 

7906140123 

40-4492 

c 

8GHWENGER.A 

7906090419 

30-3 

p 



SCARANOiR A 

7909240096 

40-0902 

c 

aCHWENCER.A 

7906200303 

30-344 

F 



SCARANQ.R A 

7906010293 

40-4492 

c 

8CHWEHCER. A 

7906200298 

50-261 

P 



SCARANOtR A 

7906050397 

40-8722 

c 

eCHWENCERr A 

7906020246 

80-250 

P 



3CAFAf«*R A 

79O61BO706 

40-8492 

c 

BCHWENCER, A 

7906020247 

50-290 

P 



3CihRA»«,R A 

7906020214 

PROJ 


8CHWENCER. A 

7906020249 

90-290 

P 



SCARAM.R^A. 

7906130909 

40-3493 

c 

8CHWCNCER. A 

7906100702 

90-299 

P 



SC ARAM. R. A 

79061B0404 

40-8601 

c 

8GHWENCER. A 

7906180790 

90-299 

P 



BCARAM.R A 

7906040432 

40-6699 

c 

8CHHENCER. A 

7906010100 

90-348 

F 



SCARAMrR. A 

7906260634 

40-0904 

c 

6CHWENCER. A 

7906020203 

90-230 

F 



SCARAM.R A 

7906180674 

40-0601 

B 

eCHWENCER.A 

7906040126 

90-261 

P 



BCARAMiR A 

7906180677 

40-0601 

B 

BCHWENCER. A 

7906040130 

P-- - - 




SCHADLER.T E, 

7906210063 

90-398 

0 

BCHWENCER. A 






eCHASC.A R 

7906010242 

PROJ 


BCHWENCER. A. 






BCHADtrA R 

7906190207 

PROJ 


BCHWENCER. A 






SCKAEFERivI, 

7906090043 

90-237 

P 

BCHWENCER. A, 






SCHAEFFERrM «. 

79061 80630 

BECV 


8CHWENCER.A 






SCHAPEft, a F 

7906260209 

90-87 

0 

8CHWENCER. A 






6CKEER, J L 

7906000294 

90-298 

8 

BCHWENCER. A 






bckeffer.j c. 

7906140991 

90-2 

a 

BCHWENCER. A 






eCHCLL. T. A 

7906190497 

' 71-213 

c 

BCHWENCER. A 






e««wncLiK R. 

7906200233 

40-0902 

G 

BCHWENCER. A 






SCHERER. A E 

7906070277 

90-470 

A 

SCHWENGER.A 






SCHERER. A E. 

7906120261 

TOPREP 


8CHWENCER.A. 






OCHERERrA. E. 

7906110290 

90-309 

P 

SCHWENCERr A 






SCHI£rL[NO*H 

7906130381 

50-320 

P 

BCHWENCER. A 






8CHICRLIHG* H. 

7906200022 

90-320 

P 

SCHWENCER.A, 






SCHUPOTiA d. 

7906120336 

90-290 

8 

SCHWENCER* A 






SCHMlDTrA D. 

7906120348 

50-290 

8 

8CHWENGER* A. 






SCmiDTi A D 

7906120394 

90-290 

8 

SCHWENCER.A. 






SCHHiDTi A. 0< 

7906180910 

90-291 

8 

SCHWENCER.A. 






BCWilDT.A D 

7906160494 

90-339 

B 

BCHWENCER. A 






SCeHlDT, A, D. 

7906160904 

90-339 

8 

SCHWENCER* A 






SCHMIDT. A D. 

7906160994 

50-339 

a 

aCHWCHGERrA 






SCHUdTi a d. 

7906160997 

90-339 

a 

SCHWENCER.A. 






SCHUDTrA 0 

7906180613 

90-290 

6 

BCHWENCER. A 






scmiEDEftfj n, 

7906070204 

90-286 

a 

BCHWENCER. A 






SCmiEQ^cJ R 

7906130122 

90-206 

Q 

SCHWENCER. A 






BCPtllTT.R.P 

7906140434 

50-344 

a 

SCHWENCER. A 






BCWAUTZ.C E 

7906370083 

XPORTLIC 


SCHWENCER.A 






ecmsiDER.s 

7906070337 

90-290 

H 

SCHWENCER. A. 








326 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEQQRY 

REPORT 

NUMBER 

aClNTOrJ F 

790&at0047 

50-320 

0 


SCmTOr J F 

790A290301 

50-320 

P 


SCOFIELO^N R 

790A0300S6 

WUREO 


NUReO/CR-0706 

SCOFIELDiN R 

790A290503 

RES 


7906290503 

SCOTTiL W 

7906150235 

50-466 

0 


SCOTT, J K 

7906040383 

30-466 

0 


SCOTTr J 11 

7906040370 

50-466 

0 


SGOTTi J K 

7906040394 

30-466 

Q 


SCOTTIErC, D 

7906290457 

50-320 

P 


SCOTT. W J 

7906210393 

70-130E 

1 C 


SCROOOIHSfR ti 

7906270326 

50-320 

P 


6CROOOIN3.R M 

7906270190 

50-320 

P 


SCROQOINSrR M 

7906270139 

50-320 

P 


SECKHAN.P E 

79061 S03 16 

SO-33 1 

J 


SEELIHGER. J L 

7906070366 

50-289 

s 


8 EGER.R K 

790627024 1 

S0-24S 

J 


aCGERiR M 

7906280091 

50-245 

J 


SEOERrR M 

7906260480 

50-213 

J 


SEHMEL.G A 

79062904BI 

NUREO 


NUREO /CR-0629 

SEIDErP 

7906020195 

NUREO 


NUREO/CR-0793 

SEIDLErW C 

7906050056 

50-482 

0 

SEIDLE.W C 

7906050073 

50-482 

0 


aeiDLE.M G 

7906220223 

50-382 

Q 


SEIDLE.H C 

7906250044 

50-490 

0 


SEIDLE.W C, 

79062 1002 s 

50-482 

0 


8 EIDLE 1 H C 

7906200474 

50-445 

Q 


seiDUE.M C 

7906100152 

50-458 

S 


SEIDLErH C 

7906180156 

50-498 

a 


SEIDLE. U C 

7906180160 

50-462 

s 


SE1DLE.U C 

7906180161 

50-302 

a 


5EIDLE.W C 

7906180163 

50-445 

8 


SEIDLE.H C 

7906120143 

50-382 

0 


SEIOLE.H C 

7906130027 

50-402 

Q 


SElDLErW.C 

7906140165 

50-482 

0 


SElDLErll C 

7906120138 

50-498 

Q 


8EI0LE.W C 

7906180174 

50-438 

B 


SEIQLE.M C 

7906180176 

30-498 

E 


SEIDLErH C 

7906180177 

30-482 

S 


SEIDLE. N C 

7906180182 

50-382 

8 


SErOLE. H C 

7906180184 

50-445 

8 


SEIDLE, W C 

7906180241 

30-438 

8 


SEtDLE.H C 

7906180243 

50-490 

8 


SEIDLErW C 

7906180245 

50-402 

S 


SEIDLErW C, 

7906180247 

50-3B2 

8 


SEIDLErW C. 

7906180250 

50-445 

8 


SEIDLE. W C 

7906180318 

30-45B 

e 


SEIDLErW C 

7906180320 

30-498 

8 


SEIDLErW C 

7906 180324 

50-482 

8 


SEIDLErW C 

7906180326 

30-382 

8 


SEIDLErW C 

7906180331 

50-443 

S 


SEIDLErW C 

7906290589 

50-445 

<3 


SEKULERiS N 

7906070342 

27-39 

G 


SEKULER .6 N 

79060S012B 

50-295 

0 


SEKULERrS N 

7906010266 

50-295 

0 


SEKULERrS N 

7906280159 

50-295 

0 


SEKULERrS N 

7906290613 

50-295 

0 


SELLS, D E 

790601 0274 

50-596 

D 


8 EMKEN 1 R s. 

7906260031 

RES 


7906260031 

8EW0STAKEN, D J 

7906290345 

30-382 

8 

SERNErR J 

7906020148 

HUREO 

NURE0/CR-O65B 

SERPANrC Z 

7906270172 

50-320 

P 

SEWELL, R B 

7906200519 

40-7669 

C 


SEWELL, R B 

7906010156 

40-8699 

G 


SEWELL, R B 

7906190131 

40-8698 

G 


SEWELL, R B 
SeVFRITrK V 

SEYFRITrK V 
SEYFRlTrK V 
SEYFRir, K V 
SEYFRITrK V 
SEYFRITrK V 

SEYFRlTrK V, 
SeVFRIT. K V. 
SEYFRITrK. V 

7906220135 

7906290232 

7906290237 

7906160008 

7906230063 

7906290708 

7906060097 

7906060074 

7906290693 

7906230030 

40-0690 

I&E 

I&E 

QA799 

flA999 

QA999 

QA997 

aA999 

<1A999 

0A999 

8 


SEVFRIT, K V 

7906210029 

30-320 

P 


SEYFRITrK V. 

7906110001 

50-458 

Q 


SEYFRITrK V 

79061 10002 

50-498 

Q 


SEYFRITrK V. 

7906110003 

30-482 

Q 


SEYFRITrK V 

7906110004 

50-382 

0 


SEYFRITrK V 

7906110005 

30-445 

0 


SEYFRITrK V 

7906210109 

50-490 

0 


SEYFRITrK V. 

7906130137 

50-290 

0 


SEYFRiTiK V 

7906120063 

50-313 

0 


SEYFRiTiK V 

7906120065 

50-450 

0 


SEYFRITrK V 

7906120067 

30-490 

0 


SEYFRITrK. V 

7906120068 

30-482 

0 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT REPORT 

CATEOaRY NUMBER 

SEYFRITrK V 

7906120070 

30-362 

0 

SEVFRIT. K V 

7906120071 

30-296 

0 

SEYFRITrK V 

7906120072 

50-263 

Q 

SEYFRITrK V 

7906120075 

30-267 

Q 

SEVER IT.K V 

7906120079 

30-443 

Q 

SEYFRITrK V 

770623005S 

QA999 


SEYFRITrK V 

7906110063 

50-313 

0 

SEYFRITrK V 

7906110084 

30-298 

0 

SEYFRITrK V 

7906110066 

30-283 

0 

SEYFRITrK V 

7906110080 

30-267 

0 

SEYFRITrK V 

7906230003 

30-131 

Q 

SEVFRIT, K V 

7906250004 

30-274 

Q 

SEYFRITrK V 

7906230006 

50-188 

0 

SEYFRITrK V 

7906230007 

50-148 

Q 

SEYFRITrK V 

7906230006 

50-262 

Q 

SEYFRITrK V 

7906250009 

30-232 

Q 

SEYFRITrK V 

7906250010 

30-284 

0 

SEYFRITrK V 

7906230012 

30-192 

Q 

SEYFRITrK V 

7906250013 

30-39 

Q 

SEYFRITrK V 

7906230014 

30-112 

Q 

SEYFRiTiK V 

7906230013 

30-72 

0 

SEYFRITrK V 

7906230016 

30-313 

0 

SEYFRITrK V 

7906230018 

50-430 

0 

SEYFRITrK V 

7906250019 

50-490 

0 

SEYFRITrK V 

7906230021 

50-402 

Q 

SEYFRITrK V 

7906230022 

30-302 

0 

SEYFRITrK V 

7906250023 

30-296 

Q 

SEYFRITrK V 

7906250024 

50-265 

0 

SEYFRITrK V 

7906250025 

50-267 

Q 

SEYFRITrK V 

7906230027 

30-443 

a 

SEYFRITrK V 

7906130065 

30-458 

a 

SEVFRIT. K V 

7906130067 

50-498 

0 

SEYFRITrK V 

7906130069 

50-482 

Q 

SEYFRITrK V 

7906130071 

30-382 

0 

SEYFRITrK V 

7906130073 

50-445 

Q 

SEYFRITrK V 

7906200039 

30-313 

Q 

SEYFRITrK V 

7906200041 

30-298 

0 

SEVFRIT. K V 

7906200043 

30-267 

Q 

BHArW T 

7906030098 

NUREO 

NURE07CR-0001 

SHACKLETONr 0 C 

7906150079 

30-397 

Q 

SHAFER. W D 

7906140205 

30-312 

Q 

SHALLERrD V 

7906010194 

30-316 

8 

SHALLER. D V 

7906110235 

50-313 

8 

SHALLER, D V 

7906120219 

50-313 

R 

SHALLERrD V 

7906130334 

50-313 

8 

SHALLER, D. V. 

7906190297 

30-316 

8 

SMALLER. D V 

7906190295 

30-316 

8 

SHALLERrD V 

7906190241 

30-316 

R 

SHALLERrD V 

7906190292 

50-315 

R 

SHAD. L 

7906060069 

FOIA 


SHAPARrH K 

7906290368 

50-320 

J 

BHAPARrH K 

7903240402 

iOCFR 


SHAPAflrH K 

7903230062 

tOCFR 


SHAPARrH K 

7705230071 

IOCFR 


8 HAPAR. H K 

7903230073 

IOCFR 


SHAPARrH K 

7903250063 

IOCFR 


SHAPARrH K 

7905230068 

IOCFR 


SHAPARr H K 

7903040311 

30-320 

P 

SHAPARr H K. 

7906180116 

SECY 

SECY-79-305 

SHARP, D A 

7906180749 

NUREO 

NURE0/CR-07ia 

8 KAUS.E T 

7906210203 

50-320 

P 

SHAUBrE T 

7906290410 

50-320 

P 

SHAII.D T 

7906020102 

NUREO 

NUREO 7CR-0799 

SHEAiK H 

7906130403 

30-331 

J 

SHEArJ R 

7906290019 

50-574 

A 

SHEArJ R 

7906070101 

SECY 

aECY-79-24 1 

SHEA. J R 

7706250077 

XPORTLIC 


SHEArJ R 

790602001 7 

SECY 


SHEArJ R 

7906180739 

SECY 

8ECY-79-280 

SHEA, J R 

7906160002 

SECY 

SECY- 79 -a 0 a 

SHEArJ R 

7906020101 

SECY 

8 ECY- 79 -aa 6 

SHEAr J R 

7906100734 

SECY 

8ecY-79-aa9 

SHEArJ R 

7906180771 

SECY 

aECY-79-249A 

SHEArJ R 

7906060071 

SECY 

SECY- 79-233 A 

SHEArJ R 

7906200002 

SECY 

6ECy-79-200A 

SHEArJ R 

7906010146 

SECY 

8ECY-79-297 

8 HEA 1 J R 

7906160615 

SECY 

8ECY-79-3I0 

SHEA, J R 

7906060076 

SECY 

8ECY-79-307 

SHEArJ R 

7906060070 

SECY 

SECY-79-30* 

SHEArJ R 

7906100030 

SECY 

SECY-79-30a 

SHEArJ R 

7906250034 

30-374 

A 

SHEArJ R 

7906060067 

SECY 

SEC Y- 79-1 37D 

SHEArJ R 

7906230086 

SECY 

8ECY-79-2aOA 

SHEA, J. R 

7906070367 

XPORTLIC 


SHEAr J. R 

7906290496 

8 ECY 

SECY-79-320 

SHEA, J. R 

7906230091 

SECY 

8ECY-79-077A 
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ACGEBStON 

NUliBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

SHE>. J R 
s«:a. J R 

7906290531 

7906290371 

SECY 

SECY 


aECY-79-3a9 

SHEIAiJ R 

7 9062907 M 

SECY 


8ECY-79-014A 

J R 

7906290604 

SECY 


8ECY-79-268A 

S«A. J J 

7906020166 

50-245 

P 


SHEA.J J 

7906260087 

50-244 

P 


SHEfi-Y.H 0 

79060703S4 

27-47 

c 


SMEOCOSK.Y. J T> 

7906010047 

50-245 

a 


SJ-EDt.OSKV'i J T 

7906260531 

30-245 

Q 


SHEa,LEir.U J 

7906200581 

40-8027 

C 


S^^ARDiA <1 

7906290782 

50-443 

0 


SHEFARDiA H 

7906290667 

50-443 

Q 


St^HERDrR £ 

7906140193 

50-309 

Q 


S3«RfWiN.F L 

7906290308 

70-33 

C 


SKERHAMiF 

7906260561 

70-33 

C 


SHEHHAR.F L 
SHERUOQD.O 0. 
SHERIK30D. 0 0. 
St^UtXJDrO 0. 

SHEftUOOD. 0 0 
SHEUHON/P 0 
SHEVMQN.P Q 

79062000B7 

7906180358 

7906130308 

7906040178 

7906210161 

7906290663 

7906290633 

70-33 

PR 

toprep 

TOPREP 

TOPREP 

AGR3 

ACR8 

C 


SHICR.H 

7906260042 

RE6 


7906260042 

EHCK5HAK«R £ 

7906060269 

50-409 

8 


SH1M3HAX. R E 

79062O03B0 

50-409 

P 


SHlPLERiD B 

7906020105 

NUREO 


NUREO/CR-0426 

SHIVELY. C N 

7906180568 

50-368 

6 


SHlVELYiC H 

7906180576 

50-368 

B 


SHIVELY. C N 

7906180587 

50-368 

3 


SHIVELY, C H 

7906100607 

50-313 

8 


SHIVELY. C N 

7906190265 

50-313 

R 


SHIVELY. C N 

7906190273 

50-368 

R 


SHCVELYrC N 
SHIY0HL.P 

7906250266 

7906260562 

50-313 

XPORTLIC 

a 


SHO«,F J 

7906040389 

50-556 

0 


SHORB.E K 

7906060063 

50-367 

0 


SHOAB^E K 

7906230040 

50-367 

0 


SWOfiF.T E 

79060S0335 

50-285 

p 


SHOflf. T E 

7906030346 

50-205 

p 


SHDRT.T E 

7906060278 

50-285 

p 


SHQflTrT E 

7906060275 

50-285 

p 


SHQRTrT E 

7906130011 

50-285 

p 


SHORTrT E 

79061 S0224 

50-285 

p 


SHORT^T E 

7906120387 

50-285 

Q 


BHORI.T E 

7906130316 

50-205 

1 


SHORT* T,E 

7906120335 

50-205 

R 


SHORT. T E 

7906150313 

50-203 

P 


BHOftT.TE 

7906190491 

30-205 

Q 


SHORT. T E 

7906230288 

30-285 

P 


BHORTiT E. 

7906220368 

50-285 

0 


SHOftTfT E. 

7906260 160 

50-285 

P 


SHORT* T e. 

7906260173 

50-285 

F 


€HR1VER*B L 

7906220239 

50-62 

8 


SETUTT. R 

7906200619 

50-596 

0 


ail^CBDTTOM. J 
BIESS.C P 

7906260364 

7906060189 

30-463 

ACRE 

G 


SILBEROrJ A. 

7906230107 

50-277 

0 


SILBEHG.J A 

7906230110 

50-277 

0 


SILBERO.V. A 

7906230112 

50-277 

0 


SILDERrB, 

7906180293 

50-273 

G 


SILVER. R 1> 

7906020155 

30-253 

P 


SIHCHUKrJ D 

7906280156 

71-9132 

8 


StHQH.L 

7906080303 

50-346 

F 


StHPSDK.R E 

7906230050 

50-200 

H 


SlHCLAIRiK 
SirfCLAlR.U' K 

7906250409 

7906140572 

50-255 

PR 

0 


81HK. J,E 

7906140044 

71-313 

C 


StNKr^l E 

79061 40040 

71-313 

C 


SIIWIK.L A 

7906070169 

50-490 

0 


8[NKrH.& A 

7906200601 

50-498 

G 


SINKt^rL. A 

7906260055 

50-490 

G 


SJOGI^EH. R, H 

7906190300 

30-309 

R 


SJOGREN. R n. 

7906190311 

50-271 

R 


SJOGREN. R, H 

SKAfiUPA. J. D. 

7906190314 

7906060084 

30-29 

KPORTLIC 

R 


SKILLHAN. H 
eKlNKEER.L U. 

7906180185 

7906010090 

50-482 

FOIA 

A 


BKOLM, J. L 

7906290301 

50-320 

P 


SKOVHOLTi n. J. 

7906250114 

50-280 

P 


SKkJTBKI.R, h. 
SKRUraKI.ft K 

7906190132 

7906190007 

50-490 

PROJ 

Q 


8KRUTBKI.R, H, 

7906130430 

30-490 

Q 


SKRJTSKI. R,H. 

7906200562 

50-338 

0 


SLABACKiL A 

7906290428 

50-320 

P 


SLACK, a T 

7906070240 

50-129 

P 


SLACK. B. T 

7906190251 

30-129 

P 



AUTHOfl 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REPORT 

HUMBER 

SLATER. M 

7906120006 

50-510 

D 


SLICKER. F K 

7906190034 

30-445 

M 


SLQBODIEN.M J- 

7906070006 

50-320 

P 


SLQBOOIEH.H J 

7906200413 

30-320 

P 


SLOSODIEN.H J 

7906200408 

30-320 

P 


SLOBQDIEN.M J 

7906220124 

30-320 

P 


SLOBODlENill J 

7906210212 

50-320 

P 


SLQBODlEHiM J 

7906200410 

50-320 

P 


SLOBODlENrH J 

7906220070 

50-320 

P 


eLOSODIEN.K J 

7906220299 

50-320 

P 


SLOBODIENiM J 

7906220082 

50-320 

P 


8KEAL.L P 

7906200SSO 

71-223 

C 


SHEAL.L P 

7906200226 

71-223 

c 


SMITH. 0 N 

7906270013 

50-200 

H 


SMITH. R 

7906 1 40070 

71-292 

C 


SMITH. R 

7906 1 40000 

71-292 

C 


smith. T 

7906260557 

40-0692 

c 


SMITH. 0 

7906070110 

C0MMI8BI0N 


SMITH. 0 L 

7906120313 

50-237 

0 


SMITH. R I 

7906060247 

50-311 

A 


SMITH.© P 

7906210339 

50-331 

P 

BCL-5a3-9 

SMITH. I W 

79031 40067 

30-400 

T 


SMITH. I W 

7903140059 

30-400 

T 


SMITH. L II 

79031-10116 

50-400 

T 


SMITH. I H 

7906010142 

30-400 

0 


SMITH. I M 

7906270277 

50-305 

0 


SMITH. I M 

7906220473 

50-400 

© 


SMITH. B H 

7903200314 

50-471 

0 


SMITH. 8 H 

790603001 1 

50-471 

0 


SMITH. 9 H 

7906010144 

50-471 

0 


SMITH, G H 

7906220317 

30-320 

P 


SMITH. G H 

7906060225 

50-320 

H 


SMITH.© H 

7906060241 

50-320 

P 


SMITM.O H 

7906200494 

SO-320 

P 


SMITH.© H 

7906060203 

30-320 

P 


SMITH, r H 

7906140164 

50-29 

a 


SMITH.© H 

7906130048 

70-135 

c 


SKrTH.O H 

7906220065 

50-320 

H 


SMITH.© H 

7906220311 

50-320 

P 


SMITH. R, H. 

7906210215 

50-380 

P 


SMITH.© H 

7906220151 

50-320 

H 


SMITH.© H 

7906220332 

50-380 

P 


SMITH.© H 

7906260340 

70-371 

C 


SMITH.© K 

7906140592 

70-820 

c 


SMITH.© H 

7906150209 

50-249 

Q 


SMITH.© H 

7906100640 

70-020 

C 


SMITH. 0 H 

7906210200 

70-364 

C 


SMITH. 0 H 

7906210289 

70-364 

C 


SMITH,© H 

7906140639 

70-33 

C 


SMITH.© H 

7906290037 

50-333 

0 


SMITH.© H 

7906100141 

50-29 

© 


SMITH.© H 

7906100171 

50-29 

a 


SMITH.© H 

7906140579 

70-0 ao 

C 


SMITH.© H 

7906150200 

50-245 

0 


SMITH.© H 

7906100621 

70-020 

c 


smith.© h 

7906210024 

50-320 

p 


SMITH.© H 

7906210005 

50-320 

p 


smith. T 

7906290704 

50-220 

Q 


SMITH.© C 

7906010041 

50-311 

© 


SMITH. 

7906290101 

50-346 

© 


SMITH. J 

7906290044 

50-346 

Q 


SMITH, J 

7906290327 

50-346 

© 


SMITH. J 0 

7906290110 

50-346 

Q 


SMITH. J P. 

7906290373 

50-346 

Q 


SMITH. J, D 

7906290141 

50-346 

© 


SMITH. J 

7906290441 

50-346 

Q 


SMITH, J.P 

7906290404 

50-346 

Q 


SMITH. J. 0 

7906260330 

50-202 

Q 


SMITH. R 0 

7906150140 

40-7459 

C 


8MYLIE* J, H 

7906220240 

90-320 

P 


SNAIDER.R P 

7906260107 

90-280 

P 


8HAIDER.R. P 

7906200280 

90-38© 

P 


aHAEDEB.R P 

7906290754 

TOPREP 



BHEPECORi E 

7906000297 

90-344 

J 


SKIEZEK. J H 

7906130489 

90-320 

P 


SNOOKS. J H 

790612040B 

90-960 

A 

YAEC-1J49 

SNOW. B A 

7906050438 

90-244 

0 


SNOW. B. A 

7906020061 

90-244 

S 


SNOW. B A 

7906290193 

90-244 

0 


SNYDER. H L 

7906220494 

71-306 

C 


SNYDER.© L. 

7906070379 

90-320 

H 


SNYDER.*© L 

7906130089 

90-320 

H 


SNYDER.© L 

7906210003 

00-146 

H 


SNYOER. 9 

7906020234 

lOCFR 



8NYER.H L. 

7906220493 

71-306 

C 


809EL. P 

7906210301 

50-361 

A 
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NUMBER 

8QB0N«L J 
saPONiL J 

SOBON.L J 

SOpOHrL J 

SODOHrL J 

J 

SQBON. L J 

SOBOH. L J 
eOBON.t J 
eOHrNKI. S M 

790A060141 

790^110304 

7906130239 

790613023:1 

7906060149 

7906060166 

7906110260 

7906190421 

7906200182 

7906030062 

TOPREP 

TOFREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

90-392 

0 


SQHINKLS H 

7906010301 

90-392 

0 


SOHlNKIiS H 

7906200S09 

90-466 

0 


SQHINKIrS H 

7906040114 

90-466 

0 


SOHIHKI.8 h 

7906070326 

90-466 

0 


SOHiNKIrS H 

7906230259 

90-437 

0 


SOHINKlrS H 

7906230175 

50-466 

0 


SOtNSKlrA J 

7906110047 

WASTE MOT 


SOLBEROr [> 

79062B0019 

90-320 

P 


SOMERVlLLErO V 

7906020237 

40-8714 

c 


SOHiB D 

BQONOiA L 

7906130029 

7906040393 

XPORTLIC 

40-8027 

c 


BOUCY.A R 

7706230267 

90-29 

I 


80UTHER8,R L 

7906070207 

71-284 

C 


SPANOLERi R 0 

7906290467 

90-313 

a 


aPA^{(}LERi R 0 

79061 3003S 

50-313 

Q 


SPA»»LER,K 0 

7906290627 

90-313 

a 


SPARKS, E 

7906190476 

71-47 

c 


SPEIS, T P 

7906050417 

30-267 

p 


SPErSi T 

7906280033 

90-320 

p 


BPENCERiT U 

7906040277 

30-272 

s 


SPENCER U C 

7906160070 

30-338 

0 


SPENCER, U C 

7906070293 

50-200 

p 


SPENCER, W C 

7906110194 

30-280 

p 


SPENCER, H C 

7906130332 

50-280 

p 


SPENCERrW.C, 

79061S0160 

90-280 

p 


SPENCER, H C 

7906200102 

90-280 

p 


SPENCERrN, C 

7906220269 

90-260 

p 


SPENCER, N C, 

7906290327 

90-280 

p 


SPENCERiO 8 

7906220133 

90-460 

Q 


SPENCER, 0 8 

7906130039 

30-397 

Q 


BPENCER, 0. 8 

7906140210 

90-361 

G 


BPENCER, 0. 8 

7906210342 

90-361 

0 


aPBNCER,0.8 

7906260520 

90-308 

Q 


SPESSARDrR L 

7906230026 

90-294 

Q 


8PE&8ARB. R L. 

7906250133 

90-10 

Q 


8PES8ARD,R L 

7906260379 

90-346 

Q 


8Pe68ARD,R L 

7906260639 

90-346 

Q 


SPESSARDiR L 

7906140396 

90-373 

Q 


SPITALNY, B 8. 

7906040099 

70-2623 

C 


8PITALNY, B 8. 

7906210120 

70-2623 

C 


SPORE, T H 

790629017a 

RES 


7906290178 

SPRATLEY.W A 

8PREADBURY, N N 

790605022 1 

7906140470 

KUREO 

50-910 

0 


STACK, D W. 

7906260606 

NUREO 


NUREO/CR-0469 

aTADE.K L 

7906290822 

90-466 

0 


8TADE,R E 

STADEiR E 

BTAPFA,R H 

7906180062 

7906020219 

7906200527 

REOOD 

REOQO 

30-321 

G 


flTAfFA,R,H 

7906050089 

90-366 

Q 


8TAfFA,R H. 

7906050003 

90-321 

Q 


aTAFFA,R. W 

7906050108 

90-366 

G 


8TAPFA,R H 

7906140091 

90-321 

Q 


8TAFFA,R H 

7906140436 

90-321 

G 


STAFFAifi H. 

7906180077 

90-424 

G 


aTAFFA,R H 

7906200532 

90-321 

Q 


STAFFAiR W. 

7906140230 

90-424 

Q 


STAHLEjC.R. 

7906060007 

90-390 

A 


stall IN08, c « 

7906230347 

90-aeo 

P 


8TALLrN08, C « 

7906250130 

90-281 

a 


STALL INQSi C H 

7906300143 

30-280 

Q 


STALLlNOa, C.H, 

7906180312 

90-338 

0 


8TALL‘1N08.C H 

7906190194 

90-280 

G 


STALLINGS, C. H 

7906010237 

90-338 

P 


STALLINGS, C M. 

7906290532 

90-280 

G 


STAItLINGS, c H 

7906130224 

90-290 

F 


STALLINGS, G H 

79060S023S 

90-338 

9 


8TALLtN08. C. K 

7906030293 

90-338 

8 


8TALLING8, C. K 

7906030309 

90-280 

8 


STALLINOa. C, N 

79060303 IS 

90-281 

P 


STALLINGS, C,M 

7906090363 

90-260 

P 


STALLINGS, C H, 

7906060124 

90-280 

G 


STALLINGS, C H. 

7906070306 

90-290 

J 


S^AUINGS, C M. 

790614041S 

90-201 

8 


STALLINGS, C, K 

7906070242 

90-338 

9 


STALLINGS. C. K 

7906110136 

90-338 

a 


STALLINGS, C K. 

7906110196 

30-338 

a 
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STALLINGS, C M 

7906110207 

90-338 

s 


STALL INGS,C M 

79061 8049 1 

50-338 

R 


STALLINGS, C H 

79061S0517 

50-280 

ft 


STALLINGS, C K 

7906180343 

90-330 

8 


STALLINGS, C M 

7906180536 

90-200 

Q 


STALL INOS,C K 

79062003B6 

90-330 

8 


STALL iNGSrC H 

7906200398 

50-200 

8 


STALLINGS. C M 

7906210210 

90-280 

P 


STALLINGS, C M 

7906210239 

50-338 

P 


STALLINGS. C M 

7906250261 

90-338 

P 


STALL 1 NOS, C M 

7906290311 

90-280 

P 


STALLINGS, C « 

7906270121 

50-280 

0 


STALLINGS, € H 

7906290196 

90-330 

8 


STANCIL.R 

7906120429 

90-366 

ft 


8TANCIL. R 

7906130023 

90-321 

ft 


STARKEY, R B. 

7906070200 

90-261 

8 


STARKEY, R B 

7906070269 

90-261 

8 


STARKEY, fl B 

7906140494 

50-261 

8 


STARKEY, R B 

7906180506 

50-261 

8 


STARKEY, R B 

7906270176 

30-261 

8 


STEARNSrC F 

7906290416 

50-320 

P 


STELLO, V 

7903120401 

OEN TEC 1 

[S 


8TELL0, V 

7906130481 

90-320 

P 


STELLP, V 

7904270001 

90-320 

P 


STELLO, V 

STELLO, V 

7906040392 

7906010211 

GEN TEC 
ORO 

IS 


STELLO, V 

7906290709 

90-280 

P 


STEPENSOH.B B 

7906200370 

90-237 

8 


STEPHEN. N R 

7906200297 

71-39 

C 


STEPHEN. W R 

7906200294 

71-39 

C 


STEPHENSON. D B 

7906050350 

90-237 

8 


STEPHENSON, B 8 

7906050245 

90-237 

8 


STEPHENSON, a D 

790605026S 

90-237 

8 


STEPHENSON. B. B 

7906120310 

90-237 

8 


STEPHENSON, B B 

7906200404 

50-237 

8 


STEPHENSON, B B 

7906120376 

50-237 

8 


STEPHENSON, B B 

7906180512 

50-249 

8 


STEPHENSON, fi B 

7906150336 

50-10 

R 


STEPHENSON, B S 

7906190418 

50-249 

8 


STEPHENSON. B D 

7906190437 

50-249 

8 


STEPHENSON, B B 

7906210220 

90-237 

P 


STEPHENSON, 8 8 

7906190289 

90-10 

S 


STEPHENSON, B, B 

79062202G2 

90-237 

8 


STEPHENSON, B B 

7906220365 

90-237 

a 


STEPHENSON, B B 

7906270192 

90-249 

8 


STEPHENSON, W A 

7906200271 

90-302 

R 


8TEPT06, P 

7906210252 

30-237 

0 


STEPTOE, P 

STERN. U C 

STERN, VI C 

STERN, W C 

7906210307 
79060501 1 1 
7906190112 
7906220172 

50-999 

XPORTLIC 

XPORTLIC 

KPPRTLIC 

0 


STERNSERTrD M 

7906260478 

90-320 

P 


STETKA.T F 

7906260061 

90-20 

0 


STETKA.T F 

7906260179 

90-271 

Q 


STEVENSON, VI M 

7906160066 

30-362 

0 


STEVENS, J. R. 

7906190010 

90-960 

1 


STEVENSON, R t 

7906290046 

70-320 

c 


STEVENSON, R L 

7906270030 

70-1191 

c 


8TEVEN60N,« L 

7906260638 

70-1113 

G 


STEWART, W P 

79061 S0366 

90-302 

0 


STEWART, N. P. 

79061 10064 

90-302 

0 


STEWART. N P 

7906050164 

90-302 

0 


STEWART, VI, P 

7906290146 

90-320 

Q 


STEWARTi VI, P 

7906290739 

90-302 

Q 


STEWART, VI P, 

7906290726 

90-302 

G 


STEWART, VI P 

7906290730 

90-302 

Q 


STEWART, M. P 

7906110192 

90-302 

P 


STEWART, N P. 

7906120399 

90-302 

S 


STEWART, VI P. 

7906130014 

90-302 

B 


STEWART, VI. P 

7906120236 

90-302 

P 


STEVIART, W P. 

7906180909 

90-302 

6 


STEWART. VI P 

7906190298 

90-302 

e 


STEWART, Vf. P 

7906200267 

90-302 

R 


STEWART, W P. 

7906220201 

90-302 

0 


STEWART, Vf P 

7906220204 

90-302 

? 


STEWART, W, P, 

7906260220 

90-302 

P 


STEWART, VI P, 

7906290296 

90-302 

B 


STEWART. W. P 

79062S0120 

90-302 

P 


STEWART, VI P 

7906260919 

90-302 

0 


STEWART, N. P. 

79062B0093 

90-302 

0 


STEWART, W P 

79060P0289 

90-302 

P 


STEWART, W P 

7906120386 

90-302 

P 


STEWART, W. P. 

7906200142 

90-302 

8 


STEWART, W L 

7906050312 

90-2B0 

8 


STEWART, W. L. 

7906190399 

90-200 

S 
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AUTHOR 
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STEWART. W L 

7906800^03 

50«2a0 

6 

TAM.P 

7906150442 

ACftS 






TAMrP 

7906100003 

ACRB 


STEWART^K 8 

7906100717 

NUREO 

NURE0/CR-06e3 

TAM.P 

7906130197 

30-320 

0 

STOIARTrR G 

79062S0Z41 

50--3B2 

Q 

TAM.P 

7906220106 

FOIA 


STOHRivf P 

7906370134 

50-320 

P 

TAMDLINO. T 

770639 02B0 

30-346 

Q 

STCMR.J P 

7906310343 

50-320 

P 





STOHRiv^ P 

7906330192 

50-320 

F 

TAMBLINO, T 

7906290101 

30-346 

Q 





TAMBLINOi T 

7906290044 

50-346 

Q 

STORR. J P 

7906220037 

50-320 

P 

TAHBLINQi T 

7906290327 

30-346 

Q 

STO»ffirJ P 

7906210148 

30-320 

P 

TAMBLINO. T 

7906370110 

50-346 

Q 

STOHSrJ P 

7906210132 

50-320 

P 

TAMBLINO. T 

7706290623 

30-346 

Q 

SrOKR, J P, 

79063003GS 

30-320 

P 





BTOWT^s/ P 

7906210138 

30-320 

P 

TAMBLINO. r 

7906390462 

30-346 

Q 





TAMBLINO, T 

7906260639 

50-346 

Q 

STOKR.J P 

7906260232 

30-320 

0 

TAMPLIN.A R 

790607034 I 

70-2623 

C 

STOHft.J P 

7906200381 

50-320 

Q 

TAPIA, I 

7906200324 

50-445 

0 

GTQKR.J P 

7906210164 

50-320 

P 

TAPIA, J 1 

790621 00 IB 

50-305 

Q 

SrOKR.J P 

7906210169 

50-380 

P 





STQKR.J P, 

7906210176 

30-320 

P 

TAYLOR rV. 

7906220170 

30-269 

0 





TAYLORr J H 

7906130301 

50-320 

P 

STOHRt^f P 

79062 lOlBl 

30-320 

P 

TAYLOR. J H 

79062300B9 

TOPREP 


STOHRiJ P 

7906230287 

50-320 

P 

TAYLOR. J H 

790601023 1 

TOPREP 


S7CHfl,J P 

7906390842 

50-333 

Q 

TAYLOR, J. H 

7906000306 

50-313 

P 

STOLZiJ F 

7906230123 

50-346 

0 





STOLz.j r 

7906040419 

TQFREP 


TAYLOR. J. H 

7906120246 

50-312 

P 





TAYLOR. J H 

79O619O3B0 

TOPREP 


aroLZr J F 

7906250113 

50-373 

A 

TAYLOR. J H 

7906180532 

TOPREP 


SrOLZi J F 

7906230001 

30-350 

A 

TAYLOR. J H 

7906100403 

TOPREP 


aroLZr J F. 

7906250160 

50-373 

A 

TAYLOR. J H 

7906190452 

30-320 

P 

STf)HE.rW A 

7906210076 

0A999 






arOODCETiD 0 

7906290163 

50-471 

0 

TAYLOR. J H 

7906260475 

TOPREP 






TAYLOR. J. H 

7906210104 

TOPREP 


STOREY, K 

7906210380 

70-1300 

c 

TAYLOR. J M 

7906260359 

TOPREP 


STftACCIAiF P 

7906390831 

71-9070 

c 

TAYLOR. J H 

7906200115 

TOPREP 


STftATFOfiD.fi J. 

7906120366 

30-1 16 

J 

TAYLOR. R 

7905310008 

70-597 

C 

&TftArRAN,R A 

7906^80401 

30-336 

8 





GTHATKAN. R A 

7906100499 

50-336 

s 

TAYLOR, fl 0 

7906200324 

50-445 

a 





TEDE8C0.R L 

7906290189 

50-320 

A 

STRAUSS; P L 

7906230402 

BECY 

8ECY-A-77-24 

TEDESCOiR L 

7906230177 

50-466 

9 

STREETER; J F 

7906210143 

50-330 

P 

TEOESCO.R L 

7906260166 

30-560 

0 

STREETER; J F 

7906200486 

30-346 

0 

TEDESCO.R L 

7906200073 

50-320 

P 

STREETER; J F. 

7906260330 

50-SB2 

0 





STREETER, J. F. 

7906230117 

50-346 

Q 

TEDESCO.R L 

7906270142 

50-320 

P 





TEDESCO.R L 

7906200263 

50-320 

P 

STREETER. J F 

7906260633 

50-237 

Q 

TELFORD, J T 

7906060191 

50-320 

P 

STREETER; J F 

7906140616 

50-155 

0 

TEMPEST, L 

7906030187 

40-3453 

G 

STRELOW. R 

7906030008 

PR 


TENZER, D E 

7906190033 

QA999 


STUADES. B R 

7906180768 

PR 






SUDIOALA. 8 

7906130347 

50-336 

R 

TERPILAK.M. B 

7906190304 

PftM 






TE6TERMAN.T F 

7906100137 

50-267 

Q 

SUERKAMH. J F. 

7906050057 

50-454 

a 

TKADANI.H 

7906U0102 

WASTE HOT 

SlAAKErK E 

7906290248 

30-320 

A 

THADANI.A G 

7903250210 

50-2B5 

P 

SUHIRE,R E 

7906290339 

30-320 

A 

THADANI.A C 

7905230097 

50-805 

P 

S^^KE^K E 

7906290273 

50-320 

A 





&UI«K£.K E 

7906290387 

SQ-320 

A 

THADANI.A C 

7906290170 

50-320 

P 





THARP, W E 

7906160007 

aA999 


SUXIVAMr J.F 

7906270036 

50-280 

H 

THAYER. D. W. 

7906200346 

71-143 

C 

eULLIVAH^r U 

7906070416 

PR 


THOMAS. E B> 

7906290584 

50-220 

P 

SU-LIVAM^T J, 

7906130204 

PRM 


THOMAS. D. 0 

7906290673 

NUREO 


GULLlVANi R. F. 

7906100714 

30-259 

a 





SULZERiR.C 

7906230171 

71-34 

c 

THOMAS, R D 

7906010254 

50-312 

Q 





THOMAS. C 0 

7906270070 

50-320 

0 

SUTHERLAND! J. T 

7906070072 

50-280 

Q 

THOMPSON. J F 

7906050090 

NUREO 


SUTHERLAND. J T 

7906070099 

30-416 

Q 

THOMPSON, 0. 

7906060170 

50-320 

e 

SUTHERLAND. J. T. 

7906140626 

50-348 

0 

THOMPSON. D 

7906060101 

50-320 

B 

SUTHERLAND. U T. 

7906180673 

50-280 

Q 





SUTHERLAND. J. T, 

7906040177 

70-143 

C 

THOMPSON. D 

7906030061 

30-320 

S 





THOMPSON, D 

7906220153 

50-320 

a 

SUTHERLAND. J T 

7906130437 

50-390 

0 

THOMPSON. D 

7906130446 

30-320 

p 

SUTHERLAND. J T 

7906070318 

70-1201 

C 

THOMPSON, 0 

790/ 



SUTHERLAND. J. T 

7906200609 

50-281 

Q 

TUoMpanM. n 




SUTHERLAND. J. T 

7906070030 

50-324 

a 





SUTHERLAND, J, T 

7906260316 

30-302 

Q 





SUTHERLAND rU T 

7906210419 

30-338 

Q 





SUTHERLAND. J T 

7906260493 

30-250 

Q 





eUTHERLANOrU T 

7906040172 

70-143 

G 





SUTHERLAND. J, T 

7906260080 

70-1201 

C 





SUTHERLAND. J T 

7906200130 

S0-2B0 

0 





SUTHERLAND.^ T 

7906260513 

50-302 

a 





SUTHERLAND. J. T 

7906260354 

30-250 

0 





SUTHERLAND. J, T 

7906290537 

30-280 

0 





SUTTON, J, H, 

79061B0263 

0A999 






SUTTONrU,W 

7906070026 

QA999 






SUTTON.U H 

7906230073 

0A999 






SUTTON. U M 

7906050177 

aA999 






SVCNSSONrS A. 

7906190296 

30-315 

R 





eWAH.N.B 

7906010328 

30-518 

a 





eWAH.N fi 

7906220081 

30-395 

0 





S4CAK80N. D. T. 

7906280135 

30-338 

0 





8UANSON.E.R 

7906250138 

30-409 

0 





8TMFT.F. £► 

7906070182 

30-267 

0 





SMART. F E 

7906190336 

30-267 

p 





SWART. F. E 

7906190395 

80-267 

F 





BHAftT.F C. 

7906290267 

30-267 

P 





BWICKrti.B. 

7906140613 

REOOD 






SHtTZCR.D.C 

7906290812 

30-213 

a 





SrUKlEWlEZi A J, 

790^160051 

TPPREP 






TALUAR. D. 

7906020087 

PRQJ 

OEF«-OOa92 






REPORT 

NUKBER 


NUREO/CR-0710 


NUREO/CR-OOOl 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

8Ufl%«CT 

CATEOORV 

REPORT 

NUMBER 

TOLL r SON, A C 

79060702S2 

30-324 

B 


TOLL 1 SON, A C 

7906070291 

50-324 

S 


TOLL ISON, A C 

7906080290 

50-324 

8 


TOLL ISON, A C 

7906120424 

50-324 

8 


TOLL ISON, A C 

7906110160 

50-323 

8 


TOLLlSONi A G 

7906110192 

50-323 

8 


TOLL ISON, A C 

7906110232 

30-324 

8 


TOLL ISON, A C 

7906120388 

30-324 

S 


TOLL ISON, A C 

79061 SOI 74 

50-323 

S 


TOLL ISON, A C 

7906150183 

30-324 

S 


TOLLiSQNiA C 

79061S0201 

30-323 

8 


TDLLI80N. A C 

7906150241 

30-323 

a 


TQLLISON, A C 

79061 S0250 

30-323 

8 


TOLL ISON, A C 

7906140314 

50-323 

0 


TOLL ISON, A C 

7906140533 

80-323 

0 


TOLL ISON, A C 

7906100314 

30-324 

6 


TOLL ISON, A C 

7906200367 

30-323 

a 


TOLL ISON, A G 

7906220330 

30-323 

8 


TOLLlSONiA C 

7906220375 

30-324 

8 


TOLLISON, A C 

7906220409 

30-324 

0 


TOLL ISON, A C, 

7906220420 

30-324 

0 


TOLLISON, A C 

7906220294 

80-323 

6 


TOLLISON, A C 

7906220400 

30-324 

8 


TOLLISON, A, C 

7906270169 

50-324 

8 


TOLLISON, A C 

7906270201 

30-324 

8 


TOLLISON, A C 

7906280131 

30-323 

8 


TOLLISON, A C 

7906200088 

30-323 

8 


TOLLISON, A C 

79062B0101 

30-323 

S 


TOLLISON, A C 

7906290362 

30-324 

a 


TOLLISON, A C 

7906290353 

30-323 

8 


TOLLISON, A C 

7906290371 

30-323 

S 


TOLMAN, E L 

7906290250 

RE8 


7906290230 

TOMPKINS,? S 
TGNEATThV.H 

7906040008 

7906050170 

71-37 

QA999 

c 

TOTH, A D 

7906040180 

30-322 

0 


TOTH, A D 

TOH,D e 

7906140633 

7906130410 

30-311 

PR 

Q 


TOViH L. 

7906230170 

70-8 

C 


TRAMMELL, G M. 

7906200312 

80-266 

P 


TRAMMELL, C M 

7906200330 

90-266 

P 


TRAMMELL, C M 

7906260190 

30-26 1 

P 


TRAMMELL, G M 

7906260193 

50-344 

P 


TRIBLE,P e 

7906110411 

50-280 

u 


TRIOtLlO,A 0 

7906230031 

71-9079 

c 


TfllOILIOiO 

7906230043 

71-9079 

c 


TRIMBLE, 0 C 

7906040152 

30-313 

Q 


TRIMBLE, 0 C. 

7906050213 

30-313 

Q 


TRIMBLE, D C 

7906070374 

50-313 

Q 


TRIMBLE, D C 

7906040209 

30-313 

Q 


TRIMBLE, 0 C. 

7906070181 

30-313 

Q 


TRIMBLE, 0 C, 

7906270041 

90-320 

Q 


TRIMBLE, D C 

7906290813 

50-3 in 

it 



ACCESSION SUBJECT DEI 


AUTHOR 

NUMBER 

CATEGORY 

NUf 

TURNAOe, K 0 

7906260596 

NUREO 


NUREG/CR- 

TURNAOE.K 0 

7906290673 

NUREO 


NUREO/CR- 

TURNER, J 0 

TURNER, J 0 

TURNER, E A 

7906070221 

7905240131 

7906210107 

iOCFR 

lOCPR 

30-490 

0 


TURNER, E A 

7906120141 

50-498 

0 


TURNER.E A 

7906120390 

50-499 

s 


TURNER, E A 

7906120430 

50-498 

8 


TURNER, £ A 

7906130007 

50-498 

0 


TURNER, £ A 

7906130314 

30-490 

K 


TURNER.E A 

7906220367 

30-490 

0 


TUTHiLLrS J 

7906260043 

30-331 

Q 


TUTHILL.S J 

7906290637 

50-331 

Q 


TUTHtLL,8 J 

7906260034 

50-331 

Q 


TRITE. 0 H 
UOQLINI.D J 

7906020204 

7906140561 

PR 

50-304 

8 


UOOLINI.D J 

7906220453 

30-304 

0 


UHRIO, R e 

7906070226 

30-250 

0 


UHRIO. R E 

7906070363 

50-250 

0 


UHRIO, R E 

7906130434 

50-230 

Q 


UHRIO. R E 

7906180195 

30-335 

a 


UHRIO, R E 

UHRIO, R E 

7906230142 

7906050019 

NUREO 

50-250 

p 


UKRIO.R E 

7906020186 

50-250 

0 


UHRIO, R E 

7906050431 

50-335 

0 


UHRIO. R E 

UHRIO, R E 

UHRIO, R E 

7906200491 

7906250129 

7906230006 

REOGO 

PAM 

30-335 

Q 


UHRIO, A E 

7906120025 

30-333 

P 


UHRIO, R E 

7906260358 

30-230 

Q 


UHRIO. R E 

7906010262 

30-230 

R 


UKRIO.R E 

7906260288 

30-309 

0 


UHRIO. R. E 

7906260290 

50-230 

0 


UHRIO, R E 

7906260293 

50-333 

0 


UHRIO, R E 

7906050307 

30-335 

p 


UHRIO, A e 

7906060133 

30-231 

p 


UHRIO. R E 

7906060274 

50-230 

p 


UHRIO, R E 

7906060277 

30-230 

p 


UHRIO, R e 

7906080296 

30-231 

p 


UHRIO, R E 

7906050315 

30-333 

P 


UHRIO, A E 

7906130207 

30-250 

p 


UHRIO, » £ 

7906130235 

30-250 

p 


UHRIO, R E 

7906190266 

30-230 

p 


UHRIO. R E 

7906220184 

50-230 

p 


UHRIO, R.E 

7906220309 

30-333 

p 


UHRIO.R E 

7906250349 

30-230 

p 


ULLRICH, M T 

7906040246 

30-277 

8 


ULLRICH, H. T 

7906040256 

30-277 

8 


ULLRICH, H T 

7906070370 

30-277 

0 


ULLRICH, H T 

7906040034 

30-277 

8 


ULMANiM S 

7906190032 

30-490 

G 


ULRICH, W T 

7906270064 

50-277 

8 


UTLEY, E. e 

7906210096 

30-324 

a 


UTLEY, E E 

7906290719 

30-324 

Q 


UTLEY. E E 

7906120190 

30-324 

P 


UTLEY, E E. 

790623001 7 

30-324 

0 


UTLEY, E E 

7906010240 

30-324 

P 


UTLEY, E E. 

7906040221 

30-324 

Q 


UTLEY, E E, 

7906080313 

30-324 

P 


UTLEY, E E 

7906000265 

30-324 

P 


UaEY.E E. 

7906000291 

30-261 

P 


UTLEY, E E 

7906120137 

30-324 

P 


UTLEY, E E. 

7906120393 

30-324 

P 


UTLEY, E E 

7906120231 

30-261 

F 


UTLEY, E e 

7906200348 

30-324 

P 


UTLEY, E E 

7906200336 

30-261 

P 


UTLEY, E E 

7906260338 

30-261 

P 


VAHRENHALD, J 

7906060243 

W-234 

8 


VAHRENWALD, J 

7906220306 

30-263 

8 


VALENTINE, K 

7906130311 

80-20 

U 


VALtlSH.E J 

7906010034 

30-327 

Q 


VALLIBH, E. U 

7906030073 

50-390 

a 


VALLISHrE J 

7906190120 

30-491 

Q 


VALLI8H,E J 

7906250335 

30-436 

0 


VALOREiC 

7906100441 

30-272 

0 


VAN BRUNT, E.E 

7906060266 

30-320 

A 


VAN BRUNT, E.E 

7906030302 

50-392 

c 


VAN BRUNT, E E 

7906200338 

50-592 

0 


VAN BRUNT, £ E 

7906260439 

30-392 

c 


VAN IXXlRNiP.K 

7906200204 

30-390 

Q 


VAN NESS. B G 

7906010099 

30-272 

G 


VAN ROOYEN, D 

7906260037 

RES 


7906260037 

VAN SICKEL.J 

7906200259 

30-331 

R 

VAN HINKLE, « 

7906210031 

RE0 


7906210031 

VAHBRUNT, E. E, 
VANOERVELOENr M. 

79061600S3 

7906260073 

PR 

30-312 

H 



PERSONAL AUTHOR INDEX 
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/AUTHOR 

ACCESSION 

NUKSER 

SUBJECT 

CATEGORY 

REPORT 

NUHSER 

VlWDOiSUHOH. D 

7?0A 150243 

50-271 

P 


VAM>£MBUROH. D 

79061 2031 A 

50-29 

P 


VANBENBUftOHr 0 

7906130370 

50-29 

P 


VANDOOfiH-P K 

7906040307 

50-327 

0 


VM4BQORK.P K 

7906010205 

50-416 

0 


VAMBGARi P K 

7906220342 

50-438 

Q 


VAMSICKELi J V 

7906250301 

50-331 

8 


VARACALLEiD J 

7906050279 

RES 


7906030279 

VARELA. A A 

7906260165 

50-334 

0 


VAfl&A,8 A 

VAROA.S A 

7906040214 

7906190001 

TOPREP 

50-332 

A 


VAROA.S A 

7906270034 

50-320 

0 


VAROA.a A 

7906290156 

50-454 

A 


VARGA, a A 

7906270002 

50-320 

a 


VAROArS A 

79062S0016 

50-390 

A 


VAROA.S A 

7906270025 

50-320 

0 


VAROA/S A 

7906270271 

50-397 

A 


VARGA. S A 

7906260267 

50-327 

Q 


VASSALLO. D B 

7906020207 

50-400 

A 


VASSALLO/D B, 

7906070319 

50-338 

P 


VASSALLO. D B. 

7906010059 

50-275 

Q 


VASSALLO. D B 

7906020242 

50-338 

P 


VASSALLO. D. S 

7906050067 

50-320 

P 


VASSALLO. 0 fi 

7906130140 

50-322 

0 


VASSALLO. D. B 

7906100172 

50-275 

H 


VEtITQ 

7906120015 

50-320 

U 


VCRDERY. E H 

7906200439 

50-320 

H 


VOIDERY. E H 

7906260614 

50-250 

Q 


VXESROCK. J H, 

7906210296 

70-1510 

C 


VlLUFORTHiJ C 
VEtX^TTEr J.B 
VCSICK.H H 

7906290027 

7906070069 

7906200353 

FQIA 

REOOD 

50-262 

J 


vessi»jo.o. 

7906180140 

50-313 

P 


VISSIKOtO 

7906160054 

50-346 

P 


ViSSiNGrO 8 

7906220076 

50-313 

P 


VISSlNOfG 8 

7906110443 

50-313 , 

P 


VlTO.fi J 

7906140353 

50-269 

8 


V1T0.D J 

7906140360 

50-269 

8 

E80-DOE-1324 

VITTI.J A 

7906020091 

PROJ 


VtWEL*C,e, 

7906250360 

70-1151 

C 


VOGLER.B H 
VOGr-LO«ELL, R, 

79061B0676 

7906050100 

PROJ 

50-366 

0 


VQOT-LOWELLift J 

7906200359 

50-348 

Q 


VOHLERjJ.E 

7906230117 

50-346 

0 


VOtGHT.R H 

7906040164 

50-546 

G 


VOtOHT^H H 

7906180565 

50-546 

G 


VOCfiHT.H H 

7906230107 

50-277 

0 


VOIOHT.H K 

7906230110 

50-277 

0 


VQEGHT.H K 

7906230112 

50-277 

0 


VOSCHTrH H 

7906010233 

50-341 

K 


VQICRT.H H 

7903200326 

50-341 

0 


vaiTA.v r 

7906050409 

50-315 

H 


VOLLHER.R H 

7906360204 

50-320 

F 


VQU.RCB.R H 

7906280138 

50-320 

U 


VOLJLRERjR H 

7906200145 

50-320 

P 


VOLLHER.R H. 

7906220103 

50-320 

P 


VOCLhER.R H 

7906180340 

GEN TEC 

10 


VOLLHER.R H 

7906070010 

50-237 

P 


VOLUtfR.R H. 

7906290307 

50-320 

P 


VQLLRERrR H 

7906250332 

50-280 

P 


VOLLRER.R H. 
VOLLKER.R.K 

7906280222 

7906260206 

FOIA 

50-320 

P 


VOLLKER.R N 

7906270046 

30-10 

P 


VOLLHETt.R H 

7906270040 

30-320 

P 


VOLLHERiR H 

7906070161 

30-320 

P 


VOLLMEft.R, H. 

7906290018 

50-243 

P 


VOLL»l£ftrR H 

7906210187 

50-320 

P 


VON CRREHFRIED 
VOW EHREMFRIEO 
VON CKRENFfttED 
VORCSSiK e. 

7906230437 

7906220430 

7906220447 

7906130259 

PR 

PR 

PR 

50-320 

□ 


V038iH.A. 

7906200178 

50-392 

0 


HACHTER.L. J 

7906060093 

50-202 

0 


HACNTER.L J 

7906040062 

50-282 

Q 


MACKTEA.L J 

7906020157 

50-263 

0 


HACMTEft. L J. 

7906270029 

50-320 

Q 


WACHTEft.L J. 

7906020150 

30-263 

0 


WACHTER.L J, 

7906020151 

50-263 

0 


WACHTER.L J 

7906040378 

50-263 

<1 


14ACHTERiL J. 

7906140171 

50-282 

0 


WACHTER.L J 

7906290675 

50-282 

Q 


WACHTER. L. J. 

7906290752 

50-282 

0 


UACHIER.L. U. 

7906050292 

50-282 

P 


MADEKAnPERf D. 

7906010299 

50-275 

H 


UAGfO. A. 0. 

7906140157 

50-348 

0 


VWLTa, B L 

7906050203 

30-358 

G 



AUTHOR 

ACCESSION 

NUHBER 

SUBJECT 

CATEGORY 

REPORT 

NUMBER 

UALKERfR 8 

7906260391 

50-463 

0 


WALKER. J V 

7906210365 

NUREO 


NUREO/CR-0335 

WALKER. R D 

7906050040 

50-331 

Q 


WALKER. R D 

7906140594 

50-373 

Q 


WALLACE. J A 

790623001 a 

50-331 

Q 


WALLACE. J A 

7906220432 

50-331 

0 


WALSH. W P 

7906080260 

30-560 

A 


WALTER. H 0. 
WALTER. U L 

7906080061 

7906040218 

PR 

50-10 

P 

NEDC-24139 

WALTERS. 0 K 

7906020128 

50-369 

8 


WALTERS. D K 

7906010350 

30-369 

8 


WALTON. R F 
WALTON. G A 

7906180426 

7906260323 

CONTRACT 

50-387 

Q 


WAMHACH. T V 

7906250185 

50-213 

P 


WAHBACH.T V 

7906200272 

50-213 

P 


WAHPLER.W C 

7906110411 

50-280 

U 


WAWOKE.N E 

7906060273 

30-304 

P 


WANOKE. N £ 

7906060282 

50-304 

B 


UANDKE.N E 

7906060292 

50-295 

B 


WANDKErN E 

7906060223 

50-304 

S 


WANDKE.N £ 

7906140554 

50-304 

8 


WANOKE.N E 

7906140367 

30-304 

S 


WANDKE. N. E 

790614D5U 

30-304 

B 


WANDKE. N E 

7906140389 

50-304 

a 


WANOKE. N.E 

7906140416 

50-295 

B 


WANDKE. N E 

7906290 122 

50-293 

R 


WANOKE. N E 

7906220335 

30-304 

3 


WANDKEiN E 

7906220390 

50-304 

8 


WANDKE. H E 

7906220399 

30-304 

a 


WANDKE.N E. 

7906120343 

50-293 

R 


WANOKE. N E 

7906270207 

30-293 

9 


WANDKE. N E 

7906270212 

50-293 

8 


WANDKE.N £ 

7906270162 

30-293 

8 


WANO. C . H 

7906280132 

30-243 

S 


WANNINOER. A 
WARD.E C 

7906230134 

7906050324 

NilREO 

30-202 

R 


UARD.E C 

7906140369 

50-202 

8 


WARDiK D 

7906260578 

50-341 

a 


WARO.K D 

7906260589 

50-409 

Q 


WARD. K. D 

7906260624 

30-202 

Q 


MAREMBOURO. D 

7906010217 

50-267 

R 


UAREKaaURO. D. 

7906060206 

50-267 

P 


WAREHBQURG. D 

7906120405 

50-267 

8 


WAREHBGUROi 0, 

7906120155 

50-267 

R 


WAREHBOURO. 0 

7906120342 

30-267 

P 


WAREMDOURO. D 

7906120410 

50-267 

8 


WAREKBOUROi 0. 

7906190501 

50-267 

P 


HAREMBQURO. D. 

7906220295 

50-267 

P 


WAREHBOURO. D. 

7906190299 

50-267 

R 


WAREHOOURO. D 

790622030B 

50-267 

P 


WAREHBOURO, D 

7906260449 

50-267 

P 


WAREHBOURO. D. 

7906260433 

50-267 

8 


WAREHOOURO. 0. 

7906270159 

50-267 

F 


WARNICK. R F 

790626031 5 

50-409 

Q 


WARWICK. R F. 

7906260553 

50-202 

Q 


WARWICK. R F, 

7906250183 

50-255 

Q 


WARNICH.R F, 

7906140609 

50-315 

Q 


WARREN. H C 
WARREN. K C 
WARREN. B. C 

7906290705 
7906290683 
79061 10076 

0A999 

GA999 

WASTE HOT 


WATANADE. N 

WATERHOUSE. H. 

7906270016 

7906040111 

XPORTLIG 

50-275 

H 


WATFOHO. H L 

7906110167 

50-261 

R 


WATSON. J 

7906120003 

50-320 

R 


WAT8QN. G 

7906250340 

CONTRACT 


WAXHAN.H A 

7906110309 

COHMiaBION 


WEAVER. J W. 

7906260369 

50-463 

0 


WEAVER 

7906120010 

50-320 

u 


WEAVER 

7906120012 

30-320 

u 


WEAVER 

7906120015 

30-320 

u 


WEAVER 

79G6I20021 

50-320 

u 


WEBB.R E 

7706180455 

50-272 

0 


WEBB.W A. 

WEBB.F. 

7906070371 

7906220246 

FOIA 

50-353 

A 


WEBER. S 

79062701 1 1 

50-596 

G 


WEBER. N.K 

7906270272 

50-596 

G 


WEBSTER 

7906180317 

50-275 

0 


WEBSTER. £ H 

7906200318 

50-338 

0 


WCBSTERiE. H. 

7906230013 

50-335 

0 


WEBSTER. E K. 

7706250375 

50-335 

Q 

NUREO /CR-0 507 V3 

WEED.R A. 

7906290331 

NUREO 


WEEKS. E D. 

7906150288 

50-133 

R 

NUREO 7CR-0'799 

WeORZYNi J 

79060201 02 

NUREO 


WEOST. W F. 

WE08T. W. F. 
(^IDNER.L. J. 

7906070060 
7906140563 
79061 10093 

PR 

PRrt 

WASTE MOT 
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PERSONAL AUTHOR INDEX 


ACCESSION 


AUTHOR 

NUMBER 

WEIOAND, J 0 

7906120392 

WeiQAND< J 0. 

7906130004 

WEINER, B H 

7906220116 

WEINOARTENrV 

7906020195 

WEINOiJ r 

7906190575 

W£INHOLO,E H 

7906050034 

WEI8EL,H A 

7906070267 

WEI8ER, J L 

790626031 4 

WEISS, E R 

7906220164 

WEISS, E R 

7906220168 

WEISS, S 

7906210333 

WEISS, T F 

7906010243 

WEISS, E R 

7906010110 

WEISS, E R 

790621 0254 

WEI8S,R 

7906260505 

WEISS, D. 

7906050442 

WEISS, D 

7906050449 

WE 188, D 

7906220197 

WElSSBEROi S 

7906820274 

WEISS. B K 

7906130342 

WELLIVERrO W 

7906140652 

WELLS. R A 

7906020115 

WENNERHOLMi J 

7906060206 

WENNERcS 

7906200SB2 

WENNERrS 

790606021 4 

WENNERi 6 

7906080141 

WENNERi 8. 

7906290069 

WENNER. 3 

7906890077 

WEN8LAW3KI, F 

7906130339 

WENZINOER.E C 

7906280045 

HERLINO, J A 

7906040245 

WERLINO, J A 

7906040249 

WERLINO.J A, 

7906260397 

WERLINO, J A 

7906290328 

WERLINO, J A 

7906290333 

WERLINO. J. A 

7906290339 

WERTS.R W 

7906260211 

WE88MAN.R H 

7906200434 

WESTERHAN, T F 

7906150055 

WESTFALL, R N 

7906180218 

WESTFALL, R M 

7906190049 

WETHV,C M 

7906140376 

WETHYiC M 

7906200418 

WETMORE, J 8 

7906130512 

WETTERHAHN, M J 

7906010298 

WETTERHAHN, H J 

7906000193 

WETTERHAHN, M J 

7906050028 

WETTERHAHN. M J 

79060S0210 

WETTERHAHN, H J. 

7906050009 

WETTERHAHN, H J 

7906020252 

WETTERHAHN, H J 

7906080141 

WETTERHAHN, M J. 

7906020072 

WETTERHAHN, H J. 

7906250410 

WETTERHAHN, M J 

7906250411 

WETTERHAHN, H J 

7906070046 

WETTERHAHN, M J. 

79062S0232 

WETTERHAHN, M J 

7906290575 

WETTERHAHN, M. J 

7906280103 

WETTERHAHN, M J 

7906280165 

WETTERHAHN, M J. 

7906200169 

WETTERAU,L W 

7906070174 

WHITE8ELL, D, £ 

7906210406 

WHITE, T, 

7906290B34 

WHITE, 8.0. 

7906800299 

WHITE, J R 

7906250851 

WHITEHURST, 0. W 

7906110411 

WHITE. L. D 

7906080143 

WHITE, L D 

7906020217 

WHITE, L D. 

7906070261 

WHITE, L 0 

7906870200 

WHITE, L, D 

7906050359 

WHITE, L, 0. 

7906120406 

WHITE, L 0 

7906130196 

WHITE, L D. 

7906190360 

WHITE, L. D 

7906190493 

WHITE, L. D 

7906220872 

WHITE, L D 

7906210193 

WHITE, L. D. 

7906850253 

WHITE, L D. 

7906270160 

WHITE, L, D, 

7906890434 

WHITESIDES, 0. E. 

7906180210 

WHITESIDES, 0 E. 

7906190049 

WHITE, J. D 

7906290487 

WHITE, J.R. 

7906200477 

WHITEMERiH 

7906810304 

WHiTESELLr D. E, 

7906210086 


SUBJECT REPORT 

CATEOOftV KUtIflER 


30'-4SG S 
30-456 A 
30-471 0 

NUREO NJREO/CR-0793 

70-27 C 

30-443 0 

COMMISSION 
30-320 R 
30-2A9 0 

50-269 O 

30-331 P 
30-499 M 
FOIA 

30-269 Q 
PRQJ 

70-364 C 
70-143 C 
70-135 C 
30-320 Q 
30-320 P 

30-307 0 

RES 7906020113 

50-304 S 
30-396 Q 
PRDJ 

PROJ 

30-396 T 
30-396 T 
30-320 P 
30-320 S 

30-334 S 
50-334 e 
30-334 3 

30-334 & 

30-334 S 


30-334 a 
30-320 r 
30-320 P 
30-313 0 

RES 7906 1902 18 

RES 7906190049 

50-335 8 

50-333 P 
50-409 P 
27-39 C 


50-338 O 
50-510 Q 
50-359 0 

30-359 0 

50-272 0 

30-499 M 
30-272 0 

30-359 0 

50-358 0 

50-445 M 

30-498 M 
30-358 0 

50-358 0 

30-510 Q 
50-510 O 

REOOD 

QA999 

30-482 0 

30-445 M 
XPQRTLIC 

50-280 U 
30-244 Q 
30-244 Q 
30-244 Q 
30-244 Q 

50-244 P 
30-244 P 
30-244 P 
50-244 J 
50-244 P 

50-244 F 
50-244 P 
50-244 9 

50-244 P 
50-244 P 

RE8 7906180218 

RES 7906190049 

NURCO NU«E0/^CR-‘O733 

50-320 P 
50-327 0 

QA999 


ACCESSION 


AUTHOR 

NUMBER 

WHITE6ELL, 0 E 

7906210099 

WHITESELL, D E 

7906180670 

WHlTESELLrD E 

7906210322 

WHITESELL, D E 

7906180263 

WHITESELL, D E 

7906070026 

WHITESELL, D E 

7906050208 

WHITESELL. D E 

7906060115 

WHlTESELLrD E 

7906230073 

WHITESELL. 0 E 

7906230052 

WHITESELL. D E 

7906190074 

WHITESELL, 0 £ 

7906050102 

WHITESELL, D E 

7906050177 

WHITESELL, D E 

7906120020 

WHITMEH.C.F 

7906050274 

WHITHER, C F 

7906000246 

HHrTHER,C F 

7906000295 

WHITHER, C F 

7906110153 

WHITHER, C F 

7906090269 

WHITNEY. 0 C 

7906190250 

UHITTEHOflEiW L 

7906150094 

WHITTAKER, R 

7706050172 

WIOOFFi H P 

7906260380 

WIENER, R 

7906050115 

WIESEMANN.R A 

7906070201 

WIESEHANN.R A 

7906220310 

WIESEHANN.R A 

7906220321 

WIOOINSiE J 

7906020169 

W tool NS, E 

7906100597 

WIOOINS.e 

7906130165 

WIOOINS, E 

7906180042 

WIOOIN3, E, J 

7906130070 

WtOOiNTON.O 

7904130312 

WIOOINTQN. D 

7906010208 

WIQOINTQN.D 

7906890530 

WILCOX, T D 

7906250146 

WILCOX, J D 

7906210409 

WILCOX, J. D 

7906260201 

WILCZEK, J 

7906190282 

WILKINS, T. D 

7906190334 

WILLEMSEN, B 

7906270217 

WILLIAMS, C H 

7906150246 

WILLIS, C, A. 

7906220041 

WILLIAMS, P R 

7906130304 

WILLIAMS, D H 

7906220100 

WILLIS, E 

7906140449 

WILLIAMS, R U 

7906260310 

WILLIAMS, J L 

7906200167 

WILLIFORD, R.E 

7906020097 

WILLIAMS, 0 K 

7906210396 

WILLIAMS, C C 

7906050051 

WILLIAMS, C C 

7906130133 

WILLIAMS, C C. 

7906210317 

W ILL! AMS. C C 

7906140607 

WILLIAMS, F J 

7906270098 

WILLIAMS, F J 

7906270101 

WlLLIAHSfF J 

7906870137 

WILLIAMS, F J 

7906270140 

WILLIAMS, F J 

7906270126 

WILLIAMS, F J 

7906270131 

WILLIAMS, F J, 

7906290355 

WILLIAMS, F J 

7906270180 

WILL8EY, W. B 

7906150335 

WIULSEYrU B 

7906140281 

WlLLSEYtW B. 

7906140453 

WiLLSEYfW. B 

7906140243 

WILMARTH.A E 

7906290091 

WILSON, J. W. 

7906270209 

WILSON, W G 

7906180413 

WILSON, W. E. 

7906070249 

WILSON, W E, 

7906270184 

WILSON, W E 

7906120412 

WILSON, W, E. 

7906270183 

WILSON, W R 

7906890762 

WILSON, R.D. 

7906200203 

WILSON, R. 

7906180770 

WILSON. B D. 

7906150474 

WILSON, B. 0 

7906160050 

WILSON, B. D 

79068104U 

WILSON, B. D. 

7906100776 

WILSON, B. D. 

7906020190 

WILSON, 0,0. 

7906210293 

WILSON, B 0. 

7906810313 

WILSON, B. D. 

7906210320 

WILSON, B.D. 

7906810383 

WILSON, R F 

7906260387 


SUBJECT REPORT 

CATEOORV NUMBER 


aA999 

QA999 

0A999 

QA999 

QA999 

QA999 

QA999 

QA999 

aA999 

0A999 
0A999 
QA999 
QA999 
30-321 F 

30-321 P 
50-321 P 
50-366 P 
50-321 Q 
30-293 R 


REOOD 
50-482 U 
50-463 0 

30-522 0 

50-247 P 

TOPREP 

TOPREP 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
CONTRACT 
50-334 P 
50-334 P 
50-334 P 

50-281 0 

50-281 0 

50-201 Q 
70-2800 C 

70- 824 C 

50-263 8 

50-510 H 
PRM 
PRM 

71- 6058 C 

30-324 R 
90-320 P 
71-327 C 

NUREO NUREO/CR-0220 

50-111 0 

50-263 Q 
50-331 Q 
50-301 0 

50-341 0 

50-320 Q 

50-320 0 

50-320 Q 
50-320 Q 
50-320 Q 
50-320 0 

50-320 Q 
50-320 Q 
50-277 R 
50-277 R 
50-277 R 


50-877 R 

50-320 Q 

50-160 J 

50-27 P 

50-27 D 

50-87 K 

50-27 P 

50-27 K 

50-498 M 

PR • 

REOOD 

XPORTUIC 

XPORTLIC 

XPORTHC 

SECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

xportLic 

50-320 P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

REPORT 

NUMBER 

UILSOH.R r 

790*280164 

50-320 

P 


UXLSOH^R F 

790 * 2801*7 

50-320 

P 


WILSOH.R F 

7906200170 

50-320 

P 


tflLSOHiR F 

7906200162 

50-320 

P 


VJLSOH.R F 

79062001*0 

50-320 

P 


VlLBOttiR P 

7906290255 

50-320 

P 


VILSOH.R F 

7906290274 

50-320 

P 


[LEON. J N 

7906020005 

50-322 

A 


WIWCEK.M A 

7906180717 

NUREO 


NUREO/CR -0683 

WINO.J 

7906290498 

NUREO 


NUREO -0570 

M [f<QATC. S 

7906140576 

50-408 

K 


WINTERHALTER, J 

7906220121 

50-320 

R 


U INTERS, C E 
HITHERS^B D 

7906180360 

7906100143 

PR 

71-9108 

C 


UITKERS.B.D 

7906040347 

50-344 

8 


WITRERS.B. D 

7906000292 

50-344 

8 


UITKER 5 .B.D 

7906140425 

50-344 

8 


WiTTCRStB.D. 

7906150302 

50-344 

R 


UITT.K 

7906140205 

50-312 

Q 


WOfFOflO.A U 

7906040176 

50-322 

0 


UOILSER A B 

7906290032 

50-320 

P 


HOLF.H 

7906040118 

70-095 

C 


kAXF.J F 

7906220452 

50-261 

0 


WOLf.O 

7906260554 

50-295 

T 


l«XF,U 

7906260558 

50-295 

T 


WLFiU 

79062905*0 

50-295 

T 


MOLFiJ 

7906290047 

50-295 

T 



7906290082 

50-295 

T 


UOLFEvS J 

7906220180 

50-437 

Q 


yOtfE .8 J 

7906040305 

50-556 

Q 


MXFEiS J. 

7906040309 

50-556 

0 


yQLF £,8 J. 

7906040445 

50-466 

Q 


WOLFE • 8 J. 

7906040412 

50-556 

Q 


WOLFE, S J. 

7906050105 

50-466 

Q 


WOLFE, 8 J 

7906070240 

50-466 

0 


hKH.FE ,8 J 

7906040024 

50-556 

0 


WOLFE, S U 

7906070109 

50-466 

0 


WOLFE, S J 

7906130429 

50-466 

0 


WOLFE, S U 

7906190022 

50-556 

0 


WOLFE. S 0 

7906250171 

50-556 

0 


WOLFE, S J. 

7906100736 

50-445 

T 


WOLFF.O U 

7906210395 

70-1300 

c 


M 0 LIV£R,J 

7906120033 

50-358 

0 


WOLtVER,J 

7906010139 

50-358 

0 


WOLLETTiS A 
WOLT«£R,F 

7906150171 

7906290421 

CONTRACT 

50-320 

p 


WOWOilf K 

7906250153 

50-10 

0 


UOODiH 

7906200098 

50-255 

0 


WDODiE C 

7906010256 

50-309 

8 


WOOD.E C 

7906010184 

50-309 

0 


WOOD.E C 

7906180411 

50-309 

8 


mOD.E, c. 

7906120322 

50-309 

9 


WOODAROia H 

7906100768 

50-466 

0 


WOaOHEAD.C P. 

7906020132 

50-510 

0 


MDQOMAH.H P 

7906270114 

50-280 

H 


UOaORUTrR L 

7906070323 

70-1201 

C 


MOODflUFF. R. L. 

7906210026 

50-320 

P 


WOOLCVERiE J, 

7906130134 

50-334 

a 


WOOL£VER,E. J. 

7906180299 

50-334 

Q 


WOOLEVEft,e J. 

7906270203 

50-412 

Q 


WOOLEVER,E J. 

7906080300 

50-412 

8 


WOOLEVER.E J 

7906130340 

50-412 1 

A 


HOOLEVER, E. J 

790*150318 

50-334 

P 


WOOLEVCRiE J 

7906200155 

50-334 

P 


WRERdOURO, D W 

7906180534 

50-267 

F 


WORRELL, ft B. 

7906260600 

NUREO 


NUREO/CR -0465 

W 0 R 9 HAH, U, I, 

7906070317 

50-445 

M 


WORSHAM, J t 

7906020255 

50-445 

M 


WORSHAM, I, 

7906190043 

50-445 

H 


WORSHAM. J, 1 . 

7906020250 

50-445 

M 


MDREHAH.U. I. 

7906200576 

50-445 

M 


WRAYrU R 

7906180680 

50-280 

a 


MRAV.J, H. 

7906260501 

50-850 

a 


WRIOKTrB 

7906140644 

50-510 

0 


WRIOHTiF.S. 

7906180008 

50-471 

0 


WRiSKTiF. 8 . 

7906010264 

50-471 

0 


wnieHT,F .8 

790601026 S 

50-471 

0 


WRlQHTi J.L. 

7906260301 

50-320 

u 


WRIOHT. E .8 

MRl«HTtR,L, 

WRlOHTrR.W. 

7906020023 

7906120107 

7906010143 

SECY 

REOOD 

50-553 

0 


NRIOHTrR.W. 

7906020144 

50-553 

0 


WRIOHTrR.M. 

7906140645 

50-438 

Q 


WRIGHT^O.G. 

7906140596 

50-373 

Q 





ACCESSION 

SUBJECT 


AUTHOR 


NUMBER 

CATEGORY 

WU,T Y 


7906290763 

ACRa 


WULLERfO E 


790*140464 

50-461 

0 

WYLIE, H B 


790*150141 

50-317 

P 

YACKLErT R 


790*290178 

RES 


VAEOERtH K 


790*140394 

50-251 

8 

VAEOER«M K 


7906200365 

50-250 

S 

YBARRONDQ,L. 

J 

7906020114 

RES 


VBARRONDO. L 

J. 

7906050110 

NUREO 


VEAOER, F 8 


790*050414 

50-466 

0 

VIN. I T 


7906040052 

50-295 

Q 

YIN, I T 


7906210334 

50-155 

a 

YIN, I T 


7906130127 

50-327 

0 

YIN, I T 


7906250172 

50-237 

a 

YIN, I r 


7906260199 

50-358 

0 

YIN, I T 


7906140658 

50-341 

0 

YORE. J R 


79062501*6 

50-353 

u 

YOUNO, 0 


7906230144 

NUREO 


YOUNGDAHL, R 

C 

7906290533 

50-329 

T 

YOUNG, R H 


7906120362 

50-245 

a 

YOUNG, R H 


7906140401 

50-245 

s 

YOUNG, R 


7906100527 

50-245 

R 

YOUNO, R H 


7906290253 

50-245 

B 

YOUNG, F 


7906060237 

50-320 

N 

YOUNO, F 


7906070049 

50-330 

P 

YOUNO, H M. 


7906210021 

50-320 

P 

YUHAS, 0 . P 


7906210003 

50 - 2 B 9 

P 

YUHAa, 0 . P 


7906150213 

50-245 

a 

YU 8 K 0 , J G 


7906210416 

REGOD 


YU 8 K 0 , J G 


7906140*10 

REGGD 


YU 8 PEH, A ft 


7906070139 

50 - 3 B 2 

9 

ZABLOCKIiC, J 

7906280249 

CQMMIB 8 I 0 N 

ZAFFiRaC 


7906210113 

go -320 

P 

ZAHNrL L 


7906050130 

70-1300 

C 

ZAHN,L L. 


7906200534 

70-1300 

C 

ZARAKAB, P 


7906010267 

SO -247 

a 

ZARAKAS.P 


7906060129 

50-247 

p 

ZARAKAStP 


7906190253 

50-247 

c 

ZAVADOSKI.R 

W 

7906070076 

50 - 2 BO 

a 

ZAVADOSKI.R 

w 

7906210016 

50-320 

p 

ZAVAOOSKI.R 

w 

7906260501 

50-250 

G 

ZAYADQ 8 Kt,R 

w 

7906290379 

50-320 

p 

ZEBRAK, I L 


7906200619 

50-596 

0 

ZECH, 0 . 0 


7906250196 

50-272 

p 

ZEFFiD U 


7906160164 

70-1201 

c 

ZEFF.O W 


79062601 05 

70-1201 

c 

ZeiTLIN, H 


7906070300 

50-320 

H 

ZELAC, R E 


7906130106 

PR 


ZELLER, H 0 


7906120337 

50-553 

ft 

ZIEMANN.O L 


7906250020 

50-255 

P 

ZIEMANN. D L 


7906040424 

50-806 

P 

ZIEMANN, D.L 


7906070351 

50-237 

P 

ZIEMANN, D L 


7906060023 

50-409 

P 

ZIEMANN, D. L 


7906070008 

50-237 

P 

ZIEMANN, D L 


7906070015 

50-237 

P 

ZIEMANN, D L 


7906050450 

50-155 

0 

ZIEMANN, D L. 


7906050227 

50-855 

p 

ZIEMANN, D L 


7906050231 

50-409 

p 

ZIEMANN.O L 
ZIEMANN, D L 
ZIEH'' 






REPORT 

NUMBER 


790*290179 


790*0201 1 4 
NUREO/Cfi-0739 


1 

J 

] 




CORPORATE SOURCE INDEX 


The subject category column !n this index gives the doc- 
ket number and the symbol for the category of informa- 
tion within that docket; for example, 50-320 P. The doc- 
ket subject categories are defined In Appendix A. 


Subject categories for nondocketed items are also en- 
tered In this column by symbol; for example, ACRS. 
These categories are defined In Appendix B and listed In 
the Contents. 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


CCTIIEN OROUP/INDIVI DUAL/MEDIA 


Ant l*'Nuc U^ir Grgup 
ClUtcni Ag«ln«t NucUar Oang^rf 

Cltlz«-nt for AUirnztlv** to Roidloactlvo 
Guopi (ng 

CiKcvni Aocociation for Sound Enargg 
CEB Nfwsi CBGr Inc 


Cininfeon Civic Aiioclotlon 


■Concirn«4F Cltli*nt Ag^lnit Prol I foration 

of Uronlum 

Conctrnod Gltli«n« of LnIcm Courttgi It 
-Cltlion-K Concorntd About Nuclear Pouiori 
tnt 


Ctbiitni for Entrgg b Emplogmont 
Clbitons for P«ir Utility Rogulotlon 
Enorgg Forum 


CL1ii«n» far Safe Envlronmant 
Cli««h4ll Alllanci 

C«ntiT far Law In tho Public Intoraft 


C«nt»r lor Latf Social Policy 
Crltlril Ka«t Entrgy Projact 
Ecology Action of Oiuogo 
Pnvlranniontal Cifanto Fund 


frlondt *1 tho Earth 

■Q-rcat Lat»o Enorgy AUlanco 

loua Public Int«ra«t Raaearch Group 

Jo Oavlra County Ad Hoe CoMmlttaa on 
Kuelaar Energy Information 
Lakr Michigan Fadrratlon 

tragua of Homan Votort of Rockfordr IL 

Nlaal yalLoy Powar Projact 

Notharf I*. Othart Hobllliing for Survival 

Nortbarn California EcummlcaL Council 


Nih England Ragtonal Enargy Projact 
Malural Raaourcat bafania Council 


ffjclaar Vala 


7906200391 

7906190150 

7906190013 

7906110107 

7906070305 

7906220073 

7906220069 

7906220083 

7906010111 

7906010106 

7906070201 

7906190091 

7906050403 

7906070169 

7906200601 

7906260055 

7903200326 

7906050236 

7906200392 

7906270270 

7906290206 

7906040069 

7906070327 

7906260550 

7906010341 

7906010113 

7906210400 

7906270111 

7906Q20243 

7906290013 

7906120270 

7906250232 

7906260073 

7906250409 

7906290512 

7906280079 

7906050043 


7906030445 

7906050125 

7906010119 

7906070230 

7906020067 

7906020063 

7906070222 

7906010131 

7906070333 

7906070341 

7906070343 

7906040065 

7906020099 

7906220194 

7906250002 

7906250007 

7906210357 

7906210357 

7906210337 

7906050049 


50-592 0 

80-307 O 
50-387 0 

WASTE HOT 

80-445 G 

50-320 P 
50-320 P 
50-320 P 
80-349 0 

50-549 Q 

40-8696 C 

50-295 0 

50-490 0 

50-490 0 

50-498 0 

50-498 0 

50-341 0 

50-445 Q 
80-330 0 

50-338 0 

50-320 0 

30-443 0 

50-275 0 

FGIA 

50-275 0 

FOIA 

PRM 

50-596 0 

50-592 0 

50-592 0 

50-592 D 
50-312 0 

50-312 H 
50-255 0 

30-599 0 

50-599 0 

50-237 P 


30-454 G 
50-454 A 
30-336 G 
FOIA 

50-275 G 

50-275 0 
FOIA 

30-237 0 
70-2623 G 
70-2623 C 

70-2623 C 
70-2623 C 
70-2623 C 
70-2623 C 
70-2623 C 

70-2623 C 
50-237 G 
50-237 0 
30-237 0 
NUREG 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Oiuago County Farm Bureau 

7906270272 

30-596 

0 

Public Citizen Ultlgation Group 

7906140S25 

PR 



7906210400 

PRM 



7906230150 

NUREG 


panne ylvania Illuatratedi Inc r 

7906010109 

30-320 

H 

Paopla for Enargy Prograaa 

7906270016 

PR 


Public Interaet Raeaarcli Group 

7906140104 

lOCFR 


Potomac Alliance 

7906200596 

30-330 

0 

Bkagitoniane Concerned About NucLaar 

7906010014 

50-522 

0 

Plante 




Tazai Public Intariet Raeaarch Group 

7906040303 

50-466 

0 


7906040390 

30-466 

0 


7906040394 

30-466 

0 

Trande Publleh (ng* Inc 

7906220239 

FOIA 


Union of Concerned Scientlete 

7906220170 

30-269 

0 


7906220168 

50-269 

0 


7906220164 

30-269 

0 

The Wall Street Journal 

7906070233 

FOIA 


Wolf Craafc Nuclear Oppocltlon. Inc. 

7906070214 

30-402 

A 

Woman International League for Peace L 

7906180165 

50-492 

A 


Fraadom 


ENO INEER INO/CON8TRUCT lON/CONBULTANTa/SER V ICES 


American Alrllnae* Inc 

7906160056 

PR 

Acurazi Aleore 

7906150446 

71-295 

7906150449 

71-295 


7906110316 

TOPREP 

Alaska Indue trial X-Ray 

7906040077 

7l-a0B 


79060400BO 

71-308 

Applied Engineering Co 

Arthur 0 Little, Inc 

7906130433 
79051 50650 

71-294 

PT2i 

7903150657 

pr2i 

Bechtel Power Carp (tube of Bechtel 

7906070069 

REGOD 

Corp > 

79061B0062 

REGCD 


7906020215 

REOOD 


7906130104 

REOOD 


7906110267 

50-4B2 


7906220363 

— 


C 

G 

C 


C 

C 


Ball 0 


OH Sat%. 

Capitol Intarnatlonal AlriDayai Inc, 
Canon Nondaatructlva Taattng 

c. F Brawn tn Co 

Chavron Induatrlai, tnc. , Chavrun 
ftaiourcaa Go Oiv 

Conttngancy Planning Aiaoclatai 
Craara4 Inc. 

CTL Englnaarai Inc 

Daadalaan Aiioclatair Inc 

Danlal Intarnatlonal iaob*. of Fluor 
Corp, 1 

i>J Inipactlon Sarvican Inc. 

Ebaaco SarvUat. Inc. (aubm of Enaareh 
Corp. } 


7906190476 
7906070148 
7906070159 
7906270213 
790607022 1 


7905230395 

7906180422 

7906100588 

79061G05B4 

7906200620 

7906200284 

7906200280 

7906150427 

7906150430 

7906190033 


7906020175 

7906200345 


71-47 C 
71-207 C 
71-207 C 
TOP REP 
lOCFR 


30-320 H 
TOPREP 
71-301 C 
71-301 C 
RE0 

71-120 C 

71-120 C 
71-291 C 
71-291 C 
QA999 


71-162 C 
RGOOO 


335 



336 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFIUrATION 


EO & Q. Inc 


i;nvlrc«phira Co 

Mcrlcan Partn«ri IMinlngl 


Fox Contulting Englnfcrf i< Otologiitci 
F, M, Fox & Aitociatix 

As«oclai;«fi Inc 


Oao^Coalod Roactor Aiioclate* 
Oantral Teat ti Inoptction 


<>lfab« if HILlr Inc («ub« of Dravo Carp, I 

Olobt }(“Ra(| StrvUaa^ Inc 

H J drug Atcociabaif Inc 
Ichthyological Aftioc iata»« Inc 

in<fu«trlal Gamma Intpictlon 


I nbtrmounba in Totting Co 
Inttrnational Siractural EnglnoariJ Inc 
GR Jobnto-n AfoocLatotf Inc 
Kinitic Ratiarchr Inc, 

Macon |t Hanjtr - Sllai Maion Co i Inc 


KaAphIt Tatting Sarvictst Inc 

Mld«tat» Touting Laboratoryi Inc 
Hue liar Aiiuranci Corp 


Nucloar Energy Servlcii Inc 
N M Meumark Coniulting Engineering 
Strvieei 


Hiiclear Coniulting Sirvlceir Inc 

NU8 Corp 

obfolete coili. , . 


ParaMitiTf Inc 

Peabody Tilting /X-Ray Englnitflng Co, 
Porlir'-Girtx Coniultanti^ Inc, 


Precliion Inipictioni Ltd. 

Princeton Oamma-Tich 
Plateau Riiourceii Ltd, 


ACCEBSIOH 

NUMBER 


7906020170 

7906190426 

7906190433 

7906290265 

7906290311 

7906290291 

7906180707 

7906110057 

7906020153 

7906050086 

7906050110 

7906050279 

7906290170 

7906290204 

7906290250 

7906290270 
790611 0007 
7906200303 
7906200310 
7906200210 

7906200314 

7906200212 

7906200343 

7906200355 

7906200337 

7906200306 

7906200059 

7906180271 

7906110044 

7906200125 

7906220182 

7906220121 

7906290209 

7905160438 

7906040074 

7906040097 

7906290620 

7906210435 

7906230157 

7906130012 

7906270112 

7906270113 

7906140078 

7906140000 

7906190497 

7906020195 

79D6U0105 

7906010258 

7906050351 

7906030356 

7906140068 

7906140073 

7906200511 

7906050418 

7906210306 

7906210296 

7906200215 

7906060074 

7906060095 

7906280143 

7906290457 

7906180453 

7906200518 

7906180446 

7906260002 

7906210333 

7906020105 

7906210200 

79OA20O13O 

7906220207 

7906290423 

790A210U1 

7906260281 

7906220062 

7906200429 
7906140044 
7906140040 
7906010129 
7906200519 
7906010156 
79061 90 131 
7906220135 
7906220139 


ai/BUECT 

CATEOORV^ 


71-162 

CONTRACT 

CONTRACT 

RE8„ 

RES 

C 

RES 

30-295 

P 

WASTE MOT 
RES 

NUREO 

NUftEO 

RES 

RES 

RES 

RES 

RES 

HASTE MOT 

40-4492 

C 

40-4492 

c 

40-4492 

c 

40-4492 

c 

40-4492 

c 

40-4492 

c 

40-4492 

c 

40-4492 

c 

40-4492 

c 

40-4492 

c 

40-4492 

c 

WASTE MOT 

80-320 

P 

30-320 

p 

50-320 

TOPREP 

ORO 

R 

71-319 

c 

71-319 

0A999 

c 

50-205 

8 

71-146 

C 

50-445 

A 

80-320 

P 

30-320 

P 

71-292 

C 

71-292 

c 

71-213 

NUREO 

c 

WASTE MOT 
FOIA 

71-316 

c 

71-316 

c 

71-303 

c 

71-303 

c 

71-77 

c 

71-6690 

c 

70-1510 

c 

70-1510 

PRM 

c 

50-309 

p 

FOIA 

50-320 

p 

50-320 

p 

80-592 

REOOD 

c 

30-437 

A 

30-437 

A 

80-331 

P 

71-150 

c 

50-320 

p 

50-320 

p 

30-320 

p 

50-320 

p 

50-320 

p 

80-320 

p 

50-320 

p 

80-320 

R 

71-313 

C 

71-313 

c 

70-1200 

Q 

40-7069 

C 

40-8698 

c 

40-6698 

c 

40-0690 

0 

40-6690 

B 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORY 


Radiation Rtiearch Aiioclatei 


7906200011 NUREO 


Raaiiev Engineering Company 
Rocky Mountain Energy Co 


7906010090 

7906010092 

7906260539 

7906020100 

7906180604 


XPORTLIC 
XPORTLIC 
XPOfiTLlC 
40-8452 B 
40-0452 C 


Rolf Jenien Ic Aitoclatei/ Inc 
Ocience Applicatlon«< Inc 
Sargent it Lundgi Inc 


7906250477 

7906070371 

7906210007 

7906120112 

7906220213 


40-8452 C 

FOIA 

FOEA 

REOOD 

flA999 


Smith-Emery Co 

Snyder Orl 11 Ing-Nel 1 Servicing 
Steel Tank Coni true tion Co 


7906140033 

7906140057 

7906220493 

7906220494 

7906100193 


71-314 C 
71-314 C 
71-306 C 
71-306 C 
71-298 C 


8 M Stoller Corp {tube of Arthur D 
Llttlii Inc, ) 

Stone 4t Nebitcrr Inc 


7906180199 

7906110109 

7906010203 

7906200130 

7906210132 


71-290 C 
WASTE HOT 

50-322 A 
50-334 P 
50-334 P 


Tekftekron/ Inc 
Terradata Oeophyitcalr Inc 

Thayer Inipectlon Service Inc 
Todd Shipyardi 


7906110102 

7906140091 

7906140100 

7906200346 

7906180360 


WASTE mr 
71-289 C 
71-259 C 
71-145 C 
PR 


Twin City Teeting it Engineering 
Laboratoryi Inc 
Ultraionlc 8peclalilte< Inc 

United Engineer! tt Conitructore « Inc 
<fub« of Raytheon Co ) 


7906020100 

7906070207 

7906070209 

7906180732 

7906260027 


71-103 C 

71-204 C 
71-204 C 
NUREO 

50-471 0 


Weetern Piping it Engineering Co t Inc 


7906120164 50-324 P 

7906100244 QA999 


EDUCATIONAL INSTI TUT IONS 


Stephen F Auitln State Unlv 

Drighan Young Unlv 

California Initltute of Technology 


7906140470 

7906200353 

7906070060 

7906140563 

7906290763 


50-310 0 

50-262 U 

PR 

PRM 

ACRa 


tieorfla InititUte of Technology 
Michigan State Unlv 
Mleiltiippl Btate Unlv 
liaeiachuietti Initltute of Technology 
North Carolina State Unlv 


7906270209 

7906290444 

7906080274 

7906130311 

7906070003 


50-160 U 
80-294 a 
50-241 J 
50-20 J 
50-111 3 


Northuiitern Unlv. 

Oregon State Unlv 
Penney Ivania State Unlv, 


7906210354 

7906180787 

7906280132 

7906260637 

7906130277 


80-111 3 

NUREO 
80-243 a 
ACRE 

50-5 J 


Purdue Unlv 


7906260467 

79062B0144 

7906290390 

7906200002 

7906200001 


50-5 S 

50-5 8 

80-5 8 

RES 
RES 


Reniielaer Polytechnic tnet. 

New Yorkr State Univ ofi Buffalo 


7906000130 

7906120180 

7906080173 

7906020102 

7906280153 


30-102 0 

50-102 F 
50-258 J 
NUHEO 
30-57 P 


Temple Unlv 
Texae A M Unlv, 

Arkaniair Univ, of 
Californiai Unlv, ofi Berkeley 


7906130106 

7906190270 

7906040110 

7906200223 

7906120353 


PR 

80-120 F 
70-895 C 
PRM 

30-224 ft 


Callforniai Unlv ofi Lee Angelee 


7906120381 

7906260393 

7906270245 

7906070083 

7906070081 


50-224 R 
50-04 J 
ACfta 
REOOD 
PR 


Callforniai Unlv. ofi Santa Barbara 
Ftoridai Unlv. off Oaineeville 


Kaniaer Unlv of 
LouiivlUei Only of 
Maryland! Unlv of 
Michlganr Univ. of 


7906290843 

7906150402 

7906200344 

7906070142 

7906190206 

7906190287 

7906270210 

7906130102 

7906130319 

7906230124 


ACR3 

30-142 P 
50-433 F 
80-03 J 
50-83 P 

50-83 P 
50-140 J 
PR 

50-166 J 
RES 


Nliiaurli Univ. of 


7906020244 NUREO 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


7906260622 

50-123 

a 


7906290163 

71-5942 

c 

Ni-w Hf X Ico« Uftiv of 

7906220243 

50-252 

j 

F*nntvlvanla> Utiiv aT 

7906270251 

50-5 

6 

FJtttburghf Unlv of 

7906280001 

RE0 


Southarn C*ilfornl«i Unlv of 

7906100713 

NUREO 


Tttat* Unlv of 

7906200001 

RE0 


Virginia^ Unlv of 

7906220239 

50-62 

8 

V-anlarbilt Unlv. 

7906ia0357 

PR 


Virginia Polytechnic Inttltute S< State 

7906020170 

50-124 

0 

Unlv 

VaiMngton Stata Univ 

7906120415 

50-27 

P 


7906070249 

50-27 

D 


7906270104 

50-27 

K 


7906120412 

50-27 

P 


7906270103 

50-27 

K 

Vast Virylnla Unlv 

7906070240 

50-129 

P 


7906190251 

50-129 

P 

YaU Unlv 

7906140573 

PRM 


FCMEICIf OOVERNHENT8 AND AGENCIES 

Canif a 

7906250116 

50-320 

P 

Cwraffin Comin;/nitli«i Comnietlon of 

7906070132 

7906200293 

SECY 

XPORTLIC 


J taly 

7906210113 

50-320 

P 

K«ria« Rapublic of ISnuth Korea) 

7906260362 

XPQRTLIC 


Phil Ipp Inoa 

7906220041 

PRM 


United Kingdom 

7906150462 

XPORTUIC 


LEGAL /LAM FIRMS/ INSURANCE COMPANIES 

Ar»nt* Foi» Kintn«r« Plotkin it Kahn 

7906290091 

50-320 

0 

A'kin, Ounpf Hauer (t Paid 

7906230151 

50-445 

H 

Ajiarlcen Nuclear Iniurera 

7906010193 

50-320 

J 


7906150250 

50-320 

J 


7906190256 

50-3 

J 


7906200432 

50-320 

0 


7906250294 

50-209 

J 


7906200126 

50-320 

J 

Aiheri T R PC 

7906050303 

50-574 

0 


7906260072 

50-574 

0 

Baker U Getti 

7906000103 

90-466 

0 


7906000190 

50-466 

0 


7906040417 

50-445 

M 


7906020107 

50-466 

0 


7906020009 

90-445 

M 


7906050144 

50-466 

0 


7906020009 

50-445 

H 


7906070304 

50-490 

0 


7906020009 

50-445 

M 


7906070304 

50-498 

0 


7906010260 

50-490 

M 


7906020209 

50M45 

M 


7906020210 

50-466 

0 


7906000052 

50-466 

0 


7906140170 

50-466 

0 


7906160723 

50-466 

0 


7906190015 

90-466 

0 


7906010243 

50-490 

K 


7906020209 

50-445 

M 


7906010243 

50-490 

M 


7906100124 

50-466 

0 


7906190140 

90-445 

M 


7906220450 

50-466 

0 


7906250426 

50-445 

K 


7906280262 

50-466 

0 


7906280105 

50-445 

M 


7906200245 

50-466 

0 

Blue tc Bhelteii 

7906020090 

70-8623 

C 

Swttili it Kaee 

7906010066 

50-549 

0 

Beriiyr Snyderr Caaper L Barbar 

7906290091 

50-320 

0 

CehlLbr Gordon U Relndel 

7906070330 

50-395 

M 

Chirryr fl H, /Chirryr Flynn b Kanter 

79061 402B6 

50-329 

0 

7906050160 

50-329 

0 


7906140270 

50-329 

0 


7906050160 

50-329 

0 


7906140270 

50-329 

0 

California Indian Legal Service* 

7906060225 

50-392 

0 


7906000221 

50-592 

0 

Conniri Heore At Carber 

7906010158 

30-393 

M 


7906010296 

27-39 

C 


7906000193 

90-338 

0 


7906050020 

50-510 

0 


7906080210 

50-350 

G 


AUTHOR 

AFFILIATION 


Conovtr U A«tocl«t«tr Inc In«ut«nc> 

[>AU0n< A T 

O0t<;llar T M 

VaLtntin* B Deala 

[>cbtvoi«« U L.i«l>«r««n 


ACCESSION 

NUHBER 


7906050009 

7904020252 

7906080141 

7906020072 

7906040393 

7906180656 

7906110429 

7906010137 

7906050156 

7906250410 

7906250411 

7906250415 

7906070046 

7906190124 

7906070046 

7906190124 

7906070046 

7906190124 

7906070046 

7906190124 

7906070046 

7906190124 

7906230107 

7906230110 

7906230112 

7906230107 
7906230110 
7906230112 
7906230107 
79062301 10 


7906230112 

7906260021 

7906280232 

7906290575 

7906280103 

7906280165 
7906280169 
79062801 6S 
7906280169 
790622037B 

7906190433 

7906050068 

7906180497 

7906180612 

7906020219 

7906060030 

7906020255 

7906020212 

7906190043 

7906020250 

7906200576 
7906140552 
7906040122 
79060 503B9 


SUSJECr 

CATCOOrtY 


50-350 0 
50-272 0 
50-498 H 
50-272 O 
50-498 H 

50-277 0 
ORO 

50-350 0 
50-395 M 
30-330 O 

50-358 O 
50-350 O 
50-445 H 
50-443 « 
50-445 K 

50-445 H 
50-445 H 
50-445 H 
50-445 H 
50-443 H 

50-448 M 
50-445 H 
50-277 0 
30-277 0 
50-277 0 

50-277 O 
SO-277 0 
50-277 0 
50-277 O 
50-277 0 


50-277 Q 
50-350 0 
50-498 M 
50-358 O 
50-350 O 

50-510 O 
50-510 Q 
50-510 0 
50-510 0 
50-416 0 

70-1621 C 
30-556 0 
50-546 O 
50-329 0 
70-2623 C 

30-443 M 
50-443 M 

70- 2623 C 
50-445 M 
50-445 H 

50-445 M 

71- 6690 C 
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CORPORATE SOURCE INDEX 


AUTHOfl 

AFFILIATIOW 


Koitkr L a 


Ltetfi Rqgvr M 

Lev 4 i, HawiSi a^mlngtoni Martin U 
Oppsnhc imcr 

LeBaaufr Lamii> L«ibij b HacRat 


Udwanite Inr Nautnani Relsj Axalraii (< To-ll 


Mutual Atonic Entrgg Liability Undarwrlt 
an 


liarah & McLinoni K ^ M Nuclear Conaultan 
tir Inc Dl*/ 


MeOrathi E J 

HcCutchani Doylvi Broun & Emarion 


Monroa ii, Limpnn 
Morganr L«wi« & Bocklua 


natihauif NouUn/ Hacfarlana it Barratt 
Northeutt 


accession 

NUMBER 


7906210252 

7906260+90 

7906210367 

7906050131 

7906220066 

7906220070 

7906020229 

7906020000 

7906040164 

7906100565 

7906230107 

7906230110 

7906230112 

7906230107 

7906230110 

7906230112 
7906230107 
79062301 10 
7906230112 
7906010233 

7906130193 

79062905B4 

7906070225 

7906070307 

7906100712 

7906060163 
79060601 VO 
79061104+0 
7906040417 
7906040416 

7906020107 

7906070304 

7906010260 

7906020209 

7906060052 

7906020209 

7906200602 

79062204SB 

7906250426 

7906280262 

7906260105 

79062602+5 

7906150405 

7906120324 

7906120331 

7906120324 

7906120331 

7906120324 

7906120331 

7906120324 

7906120331 

7906120324 

7906120331 

7906120324 

7906120331 

7906120324 

7906120331 

7906260419 

79060B0229 
79061 20 2 11 

7906080229 

7906120211 

790612027+ 

7906190457 

7906190307 

7906190419 

7906190307 

7906190419 

7906190415 

7906200336 

7906290414 

7906010320 

7906040161 

7906200550 

7906260505 

7906160066 

7906250184 

7906250205 

7906250104 

7906280205 

7906B90762 

7906040136 


SUBJECT 

CATEGORY 


50-237 0 

50-556 0 

50-599 0 

50-358 0 

50-350 0 

50-338 0 

50-522 0 

Pfl 

50-546 0 

50-546 0 

50-277 0 

50-277 0 

50-277 0 

50-277 0 

50-277 0 

50-277 0 

50-277 0 

30-277 0 

50-277 0 

30-341 K 

50-244 P 
50-220 P 
50-250 0 

50-466 0 

50-344 0 

50-466 0 

50-466 0 

50-466 0 

50-445 M 
50-230 H 

30-466 0 

50-498 0 

50-490 H 
50-445 « 

50-466 0 

50-443 M 
50-522 0 

50-466 0 

50-445 M 
50-466 O 

30-445 M 
50-466 a 
80-331 J 
50-200 J 

50-280 J 

50-200 J 
50-200 J 
30-280 J 
SO-2BO J 
30-290 J 

50-280 J 
50-280 J 
50-280 J 
50-200 J 
50-200 J 

50-200 J 
30-200 J 
30-10 J 

30-259 J 
50-272 J 

30-259 J 
30-272 J 
50-327 J 
30-302 J 
30-321 J 

30-335 J 
50-321 J 
30-335 J 
50-09 J 

50-346 J 
50-70 J 
PROd 
PROJ 
PROd 

PROd 

50-382 0 

50-556 0 

30-596 0 

30-556 0 

30-536 0 

50-490 M 
50-449 H 


AUTHOR 

AFFILIATION 


O'Neil' Backuai Splalman 

Partinii Calaj Stonuf Olsen 6 Nllllams 
Regniari Crucicar. AL lebach 6 RebarrP G 
Rupee Gray 


Staeli Hector 6 Davis 
Sheldon' Harmon 6 Rolsman 

Bplapel 6 McOlarmld 


Snell 6 Milner 

Shau' Pittnani Pottti 6 Troubrldge 


Sagar 6 Sagar Aetoclatei 
Valor#' C 

Matt Taxae Legal Servtcai 
Morihefn* Fongtha V Sanpelv 


Mollver' J D 


ACCESSION 

SUBJECT 

NUMBER 

CATEOORY 


7906040150 

SO- 4 43 

n 

79060+0154 

SO-445 

H 

7906040136 

SO-443 

» 

79060+0150 

30-443 

H 

79060+0154 

30-443 

rt 

7906050136 

30-443 

0 

7906050130 

30-443 

0 

7906030136 

30-443 

0- 

7906030130 

30-443 

0 

7906220122 

30-522 

0 

7906280017 

30-522 

0 

79061+0479 

30-352 

O' 

7906290169 

30-471 

0 

7906080282 

30-443 

A 

7906060246 

30-443 

t 

7906190317 

30-443 

I 

79062503+4 

30-443 

* 

790607022S 

30-250 

O 

7906010110 

FOIA 


7906210234 

30-269 

0 

7906050+10 

PROJ 


7906020119 

30-443 

♦i 

7906200299 

30-445 

M 

7906200500 

50-443 

M 

7906200299 

30-445 

M 

7906200500 

50-443 

M 

7906200299 

30-443 

H 

7906200500 

50-445 

H 

7906200299 

30-443 

H 

7906200500 

30-443 

M 

7906200299 

50-443 

h 

7906200500 

30-443 

K 

7906020137 

50-443 

M 

79060+0201 

30-416 

h 

7906020030 

50-392 

0 

7906110034 

WASTE HOT 

7906070109 

50-382 

0 

7906010311 

50-302 

0 

7906210274 

50-261 

0 

7906230107 

30-277 

0 

7906230110 

80-277 

0 

7906230112 

30-277 

0 

7906230107 

80-277 

0 

7906230110 

50-277 

0 

7906230112 

50-277 

0 

7906230107 

50-277 

0 

7906230110 

50-277 

0 

7906230112 

50-277 

0 

7906230107 

30-277 

0 

7906230110 

50-277 

0 

7906230112 

50-277 

0 

7906230110 

50-277 

0 

7906230112 

50-277 

0 

7906230107 

50-277 

0 

7906230110 

60-277 

0 

7906230112 

30-277 

0 

7906230107 

50-277 

0 

7906230110 

30-277 

0 

7906230112 

50-277 

0 

7906230107 

30-277 

0 

7906230110 

50-277 

0 

7906230112 

50-277 

0 

7906260394 

90-302 

0 

7906130296 

50-346 

0 

7906260351 

30-463 

0 

7906180441 

30-272 

0 

7906260004 

30-443 

0 

7906070317 

30-443 

M 

7906020255 

30-445 

M 

7906190034 

30-443 

K 

7906190043 

30-443 

M 

7906190034 

30-445 

M 

79061900+3 

50-445 

H 

7906190034 

50-445 

M 

7906190043 

50-445 

M 

7906190034 

50-443 

H 

79061900+3 

50-445 

M 

7906190034 

50-445 

H 

7906190043 

50-443 

M 

7906020250 

50-445 

M 

7906200576 

50-445 

M 

7906120033 

50-360 

0 

7906010139 

50-330 

0 



CORPORATE SOURCE INDEX 


AUTHOR 

APFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESS tON SUBJECT 

NUMBER CATEGORY 


UQCAL COVERHMENT AND AGENCIES 


t.incirratli OH 

7906280031 

30-358 

0 


7906290520 

30-338 

Q 

EltcabetritQuni PA 

7906260114 

50-320 

0 

LancaeteTf PA 

7906290032 

30-320 

P 


7906260308 

50-320 

0 

rtwicc. KT 

7906050076 

50-396 

0 


7906050069 

30-596 

0 

niddlatouRf PA 

7906220202 

30-320 

a 

Ciwa|e-j HV 

7906290706 

30-220 

H 


7906040427 

50-596 

0 

Pottti^swn. PA 

7906180602 

30-332 

M 

Suffolk Countg. NY 

7906040093 

30-516 

0 


7906270269 

50-316 

0 

MEDICAL IHSTl TUT IONS /LABORATORIES 




All»g<an OtneraL Hotp 

7906210416 

REOOD 


Alltfheng Oinerat Koep 

7906140618 

REOOD 


Vavstate Hidlcal Center MA/SP 

7906010063 

70-2684 

c 


7906010063 

70-2604 

c 

Calvert Ecnorlal K{)«p FRrMargland 

7906210203 

50-317 

p 

Caepball County Memerial Hotp 

7906080061 

PR 


CLlntan RtfionaL Hasp 

7906070414 

PR 


Kaep. of Philadelphia 

7906070419 

PR 


lutfe Hithodltt Medical Center 

7906070420 

PR 


Mancheitir Ktaorial Hotp 

7906130148 

PR 


Hileon.R D »□ 

7906200283 

PR 


Hircy Hasp MA/8P 

7906190222 

70-2800 

c 

Mieiouri. Delta Communitg Hotp 

7906070418 

PR 


Maunt Sinai CT/HA 

7906260010 

70-2000 

c 

Nabraikat Unlv of> Radiation Health 

7906060202 

30-320 

H 

Center 




Nor walk Hotp 

7906030189 

70-1717 

C 


7906030188 

70-1717 

C 

Foewell Park Memorial Intt 

7906030080 

FOIA 


St Karg^f Hoip WAr Gonnec ticut 

7906290162 

70-1710 

C 

SI Ifargi Keip hO/KA 

7906140381 

PR 


SI Anthony Hoep WI/MI 

7906160046 

REOOD 


Trirlty Lutheran Help 

7906080036 

PR 


Yet Admin Hoep LAr California 

7906070174 

REOOD 


Vet Adein Hoip WRr Mciia'chutette 

7906130410 

PR 


Vet Admin Hoep MN/Ml 

7906020204 

PR 


Vet Admin Hoep. SAf Virginia 

7906130183 

PR 


MANUFACTUflERB^EQUIFMENT AND 8UPPLIEG 




AJicher/Dar ling Valve (tube of Anchor/Da 

7906190046 

QA999 


r] ing Induetrleir Inc ) 




Aerojet Ordnance Co 

7906030093 

XPORTLIC 


Allied Chamlcal Corp. 

7906140063 

71-324 

c 

Aetratechf Inc 

7906200605 

71-260 

c 

Atwood le Morrill Co i Inc (tube af 

7906080170 

QA999 


Foeter Wheeler Carp ) 




Eectman Inttrumentii Inc. 

7906180363 

PR 


9ingham-Wl Uimette Co. 

7906160007 

QA799 



7906160005 

QA999 


tend lx Corp 

7906290703 

(}A999 



7906290683 

QA999 


Borg -Warner Corp 

7906010072 

71-20 

c 


7906010069 

71-28 

c 

Borg Warner Corp r Bgron Jackeon Pump Dlv 

7906200227 

TOPREP 



7906200221 

TOPREP 



7906200218 

TOPREP 


teeton IneuUted Wire It Gable Co 

7906210023 

REOOD 


5Tu$h-WeUffl«n< Inc 

7906020221 

40-8722 

c 


7906230120 

40-8722 

c 


7906290781 

40-8722 

c 

Buckeye Internationa 1 r Inc j Steel 

7906040125 

71-110 

c 

Caetlnge Div. 





7906040132 

71-tlO 

c 

Bucgrue-Erle Co 

7906110427 

71-310 

c 


7906110425 

71-310 

c 

Burikdg Huetg 

7906070381 

50-330 

A 


7906070022 

<1A999 


SabcQCk k WilCQR Co 

7906270290 

30-320 

A 


7906290240 

30-320 

A 


7906290239 

50-320 

A 


7906290273 

30-320 

A 


7906290287 

30-320 

A 


7906230140 

TOPREP 



7906230149 

30-320 

C 


7906230140 

80-320 

U 


7906230137 

TOPREP 



7906230157 

70-364 

c 


7906130496 

7906130301 

7906190344 

7906230160 


so'-sao 

S0-3S0 

70-824 

70-27 


7906180164 

7906230215 

7906230166 

7906260105 

7906130039 


70-1201 

70-364 

70-364 

70-1201 

70-133 


Babcock 4< Wilcox Co t Nuclear H«tarial 
Dlv 

Combustion En^ InooT ingr Inc 


C-E Powor Sgitemi 
CarboUno Co 

Carpenter Tecbnolojiv Corp 

Chevron Qil Co (tube of Standard Oil 
Co. of California) 

Clevilantf-CUf ft Iron Co. 

Chem-Notlear aij»tam*4 Inc. 


ContoHdated Gontrole Corp. (tube of 
Condec Corp ) 

Cooper Induttrieer Inc. r Cooper Energg 
Servlcee Dlv 
Contumer Fuel»i Inc, 

Control Componentt* Internationa I (aufai 
of Babcock It Wilcox) 


Cotter Corp 

Croibv Valve U Oage Go. 
Dow Chemical Go, 


Diamond Power Spacialtg Corp. 

Babcock & Wilcox)- 
Dow Corning Corp 
Dravo Corp 


Dretier Induetrloii Inc 
Eberllne Inetrumant Corp. 
Ed Low International Co, 


7906230099 
7906260182 
7906 16002 L 
7906160019 
7906190375 

7906250313 
7906200094 
790622043B 
79062003 1 4 
7906200S 1 5 

7906220435 

7906230171 

7906230174 

7906220100 

7906010231 

7906010183 
7906120246 
7906000306 
7906190399 
79061 B0532 

7906180483 

7906180489 

7906190432 

7906260473 

7906210184 

7906260339 

7906260363 

7906280115 

7906080217 

7906210283 

7906190081 

7906260041 

7906210076 

7906260000 

7906070277 

7906120281 

7906040230 

7906110290 

7906U0293 

7906140474 

7906210239 

7906210263 

7909240131 

7906020230 

7906020237 

7906020173 

7906180709 

7906220419 

7906200228 

7906020197 

7906230028 

7906220053 
79060701 64 

7906070171 

7906260357 

7906210091 

7906200600 

7906010272 

7906290684 


TDPREP 

30-320 

71-72 

71-72 

70-27 

70-824 

70- 824 

71- 135 
71-230 
71-230 

71-133 

71-34 

71-34 

7l-60Se 

TOPREP 

70-024 

50-312 

90-313 

TOPBEP 

TQPREP 

TOPREP 

TOPREF 

50-320 

TGPREP 

TOPREP 

TGPREP 

TGPREP 

TOPREP 

70-13S 

70-364 

QA999 
30-320 
OA999 
70-1 100 
90-470 

TQPfiCP 
90-3 1 7 
50-309 
30-309 
ORO 

KPQRTCrC 

XPGRTLIC 

lOCFR 


40-8714 C 


40-8714 ■ 

27-47 

71-6244 

71-321 

71-6244 

XPORTLIC 


aA999 

30-320 

71-322 

71-322 

40-8692 

QA999 

PRM 

30-329 

50-329 


(tube of 79060 lOlOB QA999 

7906130304 PRM 

7906230062 0A999 

7906230060 0A999 

7906230057 QA999 


7906290572 

7906200493 

7906100747 

7906180761 

7906180766 

7906050072 

7906030077 

7906290503 

7906160037 


06799 

REOOD 

SECY 

BECV 

SECY 

XPORTLIC 

XPORTLIC 

SECY 

XPORTLIC 


339 



340 


CORPORATE SOURCE INDEX 


AUTMOR 

AFFILIATION 



ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

£tKon Kucltir Co i Inc Ciul>« af 

Exxon 

770&0tO3tS 

70-1257 C 


7906130237 

TOPREP 


corp ) 






7906150253 

TOPREP 





770&H093& 

PR 


7906060149 

TOPREP 





7906100770 

REOOD 


7906060166 

TOPREP 





7906270077 

TOPREP 


7906110260 

TOPREP 





7706120230 

TOPREP 


7906150344 

TOPREP 


Co 



790614003B 

71-321 C 


7906190205 

50-70 

F 




7906140040 

71-321 C 


7906 I 9042 I 

TOPREP 








7906200273 

30-73 

P 

Fidoral Afflarlcan P«rt:n«ri 



79060201 S3 

40-4492 G 


7906200182 

TOPREP 


Fo-ltBr Uhaslar Carp, 



7906020224 

71-99 C 


7906210161 

TOPREP 


Fo-xboro Co 



7903300243 

30-230 U 








7903300233 

30-230 U 


7906260415 

TOPREP 





7906060096 

flA999 


7906220235 

30-73 

P 







7906260003 

30-73 

P 




7906060073 

QA999 


7906270117 

30-73 

E 

Froehllng & Rob^rkmonf Inc 



7906230011 

71-137 C 





Oi-Tiar4l Atomic Co <sub«. o^ 

Oulf 

Oil 

7906180094 

REOOD 





Carp. } 












7906080196 

QA999 

Outf RtiBatch ii Davelopmint Go 

7906140023 

40-8032 

C 




7906030098 

XPORTLIC 

Hlrata V«lv« Industry Co.# Ltd i Kawaskl 

7906290264 

0A9Y9 





7906030092 

XFORTLIC 


7906290243 

QA979 





7906I202I7 

XPORTHC 

HlttMan Nucltar 6 Oavaiopmant Corp 

7906230031 

71-9079 

C 




7906120227 

XPORTLIC 

(subs af Klttman Carp ) 







7906200607 

PR 








7906020194 

XPORTLIC 


7906230043 

71-9079 

C 






Hokar Inc 

7906070264 

XPORTUrc 





7906190797 

XPORTLIC 


7906050157 

XPORTLIC 





7906190800 

XPORTLIC 


7906040183 

XPORTLIC 





7906210141 

30-267 P 


7906070123 

XPORTLIC 





7906190490 

TCIPREP 





Oommit Fiold Co 



7906200231 

71-70 C 


7906070135 

XPORTLIC 








7906070166 

XPORTLIC 





7906200236 

71-70 C 


7906160043 

XPORTLIC 


Otnerdl EI«ctric Co 



7906020087 

PROJ 


79061B0072 

XPORTLIC 





7906040218 

50-10 P 


7906050167 

XPORTLIC 





7906010293 

70-754 C 








7906070100 

FOIA 

Industrial Haat Traating 

7906010305 

71-326 

c 






Ingarsol I-Rand Go 

7906230015 

71-119 

c 




7906250226 

70-1308 C 


7906230012 

71-119 

c 




7906030130 

70-1306 C 

Ishlkauajlma - Hariota Hiavy Induttrlas 

7906210331 

(JA999 





7906130474 

XPORTLIC 

Co rLfed. 







7906290911 

SECY 

lsomadlx« Inc (subs of Maasflald 

7906040137 

71-9031 

c 




7906060143 

TOPREP 

Entarprisasf Inc } 







7906160038 

XPORTLIC 


7906060034 

71-3595 

c 




7906150 029 

XPORTLIC 

Johnson ControLsi Inc. 

7906010224 

71-302 

c 




7906210411 

XPORTLIC 


7906010226 

71-302 

c 




7906110274 

71-39 C 

Kawacki Barylco Industrials Inc 

7906150471 

XPORTLIC 





79 062204 63 

30-416 Q 

Karr-McOtt Corp 

7906200301 

40-0027 

c 




7906060141 

TOPREP 

Laslla Co 

7906030163 

QA999 





7906130147 

30-73 P 








7906150146 

30-73 P 

LFE Corp 

7906130175 

PR 


D^namlci Corp 



7906100570 

71-220 C 

LlfflUor^ua Carp 

7906150424 

50-273 

A 




7906100973 

71-220 C 


7906130420 

50-273 

A 






Marubanl Amarlca Corp (subs, of tiarubani 

7906190097 

XPORTLIC 


OanorBl D^n«mlcc Corp t Oulncg Shlpbulld 

7906230019 

71-134 C 

Corp ) 




Ing Div. 






7906190100 

XPORTLIC 





7906230023 

71-134 C 





Osnoral Eltctrlc Co iNucItar 


7906070167 

FOIA 


7906230105 

XPORTLIC 


Prodirct* Oiv. 





Marathon OIL Co 

7906140006 

71-310 

C 




7906200299 

30-73 P 


7906140006 

71-318 

G 




7906200293 

30-73 P 

Maynard Staal Casting Ca 

7906200261 

71-186 

C 







7906200263 

71-186 

G 




7906200203 

30-73 P 








7906130238 

TOPREP 

Mitsui f( Co 1 Ltd 

7906140617 

XPORTLIC 





7906130243 

TOPREP 


7906290353 

SECY 





7906200278 

30-73 P 

MltsubisM Intsrnatlonal Corp (subs, of 

7906270018 

XPORTLIC 





7906010209 

70-734 C 

Mitsubishi Corp ) 









Nuclaar Englnoorlng Co » Inc (subs of 

7906140606 

71-6050 

C 




7906200206 

50-73 P 

Toladynot Inc > 







7906110074 

NA8TE NOT 


7906270052 

27-48 

C 




7906230360 

70-1131 C 








79061B0776 

SECY 

Now England Nucloar Corp 

7906110434 

71-6400 

C 




7906230338 

70-1113 C 

Nuclaar Fual Sarvicasr Inc (subs of 

7906040175 

70-143 

C 






Oatty Oil Co, } 







7906100338 

PR 


7906250209 

70-143 

C 




7906230130 

70-1308 C 


7906230103 

70-143 

C 




7906130309 

TOPREP 


7906230473 

70-143 

G 




7906200180 

TOPREP 








7906020190 

XPORTLIC 


7906060024 

71-6400 

C 







7906250309 

70-143 

C 




7906200904 

70-1308 C 


7906290040 

70-143 

C 




7906230139 

70-1113 C 

Nissha-Iural Amarlcan Corp. 

7906180060 

SECY 





7906230313 

70-1113 C 


7906020192 

XPORTLIC 





7906210323 

XPORTLIC 








7906210313 

XPORTLIC 

Nuclaar Packaging! Inc. 

7906200156 

71-9132 

B 






Nuclaar Raiding* Inc, 

7906220455 

71-74 

C 




7906210320 

XPORTLIC 


7906220459 

71-74 

C 




7906210393 

XPORTLIC 

Ogla Patrolaum*- Inc, 

7906020184 

40-B693 

c 




7906290236 

70-1308 G 

O'Nalll Tank Co , Inc 

7906040148 

71-233 

c 




7906230033 

REB 








7906110304 

TOPREP 


7906040151 

71-233 

c 






Offshora Pa«aar Systams (tubs, of 

79Q6210038 

REOOD 





7906130308 

TOPREP 

Hastlnghousa Eloctric Corp ) 







7906040170 

TOPREP 


7906040410 

50-437 

0 




7906130239 

TOPREP 


7906110171 

50-437 

A 


CORPORATE SOURCE INDEX 


AUTHOR 

ATFItlATIQN 


AGGC68JCIN BUBJECT 

NUMBER CATEOCmV 


Paitlinder Htnei Corp 


7906090232 

40-2299 

C 



7906090246 

40-2299 

r 



7906040120 

40-2299 

c 

Pic ker Corp 


7906200091 

71-9000 

c 

PIttiturg - Dct Kninoi Steal 

Co 

7906160002 

71-320 

c 



7906160003 

71-320 

c 

Pf«ce«t Equlpmtnt C-o , Inc 


7906060048 

QA999 


Paiicgrephv Inipectlene 


7906040099 

71-319 

c 



7906040104 

71-315 

c 

PiflUeon Ca, 


7906080260 

30-568 

A 

^cutir-S< oteii tnc. 


7906060084 

XPORTLIC 




7906190089 

XPORTLIC 




7906210414 

XPORTLIC 


4kdiijai]nc /Rhada-Paiilontr Inc 

7906190110 

XPORTLIC 




7906190107 

XPORTLIC 


■Raelmll International Corp 


7906020091 

PROJ 


Co . RHI Titanium 


7906100630 

SECY 


BardflT Sptclal Matalo Corp 


7906190063 

XPORTLtC 




7906190072 

XPORTLtC 


lenjjain F Bhau Co (tubf 

of Blountr 

7906200220 

71-223 

c 

tri{ I 


7906200226 

71-223 

c 

Sl|a4 Ghealcal Co. (tube of 

Sigma 

7906140612 

XPORTLIC 


Al-lrlch Corp } 


7906030111 

XPORTLtC 




7906190112 

XPORTLtC 




7906220172 

XPORTLtC 


&hA^P0-8tandard ix fld Nuclear 

Unit Pouer 

7906120146 

90-403 

A 

Flint S^jetin 


7906120263 

30-482 

A 

Sfrealno Suetane Go 


790627021 1 

TOPREP 


S-BUthweet Fabricating &i Welding Co 

7906290671 

QA999 


(ivhi of lU International 

Corp. > 

7906290691 

QA999 


South Wilt Nuclear Go 


7906U0099 

WASTE HOT 

Teeai Initrunanti/ Inc 


7906130126 

70-33 

C 


AUTHOR 

AFFILIATION 


NocU*r< Inc <«ub« »f Ph«lpt 
Dadgt Corp I 


Word Induttrlf* Pip« Fabt ic«bing > Inc, 
Wyoming Hlniral Carp 

Yaruati Corp 

Yoba Htab Ttati-ifar Corp 
Zurn Induitri«t4 Itic 


ACCEsaiQN 

NUMBER 


7‘?06230167 

7906070231 

7906280067 

7906280234 

7906080071 

7906130196 

7906250030 

7906160016 

7906130099 

7906290749 

7906040137 

7906220290 

7906220296 

7906220310 

7906270276 

7906270093 

7906210361 

7906070271 

7906140344 

7906210229 

7906200198 

7906210133 

7906210249 

7906210253 

7906200490 

7906220321 

7906200201 

7906210246 

7906110033 

7906160047 

7906230027 

7906110050 

7906200233 

7906130699 

7906130406 

7906290849 


SUBJECT 

CATEGORY 


70-1191 C 
90-247 P 
XPOflTLiC 

70- 699 C 

71- 9010 C 

PRM 

50-974 A 
71-9490 C 
XPORTHC 
XPORTLtC 

TDPREP 

TOPREP 

TOPREP 

TOPREP 

XPQRTLIC 

XPOfiTLiC 
90-974 0 

TOPREP 
TOPREP 
TOPREP 

TOPREP 
TOPREP 
TOPREP 
TOPREP 
90-279 A 

TOPREP 
TOPREP 
TOPREP 
WASTE MOT 

40-1162 C 

71-229 G 
WASTE MOT 
40-3802 C 
OA999 
PRH 

90-382 B 


Trani-tairica Oelavalj Inc 
Iranifiuc laari- lltc 


Ch<a«trfrn Gorp r Tub« Turnt Dlv 
Uniati Carbldt Corp 


Untlid Kuclfar Gorp 


Unlcn Hln»raL« 

US Stttl Corp 
Vat Ian Eiporb Corp, 


7906250310 

7906290306 

7906260961 

7906200097 

7906110299 

7906290223 
790629021 1 

7906020103 

7906040440 

7906140979 

7906090101 

7906140602 

7906130290 

7906020179 

7906290831 

7906120276 

7906230161 

7906230199 

7906260331 

7906140907 

7906130642 

7906260336 

7906160001 

7906260020 

7906200279 

7906200277 

790626032S 

7906230164 

7906230004 

7909240422 

7906140967 

7906140960 


70-33 

70-33 

70-33 

70- 33 
90-247 

0A999 

QA999 

SECY 

XPQRTLIC 

XPDRTHC 

XPORTLIC 

XPORTLtC 

90-400 

40-299 

71- 9070 
90-94 
70-820 

70-020 

70-371 

70-020 

70-820 

70- 371 

71- 9019 
70-820 
70-371 
70-371 
70-371 

70-020 

40-0934 

lOCFR 

XPORTLTC 

XPQRTLIC 


C 

C 

c 


C 

PROFESSIONAL/ INDUSTRIAL INSTITUTIONS/ SOCIETIES 


** 

Atomic Induftrlal Forum 

7906070079 

REGOD 



7906200850 

PR 


American National Standarde inetituta 

7906220423 

REGOD 


American Society of Mechanical Engineer* 

7906230109 

REQGD 


American Society «f Quality Control 

7906160013 

REGOD 


Edlton Electric Inetitute 

7906110001 

WASTE MOT 


Health Pbgeica Society 

7906260626 

PR 



7906200219 

PR 

s 

c 


7906130200 

PRM 

Induftry Advisory Group 

7906260469 

90-320 P 

c 

International Brotherhood of Electrical 

7906130188 

PR 


Wortere 



G 


7906130191 

PR 


National Academy o-P Engineering 

7906100879 

90-320 T 

u 

National Council on Radiation Protection 

7906140872 

PR 

c 

A Measurement* 



C 

New England Ragional Regulatory 

79061 i01O3 

WASTE HOT 

u 

c 

Atslitance Program 




Power Engineering Bociety 

7906200496 

REGOD 

C 

c 

Special Instrument Group 

79< 


U 

c 

c 

STATE OOVERNMENTa/ AGENCIES 




Arkansasr State of 



c 

c 

Callfornia« State of 




WalwQtbh Co (»ubi, of lU International 7906200297 
Cttt^ ] 

7906200294 

WaiUhghoait EloctTlc Cqrp 7906070274 

7906040422 

7906270197 


71-39 C 

71-39 C 

TOPREP 
TOPREP 
TOPREP 


7906290291 XPORTLIC 

7906290294 XPORTLIC 

7906290069 XPORTLIC 

7906020080 PROJ 

7906020082 PROJ 


7906290049 

7906290817 

7906110036 

7906210307 

7906210398 


90-974 A 
27-47 C 
WASTE HOT 
flA999 
PR 


Caloradov Btata of 

Oalawarar Stata ol 

FLorldar State nf 
Iowa/ State a# 

Illlnole* 8tat« of 


341 



342 


CORPORATE SOURCE INDEX 


AUThiOR 

AFFILIATION 


h^entuck^i of 

Louisiana* State of 
rfeiiachuiette* State of 


(iichl^anp State of 


Miteourir State of 
Montana* State of 
Heu Jeriaq* State of 

Heu Vort* State of 


Uhioi State of 
Otlahomar State of 
Oregonr State of 
Pennevlvania* State of 


Rhode lelandf State of 
0outh Carolina* State of 


Tennefsetr State of 
Tixae. State of 
Utah* State of 


Virginia* State of 
Uaihington* State of 
(Jleconeln* State of 
klgomlng* State of 


U 8 FEDERAL OOVERNMENT AND AOENCIGS 


Agriculture* Dept, of 

Goihtnerce* Dopt ofiNational Ocoanograplti c if 
Atffloepherlc Admlnctratlon 

Def enee* Dept, of 

Ar<ng*Dept of 


AragiDept. of * Elactronlcd Retaarch t* 
Development Goewnand 
ArnurDept of* Corpe of Cngineere 
Armg*Dept of* White Sande tiiecile Range 
Army* Dept, of r Natle tc Kechanice Raeearch 
Center 

Navy* Dept, of 


ACCESSIDN 

NUMBER 

aODJECT 

CATEOORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

eUBUECT 

CATEOORV 

7*506210395 

70-1300 

C 


7906040011 

71-37 C 

7906060274 

90-599 

A 


7906200569 

PRM 





7906020201 

71-61 C 

7906 i SOS 22 

90-399 

C 


7906250396 

71-85 C 

7906230144 

NUREO 



7906270249 

71-09 C 

7906200953 

PR 





7906110082 

WASTE MOT 


7906290669 

NUREO 

7906120008 

30-471 

0 

£nergy*D«pt of 

7903020022 

ORO 





7906110023 

WASTE MOT 

7906010222 

50-471 

0 


7906070033 

FDIA 

7906020291 

90-471 

0 


7906070040 

FOIA 

7906010264 

30-471 

0 




7906010265 

50-47 ( 

0 


7906090014 

71-5790 C 

7906290179 

90-471 

0 


7906010119 

FOIA 





7906020069 

PROJ 

7906260005 

30-471 

0 


7906020071 

PROJ 

7906230141 

NUREO 



7906020073 

PROJ 

7906070191 

30-319 

p 




7906290670 

30-329 

0 


7906020074 

PROJ 

7906(30284 

30-432 

D 


7906020077 

PROJ 





7906090206 

WASTE MOT 

7906260403 

30-4B2 

0 


79060902S8 

WASTE MOT 

7906200579 

PRM 



7906230007 

71-9506 C 

7906010099 

90-272 

0 




7906200611 

30-272 

0 


79060802B8 

50-537 F 

7906040147 

90-549 

0 


7906200140 

50-320 \i 




Inter lor* Dept of 

7903300996 

NUREO 

7906290060 

90-596 

T 


7906210179 

90-320 1/ 

7906090370 

90-20 ( 

P 

Juetice* Dept of 

7906070311 

50-445 H 

7906290054 

50-396 

T 




79061 10069 

WASTE MOT 


7906020129 

50-445 H 

7906010201 

90-396 

0 


7906190054 

30-445 H 





7906020037 

50-445 M 

7906230130 

NUREO 



7906020167 

50-445 M 

7906090413 

90-996 

0 


7906020037 

SO-445 M 

7906290220 

50-201 

P 




7906160810 

90-996 

0 


7906020167 

50-445 M 

79061 SOS 12 

90-996 

0 


7906020037 

30-445 M 





7906020167 

30-445 H 

7906180810 

90-996 

0 


7906020037 

50-445 « 

7906180012 

30-996 

6 




7906050226 

NUREO 



7906020167 

50-445 H 

7906200902 

50-996 

0 


7906020037 

50-445 H 

7906260506 

50-596 

0 


7906020167 

50-445 « 




State* Dept of 

79062501BB 

XPORTLIC 

79062605 11 

90-996 

0 


7906180691 

SECT 

7906260506 

50-996 

0 




7906260511 

90-596 

0 


7906180806 

8ECV 

7906190085 

90-996 

0 


7906040408 

XPORTLIC 

7906140553 

PR 



7906010103 

XPQRTLIC 





7906040439 

XPORTLIC 

7906090221 

NUREO 



7906070110 

COHHIBSrON 

7906040379 

50-596 

0 




7906270180 

90-344 

P 


7906070276 

KPORTtre 

7906200610 

50-320 

H 


7906070382 

XPORTLIC 

7906260300 

50-463 

0 


7906230094 

BECV 





7906020196 

XPORTLIC 

7906190482 

90-320 

H 


7906150236 

UPORTLIC 

7906070330 

50-334 

0 




7906130211 

50-320 

0 


7906180759 

XPORTLIC 

7906260370 

90-463 

0 


7906260012 

XPORTLIC 

7906230147 

NUREO 



7906290643 

XPORTtlC 





7906290753 

XPORTLIC 

7906260301 

50-320 

u 


7906290797 

XPORTLIC 

7906220092 

50-320 

P 




7906210392 

50-968 

A 


7906250307 

XPORTLIC 

7906070354 

27-47 

C 

State* Dept, of* 8uroau of Ocean* t* 

7906020021 

SECY 

7906290212 

70-2623 

c 

Internatl Environ. & Scientific Affair* 







7906230087 

SECY 

7906160059 

PR 



7906010087 

XPORTLIC 

7906050002 

90-466 

0 


7906040230 

XPORTLIC 

7906060026 

40-0681 

c 




7906050187 

40-3433 

c 


7906040833 

XPORTLIC 

79061B0414 

40-8681 

c 


7906260100 

XPORTLIC 





7906260103 

XPORTLIC 

7906230146 

NUREO 


Traneportation* Dept of 

79062(0170 

30-968 D 

7906230139 

NUREO 


Environmental Protection Agency 

7903200106 

ORO 

7906(10054 

WASTE MOT 




7906200244 

40-8602 

c 


7903200101 

ORO 





7906130492 

50-320 P 





7906130493 

30-380 P 





79062(0028 

50-320 P 





79060IOI48 

50-438 A 

7906190229 

50-922 

A 




7906120396 

90-568 

D 


7906100704 

50-320 P 

7906210103 

90-320 

P 


7906200141 

50-320 U 





7906(20337 

50-953 n 

7906210104 

90-320 

P 


7906130210 

50-992 A 

7906290718 

SECY 


Federal Bureau of Inveetiget ion 

7906260489 

FOIA 

7906050004 

PRM 



7906260498 

FOIA 

7906200506 

PRH 



7906260485 

FOIA 

7906230121 

40-0984 

c 


7906260479 

FOIA 




HEWiDapt.of* Feed 9* Drug Admlnlitratlon 

7906200294 

90-320 R 

7906140503 

40-8194 

c 


7906180704 

50-320 P 

790607023G 

50-592 

A 

Health* Education it Welfare* Dept of 

7903200106 

OAO 

7906220059 

PRM 



7906200430 

50-320 P 

7906020033 

8ECV 



7906130419 

50-320 P 





7906(30406 

90-320 P 

7906040000 

71-37 

c 


7906290020 

FOIA 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESS I ON SUB^CT 

NUMBER CATEOORY 


AUTHOR 

AFFILIATION 


ACGEBOIQN 

NUMBER 


SUBJECT 

CATCOORV 



7906180704 

90-320 

P 



7906060290 

50-313 

P 


7906290019 

FQIA 




7906130214 

50-3 1 3 

R 


7906260462 

50-992 

D 



7906110143 

90-313 

P 

t^.Drpt aft US Public Health Servlca 

7906290027 

FQIA 







Hflgir of Rep 

7906260391 

90-463 

0 



7906120367 

50-3 1 3 

P 







7906190240 

50-313 

P 


7906090172 

50-482 

U 



7906190249 

50-3 1 3 

P 


7906110411 

50-200 

u 



7906190240 

50-3 1 a 

P 


7906100267 

50-275 

0 



7906190249 

50-318 

P 


79062S0261 

COMM IS SION 







79060B0026 

50-10 

u 



7906150306 

90-313 

P 







7906100468 

50-318 

P 


7906260390 

50-250 

u 



7906180998 

50-313 

8 


7906290261 

90-367 

u 



7906100607 

50-318 

8 


7906210043 

PR 




7906180960 

90-36 B 

a 


7906090007 

50-338 

u 







7906260344 

30-269 

u 



7906100968 

50-36B 

S 







7906100976 

50-363 

8 


7906030199 

50-279 

u 



7906100987 

50-368 

8 


7906070043 

50-498 

u 



7906200360 

50-313 

P 


7906070049 

50-230 

u 



7906190262 

50-318 

R 


7906230179 

30-398 

u 






Haul* of Rep i Foreign Affaire 

7906280249 

COMMISSION 



7906190P69 

50-318 

R 







790-6210229 

50-313 

0 

Maui.* of R*p * Oavernfltvtnt Operation* 

7906270197 

COMMISSION 



7906190273 

50-363 

R 

Moult of Rrp 1 Irtopitate it Forelun 

7906280294 

COMMISSION 



7906210229 

50-318 

Q 

COPAtrci 






7906190268 

50-363 

R 


7906110309 

COMMISSION 






Houit of Rep r Interior U JniuUr Affair* 

7906120010 

30-320 

u 



7906200214 

50-318 

P 


7906120012 

30-320 

u 



7906270147 

50-318 

F 







7906200214 

50-313 

P 


7906120019 

50-320 

V 



7906270147 

50-318 

F 


7906120021 

90-330 

u 



79062S026S 

50-318 

a 

Ho^i* of Rep 1 Science It Tachnolopy 

7906290097 

50-320 

u 






Library of -Congrti* 

7906210262 

90-320 

u 



7906250266 

90-313 

0 


7906210260 

50-320 

u 



7906270119 

50-313 

p 





PtZFB 

- Arliona Public Strvlct Co 

7906160053 

PR 


CCBAtrciJ Dept, of 1 Nationel Bureau of 

7906200923 

REOOD 




7906060266 

50-920 

A 

Stantfirdi 






7906100186 

50-992 

c 

Preiitfint of US & Exacutlva Office* 

7906120003 

90-320 

R 






SiBiate 

7906270160 

COMMISSION 



7906090302 

50-592 

c 


7906280266 

COMMISSION 



7906050329 

50-992 

G 


7906290289 

30-498 

u 



7906090302 

50-992 

c 







7906050329 

50-992 

c 


7906090104 

40-8698 

c 



7906200339 

50-592 

D 


7906290499 

90-482 

V 







7906070290 

90-315 

u 



7906260459 

50-598 

c 


7906290672 

90-315 

u 

QECO 

- Boston Edison Co 

7906040212 

50-293 

8 


7906070290 

90-319 

u 



7906040217 

50-293 

s 







7906080100 

50-298 

Q 


7906290672 

90-319 

u 



7906070002 

50-298 

0 


7906070288 

90-319 

u 







7906270090 

90-946 

u 



7906020200 

50-298 

a 

Senilit Environment 1< Public Narks 

7906190231 

90-320 

u 



7906050439 

50-298 

a 







7906260027 

50-471 

0 







7906260032 

50-471 

0 

UTlLlTtES/NOLDINO COMPANIES/ INVESTOR ABSOCIATIONS 





7906290169 

50-471 

Q 

AEP " Aairican Electric Power Co i Inc, 

7906040049 

90-319 

Q 



7906270106 

90-293 

Q 


7906260421 

50-319 

p 



7906220116 

50-47 1 

0 

ALPR - Alabama Power Co 

7906290483 

50-320 

Q 



7906290775 

90-293 

Q 


7906220247 

90-348 

Q 



7906000250 

90-293 

0 


7906290761 

30-348 

0 



7906120300 

90-293 

s 


7906290723 

90-348 

Q 



7906120309 

50-293 

s 


7906090289 

90-348 

8 



7906120434 

90-293 

p 


7906090287 

90-348 

8 



7906190250 

90-293 

R 


7906040279 

90-348 

8 



7906220305 

90-293 

F 


7906040283 

90-348 

8 



7906250206 

90-293 

Q 


7906190260 

90-348 

R 

SQE - Daltimort Oat It. Eltctric Go, 

7906040191 

90-317 

8 


7906190326 

90-348 

P 



7906040202 

90-317 

8 


7906190239 

90-348 

8 



7906040354 

90-313 

8 


7906190242 

90-348 

8 



7906040357 

90-3 i 0 

S 


7906190299 

90-348 

R 



7906020199 

90-317 

Q 


7906190464 

90-348 

P 



7906130194 

PH 



7906290299 

90-348 

a 



7906190218 

90-317 

0 


7906290292 

90-348 

8 



7906120235 

90-3 1 7 

a 


7906290290 

90-348 

a 



7906220090 

PR 



7906290292 

90-348 

8 



7906140450 

90-3 1 7 

Q 


7906260333 

90-348 

G 







7906220347 

90-348 

P 



7906010200 

90-310 

0 


7906040192 

90-318 

Q 



7906010207 

90-310 

8 







7906090263 

90-310 

s 


7906090213 

90-318 

Q 



7906090265 

90-310 

8 


7906080298 

90-318 

8 



790-6010247 

90-317 

P 


7906290109 

90-368 

Q 







7906070374 

90-318 

0 



7906040240 

30-317 

P 


7906040209 

90-313 

Q 



7906070296 

90-317 

8 







7906070301 

90-317 

B 


7906070181 

90-313 

8 



7906060280 

90-310 

B 


7906270041 

90-320 

0 



7906060289 

90-310 

0 


7906040209 

90-318 

8 







7906280100 

71-6058 

C 



7906070296 

90-317 

8 


7906290913 

90-318 

8 



7906070301 

30-31 7 

8 







7906080 Z47 

30-317 

8 


7906040267 

90-313 

V 



7906000240 

50-317 

8 


7906070138 

90-313 

P 



7906120265 

30-317 

F 


343 



344 


CORPORATE SOURCE INDEX 


AUTHOR ACCESSION 

AFFILIATION NLTHBER 

BUBJECT 

CATECOR? 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

BUBviECT 

CATEOQRY 

r'JOA 12039? 

TOPREP 



7906040334 

90-304 

a 

7906140343 

30-317 

3 





7906140392 

50-317 

3 


7906040337 

90-304 

8 

7906190141 

50-317 

P 


7906110126 

30-304 

8 

7906150366 

50-317 

0 


7906110133 

30-304 

8 





7906110163 

30-304 

a 

7906190369 

30-317 

0 


7706140389 

30-304 

a 

7906190366 

50-317 

a 





7906150369 

50-317 

a 


7906140396 

30-304 

6 

79062S0231 

50-317 

p 


7906290122 

30-295 

ft 

7906290262 

30-317 

R 


7906290127 

30-295 

R 





790615033a 

30-10 

R 

7906290263 

50-317 

R 


7906120310 

90-237 

B 

7906220231 

50-317 

p 





7906290262 

30-317 

R 


7906120313 

50-237 

B 

7906290263 

50-317 

R 


7906200404 

50-237 

e 

7906220315 

30-317 

a 


7906200409 

90-237 

8 





7906190246 

90-254 

R 

7906290271 

30-318 

a 


7906220399 

90-304 

8 

7906290273 

30-318 

a 





79062B0139 

50-317 

p 


7906220433 

90-304 

8 

7906260339 

90-318 

3 


7906120240 

90-273 

F 

7906260349 

30-318 

S 


7906140389 

90-373 

a 





7906140393 

90-373 

E 

7906260439 

30-318 

8 


7906140305 

30-373 

B 

7906260442 

30-310 

8 





7906280139 

30-317 

P 


7906140393 

30-373 

B 

6HEC - Bangor Kgdro-'Elictr Ic Co 7906060263 

50-443 

1 


7906130225 

30-39? 

A 

CEIL " Camtnonufial ih E<ll«on Co 7906230134 

NUREO 



7906130380 

90-999 

A 





7906130223 

90-979 

A 

7906020014 

30-254 

0 


7906130300 

90-99? 

A 

7906260629 

PR 






7906070273 

50-373 

0 


7906120860 

30-10 

J 

7906210230 

30-237 

P 


7906120376 

90-237 

a 

' 7906290493 

30-320 

0 


7906120385 

90-237 

8 





7906 1805 12 

90-24? 

B 

7906140293 

30-275 

Q 


7906180315 

90-249 

B 

7906060273 

30-304 

P 





7906140253 

90-273 

0 


7906120260 

90-10 

U 

7906070241 

30-454 

Q 


7906220390 

30-304 

3 

79061 B0784 

90-373 

0 


7906220394 

30-304 

S 





7906220399 

90-304 

S 

7906060240 

90-254 

s 


7906220401 

90-304 

a 

7906060245 

30-254 

a 





7906060202 

90-304 

s 


7906120343 

90-279 

fl 

7906060286 

50-304 

a 


7906120349 

90-299 

R 

7906060292 

90-273 

s 


7906120343 

90-299 

R 





7906190336 

90-10 

R 

7906060295 

90-293 

a 


7906200370 

80-237 

a 

7906060223 

30-304 

a 





7906060226 

90-304 

a 


7906200371 

90-237 

a 

7906010238 

90-577 

A 


7906190418 

90-24? 

a 

7906040216 

90-10 

p 


7906190432 

90-249 

a 





7906190437 

50-24? 

a 

7906220158 

90-456 

Q 


7906190447 

90-249 

G 

7906090350 

90-237 

3 





7906260236 

90-373 

a 


7906220301 

90-263 

G 

7906050393 

50-237 

a 


7906220386 

90-265 

a 

7906080276 

50-599 

A 


7906200290 

30-293 

J 





7906220339 

90-263 

8 

7906040107 

30-10 

J 


7906210220 

90-237 

p 

7906140994 

30-304 

a 





7906140961 

30-304 

a 


7906200339 

90-249 

p 

7906040187 

30-10 



7906270219 

90-869 

B 

7906030369 

90-10 

F 


7906270217 

90-263 

a 





7906200339 

30-249 

p 

7906070236 

90-10 

j 


7906190209 

90-10 

a 

7906030245 

90-837 

B 





790603024B 

90-837 

S 


7906190294 

90-10 

a 

7906090268 

90-837 

3 


7906210190 

90-237 

p 

7906090269 

90-837 

8 


7906220202 

90-837 

6 





7906820291 

90-237 

B 

7906090371 

90-837 

P 


7906220368 

90-237 

e 

7906070270 

90-579 

A 





7906140367 

90-304 

8 


7906220373 

90-237 

a 

7906140372 

90-304 

a 


7906210190 

50-237 

p 

7906140311 

90-304 

a 


7906270202 

50-294 

a 





7906270209 

90-254 

a 

7906140921 

30-3K>4 

a 


7906210190 

90-237 

p 

7906130227 

90-579 

A 





7906130230 

90-577 

A 


7906270207 

90-293 

G 

7906130227 

90-599 

A 


7906870200 

90-275 

a 

7906130230 

90-599 

A 


7906890204 

90-373 

a 





7906270192 

90-24? 

8 

7906040278 

90-237 

a 


7906870198 

50-24? 

a 

7906040293 

90-837 

a 





7906040297 

90-837 

a 


7906290264 

50-373 

a 

7906040301 

90-837 

a 


7906220392 

50-997 

A 

7906040319 

90-849 

a 


7906890293 

50-895 

p 





7906270212 

50-293 

a 

7906040325 

90-899 

a 


7906270214 

50-295 

a 

7906040327 

90-899 

8 





7906040330 

90-899 



7906290293 

90-295 

p 

7906110129 

90-299 

'a 


79Q62203BO 

90-997 

c 

7906140416 

90-899 

a 


7906270179 

90-279 

p 





7906270162 

90-299 

a 

7906140418 

90-299 

a 


7906870164 

90-279 

B 

7906870122 

50-895 

R 





7906890127 

80-899 

R 


7906270236 

90-10 

P 

7906040333 

90-304 

a 


7906260190 

90-677 

C 
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AUTHOR 

AFFlLtATION 


ACGESBION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


CDiV - Can$»Udlatcd £<fl«on Co of Neu 
Tori 


C5*EC “ CinicIniKti 04i» It Eltcirlc Co 


CLCf - Ct'fvtUnd Eloctric I LI urnl noising 
Co 


- CflfintctUut LIgitt Powar Co 
■Cf^C - CinUai Main® P^owtr Go 
CFA - Coap«r4tlvt Powar Atfoelatlon 
•CPC - CcMOfliar* Powar Co 


790A2i0159 

79062^0150 

7906260139 

7906040298 

7906040204 

7906140259 

7906200603 

7906020001 

7906070205 

7906010213 

7906000148 

7906290050 

7906270204 

7906010267 

7906040103 

7906190466 

7906070275 

7906190257 


7906190462 

7906060129 

7906060133 

7906190462 

7906260006 

7906110243 

7906040291 

7906190470 

7906190307 

7906260004 

7906260407 

7906260004 

7906260407 

7906190253 

7906210128 

7906220303 

7906210120 

7906220303 

7906080197 

7906280362 

7906080206 

7906140320 

79O620O23B 

7906260617 

7906120174 

7906120101 

7906190403 

7906190446 

7906070091 

7906070040 

7906000237 

7906200377 

7906060267 

7906220206 

7906070178 

7906070103 

7906110031 

7906070416 

7906020047 

7906130204 

7906020163 

7906020160 

7906140246 

7906000310 

7906200021 

7906290770 

7906230043 

7906010239 

7906010240 

7906010232 

7906040109 

7906070133 

7906290322 

7906000300 

7906030214 

7906080220 

7906070263 

7906290317 

7906030214 

7906030220 
7906070263 
7906290317 
7906060236 
7906 U0168 


30-399 C 

30-399 C 

30-399 C 

30-247 S 

30-247 8 

SO-3 R 

PR 

30-3 Q 

30-3 Q 

50-247 Q 

30-3 Q 

30-3 Q 

30-3 Q 

30-247 Q 

30-247 P 

50-3 R 

30-247 P 

30-247 C 

30-3 R 

30-247 P 

30-247 P 

50-3 R 

50-3 R 

30-247 P 

30-247 8 

30-3 R 

50-3 F 

30-3 R 

30-3 R 

50-3 R 

50-3 R 

50-247 C 

30-3 P 

30-3 J 

30-3 P 

30-3 J 

30-390 0 

70-2830 C 

30-390 0 

30-390 Q 

30-390 0 

90-390 a 

30-330 K 

30-330 K 

30-330 K 

30-330 J 

REOOD 

30-440 a 

30-440 0 

80-243 1 

30-443 I 

30-484 I 

FOIA 

30-329 A 

HASTE NOT 
PR 

30-133 Q 

PRM 

30-133 Q 

30-283 0 

30-133 Q 

80-239 8 

90-329 a 

90-239 0 

30-133 a 

50-289 0 

30-239 8 

90-239 8 

80-189 F 

90-239 J 

90-329 T 

90-239 8 

30-329 K 

50-329 K 

30-329 A 

30-329 T 

90-329 K 

30-329 K 

30-329 A 

30-329 T 

30-233 P 

30-233 P 


7906130020 

7906130031 

7906110140 

7906120160 

7906120172 

7906 1 30002 
7906130137 
7906190197 
7906150289 
7906140379 

7906290333 

7906190440 

7906190174 

7906290290 

7906200172 


90-233 R 
30-233 R 
30-233 P 
30-133 0 
30-235 P 

30-233 P 
30-233 P 
30-323 0 
30-329 A 
30-293 P 

30-329 T 
50-329 K 
30-155 P 
30-233 P 
50-133 F 


7906220267 

7906220269 

7906220190 

7906220353 

7906220371 

7906220333 

7906220371 

7906260108 

7906260194 

7906260393 

7906260377 

7906260101 

7906260100 

7906200161 

7906280163 


30-233 S 
30-233 B 
30-253 P 
30-329 8 
30-329 3 

30-329 3 
90-329 S 
90-199 P 
90-195 P 
50-135 0 

30-135 3 
30-293 P 
30- 1 35 P 
50-329 A 
30-153 P 


CPL •“ Carolina Powar 4 Light Co 


7906190340 

7906150341 

7906080181 

79060201:01 

7906040019 

7906210096 

7906140491 

7906290707 

7906290719 

7906120190 


30-324 S 
90-324 a 
90-324 0 

90-324 Q 
90-261 Of 

90-324 0 

90-324 0 

90-400 0 

90-324 a 
90-324 P 


7906040193 

7906230017 

7906010192 

7906010240 

7906040221 


90-324 S 
90-324 a 
50-400 C 
90-324 P 
30-324 0 


7906080313 

7906140297 

7906140331 

7906140391 

7906040221 


50-324 P 
90-324 S 
30-324 0 
30-324 B 
50-324 0 


7906050239 

7906030262 

7906080313 

7906140297 

7906140331 


30-325 S 
30-325 B 
50-324 P 
30-324 B 
30-824 a 


7906140391 

7906010L92 

7906080291 

7906080293 

7906080263 

7706120157 

7906080269 

7906120197 

7906080177 

7906090309 


50-324 8 
30-400 C 
50-261 P 
50-261 P 
30-324 P 

30-324 P 
30-024 P 
90-324 P 
30-261 J 
90-325 S 


7906080316 

7906050300 

7906050320 

7906050332 

7906080316 

7^6070194 

7906070200 

7906070269 

7906110167 

7906140494 


50-324 3 
90-329 B 
90-325 3 
90-825 S 
90-324 0 

50-261 8 
90-261 S 
90-26 t 8 
90-261 fi 
90-261 8 


790607027? 

7906070282 

7906070291 

7906080230 

7906080278 

7906140449 

79060B0278 

7906140449 

7906070283 


50-824 8 
90-324 8 
90-324 8 
50-324 8 
90-324 P 

30-324 » 
50-324 P 
50-324 R 
90-324 S 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORT 


AUTHOR 

AFFILIATION 


ACCESSION 8UBt>£Cr 

NUMBER CATEOCMIY 



DAYP - OiiryUnd Pau«r Cooptratlve 


OE - Dtfepoit! Edison Co 


OC - OuRutsne Llpht Co 


OPC ~ Dui(« Pow«r Co 


7906290733 

7906290B13 

7906290742 

7906050313 

7906080362 

7906150309 

7906150391 

7906190424 


7906200106 

7906190396 

7906220206 

7906140456 

7906020190 

7906020189 

7906200573 

7906140160 

7906120341 

7906060269 

7906060265 

7906120427 

7906120417 

7906150217 

7906150223 

7906150310 

7906150310 

7906200300 

7906270192 

7906270194 

79062602 IS 
7903200326 
7906040455 
7906260108 
7906140434 

7906290694 

7906280225 

7906050204 

7906000263 

7906000264 

7906010236 

7906190370 

7906040245 

7906040249 

7906040402 

7906070235 

7906130134 

7906100299 

7906160060 

7906290790 


7906270203 

7906270196 

7906050202 

7906290746 

7906010132 

7906010253 

7906050375 

7906000300 

7906000304 

7906130340 

7906120320 

7906120325 

7906150312 

7906200155 

7906180601 

7906210131 

7906260397 

7906220351 

7906290320 

7906290333 

7906290339 

7906290600 

7906010126 

7906260250 

7906070170 

7906120016 

7906070105 

7906140529 

7906020121 

7906050399 

7906000121 

7906040037 

7906160033 

7906130443 

7906130437 


50-213 Q 
50-213 Q 
30-213 Q 
30-2 13 P 

50-213 P 
50-2 13 R 
50-213 R 
50-213 J 


SO-2 13 Q 

50-213 1 
SO-213 P 
50-409 S 
50-409 Q 

SO-409 Q 
50-409 Q 
50-409 Q 
50-409 P 
50-409 S 

50-409 a 
50-409 R 
50-409 R 
50-409 P 
50-409 F 

50-409 & 
50-409 S 
SO-409 P 
50-409 a 
50-409 a 

50-409 P 
50-341 0 
50-341 Q 
50-341 0 
50-34 1 0 

50-341 3 
50-341 3 
50-341 A 
50-341 B 
50-341 B 

50-341 K 
50-341 A 
50-334 B 
90-334 a 
50-412 8 

90-334 Q 
50-034 a 
50-334 a 
50-334 P 
50-334 a 


50-412 Q 
50-334 Q 
50-334 P 
50-334 0 
50-334 R 

50-334 J 
90-334 R 
50-412 0 
50-412 0 
50-412 A 

50-334 R 
50-334 R 
50-334 P 
50-334 P 
90-334 G 

50-334 P 
50-334 a 
50-334 P 
50-334 8 
50-334 B 

90-334 a 
90-220 P 
^ 10-488 0 

«-269 a 

70-2623 C 

70-2623 fi 

FOIA 

PR 

90-369 a 
70-2623 C 

70-2623 C 
70-2683 C 
90-369 Q 
90-480 a 
90-413 0 
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author accession subject 

AFFILIATION NUMBER CATEOORV 


7906130443 30-400 Q 

7906110062 SO-269 Q 

7906140613 REOOD 

7906040360 30-369 O 

7906020245 70-2623 C 

7906140420 30-408 Q 

7906020154 30-413 Q 

7906140420 50-400 <3 

7906160062 71-6698 C 

7906220061 PRM 

7906020109 70-2623 C 

7906120291 30-269 Q 

7906140122 30-370 Q 

7906210126 70-2623 C 

7906050391 ORO 

7906040421 30-269 Q 

7906260244 50-269 Q 

7906140353 50-269 8 

7906100741 50-413 Q 

7906230057 70-2623 C 

7906200000 70-2623 C 

7906230170 50-369 Q 

7906190114 50-491 Q 

7906200263 30-269 Q 

7906200027 30-491 Q 

7906140334 50-491 8 

7906140336 30-491 8 

7906010346 30-369 0 

7906140101 50-369 Q 

7906290029 50-269 Q 

7906260204 50-369 Q 

7906010244 50-370 8 

7906010231 50-370 8 

7906260204 50-369 Q 

7906140360 50-269 8 

7906060229 50-207 P 

7906200597 70-2623 C 

7906070239 50-269 P 

7906050329 50-269 P 

7906200131 50-269 R 

7906050329 50-269 P 

7906200131 50-269 fl 

7906030329 30-269 P 

7906200131 50-269 R 

7906050327 30-269 P 

7906120223 50-269 Q 

7906130320 50-269 8 

7906130324 50-269 B 

7906130320 50-269 8 

7906130324 30-269 8 

7906130280 30-369 J 

7906130331 30-269 J 

7906130267 50-269 P 

7906190261 50-269 P 

7906210149 30-269 R 

7906210153 50-269 R 

7906210149 50-269 R 

7906210153 30-269 R 

7906210149 50-269 R 

7906210153 30-269 R 

7906220283 30-269 P 

7906260589 50-270 8 

7906260333 30-270 8 

7906290148 50-269 R 

7906290314 50-869 8 

7906280148 50-869 R 

7906290314 50-869 8 

7906200148 50-269 R 

EAST - Eailtfn U«ill«lfli A««oclates 7906190340 50-443 1 

FC€L - Fi^cKhurj Oai <€ EUcfertc Light Co. 7906190343 50-443 I 

FPC - Florlif4 P(iw»r Corp. 7906100366 50-308 Q 

7906110064 50-302 Q 

7906050164 50-302 Q 

7906290146 50-320 3 

7906290739 50-302 0 

7906290726 50-302 0 

7906290730 30-302 0 

7906200271 50-302 R 

7906120407 50-302 8 

7906130017 50-302 8 

7906110158 30-302 P 

7906190303 50-302 8 

7906120278 50-302 P 

7906180399 50-308 8 

7906130014 50-302 8 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORT 


7906100503 50-302 8 

7906120236 50-308 P 

7906100505 50-308 0 

7906 1 90290 30-302 8 

7906200267 SO-302 R 

7906830290 50-302 S 

7906220201 30-302 0 

7906220204 50-302 P 

7906280146 50-302 0 

7906260220 50-302 P 

7906230296 50-302 3 

79062 BOl 20 SO- 302 P 

FPL - Florl<lj Pow<r L Light C« 7906070226 30-250 0 

7906250350 50-250 P 

7906070363 50-250 Q 

7906130434 50-250 Q 

7906100195 50-335 0 

7906230142 MUAEO 

7906030019 50-250 P 

7906260515 50-302 Q 

7906030019 50-250 P 

7906020106 50-250 0 

7906030431 30-333 0 

7906200491 REOOD 

7906230129 PRH 

7906830006 50-335 0 

7906120025 50-335 P 

7906860350 50-230 0 

7906010262 50-250 R 

7906860609 50-250 tt 

7906140304 50-251 3 

7906830093 50-302 0 

7906860290 50-250 0 

7906860293 50-335 0 

7906860800 50-309 0 

7906050307 50-333 P 

7906120330 50-250 8 

7906120344 50-250 8 

7906120340 50-250 8 

7906120352 50-250 8 


7906140376 50-335 8 

7906060274 50-250 P 

7906060277 30-250 P 

7906120334 50-230 8 

7906120363 50-230 8 

7906060135 50-231 P 

7906060274 50-250 P 

7906060277 50-250 P 

7906000296 50-251 P 

7906030315 50-335 P 

7906000283 50-302 P 

7906200410 50-335 P 

7906200365 50-250 8 

7906100310 50-251 8 

7906100311 50-251 8 

7906120306 50-302 P 

7906100494 50-333 8 

79O6I0O49B 50-335 B 

7906100504 50-335 0 

7906100507 50-335 0 

7906100554 50-335 0 

7906100555 50-335 8 

7906 1 00557 50-335 S 

7906100^50 50-335 0 

7906130207 50-250 P 

7906130235 50-250 P 

7906100613 50-250 8 

, 7906100620 50-250 8 

7906190266 50-250 P 

7906220104 50-250 P 

7906850349 50-250 P 

7906820309 50-335 P 

7906200148 50-302 0 

OAF — Osorol# Po(if*r Co.. 7906060221 50—321 3 

7906130296 50-366 8 

7906 1 30304 50-366 8 

7906040010 50-321 P 

7906070377 50-321 R 

7906040004 50-321 P 

7906300527 50-321 0 

7906030085 50-366 0 

7906030003 50-321 0 

7906140001 50-321 0 

79061 40436 50-321 Q 
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AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORV 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


790603010a 

7906140001 

7906140436 

7906180077 

7906200332 

7906140230 

79060&02S4 

7906060227 

7906040299 

7906040304 

7906060222 

7906140398 

7906060233 

7906060239 

7906140414 

7906090297 

7906060210 

7906060213 

7906140339 

7906140467 

7906030274 

7906060215 

7906060210 

7906140S42 

7906140391 

7906060243 

7906060249 

7906140341 

7906140346 

7906140901 

7906140309 

7906140317 

7906140332 

79060602Q4 

7906140926 

7906140331 

7906140419 

7906140424 

79060S0300 

7906130327 

7906030300 

7906130327 

7906130023 

7906120429 

7906080246 

7906000293 

7906140253 

7906140447 

7906130270 

7906200444 


50-366 Q 

50-321 Q 
50-321 Q 
50-424 Q 
50-321 Q 
50-424 Q 

50-366 S 
50-366 8 
50-321 S 
50-321 8 
50-321 8 

50-321 8 
50-366 8 
50-366 8 
50-366 8 
50-424 F 

50-321 8 
50-321 8 
50-366 a 
30-366 6 
50-321 F 

30-321 8 
90-321 8 
50-321 S 
50-321 8 
50-366 S 

50-366 S 
50-366 8 
90-366 8 
90-366 8 
90-366 8 

90-366 8 
90-366 8 
90-424 H 
50-366 8 
90-366 8 

90-366 8 
90-366 8 
90-424 F 
90-424 A 
90-424 F 

90-424 A 
90-321 ft 
90-366 ft 
90-321 P 
90-321 ft 

90-366 S 
90-366 8 
90-366 6 
90-366 8 


UMPC - OP*#n Moyntaln Powir Corp 
OFU - CPU Sirvlcs Corp 


08U - Gulf 8UN« UtllUU* Co 


HELCO - HATtlord EUctric Llphfc Go 
HLP - Houtton Lighting 6 Poutr Co 


rtULP - Hudfon Light 6 PoMor Dept. 
lELP - low* El •€ trie Light 6 Pow«r Co 


ILPR - lllinoiv Powti* Go. 

IHPR - Indiana i* Michigan Power Co, 


7906260208 

7906060259 

7906120380 

7906180600 

7906260327 

7906290320 

7906260329 

7906260332 

7906280164 

7906280167 

7906280170 

7906290405 

7906280162 

790628023? 

7906280240 

7906280241 

7906280160 

7906290255 

7906290274 
7906280127 
790629031 5 
7906260310 
7906260314 

7906280149 

7906280238 

7906270043 

7906280190 

7906280194 

7906280236 

7906280192 

7906200199 

7906280197 

7906280198 


7906260270 

7906260200 

7906190328 

7906210204 

7906220036 

7906120392 

7906130004 

7906200376 

7906210107 

7906120141 

7906120390 

7906120430 

7906130007 

7906130008 

7906120390 

7906120430 

7906130007 

7906130008 

7906130314 

7906130319 

7906130314 

7906130319 

7906120397 

7906220367 

7906120397 

7906220367 

7906190328 

7906260043 

7906290637 

7906260094 

7906020232 

7906260606 

7906230018 

7906220432 

7906010204 

7906120272 

7906150199 

7906150316 

7906200246 

7906200259 


7906250299 

7906250301 

7906290150 

7906190204 

7906130155 

7906140464 

7906260063 

7906140500 

7906270128 

7906220257 


50-320 F 
50-443 I 
50-289 I 

50-320 0 
50-320 P 
50-320 P 
50-320 P 
50-320 0 

50-320 P 
50-320 P 
50-320 P 
50-320 P 
50-320 P 

50-320 P 
50-320 P 
50-320 P 
50-320 P 
50-320 P 

50-320 P 
50-320 P 
50-320 P 
50-320 P 
50-320 R 

50-320 P 
50-320 P 
50-320 P 
50-320 P 
50-320 P 

50-320 P 
50-320 P 
50-320 P 
50-320 P 
50-320 P 


50-320 P 
FOIA 

50-219 J 
30-320 J 
50-458 8 

50-458 e 
50-458 A 
50-245 I 
50-498 0 
50-498 G 

50-498 8 
90-498 8 
50-498 a 
90-498 a 
50-493 8 

50-498 8 
30-498 8 
30-498 a 
50-498 K 
50-d98 R 

50-498 K 
90-498 K 
50-498 a 
90-498 a 
50-498 a 

50-498 a 
90-443 I 
50-331 8 
90-331 8 
50-331 8 

50-331 8 
50-331 8 
30-331 8 
50-331 8 
90-331 P 

50-331 P 
50-331 F 
90-331 J 
50-331 R 
90-331 R 


50-331 a 
90-331 a 
9G-331 F 
50-331 F 
PR 

90-461 8 
90-315 0 
90-319 0 
90-319 8 
90-319 0 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCE8BIQN GUaUEGT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESS ION SUBJECT 

NUMBER CATEOOftY 


- J*riev Central Power & Light Co. 


K£>ee - Kaniec Cae V Electric Co 


LAFL - Leulilana Power !< Light Co, 


lEL - Long leUnd Lighting Co. 


ICED - Matropoilten Edleon Co, 


79062A0344 

50-315 

a 


7906010218 

80-320 

P 

7906010194 

50-316 

8 





7906010197 

50-316 

8 


7906070366 

50-209 

8 

7906S60344 

50-315 

Q 


7906290007 

30-320 

R 

7906110235 

50-315 

8 


7906290022 

50-320 

P 





7906290025 

50-320 

P 

7906110239 

50-315 

8 


7906290226 

50-320 

P 

7906190296 

50-315 

R 





7906190243 

50-316 

R 


7906010227 

50-320 

P 

7906120219 

50-31 5 

R 


7906070237 

50-209 

0 

7906080266 

50-320 

Q 


7906270141 

50-320 

P 





7906290420 

50-320 

P 

7906080267 

50-320 

Q 


7906290413 

50-320 

P 

7906000266 

50-320 

0 





7906080267 

50-320 

Q 


7906290014 

50-320 

P 

7906080266 

50-320 

0 


7906220099 

50-320 

P 

7906000267 

30-320 

Q 


7906200510 

50-320 

P 





7906290023 

30-320 

P 

7906150329 

30-315 

8 


7906210202 

50-320 

P 

7906130287 

50-315 

P 





7906150334 

50-313 

S 


7906210205 

50-320 

P 

7906130287 

30-315 

P 


7906070150 

50-320 

P 

7906150334 

50-315 

8 


7906190531 

50-320 

8 





7906190535 

50-320 

8 

7906190297 

30-316 

8 


7906220145 

50-320 

F 

7906190295 

50-316 

8 





7906190292 

50-315 

R 


7906010212 

50-289 

F 

7906190241 

50-316 

R 


7906010213 

50-320 

P 

7906210201 

50-316 

a 


7906220072 

50-320 

K 





7906040231 

50-320 

P 

7906220293 

50-315 

P 


7906060264 

50-289 

F 

7906250291 

50-315 

P 





7906040251 

50-219 

8 


7906040231 

80-330 

P 

7906040253 

50-219 

8 


7906210192 

50-320 

P 

7906040407 

50-363 

0 


7906210196 

60-320 

P 





7906040306 

30-209 

B 

7906150165 

50-363 

Q 


7906040311 

50-209 

8 

7906020076 

50-219 

0 





7906290620 

50-219 

0 


7906290194 

30-320 

U 

7906070394 

50-363 

Q 


7906120372 

50-209 

I 

7906070395 

80-363 

Q 


7906120373 

50-289 

F 





7906120372 

50-289 

I 

7906260567 

50-219 

0 


7906150324 

50-239 

0 

7906040174 

50-219 

P 





7906050319 

80-219 

P 


7906260485 

50-320 

P 

7906070259 

30-219 

P 


790626048 B 

30-320 

P 

7906070262 

50-219 

P 


7906270235 

80-320 

P 





7906270234 

80-320 

P 

7906X10191 

50-219 

6 


7906200077 

50-320 

P 

7906110196 

50-219 

8 





7906150189 

50-219 

Q 


7906290608 

30-289 

P 

7906210156 

50-219 

R 


7906190381 

50-443 

1 

7906200391 

50-219 

8 

Co, 







HPL - Hi«fie«Ip|ii Power 6 Light Co. 

7906140648 

REOOD 


7906200396 

30-219 

8 


7906050127 

80-416 

0 

7906210155 

50-219 

R 

, 

7906290773 

50-416 

Q 

7906200209 

50-219 

P 





7906200397 

50-219 

8 


7906200460 

50-416 

8 

7906200400 

50-219 

8 


7906230083 

50-416 

O 





7906220467 

50-416 

a 

7906200412 

30-219 

8 


7906120387 

50-416 

A 

7906200419 

50-219 

6 


7906140365 

30-416 

3 

7906200119 

50-219 

8 





7906200122 

50-219 

8 


7906140408 

50-416 

9 

7902120222 

50-402 

8 


7906140437 

50-416 

0 





7906140368 

50-416 

a 

7906200546 

50-402 

Q 


7906140405 

50-416 

a 

7906050064 

50-402 

0 




n 

7906050090 

30-402 

a 





7906130033 

50-402 

0 





7906140172 

50-482 

Q 





7906210300 

50-402 

0 





7906110159 

50-402 

A 





7906120145 

50-302 

Q 





7906140262 

50-302 

K 





7906140265 

50-302 

K 








MPac - 




7906260404 

50-302 

C 

MTAP ' 




7906040176 

50-322 

Q 





7906110421 

50-322 

A 





7906290794 

50-516 

Q 





7906060205 

50-322 

A 





7906060290 

50-322 

A 





7906120210 

80-322 

A 





7906010201 

80-322 

A 





7906290000 

80-516 

Q 





7906040326 

80-209 

8 





7906040331 

80-209 

8 





7906040241 

80-209 

0 





7906040244 

80-209 

0 





7906120380 

80-209 

t 





7906290000 

80-320 

R 





7906290010 

80-320 

R 





7906180440 

71-894 

G 





7906290011 

80-320 

R 





7906210420 

80-320 

P 







350 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


AccesaioN subject 

HUHOER CATEOORV 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOOftV 


NEOEA - Neu England Cm & Cltctric Atioc 
NENE - NoTth*«it NucUar Enargv Co 
(Northaatt U^llltlas) 


- N«w England Fowar Co, 


I 

NSUT - Northaaat UtUltlai 


NIPS - Northarn Indiana Public Sarvica 

C9. 


79061^037 A 
7?0604{>3t0 

770A0A03I4 

7906040321 

7906040323 

7906190203 

7906290784 

7906140277 

7906190293 

7906210190 

7906270241 

7906290383 

7906230389 

790629D3QS 

7906230389 

7906190010 

7906120408 

7906120207 

7906030259 

7906120279 
7906120402 
790612037? 
79061 3052 5 
7906190208 

7906130323 

7906190200 

7906040333 

7906040234 

7906040307 

7906040293 

7906190323 

7906230306 

7906040371 

7906040365 

7906280303 

7906140328 

7906230303 

7906220043 

7906200533 

7906000042 

79061404BL 

7906020210 

7906080076 

7906140222 

79060704 1 2 
7906120120 
7906140324 
7906290724 
7906030234 

7906050314 

7906120337 

7906120362 

7906120395 

7906120401 

7906130208 

790612033^ 

7906140390 

7906140401 

7906120347 

7906130337 

7906180327 

7906120343 

7906100522 

7906100496 


7906230278 

7906100493 

7906100499 

7906200374 

7906230282 

7906200374 

7906290290 

79C6200374 

7906200091 

7906260400 

7906290233 

79062t90260 

7906290269 

7906290242 

7906290277 

7906060063 

7906230040 

7906050306 


30-443 I 
30-243 8 

30-245 8 
50-336 8 

30-336 8 
50-243 fl 
50-336 0 
30-336 Q 
30-243 J 

30-336 P 
30-243 J 
30-443 I 
30-443 1 
80-443 I 

30-443 1 
30-368 1 
30-560 A 
30-360 A 
S0-S6B A 

30-360 A 
50-368 A 
50-360 A 
50-368 A 
30-368 A 

30-368 A 
30-360 A 
30-243 S 
50-243 B 
30-336 B 

30-336 8 
30-443 t 
50-243 P 
30-243 0 
30-336 0 

80-243 P 
30-336 0 
30-243 P 
PR 

REOOD 

30-243 Q 
30-243 O 
30-336 O 
30-336 0 
30-243 0 

30-336 0 
50-336 0 
30-336 O 
50-423 <k 
50-243 P 

50-336 P 
50-243 S 
50-243 8 
50-336 6 
50-336 B 

50-243 0 
30-336 P 
50-245 8 
30-245 8 
30-336 R 

30-243 P 
30-243 R 
30-336 R 
30-245 R 
50-336 0 


50-245 S 
30-336 B 
30-336 8 
50-243 t 
50-245 a 

30-243 I 
30-036 a 
50-243 r 
30-243 J 
30-213 J 

50-243 a 
50-036 0 
50-336 a 
30-245 S 
50-336 S 

30-367 0 

30-367 0 
30-367 P 


7906110179 30-367 H 
7906110173 30-437 A 


NMP - Niagara Mohauk Pawar Carp 


7906190439 

7906260423 

7906290108 

7906020239 

7906060131 


30-367 R 
50-367 R 
50-367 R 
50-220 O 
50-220 0 


7906040029 

7906290686 

7906290000 

7906270190 

7906010214 


50-220 a 
30-220 O 
50-220 0 
30-410 0 
30-220 8 


7906030207 

7906030211 

7906110181 

7906110104 

7906130006 


50-220 R 
50-220 B 
50-220 B 
30-220 B 
30-220 a 


7906110178 

7906130005 

7906i3040B 

79061804B7 

7906180492 


30-220 8 
50-220 8 
30-220 Q 
30-220 & 
30-220 8 


7906220408 

7906220417 

7906220405 

7906220412 

7906220424 


30-220 0 
50-220 S 
30-220 S 

50-220 a 
30-220 S 


WPD - Nabraaka Public Powar Dlitrlck 


7906270166 

7906260400 

7906290390 

7906270171 

7906040203 


50-410 S 
50-220 0 
30-220 P 
50-410 e 
30-290 0 


79061 10053 
7906290341 
7906070373 
7906110043 
7906000251 


30-298 Q 
30-320 Q 
80-290 a 
50-290 Q 
30-290 S 


7906000252 

7906080253 

7906080256 

7906080233 

7906000254 

7906000309 

7906080311 

7906080280 

7906000206 

7906030270 

7906030271 

7906060140 

7906030272 

7906120237 

7906130294 

7906130297 
7906060131 
79060601 33 
7906060139 
7906190392 


30-290 9 

30-290 a 

30-290 8 
30-299 8 
50-290 B 

30-298 a 
50-293 a 
30-293 a 
30-299 8 
30-299 P 

50-298 P 
30-293 P 
30-290 P 
50-290 P 
50-290 R 

50-290 R 
30-290 P 
30-293 P 
50-298 P 
30-290 P 


N8F - Nor thorn Stataa Powar Co 


7906260337 

7906290231 

7906060093 

7906040062 

7906020187 


50-290 U 
30-290 P 
30-202 a 
30-202 Q 
50-263 0 


7906270029 

7906020130 

7906020131 

7906040370 

7906260476 

7906220001 

7906140171 

7906290673 

7906290732 

7906290673 

7906290752 

7906230020 

7906230046 

7906040322 

7906030290 

7906030292 

7906050324 

7906140234 

7906140369 

7906140443 

7906140431 


30-320 a 
50-263 0 
30-263 0 
50-263 a 
50-282 Q 

50-404 0 
50-232 O 
30-202 0 
30-202 Q 
50-282 0 

30-202 Q 
30-404 0 
50-404 0 
50-232 B 
50-282 P 

30-202 P 
50-232 R 
30-282 R 
50-202 8 
50-282 P 

50-202 P 




CORPORATE SOURCE INDEX 


351 


AUTHOR 

affiliation 


NVEQ - Ne« ^orfc 8t«fre Elictrtc 8i 0«« 
C*Tp 


oec - G^io ZiitQn Co 


DPI’D 0«iha Public Pourtr Dltbrict 


PAS« “ Fowfr Author ity 8tat» of N#w York 


ACCEaSlON 

NUMBER 


7906040338 

7906030290 

7906050292 

7906050316 

7906030317 

7906030324 

7906140234 

7906140239 

7906140369 

790614044B 

7906140431 

790612037B 

7906120340 

7906120373 

7906130312 

7906140443 

7906130339 

7906120364 

7906120368 


7906130312 

7906140443 

7906130339 

7906130202 

7906190342 

7906190349 

7906190342 

7906190349 

7906140229 

7906210237 

7906220357 

7906220356 

7906220362 

7906260471 

7906270161 

7906270165 

7906130320 

7906120247 

7906120433 

7906220342 

7906260229 

7906260233 

7906260229 

7906260233 

7906110124 

7906110128 

7906110124 

7906110128 

7906040294 

7906050353 

7906050346 

7906040290 

7906030334 

7906050338 

7906060278 

7906050320 

7906030321 

7906060273 

7906130011 

7906120224 


7906120307 

7906130316 

7906120335 

7906120336 

7906130313 

7906190491 

7906230200 

7906220360 

7906260160 

7906260173 

7906040223 

7906040222 

7906040227 

7906040305 

7906040276 

7906040200 

7906040232 

7906040310 

7906040349 

7906010279 

7906000098 

7906070204 

7906140326 

7906040014 


8UBJECT 

CATEOORY 


SO-306 8 
30-282 P 
30-282 P 
30-306 a 

30-306 a 

30-282 R 
30-2S2 R 
90-202 R 
90-202 8 

30-282 P 
50-282 P 
30-263 R 
50-263 P 
50-263 R 

50-282 J 
50-202 P 
50-282 8 
50-306 8 
50-306 8 


50-282 J 
50-202 P 
50-282 8 
50-263 F 
50-202 P 

30-2B2 P 
50-202 P 
30-202 P 
50-282 R 
30-282 J 

30-282 P 
30-282 8 
30-282 8 
50-282 0 
50-282 8 

30-282 a 
50-596 A 

30-396 A 
30-596 F 
30-396 A 

30-396 C 
30-396 C 
30-396 G 
30-396 C 
30-380 B 

30-380 B 
30-380 B 
30-380 B 
50-289 B 
30-209 P 

30-209 P 
30-205 8 
50-205 8 
50-205 a 

50-285 P 

50-285 8 
50-203 8 
50-203 P 
50-285 P 
50-285 P 


50-289 0 
90-289 1 
50-289 R 
50-205 R 
90-289 P 

90-289 0 
90-289 P 
90-289 0 
90-289 P 
50-209 F 

50-333 8 
30-333 a 
90-333 8 
30-333 S 
90-333 a 

50-333 a 
50-206 8 
30-286 8 
30-286 8 
90-309 P 

90-333 a 
50-206 0 
90-286 0 
90-286 Q 


PECO 


AUTHOR 

AFFILIATION 


Phil«d»lphi« 


ACCESSION 

NUMBER 


7906130122 

7906150227 

7906120034 

7906140508 

7906180567 

7906290743 

7906010186 
79060403 1 3 
7906040319 
7906290830 
7906070246 

7906070254 
7906200369 
790608023 1 
7906080239 
7906120266 


7906120374 

7906120369 

7906130374 

7906190417 

7906190275 

7906200463 
7906190291 
7906 1 90364 
7906130235 
7906 1 90273 

7906130270 

7906180393 

7906100410 

7906180563 

7906190906 

7906200360 

7906200378 

7906190264 

7906190267 

7906180474 

7906100402 

7906180974 

7906180580 

7906190271 

7906190275 

7906190410 

7906190414 

7906260490 

7906260461 

7906260490 

7906250274 

7906230277 

7906260449 

7906260143 

7906260428 

7906250260 

7906230270 

7906290275 

7906290276 


SUBJECT 

CATEOaRY 


50-286 Q 

90-286 P 
50-286 3 
90-206 0 
50-333 6 
50-333 Q 

50-206 Q 
50-286 8 
30-333 a 
50-333 0 

50-206 a 

50-333 J 
30-206 R 
50-333 6 
30-333 8 
50-286 0 


50-320 O 
50-333 a 
50-333 R 
50-333 P 
50-286 O 

90-333 P 
50-286 0 
90-286 F 
50-333 H 
50-333 0 

50-333 a 
50-206 P 
50-286 P 
50-333 a 
50-286 P 

50-286 R 
50-333 P 
50-286 S 
50-286 S 
50-333 8 

50-333 a 
50-333 8 
50-333 8 
50-333 8 
50-333 8 

50-333 8 
50-333 8 
50-320 O 
50-286 O 
90-320 <1 

90-333 8 
90-333 8 
90-333 0 
50-206 P 
50-206 F 

90-333 a 
90-333 a 
90-333 a 
50-333 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCE83IC3N BUBJECT 

NUMBER CATEOORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORV 


770&1 19026 
7706020241 
7906140247 

7906020213 

7906130112 

7906020206 

7906270193 

7906270064 

7906 040309 
7906040316 
790626034 1 
7906070252 
7906070303 

79O614022B 

790614023S 

7906i4022B 

7906140235 

7906080267 

7906080269 

7906000290 

7906080267 

7906080209 

7906110172 

7906110174 

7906110172 

7906110174 

7906150335 

7906140221 

7906140459 

7906140499 

7906140463 

7906140466 

7906200422 

7906200425 
7906140221 
79061 404 9S 
7906140459 
7906140463 

7906140466 

7906200422 

7906200425 

7906190331 

7906140243 

790619032? 

7906140243 

7906190329 

7906190240 

7906260283 

7906260272 

7906260294 

7906260253 

7906280116 


50-277 a 
50-277 <J 
50-277 R 

50-352 & 
50-277 O 
50-352 a 
50-277 O 
50-277 e 

50-277 8 
50-277 6 
30-278 P 
80-277 a 
50-277 8 


50-277 R 
50-277 R 
50-277 R 
50-277 R 
50-277 S 

50-277 8 

50-277 a 
50-277 8 

50-277 a 
50-277 a 

50-277 a 
50-277 8 

50-277 B 
50-277 R 
50-277 R 

50-277 R 
50-277 R 
50-277 R 
50-277 fl 
50-277 a 

50-277 a 
50-277 R 
50-277 R 
80-277 R 
50-277 R 

50-277 R 
50-277 8 

50-277 8 

50-277 A 
50-277 R 

50-277 R 
50-277 R 
50-277 R 
50-293 R 
50-277 8 

50-278 8 

50-278 S 
50-277 8 

50-277 B 
50-277 8 

50-278 P 
50-275 A 
CONTRACT 
50-344 O 
PROJ 

50-133 Q 
pfirt 
REOOD 
PROJ 

50-320 O 
PROJ 

50-275 0 

50-133 R 
50-275 a 
50-133 R 

50-275 A 
80-133 3 

80-133 3 

50-2 75 A 
50-275 A 

30-278 A 
50-275 A 
50-273 A 
50-275 A 
30-1313 3 

50-133 a 
30-275 A 
50-314 R 
50-344 0 

50-344 0 

50-344 0 


7906180712 50-344 0 
7906180143 71-9103 C 
7906200481 50-514 R 
7906040131 SO- 344 8 

7906010076 SO-344 0 
7906080139 50-344 0 
7906270005 SO-320 0 
7906200167 71-327 C 
7906040347 50-344 3 


7906040350 50-344 8 

7906050349 50-344 P 

7906000292 30-344 8 

7906090294 50-344 8 

7906060281 30-344 Q 

7906080297 30-344 J 

7906140425 SO-344 8 

7906140434 30-344 3 

7906150302 50-344 R 

7906150307 30-344 R 

7906110132 50-344 P 

7906110136 50-344 P 

7906190473 50-344 P 

7906220230 30-314 A 

7906220344 30-344 P 

7906260466 50-344 E 

7906260001 50-344 K 

7906260456 30-344 P 

PPL - P*nn»glv<nia PowBf 8« Light Co 7906210036 30-397 3 

7906140369 PRH 

7906070184 50-397 <1 

7906040265 50-387 9 

7906040193 30-387 K 

7906040196 50-387 K 

7906040208 50-387 C 

7906040210 50-307 C 

7906040193 50-307 K 

7906040196 50-307 K 

7906040208 50-307 C 

7906040210 50-387 C 

7906120394 50-387 A 

7906120400 50-397 A 

7906180430 50-387 A 

7906260380 50-387 A 

P8C - Public Service Co of Colorado 7906190302 50-267 R 

7906010217 50-267 R 

7906010223 30-267 R 

7906120346 50-267 P 

7906060206 50-267 P 

7906120161 80-267 R 

7906120196 30-267 P 

7906120403 50-267 8 

7906120409 50-267 B 

7906070102 50-267 Q 

7906120155 50-267 R 

7906130344 50-267 □ 

7906120342 50-267 P 

7906120410 80-267 B 

7906120414 50-267 8 

7906130001 50-267 S 

7906180334 50-267 F 

7906190501 50-267 P 

7906220295 50-267 P 

7906190336 50-267 P 

I 7906190299 50-267 R 

7906190395 50-267 F 

7906220340 50-267 J 

7906220300 50-267 P 

7906260443 30-267 P 

7906290267 50-267 P 

7906260433 50-267 a 

7906260437 50-267 a 

7906290419 50-267 P 

7906290426 50-267 P 

7906270159 50-267 F 

pseo - Public aarvlct EUctrlc h Oat Co. 7906040336 50-272 B 

Ntuf J«rtau 

/906040340 50-272 B 

7906040260 50-272 B 

7906040275 50-272 8 

7906040277 50-272 3 

7906040271 50-272 8 

7906040079 50-272 O 

7906040170 50-272 3 

7906140509 PR 
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AFFILIATION 
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NUMBER CATEOORV 


790AlSOOai 

790A020193 

7906070399 

7906270206 

7906060270 

7906290774 


00-272 Q 

50-272 Q 
50-272 Q 
50-272 Q 
50-272 P 
50-272 Q 


7906060270 

7906050294 

7906050203 

7906040303 

7906060261 

7906060247 

7906050289 

7906050291 

79060S0301 

7906050304 

7906050339 

7906050340 

790607026G 

7906110226 

7906110231 

7906260417 

7906150150 

7906150153 

7906260418 

7906180505 

7906180593 

7906190201 

7906190216 

7906220361 

7906200394 

7906200407 

7906200414 

7906200394 

7906260349 

7906260368 


50-272 P 

50-272 8 
50-272 S 
50-272 8 
50-354 Q 

50-311 A 
50-272 6 
50-272 8 
50-272 B 
50-272 8 

50-272 S 
50-272 8 
50-272 3 
50-272 8 
50-272 0 

50-272 R 
50-272 R 
50-272 R 
50-272 R 
50-272 a 

50-272 a 
50-272 P 
50-2/2 P 
50-272 P 
50-272 Q 

50-272 8 
50-272 a 
50-272 Q 
50-272 R 
50-272 J 


rsiH - Putillt a«rvlca Co Qf IndUn«i 
Int 


7906230119 

7906200027 

7906200030 

7906280027 

7906280030 


50-546 a 

50-546 K 
50-546 K 
50-546 K 
50-546 K 


PSNH - Public S«rvic« Co of Now 


7906200025 

7906130240 

7906250301 


7011090147 


50-546 M 
50-546 a 
50-443 I 


50-443 8 


7903210421 

7906140622 

7906230136 

7906120290 


50-361 0 

PR 

NUREO 

50-361 A 


7906200134 

7906210348 

7906060283 

7906060271 

7906120206 

7906040167 

7906130236 

7906130289 

7906130291 

7906220200 

7906140472 

7906140460 

7906150386 

7906200347 

7906220314 

7906220325 

7906220350 

7906200345 

7906220402 

7906220404 

7906250321 

7906230324 

7906250321 

7906230324 

790622033S 

7906220346 

7906270239 

7906270246 

7906290404 

7906290411 


50-206 8 
50-206 Q 
50-206 P 
50-206 P 
50-361 A 

50-206 P 
50-36 1 8 
50-206 R 
50-20A R 
50-361 A 

50-206 P 
50-206 P 
50-36 1 A 
50-206 a 

50-206 B 

50-206 8 
SO-206 P 
50-206 8 
50-206 8 
50-206 6 

50-361 K 
50-361 M 
50-361 K 
30-36t R 
30-206 S 

50-206 a 

50-361 a 
50-361 8 
50-361 S 
50-361 S 


7906270239 

7906270246 

7906290404 

7906290411 

7906250330 


50-361 B 
50-361 0 
50-361 a 
50-361 a 
50-361 K 


aCEO - South C4rollTi« El tc trie it 0«t Co 7906200505 

7906140175 

7906190152 

7906220071 

7906220036 


50-395 0 
50-395 0 
50-395 0 
50-395 0 
50-395 <a 


7906290500 

7906000270 

7906050296 

7906050299 

7906220300 


50-395 a 
50-395 J 
50-395 K 
50-395 R 
50-395 8 


7906250382 

7906010134 

7906290702 

7906290667 


50-443 I 
50-443 0 
50-443 0 
50-443 O 


P643K - Public B*rvlc» Co of OlUhama 


PSK. - Sound Powir 6 Light Co 

- Rochiitir Oo« Hi EltctrU Corp 

1 


79060602S3 

7906020216 

7906130209 

7906000114 

7906200590 

7906200333 

7903310385 

7906150261 

790605043B 

7906020061 


50-443 J 

REQOD 

PRM 

50-556 0 

50-556 O 

50-320 P 
50-522 A 
50-522 A 
50-244 a 
50-244 a 


7906000143 50-244 Q 
7906020217 50-244 0 
7906070261 50-244 0 
7906270195 60-405 Q 
7906290195 50-244 B 


7906270200 

7906050359 

7906050360 

7906120406 

7906130198 


50-244 Q 
60-244 P 
50-244 P 
50-244 P 
50-244 P 


7906190368 

7906190493 

7906220272 

7906210193 

7906250253 


50-244 J 
50-244 P 
50-244 F 
50-244 P 
50-244 0 


iSCE - 8-ovthirn C-iUfornU Editon Co. 


7906250255 

7906270160 

7906290434 

7906200351 

7903210415 


50-244 8 
50-244 P 
50-244 P 
50-206 a 
50-361 0 


7906250330 50-361 K 


8HU0 - Sscramontfl Huniclfftl Utility 
01 ft tr 1 c t 


7906020092 

7706020090 

7906290134 

79060200BB 

7706290132 


50-312 Q 

50-312 Q 
30-320 Q 
30-312 Q 
50-320 Q 


7706120320 

7906120315 

7906190335 

7906010275 

7906060287 


50-3 1 2 P 
50-312 P 
50-312 P 
50-312 P 
50-3 1 2 P 


7906070144 
7906060279 
7906120260 
7906120326 
7906 1 90234 

7906120275 
7906190441 
7906 1 90232 
7906100559 
7906180561 


50-312 J 
50-312 P 
50-312 P 
30-312 P 
50-312 R 

50-312 P 
50-312 P 
50-312 R 
50-312 B 
50-312 8 


7906190510 

7906190516 

7906220345 

BNEC - SARtqn Niicl«4r Exp >r lin»nt*l Gorp 7906120297 
TAHL - T*iintci> Municipal Llphting Plant 790606026B 


90-312 a 
50-312 0 
50-312 P 
50-146 J 
50-443 I 


TOED - Talado Ed 1 -ton. Co 


7906230127 

7906230123 

7906270178 

7906070272 

7906010122 


30-346 Q 
50-346 0 
50-346 8 
50-346 a 
50-346 


7906070417 PR 

7906190555 50-346 

7906140631 PR 

7906010308 50-346 

7906020036 50-346 
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TU - Tbx*i Co. 

TUOC “ T»)c«f UtiUtloi Oonerotlng Co 


TU8 - Toxof UtiliMos Sorvicii* Inc 
TVA - Tonntfiffo V«ll«v Autihorlty 


7906020240 

7906140249 

7906060232 

7906060291 

7906230140 

79062301 IB 
7906230119 
7906090233 
7906230037 
7906070300 

7906060250 

7906040237 

7906040239 

7906060233 

7906030242 

79060302+3 

7906060272 

7906070205 

7906070202 

7906070269 

7906000303 

7906140394 

7906140405 

7906160346 

7906100547 

7906100349 
7906150331 
79062 203S3 
79062 203S9 
7906210210 

7906220298 

7906220397 

7906220403 

7906260431 

7906250342 

7906230346 

7906230237 

7906230235 

7906270173 

7906230122 

7906870223 

7906190209 

7906200367 

7906200604 

7906290603 

7906120233 

7906180239 

7906120233 

7906120239 

7906120208 

7906280200 

7906280324 

7906130003 

7906120293 

7906220374 

7906030422 
7906040373 
7906210009 
7906010135 
7906! 100S5 

7906210046 
79061 10095 
7906070378 
7906290303 
7906070378 

7906290303 

7906070370 

7906290303 

7906200186 

79061^0533 

7906220103 

7906020133 

7906140442 

7906140430 

7906210199 

7906140430 

7^06210199 

7906140430 

7906210199 

7906210090 

7906140364 

7906210090 

7906140364 

7906210090 

7906140301 


30-346 0 

50-346 Q 
50-346 0 

50-346 0 

30-346 Q 

50-295 a 
50-346 Q 
50-346 B 
50-346 a 
50-346 P 

50-346 P 
50-3 4 6 3 
50-346 8 

50-346 P 
50-346 S 

50-346 3 

50-346 P 
50-3 4 6 8 
50-346 S 
50-346 fi 

50-346 F 
50-346 R 
50-34 6 R 
30-346 8 

50-346 a 

50-346 8 

50-346 8 

50-346 8 

50-346 8 

50-346 P 

30-346 P 
30-346 6 

30-346 8 

50-346 P 
50-346 P 

50-346 P 
30-346 8 

50-346 8 

50-346 8 

50-346 Q 

50-346 P 
50-445 8 

30-445 8 

50-445 A 
50-445 Q 

50-445 K 
50-443 K 
30-443 K 
50-443 K 
50-445 B 

50-445 A 
50-445 a 
50-445 A 
50-445 K 
50-259 R 

70-2443 C 
50-327 0 

50-390 Q 
30-553 <k 
WABTe HOT 

30-390 a 
WASTE MOT 
50-259 O 
50-320 <3 

50-259 0 

50-320 Q 
50-259 0 

30-320 0 

30-390 0 

30-391 0 

50-438 G 
50-553 0 

50-387 8 

30-259 0 

50-259 P 

50-259 G 
50-859 P 
30-259 Q 
30-259 P 
50-327 Q 

50-327 B 
50-327 Q 
30-327 8 

50-327 Q 
50-390 S 


7906140387 

79061403B1 

7906140387 

7906220246 

7906140411 

7906000277 

7906040204 

7906290713 

7906040204 

7906140404 

7906140410 

7906040204 

7906140404 

7906140410 

7906010209 

7906010210 

7906140452 

7906140406 

7906190431 

7906190442 

7906060296 

7906140420 

7906140423 

7906060296 

7906140420 

7906140423 

7906190431 

7906190442 

7906190431 

7906190442 

7906190431 

7906190442 

7906190431 

7906190442 

7906190431 


7906190442 

7906190431 

7906190442 

7906190431 

7906190442 

7906010270 

7906010196 

7906010190 

7906010232 

7906140370 

7906010196 

7906010193 

7906010202 

7906140370 

7906140322 

7906060293 

7906150203 

7906000875 

7906000201 

7906000275 

7906000201 

7906080307 

7906000284 

7906120390 

7906130330 

7906130337 

7906130330 

7906130337 

7906180377 

7906180301 

7906070191 

790618032? 

7906180330 

7906120304 

7906120389 

7906000861 

7906130206 

7906130208 

7906130221 

7906150279 

7906200348 

7906200438 

7906200342 

7906200430 

7906190301 

7906200433 

7906190381 

7906800302 

7906800303 

7906800302 


50-390 S 
80-390 8 
50-390 8 
50-553 A 
50-518 8 

50-390 S 
50-327 A 
30-259 Q 
50-327 A 
50-390 a 

50-390 9 
50-327 A 
50-390 a 
50-390 9 
50-260 9 

50-260 9 
50-390 9 
50-553 3 
50-510 3 
30-510 a 

50-430 A 
50-439 8 
50-439 8 
50-439 A 
50-438 8 

50-430 3 

50-518 a 

50-518 8 
50-510 9 
50-510 a 

50-510 a 
50-510 a 
50-510 9 
50-510 8 
50-510 8 


so-sia 0 

50-510 0 
50-510 0 
50-518 8 
50-519 8 

50-259 J 
30-390 K 
50-390 K 
50-390 A 
30-390 0 

50-390 K 
50-390 K 
50-390 A 
50-390 a 
50-260 9 

50-327 A 
50-859 R 
50-327 3 
50-327 8 
50-327 a 

50-327 9 
50-390 B 
50-390 Q 
30-296 P 
50-390 B 

50-390 B 
30-390 8 
50-390 e 
50-296 S 
50-296 B 

50-390 K 
50-260 8 
50-260 B 
50-260 8 
50-260 8 

50-327 F 
50-860 a 
30r260 8 
50-430 0 
50-259 R 

50-327 8 
50-327 S 
30-327 8 
50-327 8 
50-899 P 

50-390 a 
50-553 8 
50-327 0 
50-327 8 
50-327 9 



CORPORATE SOURCE INDEX 


3 ^ 


UhE - 

iJKlT 


AUTHOR ACCEB810N 

AFFILIATION NU^IflER 

SUgjECT 
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CATEODRY 

7906200383 

30-327 

8 


7906050251 

30-337 

A 

7906SS0271 

80-390 

8 





7906220384 

50-390 

0 


7906030336 

50-338 

P 

7906220387 

90-390 

8 


79060 S0250 

30-404 

A 

7906220271 

50-390 

3 


7906030336 

30-339 

P 





79060 S 0280 

50-404 

A 

7906220384 

50-390 

8 


7906050336 

30-330 

P 

7906220387 

30-390 

S 





79062S0279 

30-438 

0 


7906030323 

30-260 

P 

7906280281 

30-438 

0 


7906050309 

30-260 

8 

7906280279 

SO-439 

0 


7906050323 

50-280 

P 





7906050363 

30-280 

P 

7906230281 

80-430 

8 


7906060124 

50-280 

0 

7906220278 

80-390 

G 





7906220369 

30-239 

R 


7906070306 

30-280 

J 

7906220339 

30-327 

K 


7906050310 

30-28 1 

P 

7906230269 

50-327 

8 


7906050323 

30-280 

P 





7906060124 

50-280 

a 

7906230272 

50-327 

8 


7906070306 

30-280 

j 

7906220339 

80-327 

K 





7906230269 

30-327 

8 


7906140413 

50-26 1 

8 

7906280272 

30-327 

8 


7906030235 

50-339 

8 

7906210193 

30-239 

P 


7906050260 

50-339 

8 





7906050293 

30-339 

6 

7906220243 

30-533 

A 


7906050295 

50-339 

8 

7906260224 

80-333 

A 





7906220243 

30-333 

A 


79060 5029B 

50-339 

a 

7906260224 

30-333 

A 


7906030303 

30-339 

a 

7906270224 

30-327 

8 


7906090323 

50-280 

p 





7906050312 

30-200 

8 

7906270226 

50-327 

0 


7906070242 

30-339 

8 

7906270224 

50-327 

8 





7906270226 

80-327 

6 


7906070245 

90-339 

6 

7906270224 

30-327 

8 


7906070247 

90-330 

B 

7906270226 

80-327 

8 


7906180320 

50-280 

R 





79061 10160 

30-339 

8 

7906870218 

30-390 

8 


7906110162 

50-330 

8 

7906270220 

30-390 

0 





7906870824 

80-327 

8 


7906100493 

50-338 

R 

7906270226 

50-327 

S 


7906070295 

90-200 

P 

7906270218 

30-390 

8 


7906070298 

50-290 

P 





7906070295 

50-200 

P 

7906270220 

30-390 

S 


7906070290 

50-200 

P 

7906270224 

30-327 

8 





7906270226 

30-327 

8 


7906110136 

50-330 

9 

7906280094 

30-327 

8 


7906190397 

30-200 

8 

7906260463 

30-327 

A 


7906110190 

30-338 

3 





7906110200 

30-338 

8 

7906880094 

50-327 

8 


7906110202 

30-330 

8 

7906260463 

go-327 

A 





7906280094 

30-327 

0 


7906110204 

30-338 

3 

7906280113 

30-439 

a 


7906110207 

SO-339 

8 

7906280114 

80-439 

a 


7906120178 

30-337 

8 





7906120262 

50-339 

8 

7906290294 

30-327 

8 


7906110211 

50-330 

8 

7906290316 

80-327 

8 





7906290294 

30-327 

8 


7906110194 

30-280 

P 

7906290316 

30-327 

8 


7906110197 

30-280 

P 

7906290392 

30-390 

a 


7906130352 

30-200 

P 





7906210214 

30-200 

P 

7906290142 

30-260 

8 


7706tl0l94 

30-200 

P 

7906290182 

30-260 

0 





7906290159 

30-260 

0 


7906110197 

30-280 

P 

7906290187 

30-240 

0 


7906130352 

30-280 

P 

Unio™ Eli-ctric C» 7906010128 

30-483 

Q 


790621 02 U 

30-200 

P 





7706130134 

30-330 

F 

7906130194 

80-483 

A 


7906150160 

50-200 

P 

7906190228 

30-483 

Q 





UnU*d riluminafelns 7906230398 

30-443 

I 


7906100544 

50-330 

S 

7906190367 

80-443 

1 


7906100317 

50-280 

R 

7906280394 

30-443 

t 


7906160491 

50-338 

R 





7906160343 

90-338 

a 

7906190367 

80-443 

I 


7706180536 

50-260 

0 

7906280394 

80-443 

I 





Virginia Elactric It Pow«r Co. 7906230347 

80-280 

P 


7906100530 

30-280 

0 

7906230130 

80-281 

Q 


7906100536 

30-280 

Q 

7906200143 

30-280 

Q 


7906100530 

50-280 

0 





7906 IB 0336 

50-280 

0 

7906180312 

30-330 

Q 


7906 10 0338 

50-280 

0 

7906160070 

30-330 

Q 





7906140473 

80-338 

8 


7906100336 

30-280 

Q 

7906030367 

30-280 

P 


7906100330 

30-200 

0 

7906190194 

30-280 

0 


7906 1 00336 

50-280 

Q 





7906100308 

50-200 

Q 

7906220220 

30-338 

0 


7906 1 9033B 

50-339 

A 

7906140487 

30-339 

Q 





7906280240 

30-339 

8 


7906200102 

50-280 

P 

7906210216 

30-280 

P 


7906200390 

30-200 

8 

7906140421 

30-339 

0 


7906200405 

30-200 

a 





7906210210 

30-200 

p 

7906140432 

30-339 

8 


7906200396 

30-280 

6 

7906290332 

30-200 

Q 





7906010237 

30-330 

P 


7906200409 

50-200 

8 

7906010268 

30-330 

P 


7906210210 

50-200 

P 

7906010237 

30-338 

P 


7906200306 

30-339 

8 





7906200367 

30-330 

8 

7906010268 

80-338 

P 


790-6210233 

50-339 

a 

7906030336 

30-338 

P 





7906130224 

30-200 

P 


7906220268 

50-280 

p 

7906030336 

30-330 

P 


7906210235 

50-330 

p 
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AUTHOR 

ACCFBQION 

BUBjeCT 

AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 


CATEGORY 

AFFILIATION 

NUtiBER 

CATEOORV 




7906250311 

50-280 

P 


7906260411 

30-502 

C 



7906290241 

50-33B 

P 


7906260414 

50-502 

C 



79062502fl7 

50-339 

8 


7906260409 

50-502 

C 







7906260411 

30-302 

C 



7906270S22 

50-339 

S 


7906260414 

50-302 

C 



7904290260 

50-339 

A 







790627021 6 

50-339 

e 


7906220101 

30-266 

P 



7906270121 

50-280 

Q 


7906280117 

30-302 

A 



7906290327 

50-280 

p 


7906290257 

30-266 

P 







7906120131 

50-502 

B 



7904270121 

50-200 

Q 

UMEC - Meitern Haeeachuietti Electric Co 

7906200373 

50-243 

I 



7906290327 

50-280 

P 







7906290196 

50-338 

8 

HPPS - Maihington Public Power Supply 

7906130220 

50-320 

0- 



7906290205 

50-338 

S 

Bye tern 






7906290215 

50-338 

8 

7906130085 

50-397 

0 







7906000301 

50-397 

B 



7906290239 

50-338 

8 


7906080303 

50-397 

8 

VTEC - Vermont 

Electric Cooperative* Inc 

7906190346 

50-443 

1 


7906080312 

50-397 

B 

VTEF - V*Tmont 

Electric Power Co * Inc 

7906190379 

50-443 

1 





VYNP - VfTmont 

Yankee Nuclear Power Corp, 

7906040256 

50-271 

8 


7906000313 

50-397 

8 



7906040255 

50-271 

8 


7906120356 

50-397 

F 







7906190469 

50-397 

P 



7906030291 

50-271 

0 


7906270123 

50-300 

A 



7904140320 

50-271 

a 


7906270130 

50-300 

A 



7904130114 

50-271 

a 







7906140535 

50-271 

0 


7906270123 

50-508 

A 



7906290006 

50-271 

a 


7906270130 

50-300 

A 



7904050256 

7904260544 

7904140250 

50-271 

50-271 

50-271 

F 

0 

J 

NPSC - HlecoriBin Public Service Corp 

7906120299 

7906230116 

7906820407 

50-305 

50-303 

50-305 

Q 

a 

Q 



7904150243 

7904190305 

50-271 

50-271 

P 

R 


7906060205 

7906060200 

50-303 

50-305 

6 

B 



7904190311 

50-271 

R 

. 

7906060220 

7906000314 

50-303 

50-303 

8 

0 

HZEP ~ Hliconiln ElictrU Power Ca 

7904290094 

7906030122 

50-271 

50-246 

a 

Q 


7906200281 

30-303 

J 



7904200548 

7904020133 

PR 

50-266 

0 


7906180503 

7906190401 

50-303 

50-305 

P 

J 



7906040027 

7906020133 

7906040027 

50-266 

50-266 

50-266 

0 

0 

0 


7906200075 

7906200080 

7906200086 

50-303 

30-303 

30-303 

3 

B 

S 



7906040257 

7904060260 

50-266 

50-266 

s 

8 

YAE - Yankee Atomic Electric Co 

7906140146 

7906120303 

50-29 

50-568 

a 

A 



7906060257 

7906060260 

7906060250 

50-266 

50-266 

50-266 

8 

B 

8 


7906120408 

7906120383 

7906120400 

50-568 

30-568 

30-368 

A 

A 

A 



7906060251 

7906080272 

50-266 

50-502 

8 

A 


7906180034 

7903290038 

REOOD 

50-29 

P 



7906150216 

7904090272 

7904150216 

50-502 

50-502 

50-302 

C 

A 

C 


7906200502 

7906120287 

7906130106 

REOOD 

50-368 

50-29 

A 

0 



7904080272 

7904150216 

50-502 

50-302 

A 

C 


7906290737 

7906050276 

50-29 

50-29 

Q 

P 



7904080272 

7904150216 

7906080272 

30-502 

50-502 

50-502 

A 

C 

A 

' 

7906000271 

7906120258 

7906120316 

50-29 

30-29 

50-29 

P 

P 

P 



7904150214 

7904080272 

50-302 

50-302 

C 

A 


7906130370 

7906190313 

50-29 

50-29 

P 

R 



7904150214 

7904000272 

7904190214 

50-502 

50-502 

30-502 

C 

A 

C 


7906 I 903 I 4 
7906190227 
7906220193 

50-29 

50-29 

50-29 

R 

F 

P 



7904070193 

7904120M7 

50-266 

50-502 

E 


7906230267 

7906290408 

50-29 

30-29 

I 

P 



7904120193 

7904120200 

50-502 

30-502 

B 

RESEARCH INSTITUTIONS AND LABORATORIES 






B 



NUREO 




7904130265 

30-502 

A 

Argonne National Laboratory 

7906050098 




7906190321 

50-266 

R 


7906050200 

NUREO 




7906120421 

30-502 

A 


7906270007 

30-572 

A 







7906130205 

50-320 

0 







7906130199 

30-320 

0 



7906190319 

50-266 

R 







-/9 06200 166 

50-266 

F 

Argonne National Laboratory - Argonnt 

7906180168 

71-6717 

C 



7906190315 

50-266 

P 

W«et 






7906290579 

50-302 

B 

Battel if Neeior la 1 Inetitute* Columbue 

7906210339 

30-331 

P 



7906260409 

30-302 

C 

Laborator iti 

7906230170 

70-9 

c 



7906260411 

50-502 

C 


7906180779 

NUREO 




7904260414 

50-302 

c 


7906210323 

NUREO 




7904260409 

50-302 

c 







7904260411 

80-502 

c 

Battel le Memorial Inetltutef Pacific 

7906020105 

NUREO 




7904260414 

50-302 

c 

Northweet Laboratory 

7906020097 

NUREO 




7904260409 

50-302 

c 


7906020148 

NUREO 




7904260411 

50-302 

c 


7906270243 

ACR& 




7904260414 

50-502 

c 


7906270003 

ACRS 




7906260409 

80-502 

G 







7904260411 

50-502 

C 


7906100717 

NUREO 








7904180804 

NUREO 




7904260414 

50-502 

C 


7904290401 

NUREO 




7904260409 

30-502 

C 


7906210020 

REB 




7906260411 

30-502 

c 

' 

7906200608 

RES 




7906260414 

30-502 

c 







7906240409 

30-502 

e 


7906260613 

RES 
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AUTHOR 

AFFILIATION 

ACCESS I DN 
NUMBER 

BUBxJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCEBSrON 

number 

SUBJECT 

CATEGORY 

If44lkjwin N4tlan« 1 Lvboratorv 

79062A0023 

79O62906H5 

790&260023 

790629068S 

50-277 

50-277 

50-277 

30-277 

F 

P 

F 

P 

Oal( Ridga National Laboratory 

7906050033 

7906040441 

7906180230 

71-225 C 
RES 

RES 


79062*0022 

7906210015 

7906040413 

7906230169 

7906230173 

30-409 

RE8 

RE8 

REB 

RES 

F 


7906050180 

7906220215 

7906180219 

7906190049 

7906030134 

RES 

RES 

RES 

RES 

NUREG 


7906230043 

7906260042 

7906010191 

7906260037 

7906260013 

RES 

REB 

TOPREP 

REB 

RES 



7906030277 

7906230172 

7906220100 

7906210310 

7906260596 

NUREG 

RES 

71-6058 C 
NUREG 

NUREG 

«naintil PoHcv Instltut* 

rrin'fclln 

Kar.Tarl Ettf lni«r£Ti{| D«v»lQpintnb 

L4lflr»t«rv 

7906260017 

7906220328 

7906280136 

7906140633 

7906140613 

7906260623 

7906180742 

7906010242 

RES 

50-317 

50-263 

REGGD 

REGOO 

50-330 

NUREG 

PROJ 

F 

F 

P 

Sand la Laboratoriaa 

7906290188 

7906290407 

7906290494 

7906290331 

7906290673 

79062 1 0139 
79062 1 001 1 
7906210031 
7906220103 
7906010344 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

30-320 P 
RES 

RES 

RES 

RES 

riilie Njllan«l Engin«erlh9 Laboratory 

7906130207 

7906130211 

7906290342 

7906020113 

77062Q0066 

PROJ 

PROJ 

RES 

RES 

NUREG 



7906010351 

7906210365 

7906230020 

7906180689 

7906260574 

RES 

NUREG 

NUREG 

NUREG 

NUREG 

riei.«-kLc Riifarchr Inc 

7906020110 
7906020 U 4 
7906260031 
7906290305 
7906010270 

REB 

REB 

RES 

RES 

FOIA 



7906230111 

7906290792 

7906100774 

7906260605 

7906260310 

NUREG 

NUREG 

NUREG 

NUREG 
30-320 p 

KAalli AtfrMlc Pouiar Laboratorg 

L*t A)ia«a Sclantl-fic Laboratory 

CavTinti Ltvirmora Laboratory 

7906210139 

7906080107 

7906230487 

7906260620 

7906260616 

50-320 

NUREG 

30-201 

REB 

REB 

P 

P 

Savannah Rlvar Ecology Laboratary 

7906210037 

7906260608 

7906180749 

7906180762 

7906100770 

REVIEU GRP 
NUREG 

NUREG 

NUREG 

NUREG 

PCiviTii Dipt Qfi Naval Haaaarch Laboratory 

7906140127 

7906200470 

RES 

FOIA 


SRI Intarnatlonal 

Satithwaat Raiearcb and Information 

7906050141 
Can tar 7906110079 

NUREG 

HASTE MOT 
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The subject category column in this index gives the doc- 
ket number and the symbol for the category of informa- 
tion within that docket; for exampie, 50-320 P. The doc- 
ket subject categories are defined in Appendix A. 


Subject categories for nondocketed items are also en- 
tered in this column by symbol; for example, ACRS. 
These categories ore defined in Appendix B and listed in 
the Contents. 


AUTHOR 

AFFILTATIDN 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


accession subject 

NUMBER CATEODRY 


790i040403 

8ECY 


7906020041 

commission 

7906060102 

FOIA 


7906060105 

FOIA 


7906060109 

50-334 

P 

7906060112 

FOIA 


7905290465 

COMMISSION 

7906060122 

FOIA 


7904040065 

COMMISSION 

7906060127 

50-334 

P 

7906060134 

FOIA 


7906060145 

FOIA 


79060700S6 

COMMISSION 

7906060173 

50-309 

H 

7906260468 

50-320 

P 

7906260533 

50-346 

P 

7906260466 

50-320 

F 

7906260523 

50-346 

P 

7906070066 

COMMISSION 

7906070092 

COMMISSION 

7906060176 

50-309 

H 

7906070093 

COMMISSION 

7906060246 

50-320 

K 

7906060179 

50-309 

K 

7906070064 

COMMISSION 

7906070096 

COMMISSION 

7906070097 

COMMISSION 

7906130423 

50-320 

P 

7906070102 

COMMISSION 

7906060252 

50-309 

M 

7906150231 

50-320 

U 

7906060137 

50-320 

H 

7906060163 

50-320 

H 

7906060167 

50-320 

H 

7906070106 

commission 

7906070067 

COMMISSION 

7906010160 

30-327 

I 

7906070293 

COMMISSION 

7905300552 

COMMISSION 

7906260474 

30-320 

P 

7906010050 

NUREO 


7906020143 

NUREO 


7906180334 

lOCFR 


7906190044 

lOCFR 


7906020176 

lOCFR 


7906010219 

NUREO 


7906040017 

lOCFR 


7906220129 

50-320 

H 

7906220451 

xportlic 


7906070099 

lOCFR 


7906070294 

COMMISSION 

7906100369 

lOCFR 


7906140107 

iOCFR 


7906140111 

lOCFR 


7906130077 

PR 


7906200305 

lOCFR 


7906070289 

COMMISSION 

7906020225 

lOCFR 


7906070107 

COMMISSION 

7906100391 

lOCFR 


7906180700 

lOCFR 


7906100724 

IQCFR 


7906070078 

COMMISSION 


7906070004 

COMMISSION 

7906070070 

COMMISSION 

7906070074 

COMMISSION 

79061 10319 

COMMISSION 

7906 U 0323 

COHHIBSION 

7906110332 

COMMISSION 

7906110335 

COMMISSION 

7906110336 

COMMISSION 

7906110338 

COMMISSION 

7906110341 

COMMISSION 

7906070082 

COMMISSION 

7906140101 

lOCFR 


7906210079 

lOCFR 


79061101 14 

50-320 

t 

7906230042 

50-592 

0 

79061 10300 

COMMiasIOK 

7906110205 

50-269 

T 

7906210197 

50-320 

U 

7906110367 

50-280 

0 

79061 10370 

50-280 

u 

7906110390 

50-280 

u 

79061 10302 

50-200 

ir 

7906110303 

50-200 

u 

79061 10307 

50-200 

u 

7906110390 

S0-2S0 

u 

7906110394 

50-280 

u 

79061 10397 

50-280 

u 

7906 1 10400 

50-280 

u 

7906230196 

lOCFR 


7906110367 

50-200 

u 

7906110370 

50-200 

u 

7906 1 1 0300 

50-280 

u 

7906110392 

50-aao 

u 

7906110385 

50-880 

u 

7906110307 

50-280 

u 

7906110390 

50-280 

u 

7906110394 

S0-2S0 

u 

7906110397 

50-280 

u 

7906110400 

50-200 

u 

7906110367 

50-280 

u 

7906110370 

50-200 

u 

7906110380 

30-200 

u 

7906110302 

30-200 

u 

79061 103BS 

30-260 

u 

7906110307 

30-280 

u 

7906110390 

30-280 

u 

7906110394 

50-200 

u 

7906110397 

30- 200 

u 

7906110400 

30-200 

u 

79061 10380 

50-200 

u 

7906110367 

30-200 

u 

7906110378 

30-2&0 

u 

7906110382 

30-2ao 

u 

79061 103B5 

30-200 

u 

7906U0387 

50-230 

u 

7906110390 

50-280 

u 

7906110394 

50-200 

u 

7906110397 

50-280 

u 

7906110400 

30-280 

u 

7906110367 

50-200 

u 

7906110370 

30-200 

u 

7906110300 

50-200 

u 
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AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 





7906110382 

30-280 

U 




7906110385 

50-230 

u 




7906110387 

50-200 

u 




7906110390 

50-280 

u 




7906110394 

50-280 

u 




7906U0397 

50-280 

u 




7906110400 

50-290 

u 




7906280257 

COHMiaSION 




7906280264 

COMMISSION 




7906260343 

50-320 

R 




7906060187 

30-320 

P 




7906270163 

COMMISSION 




790628024 4 

COMMISSION 




790620025 1 

COMMISSION 




7906220147 

50-471 

T 




7906270107 

COMMISSION 




7906270116 

COMMISSION 




7906270123 

COMMISSION 




7906270129 

COMMISSION 




7906270133 

COMMISSION 




7906270150 

COMHIBSION 




7906270144 

COMMISSION 

fHce 

at 

Congrai iional Affalri 

7906060196 

50-320 

U 




7906060194 

50-320 

U 




7906070003 

50-320 

u 




7906060199 

FOIA 





7906260590 

50-250 

u 




7906070308 

50-273 

K 




79062S0062 

50-320 

u 




7906260465 

50-320 

u 




7906260470 

50-320 

u 




7906060198 

50-320 

u 




7906280237 

50-350 

u 

Mica 

of 

tha Oanaral Counsal 

7906230482 

SECT 





79O60BOOS4 

50-305 

0 




7906230103 

8ECV 





79060700 16^ 

50-320 

p 




7906070012 

50-320 

T 




7906070027 

50-320 

T 




7906060164 

FQIA 





7906070037 

50-320 

P 




79061801 16 

SECY 





7906220221 

50-320 

P 




7906140463 

NRC 





7906200399 

50-320 

P 




7906270012 

RM 


lea 


Inipactor & Auditor 

7906220302 

50-440 

M 




7906220277 

50-440 

M 




7906220349 

50-500 

M 




7906210014 

50-320 

T 




7906220364 

50-440 

H 

fflca 

Of 

Public Affaire 

7906220067 

50-320 

P 




7906220229 

50-320 

P 




7906210281 

50-320 

P 




7906220236 

50-320 

P 




7906220276 

50-320 

P 




7906200050 

50-320 

0 




7906200033 

50-320 

0 

Mica 

of 

Policy Evaluations 

7906020234 

IOCFR 





7906120110 

MA8H 





7906260062 

50-320 

u 




7906210256 

50-269 

0 

ff lea 

of 

thi Sacratary of tha Commlifion 

7906010127 

FQIA 





7906260452 

IOCFR 





7906260449 

IOCFR 





7906260427 

IOCFR 





7906260430 

IOCFR 





7906260434 

IOCFR 





7906290176 

50-320 

p 




7906260424 

IOCFR 





7906220439 

50-320 

0 




7906260422 

IOCFR 





7906260416 

IOCFR 





7906260420 

IOCFR 





7906260413 

30-320 

p 




7906250066 

50-320 

0 




79062S0OG3 

30-320 

0 




7906040415 

30-280 

0 




7906210279 

30-320 

p 




7906210272 

30-320 

p 




7906260410 

IOCFR 





7906040363 

XPORTLIC 





7906040369 

XPORTLIC 





7906260396 

IOCFR 





7906120093 

DRO 



7906360386 tOCFft 

79062603B9 iOCFR 

7906360366 lOCFR 

7906360371 IOCFR 

7906360301 IOCFR 

7906260393 IOCFR 

7906360390 IOCFR 

7906260409 tOCFR 

7906S6034S LOCFR 

7906260337 LOCFR 

7906220199 30-320 B 

7906070255 30-400 O 

7906040444 30-466 0 

7906260303 LOCFR 

7906260316 LOCFR 

7906260399 LOCFR 

7906260307 30-309 P 

7906260323 30-400 P 

79O6OS0OB1 PA 

7906260313 LOCFR 

7906260376 IOCFR 

7906040224 30-26? 0 

7906050195 30-312 0 

7906080019 30-320 P 

7906070292 LOCFR 

7906070299 LOCFR 

7906260292 30-269 P 

7906260283 IOCFR 

790626033S LOCFR 

7906260299 50-219 P 


7906220096 30-320 □ 

7906260223 LOCFR 

7906260274 IOCFR 

790626043B LOCFR 

7906260246 LOCFR 

7906260261 LOCFR 

7906260266 LOCFR 

7906180799 50-320 P 

7906260279 LOCFR 

7906040434 30-200 0 

79062602 L 9 LOCFR 

7906260254 LOCFR 

7906020060 50-302 0 

7906260056 30-302 0 

7906070145 30-346 0 

7906270023 50-302 P 

7906120030 30-313 0 

7906230129 30-313 0 

7906070165 30-320 P 

7906270093 30-320 0 

7906270023 50-302 P 

7906270093 30-320 O 

7906140184 30-389 0 

7906260213 IOCFR 

7906210117 30-446 O 

7906260210 50-313 P 

7906060142 50-320 0 

7906260189 IOCFR 

7906260184 IOCFR 

7906260206 LOCFR 

7906210255 50-329 0 

7906260169 IOCFR 

7906260170 IOCFR 

7906260174 LOCFR 

7906260172 IOCFR 

7906260154 IOCFR 

7906260127 50-320 P 

7906260162 IOCFR 

7906260138 50-219 P 

7906260196 30-269 P 

7906260147 SO-334 P 

79062701 B6 27-39 C 

7906270191 27-39 C 

Dockvtthf 6 Strvica* Branch 7906050079 30-396 0 

7906270017 50-320 P 

PubUc Oocumant Branch 7906060117 FOIA 

Atomic Energy Cammitilon (Pra 19731 7906290318 50-320 A 

7906060008 FOIA 

79061 301 B4 SECY 

79061 301 B9 SECY 

7906290309 50-320 A 

7906070073 FOIA 

7906070000 FOIA 

7906070123 FOIA 

7906070130 FOIA 
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AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


7906070133 

FOIA 



7906070132 

fgia 



7906070163 

FOIA 



7906070138 

fqia 


ktealc Erviriv CoAMiiilotir Dlractorata of 

7906060089 

FGIA 


(Pr»“1973> 




Akeiile Energy ComniKlon* Deputy Dirtetor 

7906060087 

FOIA 


fBP T*clinical Rfvlow lPr«-t973> 




Tfcri* Mil* I«l«nd Tail Fore* 

7906290331 

30-320 

P 

aCRS - AJvliory ConwBlttaa on Raaetar 

7906260578 

ACR8 


34f BButrd-i 





7906290173 

ACftS 



7906290173 

ACR8 



7906280023 

acrs 



7906040220 

ACR8 



7904230123 

30-392 

A 


7906290739 

ACRa 



.7906260369 

ACRS 



7906130283 

30-320 

□ 


7906230058 

30-320 

a 


7906230127 

30-320 

0 


,7906230474 

AGR8 



7906100646 

50-320 

a 


7906210276 

30-320 

p 


7906220161 

30-320 

T 


7906220209 

30-320 

H 


7906130262 

30-320 

0 


7906130270 

30-320 

□ 


7906130274 

30-320 

a 


7906130283 

30-320 

Q 


7906100600 

30-320 

a 


7906270242 

acrb 



7906130213 

30-320 

0 


7906130234 

30-320 

0 


7906120107 

REOOD 



7906100392 

50-320 

0 


7906180617 

30-320 

0 


79061G0622 

80-320 

0 


7906180303 

30-287 

0 


7906260103 

30-320 

0 


7906130442 

ACRB 



7906130259 

30-320 

0 


7906180006 

30-320 

0 


7906100649 

30-320 

0 


7906180003 

ACRS 



7906130266 

30-320 

0 


7906220178 

30-320 

p 


7906290811 

ACRS 



7906220103 

30-320 

□ 


7906220322 

30-320 

□ 


7906220329 

30-320 

0 


7906220163 

30-320 

0 


7906220174 

30-320 

0 


7906230036 

ACRS 



7906030070 

30-320 

0 


7906070136 

30-320 

Q 


7906300029 

30-380 

0 


7906130197 

30-320 

0 


7906180702 

30-320 

Q 


7906060189 

ACRS 



7906120076 

30-320 

T 


7906120037 

30-320 

U 


7906130224 

30-320 

T 


7906260342 

acrb 



7906130214 

30-320 

T 


7906180234 

30-320 

T 


7906390663 

ACRS 



7906290633 

AGR8 



7906290647 

AGR8 


AImIc Baftty and tUanaing Afpoal Panal 

7906230266 

30-440 

N 


7906220270 

30-440 

H 


7906220320 

80-440 

« 


7906030003 

30-389 

0 


7906040040 

30-498 

0 


7906080394 

30-329 

0 


7906040026 

30-389 

G 


7906040430 

30-466 

G 


7906060010 

PROJ 



7906190132 

50-498 

Q 


7906070119 

30-466 

Q 


7906230181 

80-320 

0 


AUTHOR 

AFFILIATJON 


MomIc «nd ttc«nsln9 Bo^rd Pan*l 


ACCESS lOH 
MUHBER 


79060 I027fr 
7906190007 
7906130430 

7906200362 

7906060219 

7906210093 

7906230180 

7906210095 

7906210367 
790627008 1 
7906290031 
7906290038 
7906290090 

79031 40067 
79031 40039 
7903140116 
7906040147 
7906030420 

7906110430 

7906040385 

7906040389 

7906040396 

7906040431 

7906040443 

7906040413 

79060S0343 

7906070346 

7906010290 

7906040434 

7906040143 

7906040434 

7906200231 

7906200382 

7906030103 

7906040426 

7906070248 

7906040024 

7906130107 

7906210403 

7906040384 

7906210403 

7906030173 

7906010142 

7906070399 

7906040041 

7906040037 

7906010257 

7906040153 

7906070109 

7906040139 

7906010284 

7906070312 

7906060214 

7906020052 

7906070313 

7906220479 

7906020032 

7906070313 

7906020141 

7906190006 

7906020096 

7906100803 

7906060217 

7906130429 

7906130418 

7906060193 

790607001 1 
7906130410 
790607001 1 
7906130418 
7906190022 

7906290069 

7906060211 

7906290077 

7906220038 

7906140117 

7906220432 

7906060195 

7906220463 

7906280166 

7906180726 

7906250171 

790622010? 

7906180736 

7906180729 


SUBJECT 

CATEGORV 


50-443 0 
PROJ 

50-49S 0 

50-330 0 
PROJ 

50-320 0 
50-437 0 
50-320 O 

30-338 0 
50-295 0 
30-338 T 
50-338 T 
30-338 T 

50-400 T 
30-400 T 
80-400 T 
30-349 0 
30-272 T 

SECY 

30-356 0 
30-556 0 

30-344 Q 
50-408 0 
30-466 0 
30-356 O 
30-272 0 

30-237 0 
30-349 0 
30-445 M 
30-293 0 
30-443 M 

50-498 0 
30-396 0 
50-466 0 
30-329 0 
30-466 0 

30-556 Q 
70-2623 C 
30-445 M 
30-133 0 
30-445 M 

30-302 Q 
30-400 0 
30-445 0 
30-471 0 
30-892 0 

30-339 0 
30-339 0 
50-466 0 
70-2623 C 
30-272 O 

50-445 M 
PROJ 

50-237 0 
30“4’45 M 
PROJ 

30-237 0 
30-445 M 
PROJ 

50-272 0 
30-443 M 

30-392 0 
50-359 T 
80-466 0 
30-445 H 
30-359 T 

30-443 T 
30-445 M 
30-443 T 
30-443 H 
50-556 0 

30-596 T 
30-333 T 
30-596 T 
70-2623 G 
30-471 T 

30-261 0 
30-471 T 
30-237 0 
30-339 U 
30-471 T 

30-336 0 
30-471 T 
30-443 T 
30-471 r 
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AUTHOR 

AFFILIATION 


ACCeaSlOM 8UBt>ECT 

NUMBER CATEGORY 


790A 180706 S0-44S T 

79062*0214 50-295 O 
7906230434 50-471 Q 
7906260067 50-275 0 
7906270277 50-305 0 
7906260067 50-275 0 

7906270230 50-358 0 
7906290622 70-1309 C 
7906270185 50-387 O 
7906280104 50-471 O 
7906280260 30-471 0 

7906260354 50-293 T 
7906260340 50-471 T 
7906260330 50-293 T 
7906290360 30-295 T 
7906290047 50-293 T 


7906290082 30-293 T 

Offlci of th® Ex»cutlvf Dlr«ctoT for 7012030284 30-437 A 

Opf rAtlons 

7904020240 WASTE MOT 

7903230294 ORO 

7906060130 FOIA 

7906220434 30-320 O 

7906270010 50-320 P 

7906210207 30-320 P 

7906210124 30-320 P 

7906010281 30-396 0 

7906210103 50-320 P 

7906210194 30-320 P 

7906250071 30-320 0 

7906210191 30-320 P 

7906070234 50-320 P 

7906210114 50-320 P 

7906210112 50-320 P 

79062201 73 50-320 P 

7906030166 50-492 U 

7906220212 50-320 P 

7906220221 50-320 P 

7906020102 50-301 (1 

7906220217 50-320 P 

7906000005 50-10 U 

7906050008 COMMI B8 lOM 

79062201 66 50-320 P 

7906260109 50-437 U 

7906260541 50-269 U 

7906200203 COMMISSION 

7906260502 PR 

7906260586 30-302 U 

7906220136 FOlA 

7906290243 50-367 \J 

7906290271 50-498 U 

7906290228 30-275 If 

79062600B6 50-320 P 


Of^tctt of Ad«inl*^r4 tion 7906210135 50-320 P 

7906100735 50-259 P 

7906080090 50-259 P 

7906130372 30-320 P 

^ — CONTRACT 


AUTHOR 

AFFILIATION 


Purchasing Sactton 


Re«««rch Contracts Branch 


Ttchnical Assiftanco Contracts Branch 


Tochntcat information 6 Docuntant 
,ontrol 


Lictnsa Faa Managemant Branch 


Oivlsion of Organlxatlon and Porsonnal 
Division of RuLai and Racords 


Olvlalon of Sacuritg 
Divlstori of Accounting 


ACCEasION 

NUMBER 


7906070349 

7906180381 

7906150130 

7906130072 

7906150165 

7906150169 

7906100738 

7906180744 

7906180731 

7906160027 

7906180042 

7906270092 

7906130086 

7906130091 

7906130078 

7906250337 

7906130084 

7906100282 

7906250335 

7906260123 

7906260135 

7906270100 

7906050001 

7906130175 

7906050002 

7906130171 

7906160032 

7906160038 

7906150123 

7906150152 

7906150135 

7906150123 

7906190176 

7906270006 

7906210263 

7906220068 

7905040336 

7906290167 

7904270044 

7906070044 

7906210302 

7906020070 

7906040144 

7906110040 

7906050449 

7906050442 

7906040146 

7906230061 

7906230072 

7906180796 

7906260552 

7906220197 

7906290789 

7906290027 

7906270273 

7906200008 

7906040199 

7906060004 

7906260303 

7906010246 

7906070205 

7906010269 

7906070066 

7906070229 

7906010121 

7906010235 

7906010263 

7906010273 

7906070216 

7906010273 

7906010107 

7906010273 

7906060069 

7906010273 

7906070232 

7906010096 

7906050070 

7906010277 

7906260553 

7906290017 

7906220263 

7906220285 

7906220336 

7906130500 

7906220203 


SUBJECT 

CATEGORY 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50-320 P 

30-320 P 
30-320 P 
NUREO 
30-320 P 

70-27 C 
70-1510 C 
50-3 f 

50-206 P 
50-267 P 

70-143 C 

70- 364 C 
50-312 P 

71- 4986 C 
50-29 P 

50-250 P 
40-8714 C 
70-133 C 
40-8027 C 
50-412 A 

50-271 P 
50-320 H 
30-266 H 
POIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

f^OlA 

FOIA 

FQIA 

FOIA 

30-309 P 
FOIA 

50-280 P 
30-320 H 
50-309 P 
50-334 P 
50-309 P 

FOIA 

FOIA 

FOIA 

30-349 0 

FOIA 

FOIA 

FOIA 

50-440 M 
50-440 M 
50-320 P 

30-320 P 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHaR 

AFFILIATIOW 

*flt4 International Proaram* 


iiiiiilAnt Director for Eiport/Ioiport i 
[itirnalriaral Sa^eaitarde 


ACCESSION 

NUMBER 


790629031*? 

7906070101 

7906250077 

7906020017 

7906180739 

7906180802 

7906020101 

7906180794 

79061B0771 

7906060071 

7906200002 

7906010146 

7909230723 

7906040409 

7906290110 

7906180619 

7906060076 

7906060078 

7906180050 

7906230034 

7906060067 

7906230086 

7906070367 

7906290496 

7906230091 

7906290931 

7906290371 

7906290714 

7906290604 

7906140950 

7906290769 

7906180619 

7906180624 

7906230249 

7906290612 

7906290230 

7906020106 

7906290830 

7906020027 

7906120103 

7906210094 

7906040437 

7906010172 

7906030253 

7906030264 

7906030267 

7906050396 

7906030402 

7906050404 

7906160012 

7906030257 

7906050261 

7906030408 

7906160011 

7906160015 

7906160025 

7906160031 

7906230061 

7906040438 

7906160029 

7906160036 

7906180081 

7906160039 

7906180128 

7906160018 

7906030010 

7906030013 

7906020146 

7906020149 

7906020132 

7906020162 

7906040226 

7906130107 

7906180109 

7906150111 

7906160059 

7906160061 

7906160063 

7906160064 

7906160065 


7906180022 

7906180025 

7906150119 


SUBJECT 

CATEGORY 


50-574 A 

SECY 

XPORTHC 

SECY 

SECY 

SECY 

SECY 

SECY 

SECY 

SECY 

8ECY 
SECY 
XPORTLIC 
XPORTLIC 
30-320 P 

SECY 

SECY 

SECY 

SECY 

30-574 A 

SECY 

SECY 

XPORTLIC 

SECY 

SECY 

SECY 

SECY 

SECY 

SECY 

XPORTLIC 

XPORTLIC 

SECY 

SECY 

XPORTLIC 

SECY 

XPORTLIC 

SECY 

30-374 A 

8ECV 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


XPORTLIC 

XPORTLIC 

XPORTLIC 


AUTHOR 

AFFILIATION 


0?Tlc« of tho Erecutlv* Legal Dlractor 


Oaputv Crocutlvt Legal Director 


Htaringe Oivlelon 


Branch 1 


Branch 2 


ACCESSION 

NUMBER 


7906155122 

7906150117 

79061 B0801 
7906190079 
7906290779 
7906190002 
7906190003 

7906190186 

7906190184 

7906190106 

7906290042 

7906250043 

7906250040 

7906250050 

7906250052 

7906230055 

7906250060 

7906230064 

7906230068 

7906230073 

7906230076 

7906230000 

7906230034 

7906230096 

7906230089 

7906230093 

7906230096 

7906250098 

7906230102 

7906230104 

7906230117 

7906230120 

7906230126 

7906230131 

7906230134 

7906230139 

7906230144 


7906230343 

7906180692 

7906210002 

7906270021 

7906290305 

7906290526 

7906030266 

7906160028 


7906290360 

7903240402 

7905250062 

7905230071 

7903250079 

7903230033 

7903230060 

7903040311 

7906180116 

7906010163 

7906200360 
7906180130 
79060 10307 
7906100697 
7906070219 

79062 10060 
7906230114 
7906210060 
7906210047 
7903140010 

7906290301 

7903200326 

7903200319 

7903210409 

7905110360 

7906070175 

7906210062 

7906180679 

7906190032 

7906220125 

7906250224 

7906260205 

7906220473 

7906260394 

7903210375 

7903210244 

7903200314 

7903210437 

7903210426 


SUBJECT 

CATEGORY 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

SECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

SECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


30-320 J 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

lOCFR 

30-320 P 
SECY 

30-336 K 

30-269 T 
30-574 0 

30-492 H 
70-1729 C 
lOCFR 

50-320 0 

50-471 0 

50-320 0 

50-320 0 

50-320 0 

30-320 P 
50-341 0 

80-341 0 

50-361 0 

50-445 0 

50-302 0 

70-734 C 
50-361 0 

S0-49B Q 

50-336 0 

50-322 0 

50-445 0 

50-400 0 

90-302 4 

50-293 0 

90-263 0 

90-471 0 

90-338 0 

90-520 0 
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AUTHOR 

ArriLIATlON 


Sr«nc|i a 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 


7903210-106 

30-349 

0 


7906010328 

70-2623 

C 

7903210493 

50-500 

0 


7906010331 

70-2623 

c 

7906010070 

50-549 

0 


7906010338 

70-2623 

c 

7906070032 

50-263 

0 


7906010339 

70-2623 

c 

7906010161 

30-338 

0 


7906010342 

70-2623 

c 

790621033? 

30-237 

0 


7906010349 

70-2623 

c 

7906030011 

50-471 

0 

upsrjtlpna 6 Admin l«tratlvt Division 

7906190032 

50-498 

0 

7906010J4+ 

50-471 

0 

Rulaoiaking 6 Enforcemanl Division 

7906040054 

50-443 

0 

79061 GOB07 

50-272 

0 


7906230165 

50-305 

0 

7906180816 

50-272 

0 

Anti-Trust Division 

7905110339 

50-592 

A 

7906230180 

50-261 

0 


7906070347 

50-592 

0 

7906210337 

50-237 

0 


7906020165 

50-445 

h 

7906230124 

50-454 

0 


7906070034 

50-445 

H 

7906200629 

50-456 

0 


7906180676 

PRDJ 


7906230113 

50-471 

0 


7906070034 

50-445 

H 

7906290613 

50-295 

0 


7906050118 

PROJ 


7906040203 

30-266 

H 


7906070037 

PROJ 


7906020132 

90-310 

0 


7906040032 

50-445 

li 

7906030240 

50-489 

0 


7906190147 

50-445 

N 

7906110009 

50-488 

0 

Ofllce of Manag«m«nt and Program Analysis 

7906200445 

50-320 

P 

7906030240 

50-483 

0 

7906210077 

50-320 

P 

7906110009 

50-488 

0 


7906210075 

30-320 

P 

7906040374 

50-490 

0 





7906050240 

50-488 

0 


7906210081 

50-320 

P 

7906040376 

50-500 

0 


7906210071 

80-320 

P 

7906040374 

50-490 



7906050273 

NUREO 


0 


7906020094 

NUREO 


7906110009 

50-488 

0 


7906290616 

NUREO 


7906030062 

50-592 

0 




7906120019 

30-485 

0 





7906010301 

50-592 

0 





790607036S 

50-322 

H 

Offics oA 8tat» Programs 

7906060237 

30-320 

H 

7906070177 

30-400 

0 

7906220274 

50-320 

0 

7906020113 

50-480 

0 


7906210200 

30-320 

U 

7906100693 

30-358 

0 


7906200440 

30-320 

P 

7906200 SO? 

50-466 

Q 


7906200453 

50-320 

P 

7906080030 

50-350 

Q 


7906210100 

50-320 

P 

7906040114 

50- 466 

0 


7906070049 

50-320 

P 

7906070326 

50-466 

0 


7906290770 

50-320 

}| 

7906180743 

50-338 

0 

Assistant Olractor for Emsrgancy 

7906230133 

NUREO 


7906230178 

50-437 

0 

Praparsdnoss 

7906220214 

50-320 

P 

79062302 S9 

50-437 

0 





79062502 29 

50-330 

0 


7906230132 

NUREO 


7906230173 

30-466 

0 

Assistant Director for Program 

7906210267 

50-320 

P 

7906260130 

50-568 

0 

Dsv« lopmsnt 




7906190568 

50-358 

0 

Assistant Director for 8tati Agroofflonts 
Programs 

7906290321 

50-320 

P 

7906210248 

30-330 

0 

7906290363 

50-320 

P 

7906230021 

50-329 

0 





7906260298 

70-2623 

c 





7906190360 

50-307 

0 




i 

79061 9036 S 

30-307 

o 

Office of Inspection & Enforcement 

7902210141 

I&E 


7906190572 

50-387 

0 

7902150358 

r6E 


7906190576 

50-387 

0 


7906210127 

50-320 

P 

7906190560 

30-387 

0 


7906130415 

50-320 

P 

7906190365 

30-387 

o 


7906260069 

50-320 

P 

7906 190572 

30-307 

o 


7906130362 

50-320 

P 

76 

50-307 

0 


7906130427 

50-320 

P 

26 

50-322 

0 


7906290036 

FOIA 


25 

30-322 

0 


7906290504 

FOIA 


?e 

70-2623 

c 


790627001 4 

50-320 

P 

‘t 

70-2623 

c 


7906290078 

FOIA 



70-2623 

c 


7906290348 

FOIA 


' 

70-2623 

G 


7906130342 

50-320 

P 

' 

50-322 

0 


7906220317 

50-320 

P 


50-514 

0 






70-2623 

c 


790626031? 

50-346 

P 





7906060225 

30-320 

H 

1 

70-2623 

c 


7906060133 

16E 



50-322 

0 


7906070006 

50-320 

P 

1 

70-2623 

c 


7906290582 

FOIA 


i 

70-2623 

G 





' 

70-2623 

c 


7906290003 

50-320 

P 


70-2623 

50-322 

70-2623 

70-2623 

c 

0 

c 

c 


7906040110 

7906070212 

7906290447 

7906210223 

70-895 

50-402 

FOIA 

50-320 

C 

A 

P 


70-2623 

c 


7906040171 

30-482 

a 


70-2623 

50-516 

50-956 

50-329 

c 

a 


7906180180 

7905040360 

50-482 

50-133 

A 

8 



7906060241 

50-320 

p 


V 

0 


7906200494 

50-320 

p 


50-329 

Q 


7906210203 

50-320 

p 


50-329 

50-329 

50-329 

0 

0 

0 


7906290035 

50-320 

p 



7906290106 

7906210228 

50-320 

50-320 

p 

p 


50-329 

0 


7906060138 

t6C 



50-389 

0 


7906210224 

50-320 

p 


70-2623 

c 


7906210280 

50-320 

p 



U.S. NUCLEAR REGULATORY COMMJSSION 
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AUTHOR 

AFFILIATION 


Clultion of Fuel Fecllttv It Metirleli 

Cefitv 

Clvltlon of Riector Operatlonfl 
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li Phi l«delphl«i Office of the 
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OUajECT 

NUMBER 

CATEGORY 

AFFILIATION NUMBER 

CATEGORY 

7906060161 

790S11004B 

7906210221 

IbE 

I6E 

30-320 

P 

7906140306 

7906140316 

7906010040 

40-8194 C 
40-8194 C 
30-311 0 

7906060178 

30-320 

8 

7906140506 

40-8194 C 

7906270063 

7906220130 

7906260360 

7906270063 

30-320 

30-320 

30-320 

30-320 

P 

P 

8 

P 

7906140316 

7906010073 

7906010077 

7906010077 

40-8194 C 
70-2684 C 
70-2684 C 
70-2604 C 

7906060172 

I6E 


7906010073 

70-2604 C 

7906260367 

7906060181 

7906060163 

7906060197 

30-320 

30-320 

I6E 

30-320 

Q 

8 

8 

7906010077 

7906010073 

7906010077 

7906290Q23 

70-2684 C 
70-2604 C 
70-2684 C 
30-219 0 

7906060203 

30-320 

P 

7906290833 

50-219 0 

7906270134 

7906060164 

30-320 

I6E 

P 

7906010078 

70-2604 C 

7906030061 

7906060168 

30-320 

I6E 

8 

7906010077 

7906040050 

70-2604 C 
30-443 0 

7906230148 

7906220133 

30-313 

30-320 


7906260009 

70-2000 C 

0 

8 

7906290697 

30-220 G 

7906070187 

7906130446 

7906290214 

30-267 

30-320 

IS<E 

P 

P 

7906210293 

7906260009 

7906030183 

70-364 C 
70-2000 C 
30-336 0 

7906270031 

30-320 

8 

7906130469 

7906200413 

30-320 H 
30-320 P 

7906270027 

30-320 

8 

7906220107 

30-320 

U 

7906130469 

30-320 H 

7906290220 

7906290232 

I6E 

I&E 


7906130032 

7906130033 

70-133 C 
70-133 C 

7906290237 

I&E 


790626006 1 
7906130048 

80-20 0 
70-133 C 

7906130409 

30-320 

P 

7906130490 

30-320 


7906180413 

30-311 0 

U 

7906200409 

30-320 P 

7902130334 

16E 


7906180394 

30-322 0 

7906270260 

30-336 


7906180403 

50-332 G 

P 

7906180413 

30-311 0 

7906130483 

30-320 

P 

7906180399 

30-363 G 

7906290440 

30-320 

F 

7906100407 

30-387 0 

7906270072 

30-320 

P 

7906100400 

30-410 G 

7906140193 

7906010132 

30-309 

Q 

7906160383 

7906180397 

50-412 G 
30-423 Q 

70-1200 

C 

7906010136 



7906180416 

30-443 Q 

70-1200 

C 

7906100417 

30-483 Q 

7906010132 

70-1200 

c 

7906100394 

30-322 0 

7906010136 

70-1200 

c 

7906260175 

30-271 a 

7906030206 

30-332 

Q 

7906070379 

50-320 H 

7906030212 

30-352 

Q 

7906030206 



7906130089 

30-320 H 

30-332 

0 

7906200426 

30-320 F 

7906030212 

30-332 

0 

79062 1 0232 

30-320 P 

7906040188 

30-322 

a 

7906290399 

50-320 P 

7906070213 

30-387 

Q 

7906290942 

30-333 0 

7906070197 

30-387 

Q 

7906070206 

30-387 


7906260163 

50-334 G 

0 

7906070379 

30-320 H 

7906070197 

30-307 

Q 

7906130089 

30-320 H 

7906070206 

30-307 

G 

« 7906070379 

50-320 H 

7906140139 

30-29 

G 

7906130089 

30-320 H 

7906140164 

80-29 

Q 


7906130303 

70-310 

C 



7906040089 

30-272 

0 



7906130303 

70-310 

c 



7906070244 

30-334 

G 



7906070239 

30-334 

0 



7906260011 

70-2000 

c 



7906260014 

70-2000 

c 



7906010039 

30-334 

0 



790626001 1 

70-2000 

c 



7906260014 

70-2000 

c 



7906010047 

50-249 

0 



7906140140 

70-364 

c 



7906010043 

30-249 

a 



7906010036 

30-334 

Q 



7906190226 

70-2880 

C 



7906140113 

30-293 

Q 



7906190226 

70-2800 

G 



7906030203 

70-364 

C 



7906140124 

70-371 

c 



7906010123 

70-1200 

c 



7906120248 

30-309 

0 



7906120231 

50-309 

G 



7906010123 

70-1200 

c 



7906140218 

70-133 

c 



7906140207 

30-387 

0 



7906210035 

70-820 

c 



7906140316 

40-8194 

c 



7906140306 

40-0194 

0 



7906140316 

40-8194 

c 





3«6 
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ACCESSION 
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AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOftV 

790611001(9 

50-322 

C 



7906260046 

50-34 a 

7906020142 

50-219 

P 





7906220124 

50-320 

P 



7906260060 

50-57 a 

7906260S60 

50-320 

P 



7906260078 

50-77 Q 

7906050006 

50-219 

0 



7906260075 

50-97 Q 






7906260063 

50-134 a 

7906130162 

50-219 

Q 



7906260075 

50-97 a 

7906130169 

50-220 

Q 





7906130164 

50-243 

Q 



7906260062 

50-166 a 

7906130177 

50-271 

a 





7906130170 

50-277 

Q 



7906260030 

50-170 a 






7906260026 

50-184 a 

7906130161 

50-273 

Q 



7906260023 

50-193 Q 






7906260000 

50-199 a 

7906210219 

50-320 

P 





7906130163 

50-322 

Q 



7906260040 

50-201 a 

7906130160 

50-333 

a 



790626006Q 

50-208 a 

7906130172 

50-352 

Q 



7906110119 

30-213 a 






7906260099 

30-213 Q 

7906130174 

50-354 

Q 



7906110122 

50-219 a 

7906130173 

80-337 

Q 





7906130167 

50-410 

a 



7906260112 

50-219 0 

7906140595 

50-219 

p 



7906110142 

50-320 a 

7906210143 

50-320 

p 



7906260120 

50-220 Q 






7906260070 

50-323 Q 

79<>622006S 

50-320 

H 



7906260063 

50-293 Q 

790 6290391 

50-320 

p 





7906220311 

50-320 

p 



7906110149 

50-244 Q 

7906210017 

50-320 

p 



7906260160 

50-244 Q 

7906210243 

50-320 

p 



7906110130 

50-243 Q 






7906260124 

50-243 Q 

7906210144 

50-320 

p 



7906110118 

50-3 Q 

7906210202 

50-320 

p 





7906120182 

50-3 

Q 



7906260090 

50-3 a 

7906120206 

50-29 

a 



7906110150 

50-271 a 

7906120134 

50-213 

0 



7906260163 

30-271 a 






7906110148 

50-272 Q 

7906120162 

50-219 

o 



7906260149 

50-272 Q 

7906120177 

50-220 

0 





7906120201 

50-244 

0 



7906110146 

50-277 a 

7906120176 

50-245 

Q 



7906260139 

30-277 G 

7906120132 

30-3 

Q 



7906110146 

50-277 G 






7906260139 

30-277 a 

7906120205 

50-271 

Q 



7906110144 

50-206 a 

7906120197 

50-272 

Q 





7906120160 

50-277 

G 



7906260132 

50-286 G 

7906120167 

50-286 

0 



7906110135 

50-289 G 

7906120169 

50-320 

Q 



7906260119 

50-320 a 






7906110115 

50-293 a 

7906220169 

30-320 

P 



7906260091 

30-293 a 

7906120149 

50-893 

Q 





7906120171 

50-309 

Q 



7906110137 

50-309 a 

7906120194 

30-311 

Q 



7906260181 

50-309 a 

7906120130 

50-317 

Q 



7906260151 

50-311 G 






7906110116 

50-317 a 

7906120169 

50-320 

Q 



7906260093 

50-317 a 

7906210145 

50-320 

P 





7906210212 

50-320 

P 



7906110116 

50-317 a 

7906210215 

50-320 

P 





7906220189 

50-320 

P 



7906260093 

50-317 a 






7906200307 

50-320 a 

7906120166 

50-322 

0 



7906220151 

50-320 H 

790612010^* 

50-333 

a 



7906220332 

50-320 P 

7906120130 

50-334 

Q 



7906260119 

50-320 Q 

7906120176 

50-245 

Q 



7906290410 

30-320 P 

7906120189 

50-382 

Q 



7906260115 

50-322 a 






7906110143 

50-333 0 

7906120194 

50-31 1 

a 



7906260136 

50-333 G 

7906120163 

50-363 

a 





7906120192 

50-367 

Q 



7906110120 

50-334 0 

7906120182 

50-410 

a 



7906260101 

50-334 Q 

7906120136 

50-418 

a 



7906110130 

50-245 0 






7906260184 

50-245 0 

7906120176 

50-245 

a 



7906260151 

50-311 Q 

7906120196 

50-443 

Q 





7906120202 

30-463 

0 



7906260112 

30-219 0 

7906120166 

50-382 

a 



7906260145 

50-307 0 

7906140497 

40-8194 

c 



7906260131 

30-410 G 






7906260104 

50-412 0 

7906250403 

50-219 

p 



7906860184 

50-243 G 

7906140497 

40-6194 

c 





7906220192 

50-320 

F 



7906260156 

50-443 a 

7906010057 

70-2684 

C 



7906260157 

50-485 a 

7906210001 

50-320 

P 



7906260115 

30-322 0 






7906260053 

70-33 C 

7906260240 

50-380 

P 



7906860034 

70-135 C 

7906260372 

50-320 

P 





7906290421 

50-320 

P 



7906260030 

70-371 C 

7906130043 

70-135 

c 



7906260035 

70-020 G 

7906210268 

70-364 

c 



7906260040 

50-201 a 






7906260040 

70-1100 C 

7906010037 

70-2684 

c 



7906860044 

70-1143 C 

7906110116 

50-3 

Q 





7906260096 

30-3 

0 



7906220057 

50-380 P 

7906260066 

50-5 

Q 



7906290186 

50-320 P 

7906260039 

50-20 

G 



7906210148 

50-320 P 






7906210152 

30-320 P 

7906260031 

50-22 

G 



7906810236 

50-380 P 

7906110153 

50-89 

Q 





7906260164 

50-89 

Q 



7906300305 

50-320 P 

7906260029 

50-47 

0 



7906210158 

50-320 P 
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NURBER 

CATEOORY 


7906260233 

30-320 

Q 


7906130192 

50-363 

0 


79062003B1 

30-320 

Q 


79061 50 193 

50-363 

a 


7906210008 

30-289 

P 


7906130190 

50-363 

Q 






7906010039 

50-354 

0 


7906210160 

30-320 

P 


7906140633 

50-311 

Q 


7906220304 

30-320 

P 


7906140688 

50-387 

Q 


7906080069 

30-3 

Q 


7906140632 

50-31 I 

0 


7906080027 

50-5 

0 


7906140621 

30-387 

Q 


7906080024 

50-20 

0 


7906140382 

50-443 

0 


7906080033 

50-22 

Q 


7906140574 

50-443 

Q 


7906080112 

50-29 

Q 


7906040401 

50-363 

Q 


7906080012 

50-47 

0 


7906260323 

30-307 

0 


7906080043 

50-54 

0 


7906260153 

50-334 

8 


7906000015 

30-77 

o 


7906260319 

50-387 

Q 


7906080021 

30-97 

o 


7906030193 

50-352 

0 


7906080037 

30-134 

0 


7906040070 

30-272 

Q 


7906080021 

30-97 

0 


7906010130 

50-443 

Q 


7906080034 

30-166 

Q 


7906040169 

30-322 

Q 


7906080011 

30-170 

0 


79062QD473 

30-320 

P 


7906080014 

30-184 

Q 


790602020 B 

50-352 

6 


7906080022 

50-199 

a 


7906130179 

50-363 

0 


7906060010 

30-208 

Q 


7906130490 

30-387 

8 


7906080071 

50-213 

a 


7906070179 

30-387 

0 


7906080084 

80-219 

a 


7906040397 

30-412 

8 


7906080096 

30-220 

0 


7906210034 

50-307 

8 


7906080031 

30-223 

a 

Region Ir Ph ll«d« Fu»k Fecllltg 

7906260342 

70-371 

C 


7906080029 

30-223 

0 

6 Meter lalft Gafoty Branch 





7906080106 

80-244 

Q 


7906260347 

70-371 

C 


7906080091 

30-245 

Q 


7906260340 

70-371 

c 






7906140608 

70-820 

c 


7906080069 

30-3 

Q 






7906080111 

30-271 

Q 


7906130210 

90-245 

d 


7906090104 

50-272 

Q 


7906130213 

50-243 

0 


7906080102 

50-277 

0 


7906130210 

50-243 

0 


7906090097 

80-286 

Q 


7906150213 

30-245 

0 






7906290171 

70-1710 

c 


7906080087 

50-320 

a 






7906080039 

50-293 

Q 


7906180633 

70-820 

c 


7906080088 

30-309 

Q 


7906140592 

70-820 

c 


7906080066 

30-317 

G 


7906140598 

70-820 

c 


7906080087 

30-320 

0 


7906180630 

70-820 

c 


7906200499 

30-320 

P 


79061 B06S3 

70-820 

c 


7906200305 

7906210239 

30-320 

30-320 

Q 

P 


7906290171 

70-1710 

c 


7906080090 

7906080079 

30-333 

30-334 

G 

0 


7906130209 

7906180648 

7906190224 

30-249 

70-820 

70-2880 

0 

c 

c 


7906080091 

30-245 

G 


7906210289 

70-364 

c 


7906080043 

70-33 

C 


7906210289 

70-364 

c 


7906080039 

70-135 

C 


7906210295 

70-364 

c 


7906080030 

70-371 

c 


7906140639 

70-33 

c 


7906080046 

70-820 

c 


7906140643 

70-33 

c 


7906080041 

70-1100 

c 


7906290842 

50-333 

0 


7906080038 

70-1143 

c 


7906290037 

30-333 

0 


7906220097 

30-320 

p 


7906290145 

70-1710 

c 


7906290118 

30-320 

p 


7906190821 

70-2880 

c 


7906210002 

50-320 

P 


7906180141 

30-29 

0 


7906290432 

50-320 

F 


7906180171 

50-29 

0 


7906210164 

50-320 

P 


7906180141 

50-29 

0 


7906210169 

50-320 

P 


79061B0171 

50-29 

0 


7906210176 

50-320 

P 


7906180141 

50-29 

0 


7906260090 

50-320 

P 


79O616017L 

50-29 

0 


7906210101 

50-320 

P 


7906290145 

70-1710 

c 


7906220083 

50-320 

P 


79060 90 L84 

70-1717 

c 


7906200410 

50-320 

P 


7906190221 

70-2880 

c 


7906210241 

50-320 

P 


7906 1 30200 

30-245 

Q 


7906220287 

50-320 

P 


7906210024 

30-320 

p 


7906290393 

30-320 

P 


7906 1 50200 

50-245 

0 


7906290416 

30-320 

P 


7906140379 

70-820 

c 


7906220141 

50-320 

Q 


7906180621 

70-920 

c 


7906220070 

80-320 

P 


7906210005 

50-320 

p 


7906200431 

30-320 

P 


7906200477 

50-320 

p 


7906220299 

50-320 

P 


7906290410 

30-320 

p 


7906260222 

50-320 

Q 

Ragltin 1j Phlladalphia* Reactor 

7906120061 

50-213 

0 


7906270011 

50-320 

a 

Oparetlon* Moclaer Support Branch 





7906210003 

50-146 

H 

7906120066 

50-213 

Q 


7906210012 

50-320 

P 


7906140164 

50-29 

0 






7906120055 

50-213 

Q 

tf Phi liidaLph l4j 

7906220082 

50-320 

P 





7906030212 

50-352 

0 


7906140131 

50-29 

0 

C4Ai1rvctton & Etigin««Tlng 

BuppQrt Branch 




7906070244 

50-334 

0 


7906050201 

50-352 

Q 


7906070236 

50-334 

0 


7906040188 

50-322 

C 


7906010047 

50-243 

0 


7906040182 

50-322 

0 






7906040186 

50-322 

0 


7906140113 

50-293 

0 


7906070213 

50-387 

G 






7906040081 

50-272 

a 


790614009Q 

50-293 

0 


7906040083 

50-272 

0 


7906120251 

90-309 

0 





7906120244 

50-309 

0 


7906040089 

50-872 

G 


7906 140207 

50-387 

0 
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790A140201 

50-387 

a 


7906210031 

50-390 

7906130491 

50-320 

p 




79O6S90S23 

50-219 

o 


7906180321 

30-338 

790629Q704 

50-220 

0 


7906100353 

30-330 

7906050183 

50-336 

0 


7906180321 

50-338 





7906180353 

50-338 

7906050173 

50-336 

Q 


7906020187 

30-124 

7906130470 

50-320 

0 




7906290692 

50-220 

0 


7906020191 

50-124 

7906S6O06i 

50-20 

0 


7906180396 

50-302 

790625047S 

50-311 

0 


7906180408 

50-302 





7906180018 

50-324 

7906260057 

50-20 

0 


7906180731 

50-327 

7906260546 

50-245 

0 




7906260551 

50-245 

0 


7906180203 

50-335 

7906250476 

50-311 

Q 


7906050091 

50-366 

7906260546 

50-245 

0 


7906050100 

30-366 





7906160041 

30-369 

7906260531 

50-245 

Q 


7906160044 

50-369 

7906200339 

50-320 

Q 




7906260499 

50-311 

0 


7906160041 

50-369 

7906200339 

50-320 

a 


7906160044 

50-369 

7906260504 

50-244 

G 


7906080169 

50-538 





7906040366 

30-369 

7906260509 

50-244 

Q 


7906200146 

50-280 

7906260171 

50-271 

Q 




7906200334 

50-320 

Q 


7906200152 

50-290 

7906260491 

50-311 

G 


7906200146 

50-200 

7906200334 

50-320 

G 


7906200132 

30-280 





7906070114 

30-339 

7906210217 

50-320 

P 


7906070104 

30-416 

7906140143 

50-29 

G 




7906120039 

50-213 

Q 


7906180600 

30-280 

7906070231 

50-334 

0 


7906250142 

30-281 

7906290813 

50-219 

G 


7906250146 

50-291 





7906190223 

30-348 

7906120232 

50-309 

G 


7906130463 

30-390 

7906290679 

50-220 

Q 




7906140193 

50-309 

G 


7906050117 

30-366 

7906140105 

50-309 

G 


7906180098 

50-424 





7906040180 

70-143 

7906040089 

50-272 

0 


7906040184 

70-143 





7906190347 

70-924 

7906140140 

70-364 

C 




7906050199 

70-364 

C 


7906190334 

70-024 

7906050205 

70-364 

c 


7906190213 

SO-200 

7906140124 

70-371 

c 


7906010328 

30-510 





7906070090 

30-1 U 

7906010041 

50-31 1 

0 


7906070093 

50-111 

7906140216 

70-135 

c 




7906140119 

70-371 

€ 


7906070090 

50-111 

7906150222 

50-317 

Q 


7906070093 

50-111 

7906150219 

50-317 

Q 


7906010034 

50-327 





7906010328 

30-5 1 8 

7906140134 

70-364 

C 


7906010083 

50-566 

7906140212 

70-135 

c 




7906210052 

70-920 

c 


7906140093 

30-321 

790626056B 

70-33 

c 


7906230010 

50-335 

7906140180 

50-309 

Q 


7906140093 

50-321 





7906030075 

50-390 

7906260565 

70-33 

C 


7906030140 

50-416 

7906150215 

50-317 

Q 




7906080101 

50-155 

G 


7906230008 

50-335 

7906290403 

50-320 

P 


7906200196 

30-390 

7906860556 

70-33 

C 


7906200204 

50-390 





7906200196 

50-390 

7906260470 

50-320 

P 


7906200204 

50-390 

7906260264 

50-269 

G 


7906070302 

30-491 

7906260259 

50-269 

G 


7906010314 

30-330 

7906210396 

50-111 

G 


7906140144 

50-370 

7906200544 

SO-321 

G 


7906140147 

50-370 





7906070302 

50-491 

7906200552 

50-321 

G 




7906200544 

50-321 

G 


7906190208 

50-280 

7906200552 

50-321 

G 


7906200341 

50-324 

7906210396 

50-111 

G 


7906220093 

50-390 

7906040387 

30-327 

G 


7906070284 

50-491 





7906070323 

70-1201 

7906180232 

30-333 

G 




7906010141 

30-333 

G 


7906290208 

50-207 

7906010143 

30-353 

G 


7906290302 

50-302 

7906010141 

50-353 

G 


7906250097 

50-320 

7906010143 

30-553 

G 


7906290174 

30-287 





7906290169 

50-302 

7906040382 

50-327 

0 




7906070372 

50-250 

0 


7906290048 

50-207 

7906010202 

50-416 

a 




7906010205 

50-416 

Q 


7906200617 

50-281 





7906290045 

50-269 

7906010202 

50-416 

0 


7906290035 

50-302 





7906070058 

30-324 

7906010205 

50-416 

0 




7906070360 


a 


7906290519 

30-287 

7906800540 

30-321 

0 


7906070181 

50-281 

7906210057 

30-390 

Q 


7906210409 

50-281 





7906290519 

50-269 

7906210084 

60-390 

a 


7906050114 

50-302 

79068CX>160 

50-200 

G 




7906020186 

80-369 

G 


790^50121 

50-302 

7906080129 

50-369 

G 


7906260517 

50-302 
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AUTHOR 
AFf lUrATIOM 


ACCESS lOM 
KUHflER 


790AS90910 

7906070162 

790621006S 

7906190909 

7906190994 

79062900S7 

7906290099 

7906200364 

7906210078 

7906290962 

7906200490 

7906290962 

7906290997 

7906210304 

7906200399 

7906220249 

7906220290 

7906220249 

7906220290 

7906210291 

7906220234 

7906220238 

7906220234 

7906220230 

7906290139 

7906290130 

7906180758 

7906180764 


79061B0798 

7906100764 

7906020139 

7906020140 

7906020144 

7906020139 

7906020140 

7906020144 

7906290429 

7906290436 

7906070021 

79062904BO 

7906070379 

7906290400 

7906290473 

7906200318 

7906210422 

7906200318 

7906210422 

7906140197 

790^290809 

7906290998 

7906290619 

7906290998 

7906290619 

7906010390 

7906200421 

7906200311 

7906290496 

7906260499 

7906260612 

7906260499 

7906260612 

7906290496 

7906290490 

7906290467 

7906200434 

7906260094 

7906260197 

7906260603 


7906070390 

7906010304 

^906200279 

7906190120 

7906130147 

7906130191 

7906130141 

7906130194 

7906130141 

7906130144 

7906130147 

7906130146 

7906200619 

7906290440 

7906290443 


BU&JEGT 

CATEOORV 


90-312 Q 
50-327 Q 
90-389 Q 

70-127 C 
70-27 C 
90-287 0 

90-302 a 
90-389 Q 

90-416 0 

90-287 0 

90-290 0 

90-269 Q 
90-302 Q 

90-327 Q 
90-340 Q 
90-348 Q 
90-340 Q 
90-340 Q 

90-340 Q 
90-390 a 
90-430 Q 
90-430 Q 
90-430 0 

90-430 0 

90-287 0 

90-302 a 
90-413 Q 
90-413 a 


90-413 0 

90-413 0 
90-993 0 
90-993 Q 
90-993 Q 

90-993 Q 
90-993 Q 
90-993 Q 
90-207 0 
90-302 Q 

90-321 0 
90-267 0 
90-290 Q 
90-269 0 
90-302 Q 

90-330 0 
90-338 Q 
90-338 0 
90-338 0 
90-348 0 

90-437 0 
50-287 0 
90-302 Q 
90-269 Q 
90-302 Q 

90-369 0 
90-320 P 
90-338 Q 
90-207 Q 
90-290 0 

90-290 Q 
90-290 0 
90-290 Q 
90-269 a 
90-302 0 

90-313 0 
90-320 P 
70-1201 C 
90-201 Q 
90-281 0 


90-327 0 

90-330 0 

00-269 0 

90-491 0 

90-910 0 

90-299 a 
90-321 0 

90-324 Q 
90-321 Q 
90-416 Q 

90-510 0 

50-593 0 

90-400 A 
90-261 0 

90-269 0 


AUTHOR 

AFFILIATION 


RvgCnn 2i Re«c44r Con«tructl 

on 4( En^lntirln? Support Branch 


ACCESSION 

WMBEft 


7906290446 

7906290452 

7906290490 

7906290436 

7906290424 

7906250422 

7906290436 

7906250414 

7906020174 

7906290421 

7906290416 

7906230413 

7906290492 

7906250440 

7906290443 

7906290413 
7906290443 
7906290414 
79062904 SO 
7906290495 

7906290440 

7906290433 

7906290492 

7906290437 

7906290499 


7906290443 

7906290493 

7906290490 

7906250460 

7906290424 

7906200619 

7906290440 

7906200619 

7906230440 

7906200619 

7906290440 

7906200619 

7906290440 

7906290425 

7906290446 

7906260963 

7906290499 

7906290386 

7906290446 

7906290417 

7906290435 

7906250430 

7906250436 

7906290432 

7906290429 

7906290420 
7906250427 
7906110063 
7906110066 
79061 10099 

7906110060 

7906260242 

7906110060 

7906260242 

7906110068 

7906110060 

7906260242 

7906110066 

7906110061 

7906110069 

7906110059 

7906110063 

7906110068 

7706110090 

7906110069 

7906210004 

7906270060 

7906190173 

7906290406 

7906250111 

7906290928 

79061190935 

7906040387 

7906210108 

7906210110 

7906040377 

7906210109 

7906010138 


eUBJECT 

CATEOORY 


90-413 Q 
90-290 0 
50-321 0 
90-13 0 
50-62 0 

90-83 Q 
90-13 0 
90-111 0 
90- 1 24 0 
90-124 Q 

90-129 0 
90-160 a 
90-250 0 
90-261 Q 
90-269 G 

90-160 0 
90-269 Q 
50-111 0 
90-302 0 
90-321 0 

50-261 0 
90-332 0 
90-230 0 
90-340 0 
90-321 Q 


90-269 Q 

90-290 a 
90-395 a 
90-399 a 
90-62 Q 

90-400 A 
90-261 0 
90-400 A 
50-261 0 
50-400 A 

90-261 a 
50-400 A 
90-261 0 
90-406 a 
50-413 a 

50-416 a 
50-321 a 
90-437 a 
90-413 a 
90-936 Q 

70-27 C 
70-143 C 
90-13 0 
70-1113 C 
70-1201 C 

70-1319 C 
70-1432 C 
50-2 SO Q 
90-299 0 
90-261 0 

90-269 Q 
90-269 0 
50-269 0 
50-269 Q 
50-280 Q 

50-269 a 
50-269 0 
50-259 0 
90-302 0 

90-321 a 

90-261 a 

50-290 0 
50-280 a 
50-340 a 
50-321 a 

90-390 a 
90-020 P 
90-918 A 
30-320 P 
90-261 0 

90-302 8 
90-382 0 
90-3S7 0 

50-390 0 
90-390 a 

50-327 a 
90-390 a 
90-993 a 
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SUBxlECr 

AUTHOR 

ACCESSION 

fiUiBJECT 

AFFILIATION 

NUHBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 


79060201 28 

50-369 

a 



7906220074 

50-395 

0 

7906020124 

50-369 

a 



79062200B1 

50-395 

Q 






790629Q2S5 

50-438 

0 

7906010195 

50-416 

a 






7906160037 

50-369 

3 



7906190160 

50-393 

0 

7906160044 

50-369 

Q 



7906290352 

50-430 

Q 

7906160037 

50-369 

a 



7906260527 

50-339 

Q 

7906160044 

50-369 

a 



7906260603 

50-281 

Q 






7906040370 

50-327 

Q 

7906140645 

50-438 

a 






7906180714 

50-259 

Q 



7906260924 

50-339 

Q 

79061 5003? 

90-438 

a 



7906260527 

30-339 

Q 

7906180710 

50-259 

Q 



7906160024 

30-369 

Q 

7906040366 

50-369 

Q 



7906260924 

50-339 

Q 






7906260527 

50-339 

Q 

79061 S0034 

50-438 

Q 






7906040362 

30-369 

Q 



7906260524 

80-339 

Q 

79062SOH6 

50-291 

a 



7906260927 

50-339 

Q 

7906250137 

50-201 

a 



7906260599 

50-281 

G 

7906050117 

50-366 

3 



7906200420 

50-320 

P 






7906260241 

50-566 

G 

7906140649 

50-416 

3 






7906140654 

SO-416 

3 



7906260247 

50-566 

Q 

7906140649 

50-416 

3 






7906140654 

50-416 

Q 



7906260241 

50-566 

Q 






7906260247 

30-566 

G 

7906180098 

90-424 

a 



7906190162 

50-393 

Q 






7906220071 

50-393 

G 

7906140641 

90-438 

3 






7906010322 

90-510 

3 



7906220101 

50-393 

G 

7906010029 

50-327 

3 



7906190116 

50-491 

Q 

7906010034 

50-327 

3 



7906190120 

50-491 

Q 






7906190116 

30-491 

G 

7906010029 

50-327 

3 



7906190120 

50-491 

Q 

7906010034 

50-327 

3 






7906050113 

50-366 

3 



7906190116 

50-491 

Q 

7906180090 

50-424 

3 



7906190120 

80-491 

Q 

7906010322 

50-518 

3 



7906070332 

50-250 

G 






7906010133 

50-553 

Q 

7906010018 

50-566 

3 



7906220244 

50-340 

Q 

7906010023 

50-966 

0 






7906010018 

50-566 

O 



7906010190 

50-416 

Q 

7906010023 

90-566 

<k 



7906200447 

50-320 

P 

7906050063 

90-390 




7706210041 

50-390 

Q 






7906140116 

30-370 

G 

7906 050075 

90-390 




7906190527 

50-391 

Q 

7906050063 

90-390 

0 






7906050075 

50-390 

o 



7906200174 

50-390 

G 

7906050133 

50-416 

a 



790622016? 

30-430 

G 

7906 050140 

50-416 

Q 



7906020120 

30-369 

G 






7906180734 

80-413 

G 

7906050133 

50-416 

0 



7906250122 

50-231 

0 

7906050140 

90-416 

3 






7906200193 

50-390 

Q 



7906020131 

30-553 

Q 

7906200204 

50-390 

3 



7906250163 

80-369 

0 

7906200193 

90-390 

3 



7906290560 

50-395 

0 






7906290475 

50-413 

0 

7906S 00204 

90-390 

3 

Rtgion 2« 

AtUntrjr Fv9\ FacIIUu 6 

7906200160 

50-200 

Q 

7906010314 

50-330 

3 

K«t4rl«lf 8af«tu Drench 




7906140147 

50-370 

3 






7906070302 

50-491 

Q 



7906070104 

50-416 

0 

7906220093 

50-390 

3 



7906070072 

50-200 

Q 






7906070076 

50-200 

0 

7906140142 

50-370 

3 



7906180673 

50-200 

G 

7906070118 

50-281 

Q 



7906180680 

50-200 

Q 

7906070121 

50-201 

3 






7906210409 

50-201 

Q 



7906070072 

50-280 

Q 

7906070136 

50-327 

Q 



7906070076 

30-200 

Q 






7906180673 

50-200 

0 

7906070162 

90-327 

Q 



7906180680 

50-200 

Q 

7905070136 

7906070162 

90-327 

90-327 

Q 

0 



7906140626 

50-348 

Q 

790621 0068 

90-309 

Q 



7906140634 

50-349 

G 

7906210402 

90-201 

Q 



7906070099 

50-416 

Q 






7906150457 

30-390 

0 

7906220248 

90-348 

Q 



7906040177 

70-143 

c 

7906200364 

50-389 

Q 



7906070318 

70-1201 

C 

7906210064 

90-309 

3 



7906070323 

70-1201 

G 

7906220084 

50-390 

Q 



7906200609 

50-201 

Q 

790621007B 

90-416 

Q 



7906200617 

50-201 

Q 






7906070050 

50-324 

Q 

7906220290 

90-340 

Q 






7906200362 

90-309 

Q 



7906260516 

50-302 

Q 

7906210286 

90-390 

3 



7906260521 

50-302 

G 

7906210291 

90-390 

3 



7906070050 

50-324 

Q 

79062 10286 

90-390 

Q 



7906210419 

30-338 

G 






7906210422 

50-339 

Q 

7906210291 

50-390 

3 






7906220242 

90-430 

3 



7906210419 

50-339 

G 

7906180792 

50-413 

3 



7906210422 

50-339 

Q 

7906180764 

90-413 

3 



7906200392 

50-320 

P 

7906180792 

90-413 

3 



7906200402 

50-320 

P 






7906210026 

30-320 

P 

7906180764 

90-413 

3 






7906010390 

80-369 

3 



7906210016 

50-320 

P 

7906010348 

90-369 

3 



7906260501 

50-290 

Q 

7906200388 

90-320 

P 



7906260094 

70-1201 

C 

7906290345 

90-330 

3 



7906260493 

50-290 

Q 






7906210013 

50-320 

P 

7906260201 

90-201 

Q 






7906290341 

90-330 

0 



7906210006 

50-320 

P 
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BUBvieCT 

CATEOQRY 


7906210009 

50-320 

P 



7906070100 

30-339 

Q 


7906210021 

30-320 

P 



7906070114 

30-339 

Q 


7906040172 

70-143 

C 



7906190210 

90-340 

0 


7906260088 

70-1201 

c 



7906190223 

50-348 

Q 







7906190534 

70-924 

c 


7906200404 

30-320 

p 







7906200430 

50-320 

p 



7906070093 

30-111 

0 


7906200390 

50-320 

p 



7906070087 

30-1 tl 

Q 


7906200393 

30-320 

p 



7906190594 

70-27 

C 


7906290309 

30-320 

p 



7906070304 

30-327 

0 







7906070390 

30-327 

Q 


7906200130 

30-280 

Q 







7906290306 

30-320 

P 



7906070001 

30-1 1 1 

□ 


7906290401 

30-320 

P 



7906150042 

70-143 

C 


7906290379 

50-320 

P 



7906130047 

70-143 

c 


7906260313 

30-302 

0 



7906210331 

30-1 1 1 

Q 







7906180103 

30-333 

Q 


7906260334 

30-230 

Q 












7906190313 

30-348 

Q 


7906290537 

SO-2BO 

a 



7906 1 90370 

70-27 

C 

Rijic-nZf Atlanbar Raactor 0(»«ratlQns 

7906260271 

30-269 

a 



7906080153 

90-330 

Q 

■cl-rar Gi^ppart BTanc^ 






7906190342 

70-824 

C 


7906200332 

50-321 

0 



7906260314 

70-27 

C 


7906030382 

30-330 

Q 












7906260312 

70-27 

G 


7906130032 

30-327 

Q 

Rag 1 an 3t 

Chicago* Offlca of Lhe 

7906230128 

30-346 

0 


7906180333 

50-338 

Q 

liir sctor 






7906020183 

30-124 

G 



7906230026 

50-234 

0 


7906020191 

30-124 

Q 



7905310000 

70-897 

c 


7906180372 

30-302 

G 



790604041 1 

50-329 

Q 


79061B040B 

30-302 

Q 



7906200484 

30-346 

0 


7906180018 

30-324 

G 



7906200486 

30-346 

Q 


7906160731 

30-327 

G 



7906020054 

30-254 

0 


79060S0194 

30-366 

G 



7906030051 

30-263 

Q 


7906180013 

30-324 

G 



7906020034 

30-254 

0 


7906130030 

50-327 

G 



7906010336 

30-440 

Q 


7906100720 

50-327 

Q 



7906020048 

30-294 

0 


7906030376 

30-330 

Q 



7906020069 

50-295 

Q 


7906180313 

30-330 

Q 



7906030040 

30-331 

G 


7906190213 

50-200 

Q 



7906050228 

30-456 

G 


7906140085 

30-321 

0 



7906040052 

30-295 

Q 


7906140093 

30-321 

Q 



7906130139 

30-341 

0 


7906230013 

30-335 

G 



7906130143 

30-341 

G 


7906140083 

30-321 

G 



790629028G 

30-346 

G 


7906140093 

30-321 

G 



7906290181 

50-346 

G 


7906190198 

30-200 

0 



7906130435 

30-320 

P 


7906200341 

30-324 

Q 



7906290044 

50-346 

G 


7906200334 

30-324 

Q 



7906130136 

30-341 

G 


7906030121 

30-302 

Q 



7906290527 

30-346 

G 


7906030107 

30-302 

G 



7906290110 

30-346 

G 


7906210073 

30-416 

Q 



7906290373 

50-346 

G 


7906200490 

30-230 

Q 



7906290141 

50-346 

0 


7906210304 

50-327 

G 



7906070018 

30-263 

0 


7906200330 

50-340 

G 



7906290441 

50-346 

G 


7906220242 

50-438 

G 



7906290404 

50-346 

G 







7906210334 

50-135 

Q 


7906200487 

30-250 

G 







7906200439 

50-320 

H 



7906260398 

50-341 

Q 


7906210299 

30-327 

a 



7906290623 

50-346 

a 


7906140130 

30-348 

Q 



7906210317 

30-301 

G 







7906130133 

50-331 

G 


7906260614 

30-250 

Q 












7906290-623 

50-346 

Q 


7906230370 

30-324 

G 



7906130127 

50-329 

G 


7906260611 

30-250 

G 



7906250136 

50-434 

G 


7906230361 

30-324 

G 



7906230141 

30-494 

Q 


7906250363 

50-324 

Q 



7906250136 

30-434 

Q 


7906250367 

30-324 

Q 



7906250141 

50-454 

Q 


7906230361 

30-324 

G 



7906260326 

30-282 

Q 


7906230363 

30-324 

G 



7906260330 

50-282 

G 


7906230367 

50-324 

G 



7906260326 

30-282 

G 


7906230375 

50-335 

G 


• 

7906260330 

30-202 

G 


7906250372 

50-333 

G 



7906130123 

30-327 

Q 


7906050074 

30-366 

Q 



7906130130 

50-33 1 

Q 


7906200279 

30-269 

G 



7906260394 

80-341 

0 


7906200270 

30-269 

G 



7906230117 

30-346 

Q 


7906180303 

30-338 

G 



7906290462 

30-346 

G 


7906210226 

30-320 

P 



7906260319 

30-409 

G 


7906230002 

50-333 

G 



7906230132 

30-454 

G 


7906210399 

30-239 

G 



7906230 138 

50-409 

G 


79060300^*5 

80-302 

G 



7906250172 

30-237 

a 


7906290303 

50-320 

P 



7906260353 

30-202 

G 


7906180339 

30-302 

G 



7906230103 

30-233 

Q 


7906290381 

30-320 

P 



7906230125 

30-263 

a 


7906080146 

30-324 

Q 



7906230133 

90-10 

G 


7906200322 

SO-321 

G 



7906250193 

30-329 

G 


7906190191 

30-200 

G 



7906230115 

50-346 

G 


7906260602 

30-250 

Q 


a 

7906260977 

50-346 

Q 

Rif Jon S 4 Atlanlrar Saf«gi/ard« Branch 

7906180232 

50-335 

G 



7906260979 

50-346 

G 


7906000137 

30-530 

G 



7906230123 

50-461 

G 


7906080169 

50-338 

G 



79060200U 

30-254 

G 


7906210309 

30-111 

G 



7906260624 

30-202 

Q 
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79O&2&0971 

50-346 

Q 

7906190078 

50-10 

O 

7^06860903 

50-373 

Q 




7906260509 

50-409 

Q 

7906110110 

30-266 

0 

7906010070 

50-294 

0 

7906190106 

50-266 

0 

7906010079 

50-294 

0 

7906110101 

50-10 

0 




7906190078 

50-10 

0 

7906360606 

50-346 

0 







7906110112 

50-303 

0 

7906360639 

50-346 

Q 

7906190108 

50-305 

0 

7906260199 

50-350 

0 

7906110106 

50-263 

0 

7906130130 

50-263 

Q 

7906190099 

50-263 

0 

7906120232 

ORO 


7906110094 

50-315 

0 

7906260633 

50-237 

0 

7906190076 

50-315 

0 

7906140200 

50-264 

Q 

7906110094 

50-313 

0 

7906210277 

50-320 

P 

7906190076 

50-313 

0 

7906050057 

50-454 

0 

7906190007 

50-329 

0 

7906050330 

50-373 

Q 

7906110104 

50-331 

Q 

7906020147 

ORO 


7906190094 

50-331 

0 

7906120003 

50-10 

0 

7906190092 

50-341 

0 

7906120090 

50-155 

O 

7906110108 

50-346 

Q 

7906120003 

50-10 

0 

7906190102 

50-346 

Q 

790613D09S 

50-135 

0 

7906190068 

50-131 

Q 

7906120121 

50-263 

<3 

7906190004 

50-358 

0 

7906120083 

50-10 

0 

7906190096 

50-367 

Q 

7906120132 

50-266 

Q 

7906190070 

50-10 

Q 

7906120121 

50-263 

0 

7906110090 

50-409 

Q 

7906120003 

50-10 

Q 

7906190090 

30-409 

0 

7906120132 

50-266 

Q 

7906190006 

50-440 

0 

7906120003 

50-10 

0 

7906190070 

50-10 

Q 

7906120134 

50-305 

0 

7906190095 

50-461 

0 

7906120121 

50-263 

0 1 

7906190104 

50-483 

0 

7906120114 

50-315 

Q 

7906190098 

50-484 

0 

7906120100 

50-329 

0 

7906190104 

50-433 

0 

7906120109 

50-331 

0 

7906190101 

50-546 

0 

7906120106 

50-341 

0 

7906190023 

70-8 

c 

7906120125 

50-346 

0 

7906190036 

70-36 

c 

7906120093 

50-350 

0 

7906190045 

70-152 

c 

7906120110 

SO-367 

0 

7906190029 

70-923 

c 

7906120083 

50-10 

Q 

7906190033 

70-1220 

c 

7906120104 

50-409 

a 

7906190027 

70-1489 

c 

7906120097 

50-440 

0 

790626001 5 

ORO 


7906120093 

50-10 

0 

7906190225 

50-546 

Q 

79061 20 111 

50-461 

0 

7906190229 

80-350 

8 

7906180127 

50-483 

0 




7906120119 

50-484 

a 

7906200323 

50-346 

F 

7906120127 

50-483 

Q 

7906200239 

50-10 

P 

7906120183 

50-346 

0 

7906200543 

40-3392 

G 

7906020130 

50-373 

A 

7906200239 

50-10 

P 

7906020145 

ORO 


7906210134 

50-155 

P 

7906100045 

50-234 

Q 

7906200239 

50-10 

P 

7906020130 

50-373 

A 

7906210134 

30-135 

P 

7906260306 

50-263 

Q 

7906200431 

30-263 

P 




7906200239 

30-10 

P 

7906110101 

50-10 

Q 




7906190070 

50-10 

Q 

7906210324 

50-266 

P 

7906190037 

40-3392 

C 

7906200451 

50-263 

P 

7906190050 

50-2 

Q 

790620023? 

50- io 

P 

7906110101 

30-10 

Q 

7906210324 

30-266 

P 




7906200239 

50-10 

P 

7906190070 

50-10 

Q 




7906190040 

50-87 

Q 

7906200243 

50-305 

P 

7906190064 

50-116 

Q 

7906220 U 9 

50-305 

0 

7906230097 

50-123 

Q 

7906800431 

30-263 

P 

7906190040 

50-150 

0 

7906200460 

50—315 

P 




7906190232 

30-329 

a 

79061 90062 
7906110096 

50-151 

50-155 

0 

a 

7906210140 

50-329 

A 

79061 90000 

50-135 

0 

7906190232 

50-329 

8 

79061 90056 

50-156 

0 

7906210140 

50-329 

A 

7906190051 

50-18^ 

0 

7906200250 

30-331 

P 



7906200443 

50-346 

P 

7906230098 

30-186 

0 




79061 10101 

50-10 

0 

7906200239 

30-10 

P 

7906190078 

50-10 

a 

7906200235 

50-409 

P 

7906110101 

30-10 

0 

7906200530 

70-36 

C 

79061 90078 

50-10 

a 

7906200533 

70-1308 

G 




7906000120 

ORO 


79061 101 01 

50-10 

a 




7906190070 

50-10 

0 

7906000196 

50-10 

8 

7906110096 

50-155 

a 

7906000131 

40-3392 

G 

7906190000 

50-135 

Q 

7906000104 

50-2 

0 

7906110106 

50-263 

a 

7906080196 

30-10 

0 




79060801 47 

50-87 

8 

7906190099 

50-263 

a 




7906190042 

50-264 

a 

7906050170 

50-116 

a 

7906110101 

50-10 

a 

7906080186 

50-123 

8 

7906190078 

50-10 

0 

7906080174 

50-150 

8 

7906110110 

50-266 

Q 

7906000151 

50-151 

8 




7906080200 

SO— 1 S3 

8 

7906190106 

50-266 

(k 

7906080191 

50-156 

8 

7906110106 

30-263 

a 




7906190099 

50-263 

Q 

7906080176 

50-182 

8 

7906190060 

50-294 

Q 

7906080188 

50-186 

8 

7906110101 

50-10 

a 

7906080196 

50-10 

8 
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790A080200 

50-155 

Q 


7906200080 

50-10 

Q 





7906200125 

50-461 

Q 

790&0Q0204 

50-263 

Q 


7906200139 

30-483 

Q 

7906200517 

50-263 

P 





7906080134 

50-264 

Q 


7906200132 

90-484 

Q 

7906000196 

50-10 

0 


7906200139 

50-403 

Q 

7906080207 

50-266 

0 


79062001 36 

50-346 

a 




R«fii«n 3 p -Chicago* Raactotr Constructl 

7906040404 

50-329 

Q 

7906080204 

50-263 

a 

on Si Eng£na«rlng Support Stanch 




7906080172 

50-294 

Q 


7906050046 

50-263 

0 

7906080196 

50-10 

0 





7906080207 

50-266 

0 


7906140658 

50-341 

0 

7906080196 

50-10 

0 


7906140570 

30-483 

0 





7906140647 

30-341 

0 

7906090209 

50-305 

Q 


7906140651 

30-341 

0 

7906220110 

50-305 

0 


79060 1 0333 

30-440 

0 

7906080204 

50-263 

Q 





7906080203 

50-315 

0 


7906140362 

50-483 

Q 

7906220176 

50-329 

0 


7906 1 40364 

50-403 

G 





7906050234 

30-373 

Q 

7906080202 

50-331 

Q 


7906030054 

30-454 

Q 

7906080205 

50-346 

Q 


7906030222 

30-456 

G 

7906080181 

50-151 

Q 





7906000201 

50-409 

Q 


7906140607 

50-34 1 

Q 

7906080126 

70-0 

C 


7906040043 

50-293 

0 





7906140601 

50-341 

0 

7906000132 

70-36 

C 


7906210329 

S0-1S» 

0 

7906080178 

70-152 

C 


7906210311 

50-30 1 

0 

7906080142 

70-925 

c 





7906080137 

70-1308 

c 


7906260592 

30-34 1 

Q 

7906080140 

70-1489 

c 


7906230165 

50-237 

Q 





7906250118 

50-461 

0 

7906130082 

50-10 

Q 


7906250150 

50-329 

a 

7906130094 

50-155 

Q 


7906260621 

50-282 

Q 

7906130082 

30-10 

Q 





7906130094 

30-165 

0 


7906260302 

30-346 

Q 

7906130109 

50-263 

0 


7906260501 

50-373 

Q 





7906260587 

90-407 

0 

7906130082 

50-10 

0 


7906010052 

50-341 

C 

7906130120 

00-266 

Q 





7906130109 

30-263 

Q 


7906260497 

50-346 

0 

7906130082 

30-10 

0 





7906130120 

50-266 

Q 


7906260192 

50-338 

0 




7906070266 

50-373 

0 

7906130082 

50-10 

Q 


7906010124 

50-483 

Q 



7906020134 

90-454 

S 

7906130121 

50-305 

0 


7906040449 

30-341 


7906130109 

50-263 

0 


0 

7906130079 

50-315 

Q 


7906230067 

50-329 

0 

7906130093 

50-329 

Q 


7906250149 

50-329 

0 



7906230067 

50-329 

8 

7906130100 

50-331 

a 


7906230149 

50-329 

Q 

7906130098 

50-341 

0 


7906230076 

7906260097 

7906230074 

7906230143 

50-341 

50-341 

50-373 

50-546 

8 

0 

8 

6 

7906130116 

7906130098 

7906130104 

30-346 

50-350 

60-367 

0 

Q 

Q 


7906130002 

50-10 

0 


7906220175 

50-546 

8 

7906130097 

7906130090 

7906130082 

50-409 

50-440 

30-10 

0 

0 

Q 


7906230143 

7906290804 

50-546 

30-546 

8 

S 

7906130103 

50-461 

Q 


7906290687 

30-341 

0 


Raglan 3# CKicago* Fusl Facllllv ii 

7906020035 

50-295 

0 

7906130118 

50-483 

a 

Natarlalt 8jfat<| Branch 





7906130111 

50-484 

0 


yr 



7906130118 

50-403 

0 





7906130113 

50-346 

0 

. 




7906260074 

50-313 

Q 

) 




7906260049 

30-331 

Q 





7906120250 

ORO 


Raglan 3r Chicagoi 




7906200075 

ORO 


Nuclaar Support Bran 




7^06200080 

50-10 

Q 





7906200103 

50-155 

Q 





7906200080 

50-10 

Q 





7906200103 

30-135 

0 





7906200131 

30-263 

Q 





7906200080 

50-10 

0 





7906200142 

60-266 

0 





7906200131 

30-263 

0 





7906200000 

30-10 

Q 





7906200142 

30-266 

Q 





7906200080 

60-10 

0 





7906200145 

30-303 

a 





7906200131 

50-263 

0 





7906200126 

30-313 

0 





7906200109 

30-329 

0 





7906200121 

50-331 

0 





7906290629 

30-331 

0 





7906200118 

30-341 

a 





7906200137 

30-346 

0 





7906200099 

30-358 

0 





7906200128 

60-367 

0 





7906200080 

30-10 

a 





7906200 M 6 

60-409 

a 





7906200101 

30-440 

a 
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7<70£>260337 

50"315 

a 


7906090096 

90-402 

0 



7*706290649 

30-282 

0 


7906030073 

90-482 

0 



7906280109 

50-346 

a 


7906210109 

90-498 

0 


Rsfflon 3i Chlcuso. Safeguard! Branch 

7906140391 

90-2 

a 


7906130137 

90-298 

0 







7906120073 

90-267 

a 



7906010079 

90-294 

0 







7906140SBS 

50-2 

Q 


7906120072 

90-289 

0 



7906140200 

50-264 

0 


7906120071 

90-298 

0 



7906140194 

50-264 

Q 


7906120063 

90-313 

a 



7906080123 

50-102 

a 


7906120070 

90-302 

a 







7906120079 

90-445 

0 



79061B0045 

90-254 

0 







7906090120 

90-266 

a 


7906120065 

90-450 

0 



79060B0123 

90-102 

0 


7906120068 

50-482 

Q- 



7906060093 

50-135 

a 


7906120067 

50-498 

0 



7906180039 

90-234 

0 


7906210074 

QA999 








7906230055 

flA999 




7906260303 

50-263 

Q 







7906260312 

90-263 

Q 


7906290013 

50-39 

0 



7906200375 

70-1300 

c 


790625001 5 

90-72 

0 



7906200S69 

90-409 

0 


7906290014 

50-112 

0 



7906260209 

50-07 

0 


7906250013 

90-59 

Q 







7906250003 

90-131 

Q 



7906260237 

90-360 

0 







7906260203 

30-67 

0 


7906250007 

50-148 

Q 



7906260231 

30-368 

Q 


7906250006 

50-180 

Q 


Region 4# Dalla«r Office of the 

7906160009 

flA999 



7906290012 

90-192 

0 


Olrec tor 





7906250009 

50-252 

Q 



7906160010 

06999 



7906250008 

50-262 

Q 



7906160008 

0A999 



7906110080 

50-267 

Q 



7906230063 

QA999 








7906230066 

0A999 



7906250025 

50-267 

0 



7906290700 

QA999 



7906250004 

90-274 

0 







7906250010 

50-204 

0 



7906290711 

QA999 



7906110086 

90-203 

0 



790621 0330 

0A999 



7906250024 

90-285 

a 



7906060097 

0A999 



7906110084 

50-290 

0 



7906290276 

QA799 



7906250023 

50-298 

0 



7906060074 

aA999 



7906110083 

90-313 

4 







7906250016 

90-313 

4 

' 


7906210316 

0A999 








7906040160 

50-313 

Q 


7906110083 

90-313 

4 



7906040162 

50-313 

0 


7906250016 

90-313 

4 



7906040160 

90-313 

0 


7906250022 

90-302 

4 



7906040162 

90-313 

0 


7906290019 

90-72 

0 







7906250027 

90-445 

4 



7906180255 

QA999 






1 


7906160006 

QA999 



7906250018 

90-430 

0 



7906210083 

0A999 



7906250021 

90-482 

0 



7906210006 

0A999 



7906250019 

50-498 

0 



7906210080 

0A999 



79062100B8 

QA999 








7906260376 

70-1257 

C 



7906290229 

0A999 








7906290236 

0A999 



7906130071 

90-032 

Q 

■ 


7906160004 

QA999 



7906130073 

90-445 

Q 



7906220218 

0A999 



7906130069 

90-498 

Q 



7906210059 

QA999 



7906130069 

90-402 

0 

' 






7906130067 

90-490 

Q 

>1 


7906210050 

QA999 






?.! 


790629069 S 

aA999 



7906210033 

50-020 

P 

1 J'l 


7906210061 

QA999 



7906200043 

50-267 

0 

f .. T' 1 


7906210069 

QA999 



7906200041 

90-298 

a 

! 


7906210097 

0A999 



7906200039 

50-013 

4 

► V.,i, 





Region 4t Dallae« Reactor Conetroction 

7906220223 

90-032 

0 



7906^10099 

QA999 


& Engineering Support Branch 






79061 8005 5 

90-313 

0 





H, , 


7906210093 

0A999 



7906220241 

90-002 

Q 

1 .. 


7906190045 

50-313 

0 


7906290044 

90-490 

a 



7906180137 

50-267 

0 


7906250091 

90-490 

0 







7906230044 

90-498 

0 



7906230030 

0A999 



7906250091 

90-498 

0 



7906230033 

aA999 








7906290067 

90-313 

0 


7906210029 

50-402 

Q 



7906290934 

90-313 

0 


7906210032 

90-482 

Q 



79062 90U3 

90-313 

0 


7906210018 

90-209 

4 







7906200474 

50-443 

Q 



79062 10029 

90-320 

p 







7906220226 

90-382 

0 


7906210022 

90-289 

Q 



7906220241 

90-302 

0 







7906230047 

90-490 

0 


7906180161 

90-382 

8 



7906230051 

90-498 

Q 


79061 BO 163 

50-445 

6 







7906180192 

90-450 

e 







7906100160 

50-402 

8 



7906230047 

80-490 

Q 











7906180196 

50-498 

8 



790623005 1 

80-490 

Q 


7906120143 

90-082 

0 



7906290503 

QA999 



7906130027 

90-482 

Q 



7906290624 

0A999 



7906140169 

90-482 

0 



790629050 1 

80-313 

Q 


7906100182 

90-302 

8 



7906290147 

30-313 

0 


7906100104 

90-445 

8 



7906210032 

80-402 

0 


7906180174 

90-498 

8 



7906290627 

90-313 

Q 


7906100177 

90-402 

0 



7906200924 

30-448 

Q 


7906120138 

90-498 

0 



7906110004 

90-382 

0 


7906100176 

90-498 

0 



7906110008 

80-443 

0 


7906120138 

90-498 

Q 



7906110001 

30-480 

a 


7906180176 

50-498 

8 



7906110008 

30-443 

0 


7906180247 

90-302 

8 



7906110003 

30-482 

a 


7906180290 

90-449 

8 



7906110002 

50-490 

Q 


7906180241 

90-498 

8 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFtHATrON 


ACCEQaiON SUBJECT 

NUMBER CATEOORV 


AUTHOR 

AFFltlATlOM 


ACCESSION SUBJECT 

NUMBER CATEOORY 


7906100243 50-462 8 
7906190243 30-490 B 
7906180326 30-302 B 
7906100331 30-443 8 
79O61BO310 50-430 0 


7906180324 

7906180320 

7906290389 

lE|iqn 1. Dallas^ Fuel Facility ^ 7906040162 

Sa'faty Branch 

ri|£ e<-n 4i Dallaa-i Reactor aperattoni 79060401S6 
b^lear Soppert Branch 


30-482 a 
30-498 8 
30-445 a 
30-313 Q 

50-313 Q 


7906150023 30-313 Q 
7906100132 30-267 Q 
7906010203 30-274 Q 
7906010291 30-274 Q 
7906210010 50-205 0 


7906260106 50-298 0 
79062601 BO 30-290 0 
7906040149 50-313 Q 


7906100140 


50-267 


7906100146 
79061 00 I 43 
7906180142 
7906270038 

7906100190 

7906100196 

79061B0202 

7906100192 

7906250041 


30-205 

30-290 

30-313 

50-320 

30-203 

50-290 

50-267 

30-313 

30-267 


7906260330 

7906230093 

7906260530 

7906230113 

7906180301 


30-313 

50-368 

30-313 

30-298 

30-267 


7906100297 

7906180293 

7906100291 

4. Dallas, Vendo-r tnepectlon 7906230060 

J-a-iCh 

7906290716 


50-285 8 
30-298 a 
30-313 8 
QA999 

QA999 


7906210344 QA999 
7906060101 QA999 
7906210333 QA999 
7906290282 QA999 
7906290260 0A999 


7906100670 QA999 
7906180663 QA999 
7906180666 06999 
7906210322 06999 
7906210312 0A999 


7906290690 0A999 
7906290707 QA999 
7906180263 06999 
7906290682 QA999 
7906180231 QA999 


7906070023 QA999 
7906070026 QA999 
7906010114 QA999 
7906010110 0A999 

7906010112 QA999 


7906050204 06999 
7906050200 QA999 
7906290236 06999 
7906070023 06999 


Region 9i San PranciicQi Office of the 
Slractor 


7906190074 

06999 

7906230040 

Q6999 

7906230049 

06999 

7906230031 

Q6999 

7906030179 

06999 

7906050102 

06999 

7906210297 

06999 

7906230035 

06999 

7906050171 

06999 

7906030174 

06999 

7906050177 

QA999 

7906190052 

06999 

7906210406 

OA999 

7906050168 

GA999 

7906210401 

OA999 

7906290391 

OA999 

7906290576 

06999 

7906290630 

GA999 

7906290621 

06999 

790612002B 

06999 

7906100238 

QA999 

7906120022 

06999 

7906290251 

0A999 

7906290219 

06999 

7906290662 

06999 

7906230036 

06999 

7906060070 

06999 

7906230032 

06999 

7906010108 

0A999 

7906060044 

0A999 

7906030139 

06999 

7906030165 

06999 

7906050106 

06999 

790607001^ 

06999 

7906190030 

OA999 

7906190039 

06999 

7906190000 

QA999 

7906220210 

0A999 

7906230025 

0A999 

7906290363 

0A999 

7906290614 

QA999 

7906290238 

06999 

7906290633 

0A999 

7906290676 

QA999 

7906290200 

0A999 

7906290223 

0A999 

7906260347 

30-318 

7906130337 

30-141 

7906130339 

50-320 

7906290263 

30-318 

7906290184 

50-312 

7906290071 

50-312 

7906290543 

50-312 

7906200141 

50-206 

7906200144 

50-206 

7906200149 

3 

7906290 120 


7906140213 


7f 



7 


0 

0 

P 

0 

0 

Q 

0 

0 

Q 


7906070031 06999 
7906050190 0A999 
7906070020 QA999 
7906180654 06999 
7906210326 06999 


7906060053 06999 
7906060059 06999 
7906060100 QA999 
7906060115 06999 
7906230073 QA999 


7906060052 06999 
7906060000 06999 
7906060104 06999 
7906220216 QA999 
7906220222 0A999 

7906230052 06999 
7906230069 06999 
7906230071 0A999 
7906190067 06999 


376 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 


AUTHOR 

AFFILIATION 


ACCEBBION 

NUMBER 

eUBJECT 

CATEOORV 

790A1S0048 

50-344 

0 




7906080240 

50-528 

G 

79061 2003 t 

50-206 

Q 




7906080226 

70-23 

C 

7906120037 

50-397 

Q 




7906000220 

70-734 

C 







7906000222 

70-754 

C 

7906120043 

50-328 

a 







79061G0JiaS 

50-397 

Q 




7906080214 

70-904 

C 

7906190020 

50-70 

0 




7906080222 

70-754 

C 

79061 G0463 

50-27 

0 




7906000218 

70-1237 

C 

7906190020 

50-70 

Ck 




7906100200 

50-397 

B 







7906180265 

30-133 

0 

7906190016 

50-09 

Q 







7906100-136 

50-94 

Q 




7906180273 

50-206 

8 

7906180431 

50-106 

a 







7906100438 

50-113 

Q 




7906190265 

50-133 

9 

7906100479 

50-133 

Q 




7906180275 

50-312 

8 







7906290376 

50-320 

P 

7906180462 

80-139 

Q 




7906180265 

50-133 

9 

7906180434 

50-142 

Q 




7906180268 

50-344 

9 

7906190016 

50-89 

Q 




7906180273 

50-206 

9 

7906180442 

SO- 107 

0 




7906180280 

50-397 

9 

7906180481 

30-206 

Q 




7906180261 

50-320 

S 







7906130054 

50-397 

G 

7906180456 

50-224 

Q 







7906180443 

50-228 

a 




7906100351 

50-397 

8 

7906180431 

30-106 

G 




7906130042 

50-133 

G 

7906180479 

30-133 

Q 




7906100330 

30-133 

9 

7906180447 

50-209 

a 




7906130047 

50-206 

G 







7906100341 

50-206 

9 

7906180494 

50-312 

Q 







7906180479 

50-133 

G 




7906130041 

50-275 

G 

7906180430 

30-326 

G 




7906100338 

50-133 

9 

7906180476 

50-344 

Q 




7906130053 

30-312 

G 

7906180432 

50-360 

a 




7906100347 

50-312 

a 







7906130041 

30-275 

G 

7906100491 

50-206 

G 







7906180436 

50-94 

G 




7906100330 

50-133 

0 

7906180467 

50-394 

G 




7906130045 

50-344 

Q 

7906180480 

50-397 

G 




7906100340 

30-344 

8 

7906180439 

50-433 

Q 




7906130051 

50-361 

Q 







7906100341 

50-206 

0 

7906180480 

50-397 

G 







7906180472 

50-328 

G 




7906130051 

50-36 1 

G 

7906180436 

50-94 

G 




7906100341 

30-206 

8 

7906190016 

50-09 

G 




7906130054 

50-397 

G 

7906190020 

50-70 

G 




7906100351 

50-397 

0 







7906130054 

50-397 

G 

7906180432 

50-360 

Q 







7906190020 

50-70 

G 




7906100351 

50-397 

0 

7906180439 

70-1257 

C 




7906130054 

50-397 

G 

7906110070 

50-133 

Q 




7906100351 

60-397 

0 

7906110073 

50-206 

G 




7906130054 

50-397 

G 







7906100351 

30-397 

0 

7906110077 

50-312 

G 







7906110073 

50-344 

G 




7906130054 

30-397 

G 

7906180231 

50-397 

8 




7906100351 

50-397 

a 

7906100219 

50-133 

8 




7906130037 

SO-S20 

G 

7906180285 

50-206 

8 




7906100335 

50-528 

9 







7906130037 

SO-SSfl 

G 

7906100219 

50-133 

0 







7906100220 

50-312 

8 




7906180335 

50-328 

8 

7906100219 

50-133 

0 







7906100221 

50-344 

8 




7906130037 

50-528 

Q 

7906100283 

80-206 

8 




7906180335 

90-528 

8 

7906180231 

50-397 

8 




7906200061 

50-397 

G 







7906200056 

50-206 

G 

7906180213 

50-320 

8 







7906080243 

50-397 

G 




7906200058 

50-312 

G 

7906080239 

50-27 

Q 




7906200054 

50-344 

Q 

7906080216 

50-70 

Q 




7906200056 

50-206 

Q 







7906200061 

50-397 

G 

7906080219 

50-89 

0 




7906200049 

50-528 

Q 

7906080224 

50-94 

0 







790608022B 

50-106 

Q 




7906100371 

50-397 

8 

7906080232 

50-113 

G 




7906100364 

50-133 

0 

7906080241 

50-133 

0 




7906100368 

50-206 

0 







7906180364 

50-133 

a 

7906000230 

50-139 

Q 




7906100370 

50-312 

0 

79060GD236 

50-142 

Q 







7906000219 

50-89 

Q 




7906100364 

50-133 

0 

7906080223 

50-107 

Q 




7906100365 

50-344 

0 

7906080243 

50-206 

G 




7906180360 

50-206 

8 







7906180371 

50-397 

0 

7906080233 

50-224 

0 




7906100361 

50-528 

9 

7906080213 

50-228 

Q 







7906080220 

50-106 

0 




7906180373 

50-133 

Q 

7906080241 

50-133 

0 




7906180374 

50-275 

G 

7906080230 

50-288 

Q 




7906180375 

50-312 

Q 







7906180374 

50-275 

Q 

7906080244 

50-312 

Q 

Revlon 3r 

Ban FrancliCQr 

Raactqr 

7906150063 

50-397 

Q 

7906080241 

50-133 

Q 

Oonitructlon 

6 En9in««rint 

Support 

Branch 



7906080234 

50-326 

Q 







7906080242 

50-344 

a 




7906130079 

50-397 

G 

7906080213 

50-360 

Q 




7906150058 

50-377 

0 







7906150063 

50-377 

G 

7906080243 

30-206 

0 




7906150079 

50-377 

G 

7906080224 

50-94 

0 




7906150058 

50-377 

Q 

7906080227 

50-394 

G 







7906000245 

50-397 

0 




7906150063 

50-377 

Q 

7906080237 

50-433 

G 




7906150079 

50-397 

G 







7906150050 

60-397 

Q 

7906000245 

50-397 

G 




7906150063 

50-397 

Q 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFItlATlON 


I KUI^rLflli Branch 


Ri^lon Qi Rahi Francltco 



accession 

NUMflCR 

SUBJECT 

CATEGORY 


7906190079 

90-397 

a 


7906140210 

90-361 

Q 


7906140219 

90-361 

Q 


7906140210 

90-361 

Q 


7906140219 

90-361 

0 


7906260929 

50-908 

0 


7906210342 

90-361 

a 


7906210347 

90-361 

Q 


7906210342 

90-361 

Q 


7906210347 

90-361 

0 


7906260520 

90-508 

Q 


7906130090 

90-397 

0 

»r Fual Faciltiij 

7906190399 

90-141 

0 


7906190337 

90-141 

Q 


7906010290 

90-312 

Q 


7906290646 

70-734 

C 


7906290696 

70-734 

c 

Raactar 

7906260947 

90-312 

0 

■b Brntich 

7906260926 

90-312 

0 


7906200462 

90-320 

p 


7906200149 

90-206 

Q 


7906140190 

90-312 

Q 


7906290449 

90-394 

0 


7906290449 

90-394 

Q 


7906260943 

50-312 

0 


7906260931 

90-312 

0 


7906290472 

90-206 

Q 


7906290493 

90-206 

Q 


7906290442 

90-73 

0 


7906290438 

90-73 

0 

a« Safaggardi 

7906140031 

70-2809 

c 


7906100197 

70-1738 

c 


7906010164 

90-326 

0 


7906160042 

90-279 

Q 


7906160049 

70-2217 

c 


7906290641 

70-794 

c 


7906290632 

70-734 

c 

QfMcar for 

7906130438 

90-320 

p 

Qffletr for 

7906210186 

90-320 

p 


7906130409 

90-320 

p 

8af«^V k 

7906290240 

XPQRTHC 


iT«nch 


QMLca- 0l IS(£* eiacutlv 

Offic* of t (i C CKtcuti 
Ofor^tiiins Ruppori 


Sif * 0 u«rd« 

7906020003 
7906090362 
7906060016 
7906090 12B 

7906290197 

Division of Po*l C^jcU k nakorUl 7906010324 

7906230009 

7909070092 

7906120009 


CQHHIB810N 
90-201 P 
XPORTtIC 
40-8681 C 


NORCO 

40-1341 

70-143 

90-320 

90-320 


AUTHOR 

AFFILIATION 


Rad lol-iotoptf Liciniini Branch <Prt 
/9090i> 


Trantpartallan Branch 


ACCESSION 

NUKsen 


7906210261 
7906290049 
7906250069 
790601 0009 
7906210120 

7906220471 
7906210290 
7906230176 
79062 9<HB9 
7906250489 

7906260638 

7906210129 

7906290733 

7906290730 

7906140123 

7906040398 

7906190408 

7906190495 

7906190488 

7906190495 

7906050379 

7906050385 

7906050390 

7906070014 

7906070017 

7906070020 

7906140019 

7906140019 

7906190479 

7906010329 

7906030411 

7906070039 

7906000063 

7906100687 

7906010097 

7906010101 

7906010093 

7906010095 

7906090027 

7906090029 

7906180795 

7906010187 

7906010149 

7906010154 

7906010149 

7906010147 

7906140659 

7906180153 

7906070253 

7906070260 

7906210412 

7906150469 

79060*' 

79061 

790" 


SUBJECT 

CATEOOIY 


50-201 

H 

50-201 

P 

50-201 

P 

70-2623 

C 

50-201 

K 

70-364 

C 

70-364 

c 

50-201 

p 

50-201 

p 

70-1113 

c 

50-201 

p 

70-687 

c 

70-687 

c 

40-4492 

c 

40-B6flt 

c 

71-47 

c 

71-47 

c 

71-47 

c 

71-47 

c 

71-9126 

c 

71-9126 

c 

71-9126 

c 

71-9128 

c 

71-9128 

c 

71-9128 

c 

71-4949 

c 

71-9117 

c 

71-47 

c 

71-5942 

c 

71-279 

c 

71-96 

c 

71-190 

c 

71-195 

c 

71-96 

c 

71-96 

G 

71-90 

c 

71-90 

c 

71-202 

c 

71-202 

c 

71-279 

c 

71-119 

c 

71-174 

c 

71-174 

c 

71-207 

c 

71-207 

c 

71-310 

c 

71-4949 

c 

71-9926 

c 

71-9926 

c 

71-325 

G 

71-6974 

c 

r 


Fuel Proc««ti, V Fhb. 0r4nch 


7906010339 PROJ 

7906010220 70-690 C 

7906220123 70-27 C 

7906290046 70-820 C 

7906040399 40-8027 C 


7906220199 

7906290497 

7906220128 

7906220134 

7906220027 


70-820 C 
70-824 C 
70-33 C 
70-33 0 
70-1100 C 


FubL R«proc«f« 


k R«c9c 1» Bthnch 


7906220030 

7906220113 

7906290143 

7906270024 

7906270026 


70-1100 C 
70-1201 C 
70-1201 C 
70-1399 0 
70-1399 C 


7906220142 

7906270004 

7906190140 

7906230179 

7906230030 


90-201 K 
70-708 C 
40-299 C 
30-201 P 
70-1308 C 


7906260629 

7906260627 

7906270033 

7906290749 

7906290777 


70-143 C 
70-33 <; 
70-143 C 
70-143 C 
40-3392 C 


7906270037 

7906270030 

7906290818 

7906230182 

7906040098 


70-36 C 
70-1191 C 
70-1201 C 
70-1193 C 
70-2623 C 


U.S. NUCLEAR REGULATORY COMMISSION 
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AUTHOR 

ACCESS I OM 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEOORy 



7906210090 

71-209 

C 

7906260519 

50-346 

P 


7906210092 

71-208 

C 





7906290334 

71-3003 

c 

7904270331 

50-320 

P 


7906290734 

71-5003 

c 

7906210270 

30-320 

P 

Aiiistant Dlr«c1;ar for Uacte Management 

7905240096 

40-8302 

c 

7906010297 

50-273 

H 

tPre 7905011 




7906070013 

30-237 

P 





7906020248 

30-250 

P 

Lour Level Waite Branch (Fra 790501) 

7906150148 

40-7453 

c 




Divlilon of 8afiguar<li 

7906230063 

70-23 

c 

7906260050 

30-320 

P 


7906100722 

NUREG 


7906050131 

30-59 

P 


7906280019 

30-320 

p 

7906050039 

30-237 

P 


7906200004 

50-320 

p 

7906040398 

SECY 






7906020220 

NUREO 


Material Control Licenilng Branch 

7906050237 

70-1131 

c 





7906010103 

70-020 

c 

7906210376 

NUREG 



7906040115 

70-1131 

c 

7906280242 

50-320 

P 


7906040386 

70-734 

c 

7906110408 

50-280 

U 


7906040066 

70-143 

c 

7906130062 

30-282 

P 





7906200173 

50-320 

P 


7906040071 

70-371 

c 





7906040073 

70-1113 

c 

7906110408 

50-200 

U 


7906040044 

70-1131 

c 

7906010216 

ORG 



7906010080 

70-371 

c 

7906020233 

50-72 

P 


7906050102 

70-364 

c 

7906290701 

30-220 

H 





7906020123 

30-200 

P 


7906200307 

70-1201 

c 





7906250003 

70-36 

c 

7906020130 

30-280 

P 


790625001 1 

70-36 

c 

7906020125 

30-200 

P 


7906250001 

70-1100 

c 

7906020130 

30-200 

P 


7906250002 

70-1100 

c 

7906290701 

50-220 

K 





7906020125 

50-200 

P 


7906210070 

70-1131 

c 





7906290708 

70-143 

c 

7906020130 

50-280 

P 


7906290741 

70-143 

c 

7906290701 

50-220 

H 


7906260570 

70-143 

c 

7906040042 

50-443 

0 


7906260572 

70-1801 

c 

7906230047 

50-280 

H 





7906120087 

ORG 



7906290796 

70-734 

c 





7906290207 

70-371 

c 

7906120090 

ORG 


Fh^eical Security Licensing Branch 

7905240706 

70-1426 

c 

7906260033 

50-352 

A 


7906040300 

70-8 

c 

7906210102 

30-230 

P 


7906220441 

70-143 

c 

7906220491 

50-273 

0 





7906270088 

30-320 

0 


7906220444 

70-734 

c 





7906010227 

70-143 

c 

7906220491 

50-273 

0 


7906040064 

70-1300 

c 

7906180393 

50-332 

H 

Aisiitant Director for Operations It 

7906200022 

30-320 

p 

7906270088 

50-320 

0 

Evaluattone 




7906210418 

50-280 

H 

High Level Waste Licensing Management 
Branch 

7906230160 

WASTE MOT 

7906230101 

50-309 

P 





7906210410 

50-280 

H 


7906150230 

WASTE MOT 

7906200466 

30-322 

0 


7906110030 

WASTE HOT 

7906270000 

50-280 

H 


7906110193 

WASTE MOT 

7906270020 

50-280 

M 

Uranium Recoverg Licensing Branch 

7906010293 

40-0432 

c 

7906270033 

30-2 BO 

H 


7906010293 

40-4492 

c 








7906270033 

30-280 

H 


7906050307 

40-8722 

c 

79(i6270060 

30-200 

H 


7906180706 

40-8432 

c 

7906270069 

50-200 

H 


7906020214 

PROJ 


7906270076 

50-200 

H 


79061 50262 

40-8432 

c 

7906270000 

30-200 

H 


7906 1 30509 

40-3433 

c 








7906270007 

30-200 

H 


7906 1 00404 

40-0601 

c 

7906270093 

30-200 

H 


7906040432 

40-6639 

G 

7906270109 

30-200 

H 


7906260634 

40-0584 

G 

7906270119 

30-200 

H 


7906290799 

40-4492 

c 

7906270124 

50-200 

H 


7906180674 

40-0601 

0 








7906270132 

30-280 

N 


7906100677 

40-0601 

B 

7906270143 

50-200 

H 





7906270131 

30-280 

H 





7906270263 

50-280 

H 





7906270263 

50-280 

H 

Office of Nuclear Reactor Regulation 

7906250304 

30-599 

A 

7906270267 

50-280 

H 


7906010179 

FQIA 


7906270008 

50-280 

H 


7906010123 

FOIA 


7906270020 

50-280 

H 


7906070180 

FQIA 


7906270035 

30-280 

H 


7904100012 

50-320 

F 

7906270033 

50-280 

H 


7906230211 

50-374 

A 

7906270060 

30-280 

H 


7903210496 

NUREO 


7906270069 

30-280 

H 


7903300286 

30-230 

if 

7906270076 

30-280 

H 


7906230154 

30-245 

p 

7906270080 

30-200 

H 


7906060118 

30-334 

p 

7906270007 

30-280 

H 


7906060120 

FOIA 


7906270095 

30-280 

H 


7903300502 

NUREO 


7906270109 

30-280 

H 


7906060136 

FOIA 


7906270119 

50-280 

H 


7906060242 

30-320 

p 

7906270124 

30-280 

H 


7906130356 

/ 

FOIA 


7906270132 

30-280 

H 


7906060144 

50-320 

u 

7906270143 

30-280 

H 


7906120136 

RES 


7906270131 

30-280 

H 


7906070030 

50-320 

p 

7906270263 

30-280 

H 


7906060007 

30-10 

u 

7906270265 

30-280 

H 


7906070001 

50-320 

H 

7906270267 

30-280 

H 


7906130452 

50-320 

a 

7906270008 

30-280 

H 


7906130026 

50-200 

p 

7906270020 

30-280 

H 


7904270234 

50-320 

P. 

7906270033 

30-280 

H 


7906070034 

30-320 

p • 

7906270033 

30-280 

H 



U.S. NUCLEAR REGULATORY COMMISSrON 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

7906370060 

30-200 

H 


7906270019 

50-320 

H 





7906290016 

90-320 

H 

7906270069 

SO'"20O 

H 


79062.90 13B 

50-320 

H 

7906270076 

50-280 

H 


7906210388 

30-309 

P 

7906270080 

90-200 

H 


7906060294 

90-320 

H 

7906270097 

50-200 

H 





7906270095 

50-200 

H 


7906050176 

90-568 

D 





7906100769 

NUBEO 


7906270109 

50-200 

H 


7906200176 

90-320 

P 

7906270119 

50-200 

H 


7906050176 

90-568 

0 

7906270124 

50-200 

H 


7906090162 

90-560 

D 

7906270 13S 

50-200 

H 





7906270143 

50-200 

H 


7906090176 

90-560 

D 





7906030162 

90-568 

D 

7906270151 

50-280 

H 


7906090176 

90-568 

D 

7906270263 

50-280 

H 


7906220073 

90-320 

P 

7906270365 

50-280 

H 


7906220095 

90-320 

r 

7906270267 

50-280 

H 





790627000B 

50-200 

H 


7 90626 0278 

90-424 

0 





7906260282 

50-424 

0 

7906270030 

50-280 

H 


7906280097 

50-424 

o 

7906270033 

50-280 

H 


7906260278 

90-424 

o 

7906270033 

50-280 

H 


7906260282 

50-424 

o 

7906270060 

50-280 

H 





7906270069 

50-200 

H 


7906280097 

30-424 

0 




Antll^rufi; it Intfamnlty Omup 

7906290177 

90-320 

J 

7906270076 

50-200 

H 

7906010206 

50-294 

J 

7906270090 

50-280 

H 


7906290016 

30-443 

M 

7906270097 

50-280 

H 


7906190343 

50-112 

J 

7906270093 

50-280 

H 





7906270 109 

50-200 

H 


7906190371 

50-129 

J 





7906200499 

50-191 

J 

7906270119 

30-200 

H 

Progr^oi Support BfjiTicK 

7906250062 

KPORTLIC 


7906270124 

50-200 

H 

7906290243 

XPORTLIC 


7906270132 

50-200 

H 


7906290632 

50-974 

A 

7906270143 

50-200 

H 





7906270131 

50-200 

H 

T«chnlc.aL U Adminli tratlv# Support 
Branch 

7909040321 

50-320 

P 

7906270263 

50-280 

H 


7909040635 

50-320 

P 

7906270263 

50-280 

H 


7905070029 

50-320 

P 

7906270267 

50-200 

H 

Oivlflan of Safat^ Enyironfliantal 

79 062900 83 

NUREO 


7906270008 

50-280 

H 

Ana 1 




7906270020 

50-200 

H 

7906070334 

FOIA 


7906270035 

50-200 

H 


7906130441 

50-320 

P 

7906270053 

50-280 

H 


7906250316 

50-320 

P 

7906270060 

50-280 

H 


7906130497 

50-320 

P 

7906270069 

50-280 

H 


7906070065 

50-443 

H 

7906270076 

50-200 

H 


7906090216 

NUREO 


7906270090 

50-280 

K 


7906130392 

50-320 

P 

7906270007 

50-200 

H 


7906040068 

50-466 

Q 

7906270095 

50-280 

H 


7906220186 

FOIA 


7906270109 

50-280 

H 


7905290343 

NUREO 


7906270119 

50-280 

H 


7906290244 

50-320 

P 

7906270124 

50-280 

H 


7906290498 

NUREO 


7906270132 

50-280 

H 

Aaalitant DIrv-ctar for 81t« Anal<ji(« 

7906260204 

50-320 

F 

7906270143 

50-280 

H 

7906280138 

50-320 

U 

7906270131 

50-280 

H 


7906280145 

50-320 

P 

7906270263 

50-280 

H 

Accident AnaHiia Branch 

7906130390 

50-320 

P 

7906270265 

50-280 

H 


7906130381 

50-320 

P 

7906270267 

50-280 

H 


7906200022 

50-320 

P 

7906270000 

50-280 

H 


7906220162 

50-320 

P 

7906270020 

50-280 

H 


7906260496 

50-320 

P 

7706270035 

80-280 

H 

Effluent Treatment Branch 

7906280134 

50-320 

P 

7906270053 

50-200 

H 


7906280123 

50-320 

P 

7906270060 

90-200 

H 


7906290091 

50-320 

P 

7906270069 

90-280 

H 


7906290296 

50-320 

P 

7906270076 

90-280 

H 


7906290286 

50-320 

P 

7906270090 

30-200 

H 





7906270097 

790627OO95 

50-280 

90-200 

H 

H 


7906280216 
7906210136 
790628021 B 

50-320 

50-320 

50-320 

P 

P 

P 

7906270109 

90-280 

H 


7906280231 

50-320 

P 

7906270119 

50-280 

H 


7906280227 

50' 


7906270124 

90-280 

H 



7906270132 

90-280 

H 


7906220209 



7906270143 

90-280 

H 


7906220199 



7906270151 

50-280 

H 


7906210172 



7906270263 

90-280 

H 


7906210253 



7906270265 

90-280 

H 


7906290249 



7906270267 

90-280 

H 

Environmental Project* Branch 1 

7906030149 



7903290349 

NUREO 



7906 1 90408 



7906210433 

90-280 

H 


7906070398 



7906250133 

50-309 

P 


7906120006 



7906210433 

90-280 

H 





7906260141 

90-298 

P 





7906260324 

90-320 

P 





7906290021 

90-280 

H 





7906260077 

90-309 

0 





7906290021 

90-280 

H 





7906260492 

90-320 

H 





7906260922 

90-320 

H 





7906260928 

90-320 

H 





7906270006 

50-320 

H 





7906270009 

50-320 

H 






379 



380 


AUTHOR 

AFFILIATION 


Environmental Proj*et« Branch 3 


i^aotc lancft Branch 


H^Krologv Hataorolngg Branch 
Environmantal Spac iallktf Branch 


Dlviaion oT Operating Reactor* 


Aeiietant Director for Engineer* it 
Project* <Pt» 790625) 


Engineering Branch 


Operating Keactor* Branch 3 <Pre 
790625 ) 


U.S. NUCLbAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


ACCEBSION 

6UB,«CT 


AUTHOR 


ACCE6SI0N 

SUBJECT 


NUHBER 

CATEOOflY 


AFFILIATION 


NUMBER 

CATEGORY 

7906050158 

50-560 

D 




7906190160 

50-259 

P 

7906310383 

50-560 

A 







7906290316 

50-568 

0 




7906190134 

50-259 

P 

7906010274 

50-596 

0 




7906190139 

50-259 

P 

7906180785 

50-404 

0 




7906190145 

50-259 

P 







7906190160 

50-859 

P 

7906010085 

50-329 

A 




7906230094 

50-259 

P 

7906040373 

PROJ 








7906060005 

50-471 

0 




7906850008 

50-259 

P 

7906060003 

50-471 

D 




7906230094 

50-259 

P 

7906290053 

50-596 

A 




7906250099 

50-259 

P 







7906230103 

50-259 

P 

7906290199 

50-338 

P 




7906250088 

50-259 

P 

7906210301 

50-361 

A 







7906130376 

50-320 

P 




7906250094 

50-259 

P 

7906140565 

50-400 

A 







7906100733 

50-553 

A 




7906250099 

50-859 

P 







7906250103 

50-259 

P 

7906290657 

50-566 

A 




7906250088 

50-259 

P 

7906290636 

50-423 

A 




7906250094 

50-259 

P 

7906210269 

50-320 

P 







7906290006 

50-320 

R 




7906250099 

50-259 

P 

79062701 10 

50-320 

P 




7906250103 

50-259 

P 







7906250300 

50-293 

Q 

7903120401 

OEM TEC 

10 




7906260095 

50-293 

P 

7906220237 

50-320 

0 




7906250201 

50-324 

P 

7906130401 

50-320 

P 







7904270001 

50-320 

P 




7906250377 

50-333 

P 

7906040392 

OEM TEC 

18 




7906250380 

50-333 

P 







7906250384 

50-333 

P 

7906230135 

50-320 

U 




7906250308 

50-333 

P 

7906060191 

50-320 

P 




7906290665 

50-277 

P 

7906130394 

50-320 

P 







7906060120 

50-309 

H 




7906290670 

50-277 

P 

7906010211 

ORO 





7906290677 

50-877 

P 







7906290700 

50-277 

P 

7906290709 

50-280 

P 




7906290668 

50-277 

P 

7906220103 

50-320 

P 




7906290670 

50-277 

P 

7906890054 

50-312 

H 







7906120002 

50-320 

P 




7906290677 

50-277 

P 

7906180340 

OEN TEG 

10 




7906290700 

50-277 

P 







7906260126 

50-290 

P 







7906260133 

50-290 

P 

7906250100 

50-380 

P 




7906260140 

50-299 

P 

7906250107 

50-320 

P 







7906220226 

50-320 

P 

Operating 

Reactore Branch 4 

(Pre 

7903210263 

50-209 

P 

7906050150 

50-59 

P 

790625) 






7906020233 

50-72 

P 




7906050094 

50-313 

P 







7906050097 

50-313 

P 

7906260252 

50-271 

P 




7906050146 

50-59 

P 

7905220068 

ORO 





7906050152 

50-59 

P 

7906250037 

OEN TEC 

18 






7906260297 

50-320 

0 




7906040033 

50-285 

P 

7906260304 

50-320 

0 




7906180371 

50-308 

P 







7906160052 

90-309 

P 

7906250029 

50-220 

p 




7906180140 

50-313 

P 







7906020230 

50-72 

P 

7906250032 

30-220 

p 







7906250036 

30-220 

p 




7906020236 

50-72 

P 

7906250040 

50-220 

p 




7906160054 

50-346 

P 

7906210327 

50-271 

p 




7906160049 

50-312 

P 







7906160014 

50-346 

P 

7906210345 

50-871 

p 







7906210349 

7906210353 

50-271 

50-271 

p 

p 




7906140176 

50-313 

P 

7906040053 

50-260 

p 




7906250156 

90-302 

P 







7906250162 

50-308 

P 

7906010055 

50-271 

p 




7906230082 

90-336 

P 







7906270237 

90-336 

P 

7906020171 

50-331 

p 







7906050147 

50-324 

p 




7906270258 

90-336 

P 

7906110032 

50-333 

p 




7906270259 

90-336 

P 

7906140324 

50-298 

p 




7906270261 

90-336 

P 







7906230054 

90-134 

P 

7906140539 

50-331 

p 




7906220076 

90-313 

P 

7906050109 

50-333 

p 







7906070306 

50-324 

p 




7906250054 

90-346 

P 

7906070391 

50-324 

p 




7906290028 

90-346 

8 

7906070400 

50-324 

p 




7906200296 

90-889 

P 







7906250152 

50-809 

P 

7906070404 

50-324 

p 




7906110443 

90-313 

P 

7906070306 

50-324 

p 






7906070391 

30-324 

p 




7906290033 

90-336 

P 

7906070400 

50-334 

p 




7906290660 

90-289 

P 

7906070404 

50-324 

p 




7906270274 

90-302 

P 







7906290292 

90-313 

P 

7906250074 

50-277 

p 




7906290300 

90-313 

P 

7906250079 

50-277 

p 







7906250083 

50-277 

p 




7906290304 

90-313 

P 

7906250074 

50-277 

p 




7906290308 

90-313 

P 

7906850079 

50-277 

p 




7906250151 

90-317 

P 







7906290019 

90-249 

P 

7906250083 

50-277 

p 

Reactor Oafegwarde Licenelng 

Branch 

7906200323 

90-387 

A 

7906190139 

50-259 

p 







7906190134 

50-259 

p 

Aesietant Director for Sueteiat Englitfori 

7906100348 

OEN TEC 

IB 

7906190139 

50-259 

p 

ng 






7906190143 

50-859 

p 



79082SQ074 

PR 








7904260913 

90-320 

P 

7906190160 

50-259 

p 




7906070010 

50-237 

P 

7906190134 

50-259 

p 




7906290307 

90-320 

P 

7906190139 

50-259 

p 







7906190145 

50-259 

p 




7906020182 

90-301 

8 


U.S. NUCLEAR REGULATORY COMMISSiOIM 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR AGGEdSION 

AFFILIATION NUMBER 

SUflJGCT 

CATEOOny 

AUTHOR 

AFFILIATION 

AGCE801QN 

NUMBER 

SUBJECT 

CATCOORY 

7706020180 

790&29033S 

7906230333 

7906330332 

OEN TEC 
30-200 
30-200 
30-280 

10 

P 

P 

P 


790&2S0334 

7906260110 

7906230331 

7906250334 

50-280 P 
30-200 P 
50-200 P 
30-280 P 

7906230333 

30-200 

P 


7906260110 

30-aao p 

7906200222 

FOIA 





7906270046 

50-10 

P 


7906200317 

30-303 P 

7906260286 

30-320 

P 


7906200321 

30-303 P 





7906230317 

30-330 P 

7906270040 

30-320 

P 


7906250100 

30-340 P 

7906230039 

30-280 

P 


7906250107 

30-240 P 

7906230070 

30-334 

P 


7906230323 

80-320 P 

7906070161 

30-320 

P 


7906230326 

30-320 P 

79062900 IB 

30-243 

P 


7906280327 

30-320 P 




7906230320 

30-320 P 

7906210107 

30-320 

P 


7906250194 


Stfi terns Brancli 7904210301 

50-300 

A 


30-280 P 

790607000 1 

50-320 

H 


7906260107 

30-280 P 

7906040400 

30-317 

P 


7906230323 

80-320 P 

7906040403 

30-317 

P 


7906230326 

30-320 P 





7906230320 

30-320 P 

7906040400 

30-317 

P 




7906040403 

30-317 

P 


7906230323 

30-320 P 

7906120094 

30-202 

P 


7906230326 

30-320 P 

7906120101 

30-202 

P 


7906230327 

30-320 P 

7906120094 

30-202 

P 


7906230320 

30-320 P 





7906230033 

30-247 P 

7906120101 

30-292 

P 




7906290192 

OEN TEC 

la 


7906210101 

30-230 P 

7906290642 

30-290 

p 


7906230033 

30-247 P 

7906070137 

30-320 

p 


7906260092 

80-303 P 

7906070077 

30-329 

A 


7906230020 

30-233 P 





7906200330 

30-266 P 

Opiratlns Re«ctor« Branch 1 (Pr« 7906230331 

790625) 

30-290 

p 


7906230030 

50-202 P 

7904130312 

30-334 

p 


7906200330 

50-266 P 

7906200339 

30-293 

p 


7906230191 

50-303 P 

7906200363 

30-293 

p 


7906280030 

50-202 P 

7906200339 

30-293 

p 


7906260176 

30-334 P 

7906200363 

30-293 

p 


7906260179 

50-340 P 

7906030419 

30-3 

p 


7906230056 

30-266 P 

7906200303 

30-344 

F 


7906 M 0441 

80-247 P 

7906010200 

30-334 

P 


7906230090 

50-247 0 

7906200290 

30-261 

P 


7906260190 

50-261 P 

7906200300 

30-261 

P 


7906110446 

30-200 P 

7906020246 

90-230 

P 


7906230090 

30-247 0 

7906020247 

30-230 

P 


7906260193 

30-344 P 

7906020249 

30-230 

P 


7906290339 

30-280 P 

7906020246 

30-230 

P 


7906290340 

80-230 P 

7906020247 

30-230 

P 


7906290830 

50-334 P 

7906020249 

30-230 

P 




7906100702 

30-293 

P 


7906230260 

50-340 P 

7906100790 

30-293 

P 


7906280196 

50-272 P 

7906100702 

30-293 

P 

Operating Raactdr-i Br«nch SL iPv 
7906231 

7906040484 

80-206 P 

7906100790 

80-293 

P 


7906020166 

80-243 P 

7906020203 

30-230 

F 




7906040126 

30-261 

P 


7906070331 

80-237 P 

7906040130 

30-261 

P 


7906070000 

80-237 P 





7906070013 

80-237 P 

7906040133 

30-261 

P 


7906060023 

80-409 P 

7906030416 

30-344 

P 


7906030430 

80-138 a 

7906010100 

30-340 

F 




7906130137 

30-261 

P 


7906030233 

80-206 P 

7906130057 

30-282 

P 


7906260007 

80-244 P 

1 



7906030227 

80-233 P 

7906130061 

30-202 

P 


7906030231 

80-409 P 

7906130066 

3O-;202 

P 


7906100312 

80-409 P 

7906130037 

30-202 

P 




7906130061 

30-202 

P 


7906190017 

80-409 P 

7906130066 

30-282 

P 


7906070303 

50-10 F 





7906020133 

50-238 P 

7906200312 

30-266 

P 


7906030224 

30-213 P 

7906290000 

30-313 

P 


7906010238 

30-219 P 

7906290008 

30-318 

P 




7906290092 

30-313 

P 


7906280100 

30-10 P 

7906290100 

30-313 

P 


7906230103 

50-213 P 




7906080030 

50-244 F 

7906290080 

50-313 

P 


7906280031 

50-233 P 

7906290008 

30-313 

P 


7906230038 

80-253 P 

7906290092 

80-313 

P 




7906290100 

80-313 

P 


7906210360 

80-409 F 

7906230391 

80-230 

P 


7906210371 

80-409 F 





7906210378 

30-409 F 

7906230393 

30-230 

P 


7906290702 

80-29 P 

7906230401 

30-230 

P 


7906200272 

80-213 P 

7906230403 

30-230 

P 




7906230391 

80-230 

P 


7906230320 

80-219 P 

7906280393 

30-230 

P 


7906200263 

80-237 P 





7906290634 

30-409 P 

7906230401 

30-230 

P 


7906290639 

80-409 P 

7906280403 

80-230 

P 


7906290630 

30-409 P 

79062 1037S 

30-303 

P 



7906210303 

30-303 

P 


7906290024 

30-29 P 

7906210393 

80-303 

P 


7906290012 

50-248 P 





7906290021 

80-243 P 

7906230331 

80-200 

P 


7906230132 

30-243 P 





U.S, NUCLEAR REGULATORY COMMISSION 
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ORGANIZATIONAL SOURCE INDEX 




AUTHOR 

ACCESSION SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER CATEOORY 

AFFILIATION 

NUMBER 

CATEGORY 


7906290*45 30-409 p 

ReActor Branch 7904170494 TOPREP 

Systematic Evaluation Programs Branch 7906200097 30-320 f 

(Pre 790623} 

7906200280 30-320 P 

7906290754 TOPREP 

Division of Project Management 7906080003 30-10 U 

7906130431 30*>320 0 

7906180627 30-320 0 

7906180637 50-320 0 

7906180631 30-320 0 

7906070401 30-273 H 

790627009B 30-320 0 

7906070401 30-273 M 

7906270098 50-320 0 

7906060013 30-460 A 

7906270143 30-320 0 

7906260216 30-339 A 

7906020118 30-273 Q 

7906140329 30-273 H 

7906270084 30-320 O 

79060201 18 30-273 Q 

7906140329 30-273 H 

7906010168 30-493 A 

7906010169 30-493 A 

7906270101 30-320 0 

7906270137 30-320 0 

7906230101 30-309 P 

7906270032 30-320 Q 

7906270140 30-320 Q 

7906270032 30-320 Q 

7906270140 30-320 (3 

79062701 49 80-320 P 

7906250101 50-309 P 

7906020207 50-400 A 

7906270126 50-320 O 

7906270131 30-320 <1 

7906270153 50-320 P 

7906270131 50-320 0 

7906020207 50-400 A 


7906270194 50-320 P 

7906290393 50-320 Q 

79061 90 IS3 90-275 H 

7906270170 90-320 P 

7906290393 30-320 Q 

7906190123 50-275 H 

7906230091 30-309 P 

7906070093 30-320 0 

7906070093 30-320 O 

7906070096 30-320 O 

7906070061 30-320 0 

7906230091 30-309 P 

7906270120 30-320 Q 

7906270103 30-320 P 

7906270120 30-320 Q 

7906270075 30-320 P 

7906270196 30-320 P 

7906070062 30-320 O 

7906270071 30-320 P 

7906110018 50-320 0 

7906110025 50-320 □ 

79061 10028 30-320 O 

79061 10039 30-320 0 

7906110052 90-320 Q 

7906270013 90-320 P 

Assistant Director for Light Water 7906230143 TOPREP 

Reactors 

790607031 9 30-338 P 

7906010099 50-273 Q 

7906030067 90-320 P 

7906010059 30-273 0 

7906020242 30-330 P 

7906130140 50-322 O 

7906180172 50-279 H 

Light Water Reacters Branch 1 7906230125 50-346 0 

790604041? TOPREP 

7906010316 30-341 A 

790608021 1 90-279 A 

7906270104 90-320 O 

7906270097 90-320 

7906200316 90-368 P 


7906270097 50-320 O 
7906230113 50-279 A 
79061{70078 90-320 □ 


7906230113 50-279 A 
7906230081 30-338 A 

7906230160 30-273 A 

Light Water Reactors Branch 2 7906230143 TQPREP 

7906040396 30-361 F 
7906040070 30-399 A 
7906100102 90-369 A 

7906160131 30-369 A 
7906010243 90-966 A 
7906110448 30-382 A 
7906120126 30-395 A 
7906200920 50-336 P 

7906120133 50-382 A 
7906250319 50-443 A 
7906230206 30-361 A 
7906250039 30-361 A 
7906250070 90-361 A 

7906230039 30-361 A 
7906250078 30-361 A 
7906230084 30-362 A 
7906250323 30-449 A 
7906250264 50-518 A 

7906290314 90-361 A 
7906230163 90-443 A 
7906250063 30-437 A 
7906250303 30-599 A 
7906290322 30-369 A 

Light Water Reactors Branch 3 7906070313 30-338 P 

7906070321 90-338 P 
7906070325 50-338 P 
7906070313 50-338 P 
7906070321 50-338 P 

7906070323 50-338 P 
7906010241 90-996 A 
7906060020 90-339 A 
7906140229 30-311 A 
7906070409 50-373 A 


7906160135 50-423 A 

7906110414 50-490 A 

7906130504 90-307 A 

7906190003 50-366 I 

7906200319 50-528 A 

7906200326 90-592 I 

7906130109 50-387 A 

7906100781 50-400 A 

7906160767 50-336 P 

7906100701 50-400 A 

7906230162 50-307 A 

7906290091 50-596 A 

7906250313 50-387 A 

7906250075 50-498 A 

7906290841 90-330 P 

7906250190 50-498 A 

7906290799 50-387 P 

Light Water Reactors Branch 4 7906140623 50-329 A 

7906040214 TOPREP 

7906020069 50-322 A 

7906190001 50-322 A 

7906060007 50-390 A 

7906270034 90-320 0 

7906290156 50-494 A 

7906290626 50-32? A 

7906290156 50-434 A 

7906270002 90-320 O 

7906260016 30-390 A 

7906270029 50-320 6 

7906270271 50-397 A 

7906260267 90-327 0 

Assistant Director for Qualltv 7906290114 50-309 P 

MSiurance R Operation* 

Operator Licensing Branch 7906270180 50-320 P 

7906140939 90-369 A 

Oiiaittg Aisgrance Branch 7906040139 TOPREP 

7906290106 90-309 P 

7906290112 90-309 P 

7906220126 TOPREP 

7906070192 90-293 P 

Assistant Director for Standard Si 7906270270 90-267 P 

Advanced Rfactors 

7906220433 90-267 P 

Advanced Reactors Branch 7906090417 90-267 P 

Standardisation Branch 7906270001 30-320 D 

7906010171 30-499 A 

7906270044 90-320 0 


7906270022 


90-320 a 




U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

affiliation 


Division of Oyitsm* 3af«tg 


HschsnloAl Engintaring Branch 
Assfsiant Dlraetor far Plant 


Contalnmcni Sgstom* Branch (Pre 
TWJCi) 

C]«ciri.ci Initrunantatlon (• Control 
5^1 tans Branch 


Povcr Sy^stamt Branch 
Aisistant Dlrvctor for Raactor 8af«ty 


Anal'tftit Branch 


Cora Ptrformanct Branch 
Raactor agsttai Branch 


k>lvlslan of Raactor LicanalTig <NRR'‘1975 
onl V > 

Ol'll.c* of Standar<li Davalopmcnt 


ACCESS ION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEOOfiV 

790A2701G7 

90-320 

P 


7903300937 

PR 


7906210066 

FOIA 



7906070340 

FOIA 


7906270189 

90-320 

P 


7906070348 

FOIA 


7906070007 

90-320 

P 


7906020222 

REOOD 


7906290240 

90-320 

H 


7906130178 

REOOD 


7906020168 

90-320 

P 


7906130180 

REOOD 


7906260318 

90-320 

P 


7906200301 

PR 


7906230131 

90-320 

U 


79061S074B 

REOOD 


7906070126 

50-380 

P 


7906290B39 

REOOD 


7906280043 

90-320 

8 

Olvlalon of Engintarlng Standards 

7906130079 

PR 


7906110096 

90-311 

A 

7906230 iOa 

REOOD 


7906200037 

90-320 

P 


7906230106 

REOOD 


7906290189 

90-320 

A 


7906260483 

NUREO 


7904090314 

50-437 

A 

Rc-actor Sgstaihs Standards Branch 

7906280045 

50-320 

8 

7904160286 

90-329 

E 

Division of 8ittng> Hialth b Safaguards 

7906070199 

FOIA 


7904130347 

90-327 

A 

Standards 




7904190077 

90-382 

A 


7903200100 

ORO 


7906190118 

OEN TEG 

18 

Radiological Haalth Standards Branch 

7906210067 

50-320 

P 

7906200076 

90-320 

P 

7905290222 

ORO 


7909240249 

50-320 

P 

Bafaguards Standards Branch 

790609004a 

NUREO 


7906290227 

90-320 

A 

Offlca of Nuclear Ragulatorg Rasaarch 
* 

7906180729 

7906010337 

RES 

RE3 


7904100243 

7904210346 

7904160279 

90-327 

90-329 

90-390 

A 

A 

A 

Adflitnistrative and Rtsourca Control 
Staff 

790626060 1 
7906270063 
7906290326 

KUREO 

90-320 

50-320 

P 

P 

7906160091 

7906040039 

7906230177 

7906260166 

7906110017 

TOPREP 

90-373 

90-466 

90-968 

90-488 

F 

Q 

0 

0 

Progran Coordination Branch 

Probabli Ifit Ic Analysis Branch 

7906270190 
7906270 1 39 
7906280003 
7906280010 
7906280012 

90-320 

90-320 

90-320 

50-320 

90-320 

P 

P 

P 

P 

P 

7906200073 

90-320 

P 


7906280014 

90-320 

P 

7906870142 

90-320 

P 


7 90 6230 009 

90-320 

P 

7906280269 

90-320 

P 


7906280007 

90-320 

P 





7906260907 

90-320 

P 

7906270148 

90-320 

P 


7906280009 

90-320 

P 

7906110409 

TOPREP 






7906110438 

TOPREP 


Division of Safagvardf* Fual CtfcLa It 

7906260079 

90-320 

P 

7906220187 

90-320 

P 

Environasntal ftsstarch 




7909070088 

90-320 

P 


7906380021 

90-320 

P 




Environnantal Effects Research Branch 

7906280018 

90-320 

P 

7909290210 

90-289 

P 

Division of Reactor Safety Research 

7906S8004B 

REVIE^ 

ORP 

7909230087 

90-289 

P 

7906260234 

REV 1 EH 

<5RP 

7906270108 

90-320 

P 





7906290170 

90-320 

P 


7906260628 

REVIEW 

ORP 

7906130388 

90-320 

P 


7906070004 

90-320 

P 





7906260473 

90-320 

R 

7906200039 

90-320 

P 


7906210039 

REVIEW 

ORP 

7906290233 

90-320 

A 

Assistant Dirsctor for Advanced Reactor 
Safety Restarch 

79062 LO 121 

80-320 

P 

7906270173 

CDHMiaSlON 


7906210129 

90-320 


7906270177 

COMM t 68 ION 


P 

7906110313 

COMMIBBION 


7906210119 

80-320 

P 

7906070329 

FOIA 


Esptriaentat Oai-Cooled Reactor Safety 

7906210121 

80-320 

P 

7906020227 

lOCFR 


Research Branch 

Full Bihavlor Branch 

7906210027 

REVIEW 

ORP 

7906020231 

lOCFR 


Metallurgy U Materials Branch 

7906270172 

90-320 

P 




REPORT 


TKe subject category column in this index gives the doc- 
ket number and the symbol for the category of informa- 
tion within that docket; for example, 50-320 P. The doc- 
ket subject categories are defined In Appendix A. 


BEPOflT 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 

bkSf 

7904110173 

90-437 

A 


7904010337 

REB 



7904050110 

RES 



79040201 1 4 

REB 


’92^020115 

79040SO119 

RES 



7904020133 

REB 


'9M<i404lt 

7904040441 

REB 



7904040413 

REB 



7904090180 

REB 


r9:*05«79 

7904050279 

REB 


r7^Sl»l3A 

7904120136 

REB 


rfC41 40127 

7904140127 

RES 


r9’^]B03l6 

7904160218 

REB 


WJAS&5330 

7904180230 

RES 


00729 

7904180729 

REB 


rf 3*1 WO 49 

7904190049 

REB 


w«owos 

7904200406 

REB 


r73*30O420 

7904200620 

REB 


[9343100] i 

7904210011 

REB 


r»4aioo]3 

7904210019 

REB 


f9JA3|&0« 

7904210020 

REB 



7904210031 

REB 


r45«»l83 

7904220163 

REB 


WJATSOaiS 

7904220219 

REB 


^36330124 

7904230124 

REB 


r9>«3QlA9 

7904230167 

REB 


[9042301/5 

7904230172 

REB 


[9043301/3 

7904230173 

REB 


TOijsoow 

7906290043 

REB 


[W4J500S3 

7904290093 

REB 


[904240013 

7904260013 

REB 


[>34240017 

7906260017 

RES 


[906240025 

7904260022 

90-409 

F 

[>34240023 

7904260023 

90-277 

F 

[9042400J1 

7906260031 

REB 


r»42400J7 

7904260037 

RES 


[904240043 

7904260042 

REB 


[904240574 

7904260974 

NUREO 


[>04240413 

7904260413 

REB 


[>3424043< 

7904260420 

REB 


[9042404-23 

7904260423 

90-338 

P 

[>942fiOOU( 

7904260001 

REB 


[W4290S7B 

7904290178 

REB 


[904290«04 

7904290204 

REB 


[904290590 

7904290290 

REB 


[>^6290549 

7904290249 

REB 


[>94290278 

7904290276 

REB 


19:4290(391 

7904290291 

REB 


[«44903SI 

7904290311 

REB 


r»42»50» 

7904290909 

RE8 


TW290S45 

7904290942 

REB 


W9 1/481!^ N49,S 5 

7904230109 

REQOO 


A7L‘TI!P-1A 

7904190249 

90-913 

P 

MM0074A 

7904230140 

TOPREP 


IAM930 

7904010229 

90-320 

P 


7904210339 

90-331 

P 

ft- 502 

7904200221 

TOPREP 


IJW»-S03 

7904200227 

TOPREP 



7904040290 

90-317 

P 

¥£/EtS-i9044-l> VJ 

7904090204 

WASTE HOT 


OTHER REPORT 
NUMBER 


CAAP’-TR~046 


CDAP-TR-053 

0RNt/ED/EI8-87 


TFBP-TR-319 


6a‘?0-66M«'FJL SA 
ORNL/CSD/ INF-79 
ORNL/ED/Eia-89 


ORNU/CBD/lNF-79 


ORNL/NUREO/TM-a 

UMOK-NUREO-79-0 


8AND7a-ia7a 


CDAP-TR-05!} 
LTR ao-99 


JOE/Era^ooiA-o va 


790^090306 WASTE HOT 
770^030091 PROU 


OC-79E 


INDEX 


Subject categories for nondocketed Items are also en- 
tered in this column by symbol; for example, ACRS. 
These categories are defined in Appendix B and listed in 
the Contents, 



NURe0/CR-0^»fl4 
NURE0/CR-0iS9 
NUReO/C«-OA9l 
HURE0/CR-<Wr9a VA 


38B 



386 


REPORT NUMBER INDEX 


REPORT 

KUMBER 

ACC ESS I QM 
NUMBER 

SUBJECT 

CATEfiORY 

OTHER REPORT 

NUMBER 

REPORT 

NUMBER 

ACCEaSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

NURE0/CR-0&94 

79O610O6S9 

NUREO 

8AND79-0333 

aECY“77-077A 

7906230091 

SECY 



^fUfiEO/CR-0699 

7906050141 

NUREO 


SECY-79-114 

7906020227 

XOCFR 



WUREO/CR-0704 

7906080107 

NUREO 

LA-7732-SR 

SECY-79- 1378 

7906060067 

SECY 



NUREO/CR-0710 

7906290673 

NUREO 

ORNL/NUREO/TM-3 

SECY-79-200A 

7906200002 

ytij V 



NUREO/CR-0712 

7906100749 

NUREO 

DP8T-NURE0-7a-t 

SECY-79-233A 

7706060071 

SECY 



NURE(?/Cfl“07l3 

7906100762 

NUREO 

DPST-NUREO-78-2 

aECy-79-241 

7906070101 

SECY 



MUREO/CR-0714 

7906180770 

NUREO 

DPET-NUREO 70-3 

SeCY-79-249A 

7906180771 

SECY 



NURe0/CR-07l5 

7906180707 

SO-293 P 


8ECY-79“26aA 

7906290604 

SECY 



MUREO/CR-0716 

7906030277 

NUREO 

□fiNU/NUREO/TH-3 

SECY-79-2aO 

7906180739 

SECY 



NUREO/CR-0719 

7906100422 

TOPREP 

CREARE TN-292 

SECY-79-2a0A 

7906230086 

SECY 



NURE0/CR-O7aB 

7906100774 

NUREO 

SANQ79-063t 

SECy-79-2a2 

7906100602 

SECY 



NUflEO/CR-0739 

7906050110 

NUREO 

TREE- 1299 

SECY-79-2e6 

7906020101 

SECY 



MUREO/CR-0731 

7906260603 

NUREO 

aANt)79-0734 

SECY-79-289 

7906180734 

SECY 



MURE07CR-0753 

7906290487 

NUREO 

ORNL/NUREO/TK-3 

SECY-79-297 

7906010146 

BECY 



MUfiEO/CR-0700 

7906020244 

NUREO 


aECY-79-303 

7906180116 

SECY 



NURE07CR-07ai 

7906280011 

NUREO 

PRA-T7901 

8ECV-79-306 

7906060070 

BECY 



MURE0/Cft-07e& 

7906030006 

NUREO 

TREE- 1332 

SECY-79-J07 

7906060076 

SECY 



NUREO/CR-0793 

7906020195 

NUREO 


SECY-79-J08 

79061B0050 

SECY 



f<URE(3/CR-0796 

7906100004 

NUREO 

PNL-2a27 

SECY- 79-3 to 

7906180613 

SECY 



UUREO/CR-0799 

7906020102 

NUREO 


6ECY-79-320 

7906290496 

SECY 



NURE0/CR‘*O823 

7906100737 

% NUREO 


SECY-79-329 

7906290331 

BECY 



^fUREO/CR'0824 

7906210323 

NUREO 

fl«-2026 

SECY-A-7/-24 

7906230402 

SECY 



wuREo/CR-oaas 

7906100779 

NUREO 

BttI-2023 

8ECY-A-79-aO 

7906110430 

SECY 



OPE-2i-3/9 

7906260341 

50-270 P 

DRF-B 13-109-40 

SECY-A-79-31 
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30-303 

0 


RH*‘79-3”«F2 

7906220374 

50-239 R 


8ECY-R-3J0 
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30-201 

P 


SECY-77-36i 
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raiA 
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TOPREP 
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SECY 


WCAP-9529 
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SECY- 78-413 

7906110313 

COMNISBION 


YAEC-n4'» 

7906120400 

30-368 

A 


see Y“ 79-01 4A 

7906290714 

SECY 


YAEC-n73 

7906120207 

30-360 

A 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. AppUcation/Construction Stage Documents and Correspondence 

This category follows the application from submission to the day preceding the issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall into other specific categories. Included are: 

1. Coirespondance and documents relating to unresolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item 1. 

3. Coirespondence regarding Preliminary and Final Safety Analysis Reports. 

4. NRC questions^ requests for additional information, and applicant responses. 

5. Applicant’s Quality Assurance Manual. 

6. Correspondence and documentation on generic technical matters higliliglited by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

7. Federal Register notices that do not apply to other categories. 

8. Information on laws and changes in regulations or policy tliat affect the status of the applica- 
tion (NEPA, Water Quality Impiovcment Act, Water Pollution Control Act, etc.). 

9. Sohecluling of license application submission or leview. 

10. Reports of site visits. 

11. Backup technical documents (i.e., topical reports) submitted in support of the application, 

12. Early site review information. 

13. Constiuction Permit, amendments and correspondence relating to constiuction permit. 

14. Environmental review infounation. 

15. Construction permit. 


B. Utility Preliminary Safety Analysis Report (PSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Repoit (PSAR) submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt. 

5. Hazards Summary Report submitted by utility (now designated PSAR). 
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6. Safety Analysis Report submitted by utility (now designated PSAR). 

7. Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 


D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

1. Draft and Final Environmental (Impact) Statements (DES and FES). 

2. Supplements to DES and FES. 

3. Correspondence relating to the DES or FES, 

4. Comments from othei federal, state, and local government agencies. 

5. Transmittal letters, 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted In connection with above. 

8. Notices of availability of above. 

9. Draft of detailed statement, 

E, NRC Safety Evaluation Report (SER), Supplements and Correspondence 

1. Safety Evaluation Repoit (SER). 

2. Supplements to SER, 

3. Correspondence relating to SER. 
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4. Notices advising of the availability of 1 and 2, 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
safety review or safety evaluation, 

8. Transmittal letters. 

9. Comments from other agencies relative to safety review. 

10. NRC-AEC Hazard Analysis Reports (now designated SER). 


F. Security, Medical, Emergency, and Pire-Protection Plans 

All plans in this category are submitted separately. Information submitted for tlie PSAR or FSAR 
is excluded. 

1. Correspondence relating to plans, 

2. Supplements, changes, and revisions to plans. 

3. Fire Hazard Protection Plan and Surveys. 


G. Adjudicatory Correspondence 

This category contains all documents on hearings, Atomic Safety and Licensing Board (AS LB) 
review, and opposition except word-for-word transcripts of ASLB hearings (Category T) and anti- 
trust hearings (Category N), 

L ASLB hearing and review documents. 

2. Coirespondence to and from interveners. 

3. Correspondence to and from persons writing in opposition to the facility. Those writing for 

information or in suppoit of the facility are in category H. 

4. Board orders and decisions, 

5. Requests to make appearances at hearings. 

6. Transmittal of supporting documents (i.e., SER, FES) to the board, 

7. Federal Register notices regarding hearings. 

8. Requests for a hearing, 

9. Petitions from participants (including petition for request for extension). 

10. Corrections to transcripts, 

11. Professional qualifications, if presented at a hearing. 


389 



12. Memorandums and orders authorizing issuance of license, changes, and other issuances by 
tlie Atomic Safety and Licensing Board. 

13. Hearing index. 


H. General correspondence 

This category includes documents with little or no bearing on the status of the application or 
license. Items that have no substantive technical content or meaning for the status of the license 
or application are included. 

1. Qualification statements of new employees. 

2. Change of address notifications. 

3. Changes in organization. 

4. Changes in service lists, “Certificate of Service” documents (without a document attached). 

5. NRC requests to applicant foi additional copies of documents. 

6. Correspondence from the public in suppoit of or requesting infoimation about the facility. 

7. Letters of “concern” (NOT “opposition”) and response theieto. 

8. Correspondence on strictly administrative matters. 

9. Coirespondence regarding tlie local Public Document Room. 

10. Memoranda to Public Document Room legarding withholding a document (unaccompanied by 
that document). 

11. Piess releases from applicant. 

12. Any otliei mateiial that fits tlie ciiteria given above. 

13. Professional qualifications (lesumes). 


I. Financial Information 

L Company annual reports. 

2. Separately submitted financial information and related coirespondence, 


J. Insurance and Idemiiity Information 

1. All conespondence and documentation regarding indemnity and insuiance. 

2. Endorsements to insurance policies. 

3. NELPIA - Nuclear Energy Liability Pioperty Insurance information. 
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K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This category is strictly Umited to the items listed below. All related correspondence falls in 
category A or P. 

1, Final Safety Analysis Report (FSAR). 

2* Amendments and changes to the FSAR. 

3. Transmittal letters. 

4, Letters acknowledging receipt of items. 

5, Haxaids Final Summary Report (now designated FSAR). 

6. Certificates of Seivice of FSAR, 


L. Limited Work Authorization and Related Correspondence 

This category is limited to items issued before the construction permit is granted. 

L Limited Work Authoiizations. 

2. Environmental exemptions. 

3. Coirespondence relating to 1 and 2. 

4. All information concerning site preparation prior to the issuance of a construction permit. 


M. Antitrust Correspondence 

L All material concerning antitrust except hearing transcripts (category N) 

2. All material marked with an A immediately following the docket number. The A signifies 

antitiust proceedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transcripts of hearings in antitrust matters. In most 
cases tJiey will be marked witli an A following the docket number. Related correspondence falls 
in categoiy M. 


0. Advisory Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1, Correspondence and letter reports lelating to ACRS reviews 

2, Correspondence from ACRS 

3, Announcements of ACRS meetings 
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4. Transmittal letters to ACRS 


5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes tlie position of the application file for general technical items dated on or after 
the issuance of the operating license. It includes: 

1. Operating license, amendments, proposed amendments, and changes. 

2. Technical specifications and changes. 

3. Announcements of issuance of 1 and 2. 

4. Transmittal letters. 

5. All general technical correspondence relating to technical specifications or operating license. 

6. License conditions. 

7. Operator licenses or administrative information bearing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the main subject is technical 
specifications, operating license, or any technical issue arising after the issuance of the 
operating license, 

9. Correspondence regarding codes (ASME), regulations, laws, or changes in policy that may 
affect plant operation or bear on the operating license. 

10. Information on tlie Standard Review Plan (SRP). 

11. Results of surveys or tests conducted In accordance witli the technical specifications (NOT 
periodic reports, which fall in category R). 

12. Requests for issuance of operating license. 

13. Requests for copies of items 1 and 2 and responses, 

14. Correspondence on generic technical issues. 

15. Owner’s group meeting announcements and reports. 

16. Orders for modification of license, 

17. Requests for extension date of license or license modification. 

18. Quality assurance information. 

19. Environmental matters (technical). 

20. Emergency core cooling system. 

21. Radioactive waste information. 
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Q. Inspection Reports, IE Bulletins and Correspondence 

1. Inspection reports. 

2 . Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports, 

5. Letters concerning areas of noncompliance. 

6. Any correspondence relating to inspection and enforcement that does not specifically i elate 
to incidents as defined in category S. 

7* In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R. Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1. Montlily, semiannual, or annual reports (other than financial). 

2 . Periodic environmental monitoring, effluent testing, or similar reports. 

3. Gray Book Information. 

4. Opeiational Logbooks: 

Logbooks on Environmental Data 
Logbooks of Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents relating to the above listed items. 


S. Reportable Occurrences, LERs and Related Conespondence 

Tliis category contains all materials relating to abnormal, unusual, reportable, nonroutine, or 10 
CFR S0.55e occurrences, This includes: 

1. All 24-hour, 10-day, 30-day, interim, final, and followup reports on these events, 

2. Other related documents. 

NOTE: Also called licensee event reports, incident leports, etc. 



T. Hearing Transcripts on Non-Antitrust Matters 

This category contains word-for-word transcripts, corrections to the transcript, attachments 
and Vu-Graphs. Examples of non-antitrust matters include: 

1. ASLB hearings. 

2, Commission Meetings. 

3. Commission Briefings. 

4, Telephone conversations. 


U. Congressional/Executive Correspondence 

1. Testimony before Congress. 

2. Preparatory and backup documents for Congressional testimony. 

3. Letters to and from Congress and tlie Executive Branch. 

4. Responses to letters from members of Congress and tlie Executive Branch. 

5. Correspondence to and from the NRC Office of Congressional Affairs. 


V. Operator Examinations 

1. NRC Examination Results. 

2. Power Plant Examination Summary Sheet. 

3. Related correspondence. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR — Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of tlic Advisory Committee 
on Reactor Safeguards. ACRS serves as im independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of now or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents In this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


AGREEMENT — State Agreements and Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered Include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It Includes: 
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1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding' 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b, technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director foi 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices, 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY categoiy. 


CONTRACT - NRC Contracts and Modifications 

Tills category contains documentation pertaining to AEC and NRC contracts and Interagency 
Asreements. includine* 


ice of request for proposal (RFP) and invitations for bid (IFB). 
IFB) issued by the NRC. 

act execution, specifying contract number, project title, contractor 
funding, and period of performance, 

ts and contract modifications, if any. 


mation Act Requests and Releases < 

lests for agency records and records released in accordance with the 
of Information Act (FOIA). Documents in this category include: 
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1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year— numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requestei relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS — Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2 . Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by tiro Office of 

Inspection and Enforcement. These issuances describe particular events that occur at a facility 

that may require some follow-up action on the part of licensees. Also included in this category 

are preliminary notifications of events (PNOs), 

j, I&E Circulars, which describe an event at a licensed facility and arc informational in nature, 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such Issuances, and 
related correspondence, see Category Q of individual docket catcgoiies. 


NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors, 

1. These reports are normally final work products and are characterized by the following criteria; 
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a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation, 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 


ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC*s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and piofessional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC*s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g,, EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development, 

4. ^ Statements, motions, orders and correspondence dealing with emergency petitions filed by 

parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category, 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 

of the subject and issues Involved. ^ 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 
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4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE: For staff recommendations to the Conimisisioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ — Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a 
prefix, followed by a series of numbers. 

1. “Pre-docketed*’ commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series, 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual, 

4. Early site review information. 

5. Backup technical documents submitted in support of tlie application. 

6. Early site visits. 
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B, Utility PSAR and Amendments 

U PSARs submitted by the utility. 

2. Amendments and changes to tlie PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G, Adjudicatory Correspondence 

1, Motions, briefs, orders, et al pertaining to prc-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1, Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3, NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence, Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC, QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
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criteria are 10 CFR Part 50* Appendix B* vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites, Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components, 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings, 


REGGD - Regulatory Guides 

This category contains new and levised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants, Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3, Pre-test prediction reports. 

4, **Quick look” reports. 

5, Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 
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1 . Letter reports of foreign travel and site visits by contractors. 

8. Letter, montWy, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Reseaich Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of lesearch results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the reseaich 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views, 

3. Research plans and predicted results of major expeiiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoianda relating to topics under discussion. 


RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and ;he magnitude of the subject under consideration. Documents in this category 
include: 

1 . Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 
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SECY — Position Papers Before tlie Commission 

This category consists of staff papers prepared for the mformation or approval of the Commis- 
sioners which are assigned a SECY report series code. Included aie: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


TOPREP - Vendor Reports and Related Correspondence 

Tills category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports, General vendor 
related correspondence that is not docket specific is also included in this categoiy. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports, 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT — Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-levcl 
waste issues and tasks. The documents in this category are; 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste lepositories, 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 

3. Correspondence pertaining to NRC's advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes, 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 
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XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaimng to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses, 

7. Filings pursuant to hearing requests or intervention petitions, if any, 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license, 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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